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PART  I 

Letter  of  Trammittal 

To  His  Excellekct,  Nathan  L.  Miller,  Governor  of  the  State  of  New  York, 
Albany,  N.  Y,: 

Snt. —  I  have  the  honor  to  tranamit  herewith  the  forty-first  annual  report 
of  the  State  Department  of  HealtL 

The  lowest  death  rate  in  the  hietory  of  the  State  Health  Department  was 
recorded  for  the  year  1020,  the  rate — 13.0  per  1,000  —  being  12  per  cent 
below  the  average  for  the  four  years  101^1917  in  spite  of  the  prevalence  of 
influenza  during  the  early  part  of  1920.  Begistration  of  vital  statistics 
reached  the  highest  point  of  efficiency  yet  attained,  for  considerably  less  than 
one  per  cent  of  all  certificates  and  reports  filed  showed  any  delinquencies 
on  the  part  of  registrars,  physicians,  midwives  or  undertakers.  A  compre- 
hensive monthly  Vital  Statistics  Review,  probably  the  most  comprehensive 
publication  of  its  kind  issued  by  any  health  department  was  published 
during  the  year.  Special  studies  of  the  statistics^  of  influenza,  marriage, 
infant  mortality  and  standardized  death  rates  were  also  made,  preliminary 
reports  of  which  will  be  ready  for  publication  in  1021. 

It  is  an  historical  fact  that  wars  have  invariably  been  followed  by  epidemics 
of  syphilis  and  gonorrhea*  and  there  was  every  indication  that  the  Great  War 
would  prove  no  exception  in  this  respect,  but  with  tibe  extra  efforts  that  have 
been  put  forth  by  the  government  a^ncies  and  the  Division  of  Venereal 
Diseases  during  the  last  three  years  it  seems  certain  that  New  York  State 
has  not  and  will  not  experience  this  increase,  or  at  most  in  only  a  limited 
degree. 

Facilities  for  diagmMing  and  treating  these  diseases,  which  heretofore 
were  confined  almost  entirely  to  the  largest  cities,  have  been  provided  through- 
out the  State  by  means  of  forty-three  clinics  which  are  now  functioning  in 
thirty-eight  up-state  cities.  During  the  last  two  years  these  clinics  have 
given  more  than  110,000  treatments  besides  stimulating  the  local  physicians 
to  undertake  this  work.  More  than  30,000  doses  of  arsphenamine  have  been 
distributed  to  the  clinics  and  to  state  institutions  for  the  treatment  of  indi- 
gents or  wards  of  the  State. 

In  addition  to  the  cooperation  extended  to  the  authorities  of  the  state 
prisons,  reformatories  and  hospitals  in  this  work,  the  children  in  thirty-two 
orphanages  have  been  examined  hv  department  officials  and  provisions  made 
for  the  treatment  of  all  those  found  to  be  infected.  While  syphilis  and 
gonorrhea  have  aJways  -been  widespread,  it  is  only  recently  that  the  public 
has  begun  to  appreciate  fully  how  disastrous  ttiese  diseases  are  to  the 
economic  life  of  tJie  State.  The  force  of  this  statement  will  be  realized  in 
a  measure  by  comparing  the  12,028  new  cases  of  syphilis  reported  in  twelve 
months  with  the  2,692  cases  of  typhoid  fever  reported  during  the  same  period. 

Disturbed  labor  condition-s  will  tend  during  the  next  year  to  augment  the 
nun^r  of  indigents  suffering  from  venereal  disease,  and  provision  should 
be  made  by  ^e  State  to  meet  the  demand  for  free  treatment  which  will 
result. 

The  situation  with  regard  to  adequate  medical  service  in  rural  communi- 
ties is  steadily  growing  more  serious.    The  first  intimation  of  the  existing 
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conditioDB  came  to  .the  Department  through  the  discovery  that  a  very  large 
number  of  local  health  officers  were  the  only  physicians  in  their  respective 
municipalities  and  that  the  rural  health  officers  as  a  class  were  men  well 
advanced  in  years.  The  additional  attention  directed  to  the  situation  by  the 
epidemics  of  poliomyelitis  and  influenza  and  by  the  war,  and  the  continually 
increasing  num'ber  of  requests  for  assistance  in  securing  physicians  for 
municipalities  which  were  without  medical  service  led  to  a  careful  investiga- 
tion by  the  Department.  This  revealed  a  problem  of  such  character  and 
extent  as  to  require  that  steps  be  taken  at  once  for  its  solution  if  the  funda- 
mental and  vital  health  interests  of  the  State  are  to  be  effectively  guarded. 

The  number  of  physicians  in  practice  in  small  towns  and  rural  districts 
is  steadily  decreasing  while  the  population  continues  slowly  to  increase.  At 
the  same  time  the  physicians  in  the  rural  sections  of  the  State  as  a  whole 
have  been  in  practice  on  an  average  for  over  twenty-five  years,  and  the  num- 
ber of  recent  graduates  taking  up  rural  practice  is  far  less  each  year  than 
the  number  of  rural  practitioners  who  die  or  retire  or  move  into  the  cities. 
There  were  a  large  number  of  municipalities  (over  160)  which  had  physicians 
located  in  them  in  191d,  which  have  none  now,  and  a  very  much  larger  num- 
ber of  municipalities  (over  325)  without  a  single  phyBician,  who  has  been 
in  practice  less  than  2i&  years.  When  residents  of  rural  districts  become 
seriously  sick,  owing  to  the  lack  of  physicians,  nurses  and  domestic  servants, 
it  is  becoming  more  and  more  imperative  that  if  they  are  to  receive  even 
ordinary  care  they  shall  be  removed  to  a  hospital.  About  one-fourth  of  the 
up-state  counties  have  no  hospitals  within  their  limits  and  where  hospitals 
are  available  they  are  often  inadequate,  and  generally  have  not  the  facilities 
to  give  the  best  ki!id  of  medical  and  surgical  service.  The  American  College 
'  of  Surgeons  has  approved  but  fourteen  of  the  thirty-four  larger  hospitals 
located  in  the  State  outside  of  New  York  city.  Complete  clinical,  pathological, 
chemical,  bacteriological  and  x-ray  laboratory  service  (without  which  the 
practice  of  modern,  scientific  medicine  is  impossible)  is  available  in  but  very 
few  of  the  rural  counties.  In  large  sections  of  the  State  containing  a  numer- 
ovtA  population,  special  examinations  and  expert  consultation  service  cannot 
be  obtained;  and  most  of  the  counties  are  without  any  general  out  patient 
clinics. 

To  solve  this  problem  the  Public  Health  Council,  after  much  study,  pre- 
pared the  ^*  Health  Center  Bill '' —  a  measure  authorieing  and  enabling  coun- 
ties and  cities  to  create  and  maintain  health  centers,  to  include  one  or  more 
of  the  following  parts,  viz.:  a  general  hospital,  with  special  pavilions  for 
maternity  cases,  tuberculosis,  etc.,  laboratories,  a  public  health  nursing  ser- 
vice, clinics  for  out-patients,  effective  school  medical  inspection  and  super- 
vision facilities  for  periodic  medical  examinations.  It  also  provided  for  occa- 
sional or  periodic  consultations  and  clinics  by  specialists  in  medicine  and 
surgery  to  be  furnished  by  the  State  Department  of  Health,  and  state  aid 
in  construction  and  maintenance.  In  this  way  it  was  hoped  to  provide  for 
residents  or  rural  districts,  industrial  workers  and  all  others  who  cannot 
otherwise  secure  such  benefits,  adequate  and  scientific  medical  and  surgical 
treatment,  hospital  and  dispensary  facilities  and  nursing  care;  to  assist 
local  medical  practitioners  by  providing  laboratory  and  other  service,  and 
thus  to  attract  to  and  retain  in  the  sections  requiring  them  younger  physi- 
cians; and  in  general  to  improve  the  health  of  the  inhabitants  of  the  State. 
The  cost  would  be  small  and  relatively  insign<ificant  as  compared  with  the 
benefits  to  be  secured,  and  the  expenditures  would  be  made  in  very  large 
m(*asure  for  the  work  done  and  not  for  administration. 

The  bill  failed  of  passage  in  the  1920  legislature,  but  has  been  introduced 
in  the  present  session  with  certain  modifications  which  have  appeared  advis- 
able. It  may  be  stated  that  the  Council  of  Health  and  Public  Instruction  of 
the  American  •Medical  Association  at  a  recent  meeting  has  recommended  that 
this  association  take  steps  to  secure  results  substantially  the  same  as  those 
it  is  proposed  to  pecure  by  means  of  this  measure. 

In  order  to  aid  rural  physicians  in  o'btaining  consultation  service  and  diag- 
nostic facilities  at  the  present  time,  and  to  furnish  such  services  to  those 
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rural  dwellers  requiring  or  desiring  suoh  servicei  a  series  of  group  consulta- 
tion clinics  have  been  held  during  the  year  in  -several  of  the  rural  counties 
of  the  State.  In  conducting  these  clinics  the  Health  Department  was  aided 
by  the  State  Education  Department,  the  State  Hospital  Commission,  the 
State  Commission  for  Mental  Defectives,  the  American  Society  for  the  Con- 
trol of  Cancer,  the  State  Charities  Aid  Association  and  the  Atlantic  Division 
of  the  Red  Cross.. 

The  clinics,  which  provided  x-ray  and  diagnostic  laboratory  facilities  in 
addition  to  consultation  service,  were  held  in  seven  counties.  Nearly  2,000 
people  were  examined  and  advice  given,  and  the  reports  and  results  of  the 
examination  were  sent  to  the  attending  physicians.  Further  details  of  the 
operation  of  these  clinics  will  be  found  under  the  report  of  the  Division  of 
Administration. 

The  work  of  the  Division  of  Sanitary  Engineering  calk  for  a  highly  special- 
ized service,  the  demand  for  and  appreciation  of  which  is  yearly  increasing. 
The  problems  and  service  of  the  Engineering  Division  are  intimately  linked 
to,  and  in  some  instances  are  inseparable  from  those  of  the  other  divisions 
of  the  State  Health  Department,  especially  in  the  investigations  of  epidemics 
of  typhoid  fever  and  other  waterborne  diseases.  The  prevention  of  the  recur- 
rence of  these  diseases  at  summer  camping  places  —  as  for  example  at  the 
Boy  Scout  Camp  at  Interertate  Park  —  by  supervision  over  sewage  disposal 
and  water  purification  plants,  is  of  the  greatest  importance.  The  chemical, 
biological  and  engineering  investigation  of  public  ^vater  supplies,  and  water- 
shed and  stream  pollution  nuisances  arising  from  the  operation  of  various 
industrial  suid  sewage  disposal  plants,  and  other  sanitary  investigations  thus 
connected  with  the  prevention  of  disease  are  everywhere  recogn-ized  as  con- 
stituting a  very  important  part  of  public  health  work.  This  work  has  been 
actively  carried  on  during  the  year,  and  includes  with  its  other  activities  the 
supervision  of  more  than  &50  public  water  supplies  and  600  milk  pasteurizing 
plants. 

In  the  Division  of  Laboratories  and  Research  the  following  readjustments 
and  improvements  in  organization  were  effected  during  1920:  Better  stand- 
ardization of  laboratory  service  throughout  the  State  and  coordination  of 
wortc  to  the  end  that  diagnostic  laboratory  facilities  should  be  promptly  and 
uniformly  made  available;  increased  production  of  antitoxins,  sera  and  vac- 
cines to  meet  greater  demands  for  these  products;  and  improvement  of 
technique  in  the  manufacture  of  certain  of  these  products.  The  efficiency 
of  the  service  of  the  entire  chain  of  laboratories  within  the  State  has  been 
increased.  The  laboratories  of  the  State  Department  of  Health  are  now  not 
only  the  most  extensive  and  best  equipped,  but  are  the  most  thoroughly 
organized  and  efficiently  administered  public  health  laboratories  in  the  world. 

The  Children's  Health  Consultations,  the  most  recently  organized  feature 
of  the  Division  of  Child  Hygiene,  were  designed  to  assist  in  the  correction  of 
the  weakest  point  in  the  general  public  health  situation  —  the  neglected  four- 
year  period  between  infancy  and  school  age.  The  record  of  the  health  status 
of  children  upon  entrance  to  school  has  clearly  shown  the  necessity  for  pro- 
tecting the  child  during  these  years  from  the  harm  caused  by  insufficient  or 
improper  food,  decaying  teeth,  the  development  of  adenoids,  diseased  tonsils 
and  other  diseases  and  defects,  occurrence  of  the  infectious  diseases,  and 
unhygienic  habits  leading  to  defective  physical  conditions.  The  Child  Health 
Consultations  have  utilized  the  best  of  all  educational  methods,  viz.,  the 
teaching  through  demonstration,  to  carry  at  a  relatively  slight  cost  the  most 
recent  scientific  knowledge  on  the  subject  to  mothers  resident  in  remote  rural 
districts.  That  the  need  for  the  work  and  the  desire  of  the  mothers  to  be 
instructed  were  not  over-estimated  is  abundantly  proved  by  the  fact  that 
2.714  children  were  brought  by  their  mothers  to  the  consultations,  and  that 
76.71  per  cent  were  found  to  have  phj-sical  defects,  nearly  three- fourths  of 
whom  should  receive  attention  from  a  physician  if  their  general  health  is 
to  be  assured. 

In  the  field  of  public  health  education,  stress  has  been  put  on  work  in 
rural  communities,  especially  those  at  a  distance  from  traction  and  railroad 
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lines.  Child  Health  ConsuItationB  in  these  localities  would  have  been  impoe- 
sible  without  the  healthmobile,  a  truck  especially  designed  and  equipped  for 
the  purpose. 

A  Manual  for  Public  Health  Nurses  was  issued  during  the  year.  This  is 
the  first  puA>lication  covering  state- wide  public  health  problems  for  public 
health  nurses  which  has  been  prepared. 

A  summarized  report  of  the  activities  of  the  various  divisions  of  the 
Department  19  appended. 

Respectfully  yours 

HERMANN  M.  BIGGS 

March  1,  1921.  Commissioner 

LiabiUties  and  Ewpenditures  Chargeable  to  Fiscal  Tear  July  I,  1919-Vune 

30,  1020 
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Communication 

General  plant  aervioe,  general 

General  plant  lervioe,  care  of  typhoid  oarriere 
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Repaira 

Construotion 
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Federal  venereal 
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laboratories 
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ToUl 
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Milcellaneoua  recdpta,  rebates,  etc 343  85 
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6  State  Department  of  Health 

SUGGESTIONS  FOR  LEGISLATIVE  ACTION 

Prepared  by  the  Public  Health  Council  and  Recommended  by  the  Commissioner 

of  Health 

Memorandum  as  to  recommendationB  in  regard  to  certain  legislation 
which  should  be  enacted  at  the  present  session  of  the  Legislature. 

1.  In  the  last  annual  report  attention  was  drawn  to  the  situation  existing 
in  rural  counties  of  the  State  with  reference  to  medical  service  for  the  care 
of  the  sick.  It  was  then  pointed  out  that  the  number  of  practicing 
physicians  in  strictly  rural  districts  was  steadily  decreasing;  that  younger 
graduates  in  medicine  were  not  comdng  to  country  districts;  that  the  aver- 
age age  of  the  present  physicians  practicing  in  such  districts  was  so  high 
that  a  most  serious  deficiency  in  the  medical  service  availaible  would  almost 
certainly  develop  in  the  near  future.  It  was  further  pointed  out  that  in 
the  opinion  of  the  Pufblic  Health  Ck>uncil,  one  of  the  chief  reasons  for  this 
condition  was  the  lack  of  those  facilities  in  rural  districts  which  are  neces- 
sary to  enable  the  physicians  there  located  to  practice  medicine  in  accord- 
ance with  the  developments  of  modern  science. 

At  that  time  it  was  recoimmended  that  a  law  be  enacted  which  would 
give  local  authorities  power  to  establish  health  centers  including  hospital, 
laboratory,  out-patient  clinic,  special  pavilion  for  maternity  eases  and  com- 
municable disease,  and  which  would  provide  adequate  facilities  for  the 
treatment  of  the  people  of  these  rural  districts,  and  which  would  form 
a  nucleus  around  which  all  the  health  activities  could  converge,  and  which 
would  also  provide  physicians  through  the  State  Department  of  Health 
with  consultation  service  and  laboratory  and  other  facilities  not  now 
a\'ailable. 

To  encourage  the  establishment  of  such  centers  it  was  urged  that  the 
State  pledge  itself  to  grant  certain  definite  financial  assistance  in  proportion 
to  the  amounts  expended  by  the  respective  municipalities. 

A  bill  embodying  these  purposes,  known  as  the  Sag&-Machold  bill,  was 
introduced  in  the  1^0  session  of  the  L^iadature,  but  failed  of  passage. 
More  extensive  and  intensive  study  of  the  subject  made  since  that  time  has 
merely  served  to  re-enforce  the  opinions  then  expressed  as  to  the  necessity 
of  some  action  being  taken  in  the  near  future  to  supply  for  the  inhabitants 
of  rural  districts  facilities  for  adequate  and  scientific  medical  and  surgical 
care. 

The  enactment  of  legislation  in  accordance  with  the  suggestions  herein 
made  is  therefore  once  more  recommended. 

2.  Frequently  in  the  past  attention  has  been  drawn  to  the  necee^ity  of 
concentrating  and  co-ordinating  the  health  activities  throughout  the  rural 
localities  of  the  State.  All  through  the  State  there  are  many  small  districts 
with  underpaid  health  officers,  who  can  devote  only  a  very  small  part  of 
their  time  to  health  work.  The  consoilidation  of  districts,  which  is  per- 
mitted by  a  law  advocated  by  this  Department  and  passed  several  years 
ago,  has  done  something  to  remedy  conditions.  It  is  felt,  however,  that  the 
time  has  come  for  taking  further  action  in  this  matter  and  it  is  therefore 
recommended  that  the  Legislature  authorize  the  establishment  of  counties 
or  major  ]9arts  thereof  as  health  districts  with  competent,  full-time  health 
officers  in  charge  of  the  enlarged  districts. 

3.  The  workings  of  the  law  in  reference  to  the  consolidation  of  health 
districts  has  developed  one  imperfection.  Members  of  the  consolidated 
health  boards  are  paid  nothing  for  their  services,  and  are  not  even  allowed 
their  necessary  expenses  for  traveling  to  attend  the  meetings.  It  has  there- 
fore become  difficult  to  obtain  stifficient  attendance  at  the  board  meetings. 

Recommendations  are  therefore  made  that  the  law  be  amended  so  that 
members  of  the  consolidated  health  district  boardis  may  receive  the  same 
fees  that  are  allowed  members  of  town  and  village  boards,  together  with 
their  actual  expenses  incurred  in  attending  meetings. 
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4.  The  Domestic  Belations  Law  requires  the  State  to  furnish  to  counties 
all  blank  liven-ses,  registrar  books  and  other  stationery  required  in  the 
recording  of  marriages.  It  seems  just  that  the  localities  themselves  should 
bear  this  expense  rather  than  the  State  and  l^slation  carrying  into  effect 
this  suggestion  is  therefore  recommended. 

5.  Under  chapter  411  of  the  Laws  of  1917  municipal  lal>oratorie8  are 
exempt  from  registering  and  complying  with  the  other  provisions  of  this 
law.  This  exception  has  lead  to  confusion  and  recommendations  are  there- 
fore made  that  municipal  laboratories  together  with  private  laboratories 
be  required  to  register  under  the  provisions  of  such  law. 

6.  In  1920  the  Legislature  passed  a  law  authorizing  the  establishment  of 
district  laboratory  supply  stations.  The  law  has  worked  satisfactorily, 
except  where  the  district  was  made  to  include  more  than  one  municipality. 
Under  the  law  as  it  now  stands,  the  officer  in,  charge  of  such  laiborwtory 
district  is  obliged  to  collect  from  such  municipality  its  proportionate  share 
of  the  expenses  of  the  district.  This  leads  to  delay  and  confusion.  It  is 
therefore  recorasneiided  that  when  the  district  covers  more  than  one 
municipality  that  the  expenses  be  paid  in  the  first  instance  by  the  county 
and  that  the  board  of  supervisors  then  assess  back  to  each  municipality 
included  in  the  district  its  proportionate  share  of  the  expenses. 
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SUMMARY   OF  WORK   OF  DIVISIONS 

DIVISION  OF  ADMINISTRATION 

The  Division  of  Administration  through  its  executive  officers  outlines  the 
poiicies  of  the  Department,  enforces  the  Pul>lic  Health  Law,  carries  out  the 
provisions  of  the  Sanitary  Code,  maintains  oversight  over  the  work  of  the 
various  divisions,  supervises  the  work  of  local  health  authorities  and  per- 
fornw  such  other  duties  in  the  promotion  of  pulbdiiic  health  as  do  not  fall 
naturally  to  any  one  of  the  other  divisions. 

Health  Officers'  Courses 

The  qualifications  for  health  officers  adopted  by  the  Public  Health  Council 
require  that  all  health  officers  unless  specially  exenrpted  shall  possess  or 
obtain  a  certificate  from  an  educational  institution  giving  an  approved 
course  in  public  health.  In  New  York  State  such  courses  are  ffiven  by  the 
University  of  Syriwuse,  Univereity  of  Buffalo,  New  York  University  and 
the  Albany  Medical  College.  Sanitary  Supervisor  iSears  is  director  of  the 
Syracuse  course,  Sanitary  Supervisor  Duryee  of  the  Albany  course  and 
Dr.  Marsh  of  the  Venereal  Disease  Division  is  Assistant  Director  of  the 
New  York  course.  Members  of  the  staff  of  the  Department  constitute  part 
of  the  faculties  of  these  courses. 

A  total  of  33^  health  officers  representing  497  municipalities  have  thus 
far  completed  an  approved  course,  while  131  health  officers  representing 
165  municipalities  are  now  taking  such  courses.  These  figures  do  not 
re{n'esent  the  total  registration  as  many  physicians  not  health  officers  have 
received   certificates. 

Consolidated  Health  Districts 

During  the  year  18  health  districts  have  been  consolidated.  By  such 
consolidation  it  has  been  possible  to  secure  greater  co-ordination  and 
efficiency.  A  total  of  1,339  health  districts  are  now  represented  by  1,000 
health  officers. 

Adoption  of  Model  Sanitary  Code 

A  total  of  7^  boards  of  health  of  towns  and  villages  are  now  governed 
by  the  Sanitary  Code  regulations  recommended  by  the  Department. 

Annual  Conference  of  Health  Officers  and  Public  Health  Nurses 

The  Annual  Conference  of  the  Department  with  the  health  officers  and 
public  health  nurses  of  the  State  wa»  held  at  Saratoga  Springs,  September 
7,  8  and  9.  This  constituted  the  nineteenth  annual  conference  of  health 
officers  and  was  the  second  conference  at  which  the  public  health  nurses 
of  the  State  took  part.  Five  hundred  and  forty-three  health  officers  repre- 
senting 689  health  districts  and  257  public  health  nurses  attended  the  Con- 
ference. The  total  attendance  including  guests,  members  of  the  staff,  etc., 
was  990.  Many  representatives  of  private  health  organizations  were  present 
by  invitation. 

Among  the  prominent  visitors  and!  speakers  were  Dr.  John  Amyot,  Deputy 
Minister  of  Health,  Dominion  of  Canada;  Dr.  Abraham  Zingher,  Research 
Laboratory,  New  York  City  Department  of  Health;  Dr.  Milton  J.  Rosenau, 
Professor  of  Preventive  Medtcdne,  Harvard  Medical  S<^ool;  Mrs.  Nettie 
Hewitt,  President,  State  Federation  of  Women's  Clubs^  Carthage;  Dr. 
Thomas  D.  Wood,  Director,  Department  of  Physical  Education,  Teachers' 
College^  Columbia  University,  New  York  City;  Dr.  William  A.  Howe,  State 
Medical  Inspector  of  Schools;  Miss  Frances  Perkins,  Commiesioner,  New 
York  State  Industrial  Commission;  Miss  Florence  Wright,  R.  N.,  National 
Organization  for  Public  Health  Nursing;  Dr.  Charles  V.  Chapin,  Super- 
intendent of  Health,  Providence,  R.  I.;  Dr.  W.  E.  Studdiford,  Professor  of 
Obstetrics,  College  of  Physicians  and  Surgeons,  New  York  City;  Dr.  Thomas 
Ordway,  Dean,  Albany  Medical  College;  Dr.  I.  S.  Wechsler,  Chief  Neurolo- 
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gist,  Vanderbilt  Clinic,  New  York  City;  Dr.  WiiUiam  0.  fiandy,  PftydiiatriBt, 
New  York  State  Oonnnission  for  Mental  Defectives;  Dr.  Josephine  Baker, 
Director,  Division  of  Child  Hygiene,  New  York  City  Department  of  Health; 
Mr.  Everett  Elwood,  Secretary,  New  York  State  Hospital  Commission; 
Hiss  Anna  Ewing,  R.  N.,  Director,  Public  Health  Nursing,  Atlantic  Division, 
American:  Red  Cross. 

In  connection  with  the  conference  there  was  an  exhibit  of  books  and 
pamphlets  of  value  to  public  health  nurses  including  sipecial  groups  of  books 
such  as  "A  Library  in  a  Brief  Case,"  ''A  Library  in  a  Hiuidfbag."  Many 
of  these  books  and  pamphlets  are  available  for  the  use  of  public  health 
nurses  in  the  state  medical  and  other  libraries.  By  special  arrangement 
with  the  State  Department  of  Educa^tion,  the  State  MecKcal  Librarian  was 
in   attendance  at  the  exhibit  for  a  large  part  of  the  time. 

A  model  illustrating  the  value  of  the  Health  Center  to  the  rural  district 
was  also  shown. 
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GROUP  CONSTTLTATION  CLINICS 

The  State  Department  of  Health,  in  co-operation  with  the  State  Education 
Department,  the  State  Hospital  Commission,  the  State  Commission  for 
Mental  Defectives,  the  American  Society  for  the  Control  of  Cancer,  the 
State  Charities  Aid  Association  and  the  Atlantic  Division  of  the  American 
Red  Cross,  inaugurated  a  series  of  group  consultation  clinics  to  be  held 
in  several  of  the  counties  of  this  -State. 

Realizing  the  difficulty  which  the  medical  practitioners  in  the  rural 
districts  encounter  in  the  practice  of  their  profession,  the  State  Department 
of  Health  endeavored  to  render  them  the  aia  that  could  be  given  by  a  group 
of  consulting  physicians,  assisted  by  a  diagnostic  laboratory  and  x-ray 
plant  for  the  purpose  of  consultation  along  diagnostic  lines,  in  their  difficult 
and  obscure  cases. 

The  first  of  these  clinics  was  held  in  Geneseo,  N.  Y.,  for  Livingston  county 
in  June,  with  the  result  that  462  patients  were  examined  and  657  con- 
sultations were  held. 

The  second  clinic  was  held  in  July  for  Chenango  county,  in  Norwich, 
N.  Y.,  the  result  being  that  438  patients  were  examined  and  874  consul- 
tations were  held. 

The  third  clinic  was  for  Orange  county,  held  in  August  in  Ooshen,  N.  Y., 
3*14  patients  being  examined  and  567  consultations  held. 

The  fourth  clinic  for  Jeflferson  and  Lewis  counties,  was  held  September 
30,  October  1  and  2,  in  Carthage,  N.  Y.,  319  patients  being  examined  and 
726  consultations  held. 

The  fifth  clinic  was  held  in  Walton,  N.  Y.,  for  Delaware  county,  where 
71   patients  were  examined   and   172  consultations  held. 

The  sixth  and  last  clinic  was  held  for  Putnam  county  at  Brewster,  N.  Y., 
in  January,  1921,  where  there  were  131  patients  examined,  and  292  con- 
sultations held. 

The  total  population  served  in  the  seven  coimties  covered,  (and  a  portion 
of  two  adjoining  counties),  was  325,474;  total  numiber  of  patients  examined 
being  1,735  and  total  number  of  consultations,  3,288. 

There  were  88  different  consultants  sent  by  the  Department  of  Health 
to  do  this  work  and  39  different  nurses  sent  by  the  Department  assisted 
by  27  local  nurses  aided  in  the  field  and  clinic  work. 

The  first  four  clinics  were  of  a  type  which  employed-  general  pulblicity. 
The  general  public  were  invited  to  attend  the  clinics,  to  be  examined,  admis- 
sion being  secured  by  cards  signed  by  their  attending  physicians.  The 
last  two  clinics  were  of  a  type  in  which  no  publicity  whatever  was  used, 
except  through  the  physician,  and  the  physician  was  invited  to  refer  only 
those  cases  upon  which  he  desired  to  have  consultation. 
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DIVISION  OF  COMMUNIGABLB  DISEASES 

It  is  difficult  adequately  to  present  and  evaluate  the  work  of  the  fifteen 
eanitary  supervisors  of  the  State.  The  effects  of  their  work  are  in  the  main 
to  he  found  in  the  resultants  of  complex  forces.  The  educational  and  indus- 
trial status  of  a  community,  its  wealth,  intelligence  and  the  extent  to  which 
a  progressive  comnmnity  spirit  has  been  developed,  all  have  a  marked  effect 
on  the  rapidity  and  extent  of  progress  in  the  conservation  of  health.  We 
have  our  precocious,  normal  and  retarded  among  the  communities  of  the 
State  as  among  the  pupils  of  our  schools  and  the  somewhat  uninspiring  work 
of  raising  one  of  the  former  to  a  position  of  safety  to  its  neighbors  is  per- 
haps more  important  than  developing  the  utmost  that  there  is  in  the  latter. 

The  sanitary  supervisor  is  the  field  representative  of  the  department  in  all 
the  phases  of  its  work.  While  his  first  duty  is  to  limit  the  spread  of  com- 
mxmicable  diseases  to  the  community  within  which  it  arises  and  to  as  few 
people  as  possible  in  that  community,  he  is  expected  even  more  to  raise  the 
health  administration  of  such  a  place  to  a  position  of  justifiable  self-reliance. 
This  is  the  foundation  upon  which  the  superstruniure  of  other  not  less 
important  activities  is  to  be  built.  He  promotes  the  cause  of  child  welfare, 
of  venereal  disease  control,  of  improved  water  supplies,  of  safe  sewage  dis- 
posal, of  better  laboratory  facilities,  of  adequate  nursing  service  and  of 
tuberculosis  hospitals,  dispensaries  and  clinics.  As  means  to  these  ends  he 
secures  the  cooperation  of  the  press,  and  addresses  meetings  of  cluAw  and 
associations  and  gatherings  called  together  specifically  for  the  consideration 
of  public  health  questions.  He  attends  meetings  of  medical  societies,  confers 
with  town  and  village  boards,  interviews  city  officials  and  maintains  contact 
with  voluntary  oiiganizations  interested  in  the  advancement  of  public  health. 
Through  correspondence,  through  monthly  reports,  through  the  weekly  sum- 
maries of  disease  prevalence,  through  copies  of  department  letters  to  them, 
and  through  at  least  one  personal  visit  to  each  district  during  the  year  he 
keeps  in  touch  with  the  work  of  his  health  officers,  stands  ready  to  advise  and 
to  assist  them  in  every  way  compatible  with  community  self-respect.  A  mere 
catalogue  of  his  duties  woul<]  occupy  the  space  alk>tted  to  this  summary 
and  ^en  it  is  rememibered  that  most  of  these  duties  have  been  performed 
not  once  but  many  times  during  the  calendar  year,  the  inadequacy  of  the 
following  brief  statement  may  be  appreciated. 

Durinff  1920  the  sanitary  supervisors  made  476  visits  on  account  of  com- 
municable diseases.  These  visits  have  been  for  purposes  of  diagnosis  in 
doubtful  cases,  to  advise  in  the  management  of  outbreaks,  to  conduct  epidemio- 
logical investigations  and*  in  some  instances  to  bring  local  authorities  to 
a  sense  of  their  responsibilities.  With  the  exception  of  such  exotic  infections 
as  Asiatic  cholera,  yellow  fever  and  the  like,  these  investigations  have 
included  practically  every  disease  listed  as  communicable  in  the  sanitary  code. 
This  work  necessitates  not  only  a  broad  knowledge  of  practical  epidemiology, 
but  a  high  degree  of  diagnostic  ability  as  well.  It  is  not  surprising  therefore 
that  the  sani&y  supervisors  have  been,  on  occasion,  the  means  of  correcting 
mistakes  in  diagnosis  and  thus  directing  treatment  along  lines  that  have 
promptly  result^  in  recoveries.  An  instance  of  this  was  afforded  not  long 
since  when  a  supervisor  was  called  to  see  a  suspected  case  of  poliomyelitis. 
His  examination  resulted  in  a  diagnosis  of  infantile  scurvy  which  yielded, 
as  such  cases  usually  do,  to  an  appropriate  diet.  While  the  treatment  of 
the  sick  is  not  a  regular  part  of  the  sanitary  supervisors'  duties  (except,  for 
example,  the  administration  of  some  specific  serum  involving  a  technique 
with  which  many  physicians  are  unfamiliar,  as*  in  the  intraspinal  adminis- 
tration of  antimeningococcus  serum),  yet  occasional  instances  such  as  this 
serve  perhaps  better  &  demonstrate  the  value  of  their  services  than  the  many 
cases  of  sidcness  their  activities  prevent. 

Six  of  the  sanitary  supervisors  gave  local  direction  to  healthmobile  tours 
in  their  districts,  assisting  with  the  children's  examinations  and  speaking 
at  the  accompanying  meetings^  This  work  has  had  the  important  advantage 
of  bringing  to  the  health  officers  and  public  ol  the  rural  districts  a  form  of 
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health  confiervatioii  usually  found  only  in  the  cities.  Altogether  the  super- 
visors have  pronwted,  directed  or  assisted  in  the  conduct  of  294  clinics,  of 
which  121  were  for  child  welfare,  65  for  tuberculosis  and  108  for  miscellaneous 
classes;  90  of  the  child  welfare  clinics  were  held  in  connection  with  the 
healthmobile. 

The  sanitary  supervisors  assisted  with  advice  and  direction  307  public 
health  nurses,  including  many  employed  iby  voluntary  organisations  as  well 
as  by  public  authorities.  An  important  part  of  the  sanitary  supervisors' 
work  is  stimulating  ^he  employment  of  public  health  nurses  by  local  boards 
of  health,  explaining  the  functions  that  such  nurses  perform  and  the  advan- 
tages that  may  be  expected.  Two  hundred  and  eighty-nine  conferences  with 
members  of  town  and  village  boards  have  been  held  covering  practically  every 
activity  that  such  boards  may  consider.  In  addition  194  meetings  of  other 
organizations  have  been  attended  in  one  capacity  or  another  and  there  have 
been  held  1,134  miscellaneous  conferences  with  individuals  on  public  health 
matters.  The  purpose  of  these  conferences  has  been  usually  to  direct  properly 
the  activities  of  voluntary  organizations  engaged  in  health  work,  coordi- 
nating the  activities  of  public  and  private  agencies. 

The  sanitary  supervisors  have  ffiven  335  addresses,  which  have  ranged 
from  talks  to  school  children  to  temnical  discussions  before  medical  societies. 
They  have  attended  89  meetings  of  medical  societies  in  practically  all  of 
which  they  have  presented  either  in  an  original  paper  or  in  the  discussion 
the  public  health  side  of  some  medical  question.  Ninety-three  complaints  have 
been  investigated,  most  of  them  on  account  of  local  nuisances.  As  com- 
plaints requiring  investigation  are  usually  evidences  of  weskness  in  local 
health  administration  it  is  gratifying  to  find  that  they  are  not  more  numerous 
and  that  there  is  evidence  of  their  growing  fewer  in  number  from  year  to 
year. 

During  the  year  seventeen  consolidations  were  affected,  the  largest  number 
for  any  year  since  the  consolidation  law  went  into  effect,  with  the  exception 
of  1916.  These  consolidations  have  been  accomplished  usually  only  after 
considerable  effort  has  been  expended  in  educating  local  boards  of  health. 
While  in  themselves  they  mean  little,  consolidated  districts  do  afford  a  better 
foundation  upon  which  to  build  later  an  effective  local  health  organisation. 
By  having  a  larger  area  and  population  the  overhead  is  reduced  and  the 
employment  of  a  public  health  nurse,  for  example,  which  neither  district  could 
afford  separately  may  be  economically  handled  by  the  combined  resources. 

Of  the  965  health  officers  of  the  State,  846  have  been  visited  at  least  once, 
the  supervisor  going  over  with  each  individual  his  records,  supplies  and 
local  problems.  With  very  few  exceptions  a  report  has  been  made  covering 
the  siUient  features  of  each  health  district  in  the  State.  The  large  number 
of  health  officers  included  in  each  supervisor's  territory  and  the  difficulty  of 
reaching  the  more  remote  ones  at  a  time  when  the  health  officer  was  at  home 
has  been  the  only  reason  that  the  score  has  not  been  perfect.  A  special  effort 
has  been  made  to  visit  each  new  health  officer  soon  after  the  receipt  of  notice 
of  appointment  not  only  to  give  him  instruction  in  his  duties  but  that  the 
Public  Health  Council  might  have  an  intelligent  and  unprejudiced  report  on 
the  applicant's  qualifications.  In  every  instance  before  talcing  final  action 
on  health  officers  who  have  been  delinquent  in  the  performance  of  their  duties, 
the  sanitary  supervisor  has  made  one  or  more  personal  visits  in  an  effort 
to  correct  the  faults.  With  rare  exceptions  they  have  been  successful,  and  in 
only  a  few  instances  has  it  been  found  necessary  to  institute  further  pro- 
ceedings. 

The  scoring  of  cities  which  was  begun  in  1918  has  been  continued  and  the 
results  are  justifying  the  time  spent  upon  it  by  the  sanitary  supervisor  to 
whom  this  work  is  assigned. 

The  post-graduate  courses  for  health  officers  conducted  in  connection  with 
the  Albany  Medical  College  and  Syracuse  University  have  been  directed  by 
two  of  the  sanitary  supervisors.  The  Albany  class  for  this  year  comprised 
50  students  who  completed  the  course;  the  Syracuse  94.  Practically  all  the 
health  officers  in  the  central  part  of  the  State  have  taken  the  Syracuse  course 
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during  the  four  years  it  haa  been  running,  this  accounting  for  the  small 
classes  for  1920.  The  yalue  of  these  courses  is  attested  both  'by  the  better 
work  done  by  the  graduates  and  by  the  fact  that  many  of  those  who  have 
completed  the  course  return  to  attend  additional  lectures  in  subsequent  years. 

There  were  108,572  cases  of  communicable  disease  reported  to  the  depart- 
ment during  the  year  1920,  a  considerable  increase  over  the  preceding  year. 
Of  these  £98,746  were  influenza  cases,  which  disease  prevailed  quite  exten- 
sively during  the  latter  part  of  January  and  until  the  first  week  of  March. 
The  peak  of  the  epidemic  was  reached  in  the  second  week  of  February  during 
which  13,269  cases  were  reported.  The  first  notice  of  an  extensive  prevalenoe 
of  influenasa  in  1920  was  from  Chicago  and  certain  other  midt^irestern  cities. 
This  mid-western  outbreak  preceded  the  epidemic  in  New  York  State  by 
aibout  ten  days. 

Coincident  with  the  rise  in  influenza  there  was  a  very  nearly  parallel 
rise  in  the  intudence  of  pneumonia.  The  decline  of  pneumonia  was,  how- 
ever, much  more  gradual  than  that  of  influenza  and  it  was  not  imtil  the 
latter  part  of  March  that  the  normal  rate  again  prevailed. 

Typhoid  Ftrer 

The  number  of  reported  cases  of  typhoid  exceeded  the  number  for  the 
preceding  year  by  a  very  small  margin.  The  cases  were  much  fewer  than 
in  preceding  years  until  the  middle  of  April  when  reported  cases  were  much 
increased  by  outbreaks  occurring  in  Schenectady,  Mt.  Vernon  and  Mechanic^ 
ville.  The  two  former  were  tra^  definitely  to  pollution  of  the  public  water 
supplies.  There  was  an  extensive  outbreak  in  <%neca  Falls  in  ^Septemlber 
traced  to  the  infection  of  the  pudblic  water  supply  through  the  cross  connec- 
tion with  a  private  supply  of  an  industrial  plant.  A  smaller  outbreak  of 
the  same  nature  occurred'  in  Amsterdam  in  Novemtier.  An  outbreak  of  30 
cases  among  the  students  of  Niagara  University  commencing  about  the  first 
of  April  was  traced  to  infection  of  the  university  milk  supply  by  a  carrier 
employed  as  a  milker.  An  outbreak  d  seven  cases  in  Oswego  was  promptly 
traced  by  the  health  officer  to  a  snutll  milk  supply,  the  carrier  discovered 
and  the  supply  discontinued. 

Smallpox 

There  was  a  considerable  increase  in  the  number  of  reported  cases  of 
smallpox  due  largely  to  successive  importations  of  the  disease  from  CanadiEi. 
The  disease  was  most  prevalent  in  Buffalo,  Niagara  Falls  and  vicinity.  A 
well  marked  oufibreak  oocurred  on  the  St.  R^s  Indiian  Reservation  and 
surrounding  territory  in  March.  There  were  small  outbreaks  in  Ithaca  and 
Eknira,  the  latter  due  to  the  presence  of  an  unrecognized  case  of  the  disease 
in  a  general  hospital.  The  outbreak  in  Brockport  which  began  in  December, 
1919,  terminated  about  the  first  of  February. 

Measles  and  Scarlet  Fever 

Measles  prevailed  extensively  throughout  the  State  during  the  spring, 
being  especially  prevalent  in  Oeiwego,  Fulton  and  nearby  places  in  O«wego 
County.  Until  it  is  possible  to  secure  better  control  of  non-immune  con- 
tacts in  this  disease  there  is  little  hope  of  reducing  its  epidemicity.  After 
the  usual  summer  decline  the  disease  began  to  rise  rapidly  in  October, 
though  it  has  not  yet  reached  the  widespread  prevalence  of  last  spring, 
Binghamton  has  been  most  affected  by  the  fall  rise. 

l%e  only  scarlet  fever  outbreaks  demanding  particular  attention  have 
been  those  in  Middletown  and  Mechanicville.  The  former  was  brought  under 
control  within  a  few  weeks  after  proper  measures  were  instituted.  The  out- 
break in  Mechani^ille  which  began  in  Deoemrber,  1919,  did  not  attract  the 
attention  of  the  Department  until  the  fall.  Its  continued  prevalence  demon- 
strates that  the  disease  does  not  tend  to  die  out  na.turally.  Since  the  co- 
operation of  the  school  nurse  was  secured  in  searching  out  contacts  and 
mild  cases  a  decline  has  been  critoerved  which  seems  to  forecast  the  early 
disappearance  of  the  disease.     It  is  hardly  to  be  expected  that  a  part  time 
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health  officer  receiving  10  cents  per  c&pita  will  devote  the  time  necessary  to 
searching  out  **  missed "  cases  and  their  non-immune  contacts  and  plaxsing 
them  under  proper  restrictions. 

Diphtheria 

Diphtheria  was  the  only  one  of  the  common  communicable  diseases  whit;h 
showed  a  decline  from  the  preceding  year.  As  in  1919  an  undue  proportion 
of  the  cases  have  been  from  Erie  County.  The  disease  has  been  very  preva- 
lent in  Buffalo  and  vicinity  for  over  two  years,  furnishing  about  36  per 
cent  of  the  entire  diphtheria  morbidity  of  the  State. 

A  milkborne  outbreak  of  diphtheria  occurred  in  Westchester  County  and 
was  traced  to  an  impasteurized  certified'  milk  supply.  Although  a  numJber 
of  carriers  were  found  in  and  about  the  farm  no  definite  contusion  could 
be  reached  as  to  the  actual  persons  infecting  the  milk. 

Through  cooperation  with  the  State  M^ical  Inspector  of  Schools  thb 
Department  has  distributed  to  all  the  rural  schools  of  the  State  forms 
designed  to  facilitate  the  control  of  cominunicaA>le  diseases.  While  in  the 
past  samples  of  this  material  have  been  distributed  and>  some  effort  made 
to  further  its  use,  the  high  cost  of  printing  the  material  in  small  quantities, 
together  with  the  lack  of  sufficient  stimulation  has  prevented  their  use 
becoming  general.  During  the  early  part  of  the  year  one  of  the  epidem- 
iologists was  detailed  to  visit  the  larger  villages  of  the  State  to  explain  the 
workings  of  the  system  to  the  local  health  and  school  authorities.  It  is 
believed  that  these  forms  are  now  in  a  fair  way  to  come  into  general  use  and 
that  better  control  will  be  obtained  of  those  communicable  diseases  which 
especially  affect  children. 
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DIVISION  OF  LABORATORIES  AND  RESEARCH 

The  year  1920  with  its  general  social  unrest,  its  fluctuating  prices  and 
steadily  increasing  costs  has  been  a  year  of  continued  adjustment,  reorgan- 
ization and  standardization  among  the  different  departments  and  groups  of 
the  laboratory,  as  well  as  a  year  of  increased  routine  work. 

PubHo  health  work  everywhere  has  received  a  great  impetus.  Nearly 
five  million  of  our  men  drawn  into  the  Army  or  Navy  have  seen  and  learned 
nmch  concerning  modern  methods  of  prerventive  medicine.  They  have 
returned  to  their  homes  imparting  this  new  knowledge  to  their  families  and 
friends  and  consequently,  much  more  than  formerly,  the  laboratory  is  now 
generally  recognized  as  the  foundation  of  all  effective  public  health  work. 

The  lack  of  laboratory  facilities,  however,  has  made  the  practice  of 
medicine  according  to  modern  standards  difficult  in  rural  districts.  Capable 
young  graduates  in  medicine  stay  in  cities  where  they  can  have  the  advan- 
tage of  the  best  facilities,  and  rural  communities  suffer  accordingly.  The 
leaders  of  the  profeseion  recognize  the  situation  as  a  serious  menace  to  the 
public  health  and  have  actively  considered  remedial  measures.  These  reme- 
dies all  turn  to  legislative  aid  and  follow  in  principle  the  provisions  of  the 
health  center  bill  introduced  last  year  by  Senator  Sage  and  Assemblyman 
Machold.  The  development  of  laboratory  and  hospital  facilities  throughout 
the  State  is  the  aim  of  this  legislation  and  nothing  will  contribute  more 
toward  the  health  and  happiness  of  the  people  of  the  State  generally  than 
its  speedy  enactment.  Iowa,  Michigan  and  several  other  states  have  taken, 
or  will  soon  take,  8te|>s  in  this  direction,  and  the  American  Medical  Aseocia- 
tion  is  now  considering  the  advisability  of  a  general  campaign  throughout 
the  country  in  support  of  legislation  based  upon  these  principlea.  The 
Division  of  Laboratories  and  Research  with  its  present  organization,  if 
adequately  supported,  is  fully  prepared  to  aid  in  the  establislunent  of  local 
laboratories  anywhere  in  the  State. 

Diagnoatic  Laboratories 

In  the  meanwhile,  whatever  new  work  is  undertaken,  or  however  the 
laboratory  service  is  extended  throughout  the  State,  the  routine  pro- 
cedures, for  the  performance  of  which  the  Division  of  Laboratories  and 
Research  is  primarily  established  and  maintained,  must  go  on.  The 
standards  of  excellence  must  he  kept  up,  and  more  and  more,  the  organ- 
ization within  the  laboratory  groups  perfected  so  that  the  resources  at  com- 
mand may  be  applied  to  the  l^t  advantage.  The  growth  in  routine  activi- 
ties may  be  seen  in  the  statistics  from  the  Diagnostic  Laboratories.  The 
examinations  have  increased  from  14^,993  in  1919  to  201,441  in  1920;  the 
distribution  of  diagnostic  out-flts  from  169,109  to  100,966.  The  number  of 
examinations  for  tuberculosis  has  doubled,  and  practically  also,  those  for 
the  diagnosis  of  venereal  disease.  This  larse  member  of  examinations  made 
during  1920  is  an  important  indication  of  me  way  in  which  the  expenditure 
of  appropriations  has  reacted  in  more  adequate  protection  to  life  and  health. 
In  particular,  a  greater  num>ber  of  complement  fixation  tests  for  syphilis 
have  been  made  during  1920  than  were  made  in  any  other  year  for  all  other 
tests  combined.  The  outfits  for  collecting  specimens  are  expensive,  and  the 
performance  of  the  test  is  costly,  but  it  does  not  seem  possible  to  over- 
estimate the  value  of  these  examinations  in  connection  with  public  health. 
Only  by  perfecting  the  organization  of  the  diagnostic  laboratories  was  it 
possible  to  handle  this  large  number  of  examinations. 

Antitoxin,  Serum  and  Vaccine  Laboratories 

The  Antitoxin,  Serum  and  Vaccine  Laboratories  show  very  marked  increase 
in  production  and  distribution  of  nearly  all  biological  and  chemical  prepara- 
tions, this  being  especially  true  of  diphtheria  antitoxin,  outfits  for  the  Schick 
te»t,  diphtheria  toxin-antitoxin  mixture,  bacterial  vaccines  and  arsphenamine. 
At  the  same  time  progress  has  been  made  in  the  standardization  and  more 
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efScknt  organisation  of  the  work,  and  in  improvement  in  technical  procedures 
through  investigations  carried  on  in  conjunction  with  the  routine  producti(Hi. 
More  trained  workers  with  a  knowledge  of  the  chemical  and  physiological 
problems  connected  with  the  manufacture  of  biological  and  chenucal  prepara- 
tions are  required  but  can  not  be  secured  until  Uie  salaries  offered  more  nearly 
approximate  those  in  other  lalboratories. 

The  federal  requirements  for  activities  in  these  laboratories  can  not  be 
lived  up  to  without  additional  appropriations  to  provide  a  separate  building 
for  work  with  the  pathogenic  spore-bearing  anaerobes,  bacillus  tetanus, 
bacillus  botulinus,  etc.;  new  flftable  units  for  the  horses;  quarters  for  small 
animals;  a  sufficient  staff  to  meet  these  requirements  adequately  and 
increased  facilities  for  Altering,  filling,  boxing  and  storing  materials.  The 
items  for  new  oonstruetion  in  the  budget  were  requested  largely,  if  not 
entirely,  for  the  purpose  of  conforming  to  these  federal  standards.  Never- 
theless, the  staff  have  succeeded  in  attaining  the  highest  standards  in 
quality  despite  the  hazards  which  are  taken  in  their  preparation  of  these 
products.  Other  states  and  mfunicipalities  and  also  several  foreign  countries 
have  requested  the  privilege  of  purchasing  our  surplus  serums.  None  of  the 
therapeutic  products  can  be  sold  in  interstate  commerce  without  a  federal 
license. 

Analytical  Laboratories 

In  the  laboratories  for  water  analysis  also  an  increased  number  of  examina- 
tions were  made  in  1920  as  compared  with  those  of  the  year  1910.  The 
laboratory  has  been  able  materially  to  help  the  Engineering  Division  in  its 
inspection  of  water  supplies  which  are  dependent  upon  artificial  methods  of 
sterilization  by  making  frequent  examinations  of  samples  from  such  supplies. 
This  work  of  cooperation  can  and  ought  to  be  most  advantageously  developed. 

Besides  the  usual  numlber  of  special  examinations  made  by  the  analytical 
laboratories  for  health  officers  and  physicians,  many  analyses  and  tests  of 
raw  materials  and  of  finished  products  have  'been  done  for  other  departments 
of  the  laboratory.  Much  time  and  thought  have  also  been  spent  by  Mr. 
Wachter  and  his  assistants  in  working  out  details  and  supervising  the 
installation  and  adjustment  of  the  larger  aprparatus  in  the  laboratory. 

General  Service  Groups 

In  the  other  laboratory  groups  which  generally  serve  the  scientific  staff  — 
the  departments  preparing  media  and  other  supplies,  and  those  recording 
and  reporting  results  —  in  fact,  everywhere  the  increase  in  the  activities 
of  the  scientific  workers  is  especially  reflected.  Throughout  the  laboratory 
improvement  in  organization  is  apparent.  Particularly,  progress  has  been 
made  in  systematizing  and  correlating  various  phases  of  oflice  and  admin- 
istrative management,  and  in  improving  the  procedure  required  of  those 
undertaking  research  work,  the  method  of  recording  scientific  papers  and 
research  work,'  and  especially  in  bringing  the  resources  of  the  library  to 
bear  more  effectively  and  directly  upon  the  various  hranches  of  scientific 
inqiiiry. 

The  organization  of  an  institution  continually  growing  and  expanding  in 
unforeseen  directions,  to  say  nothing  of  being  conditioned  by  legislative 
restrictions  or  Civil  Service  regulations,  can  never  be  considered  complete, 
but  the  foimdations  have  been  securely  laid,  and  the  work  of  oiiganization 
within  the  groups,  correlation  of  the  Laboratory  with  other  divisions  of  the 
Health  Department,  and  inspection  and  supervision  of  local  laboratories  go 
steadily  forward. 

Opportunities  for  Training  Workers 

Exceptional  opportunities  are  provided  in  the  laboratory  for  training 
laboratory  workers.  Standard  methods  for  the  technical  procedures  are 
available;  library  facilities  and  opportunities  for  research  are  given,  and 
arrangements  have  been  made  for  those  coming  from  a  distance  to  familiarize 
themselves,  for  longer  or  shorter  periods,  with  the  work  of  the  laboratory. 
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Saperviaon  of  Local  Laboratories 

The  Division  of  Laboratories  and  Research  has  thus  been  forced  to  devote 
the  major  part  of  its  resources  and  ener^  to  carrying  on  the  increased 
work,  and  to  perfecting  its  own  organization,  but  it  must  now  turn  more 
and  more  actively  to  the  development  of  local  laboratories  throughout  the 
State. 

The  provisions  of  the  Public  Health  Law  and  Sanitary  Code  of  the  State, 
together  with  public  sentiment  and  the  drift  of  recent  legislation,  imposes 
ufpon  the  Division  of  Laboratories  and  Research  very  dc^nite  dbliffations. 
All  laboratories  handling  pathogenic  microorganisms  must  register  January 
1,  each  year,  with  the  Commissioner  of  Health  and  his  approval  must  be 
secured  for  the  shipment  or  distribution  of  cultures  of  the  virulent,  disease- 
inciting  microorganisms  to  other  laboratories  or  persons.  All  the  labora- 
tories of  the  State,  outside  the  Greater  City  of  New  York,  that  are  engaged 
in  public  health  work  now  operate  under  the  supervision  and  control,  and 
with  the  cooperation  of  the  State  Laboratory  in  Albanv.  JStandards  of 
laboratory  work  must  not  only  be  maintained  but  also  advanced  whenever 
and  wherever  necessary. 

During  1920  the  work  of  inapection  and  supervision  of  local  laboratories  has 
been  actively  carried  on  with  encouraging  results.  The  number  of  such 
laboratories  approved  during  1920  was  04,  an  increase  of  34  over  191^.  This 
means  that  this  number  of  laboratories  have  brought  their  activities  into 
conformity  with  the  State  Laboratory  standards,  a  fact  to  be  emphasized.  It 
ia  desirable  that  local  lalboratoriee,  as  far  as  possible,  perform  the  diagnostic 
tests  for  the  physicians  of  their  respective  localities. 

Besides  inspecting  the  local  laboratories  and  advising  the  persons  in  charge, 
the  State  Laboratory  has  sent  out  workers  where  for  any  reason  there  has 
been  a  shortage  of  help.  From  time  to  time  representatives  from  these  Inbora- 
tories  of  the  State,  and  also  from  other  states,  or  even  foreign  countries,  have 
been  trained  in  the  Albany  laboratory.  E)adh  year  several  members  of  the 
staff  have  taken  important  poeitions  in  other  laboratories.  Thup.  although 
only  a  b^inning  has  been  made,  training  of  laboratory  workers  has  gone  hand 
in  hand  with  the  standardization  and  consolidation  of  all  the  public  health 
laboratory  work  of  the  State,  and  the  Laboratory's  sphere  of  influence  has  also 
been  extended  beyond  the  borders  of  this  State. 

New  York  State  Association  of  Public  Health  Laboratories 

The  New  York  State  Association  of  Public  Health  Laboratories  now  holds 
two  meetings  each  year  —  one  with  the  State  Medical  Society  at  its  annual 
meeting,  the  other  at  the  State  Laboratory  at  Albany. 

Work  of  the  Assistant  Director 

No  summary,  however  brief,  of  the  laboratory  work  for  1920  would  be 
complete  without  mention  of  the  valuable  aid  given  by  the  Assistant 
Director,  Dr.  Paul  B.  Brooks,  who  has  had  general  supervision  of  the 
various  field  activities,  and  who  has  increamd  the  usefulness  of  the 
laboratory  service  in  many  directions  throughout  the  State  by  pronK>t- 
ing,  organizing  and  extending  the  activities  of  local  laboratories  when- 
ever occasion  offered.  He  has  represented  the  laboratory  at  numerous  official 
conferences,  during  the  year,  has  assisted  in  connection  with  three  courses  in 
public  health  and  has  served  with  the  group  consultation  clinics  given  under 
the  auspices  of  the  Department  of  Health.  He  has  thus  generally  cultivated  a 
spirit  of  friendliness  and  cooperation  on  the  part  of  health  officers  and  other 
physicians  who  look  to  the  main  laboratory  for  service.  Besides  these  outside 
activities,  he  has  taken  charge  of  a  number  of  routine  matters  and  adminis- 
trative duties  with  the  laboratory  in  Albany  and  been  active  in  promoting 
operation  between  the  Division  of  Laboratories  and  Research  and  the  other 
divisions  of  the  Department. 

Research. 

Research  for  the  year  has  included  more  work  than  usual  along  immediately 
practical  lines,  namely,  investigations  toward  the  improvement  of  technical 
procedures,  such  as  the  preparation  of  media,  the  production  of  biologic  and 
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chemical  products  and  the  performance  of  the  complement  fixation  test. 
Besides,  studies  have  been  completed  on  the  classification  of  the  menin- 
gococcus, and  the  preparation  of  antimeningococcus  serum. 

Twelve  papers  were  prepared  and  accepted  for  publication  and  a  number 
of  others  will  be  ready  in  the  near  future.  So  far  as  possible  the  work  in 
connection  with  research  and  investigation  —  the  required  forms  for  prelimin- 
ary outlines,  for  reports  of  progress,  and  for  the  finished  papers  —  has  all 
been  formulated^. 

Not  only  for  the  effect  of  research  upon  the  work  of  the  Laboratory  but 
because  many  laboratory  questions  relating  to  the  cause,  prevention  and 
cure  of  the  infectious  diseases  are  still  unsettled,  the  laboratory  is  con- 
tinually obliged  to  plan  for  some  researches  in  order  to  determine  the  facts 
upon  which  action  should  be  based. 

£arly  in  the  year  an  attempt  was  made  to  conserve  the  appropriation  for 
equipment  and  supplies  by  holding  a  reserve  and  keeping  to  a  monthly 
allowance,  but  despite  this  retrenchment,  January  1st,  $53,906.08  had  been 
spent,  leaving  a  balance  of  $90,^3.92,  end  thus  an  imavoidable  minimum 
deficiency  of  $^,000.  No  new  technical  positions  have  been  allowed  and  all 
outside  supplementary  funds  have  been  devoted  to  providing  the  scientific  staff 
with  clericstl  and  library  assistance  to  conserve  their  time  for  their  technical 
and  scientific  work.  Inspection  and  supervision  of  the  approved  local 
laboratories  has  been  temporarily  dropped.  The  upkeep  of  the  Duildings  and 
grounds  has  been  reduced  to  a  minimum,  below  the  allowance  for  safety  if 
continued.  The  entire  staff  has  been  put  on  an  eight  hour  day  instead  of  the 
usual  seven  hour  day  of  all  other  state  departments. 

The  stress  of  this  situation  has  left  the  Laboratory  with  a  deficiency  for 
supplies   and   average   salary   of    $1,257,    which    when    compared    with    the 

{^resent  average  salary  of  six  other  state  departments,  $1,871,  accounts  for 
abor  turnover  during  1920  of  61  per  cent. 

Without  the  loyal  and  able  assistance  of  the  staff,  and  even  great  sacrifices 
on  the  part  of  many  of  them,  it  would  have  been  utterly  impossible  to 
accomplish  the  tasks  that  have  been  set  before  us  during  the  last  two  years. 
The  chief  problem  of  the  future  is  now  clearly  defined.  Every  effort  should 
be  directed  toward  the  development  of  local  laboratories,  the  establishment 
of  new  ones  in  inaccessible  districts,  the  expansion  of  those  which  have  been 
longer  established  and  more  efficient  to  serve  larger  districts,  and  the  support 
of  the  smaller  local  laboratories  which  are  continuing  their  work  under  great 
handicaps.  The  Division  of  Lalboratories  and  Research  with  adequate  support 
is  now  prepared  to  cooperate  in  this  important  work.  Apart  from  the  cor- 
rection of  the  serious  discrepancies  in  salaries  and  appropriations  for  main- 
tenance, it  was  largely  for  this  purpose  that  the  increases  in  the  budget  were 
requested. 
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DIVISION  OF  TUBBRCULOSIS 

Ihiring  the  year  1920  the  Tuberculoeis  Division  has  carried  on  an>  intenaive 
tuberculosis  campaign  throughout  the  State.  These  activities  have  consisted 
in  conducting  clinics  in  many  counties  for  the  recognition  of  early  tuber- 
culosis, the  supervision  and  inspection  of  tuberculosis  hospitals  and  clinics, 
the  inspection  and  standardization  of  tuberculosis  boarding  houses  and  the 
inspections  of  new  sites  for  county  tuberculosis  sanatoria.  The  Division  has 
also  cooperated  with  other  tuberculosis  organizations,  agencies  and  various 
local  tuberculosis  committees. 

In  New  York  State  alone  there  has  been  a  yearly  average  of  0,900  deaths- 
from  all  forms  of  tuberculosis  during  the  years  1915  and  1^19  inclusive. 
Taking  an  arbitrary  figure  of  six  active  cases  for  every  death,  there  probably 
are,  at  a  conservative  estimate,  some  37,000  active  cases  of  tuberculosis  in  the 
State  (exclusive  of  New  York  City),  of  which  only  11,000  are  recognized  and 
reported.  It  has  been  proved  time  and  again  that  if  the  disease  is  recognized 
in  the  early  stages  and  properly  treated  a  large  proportion  of  cases  are 
curable,  and  one  of  the  chief  activities  of  the  Division  has  been  personally  to 
conduct,  assist  and  supervise  tuberculosis  clinics  in  nearly  every  county  in 
the  State,  with  the  result  that  these  clinics  have  been  instrumental  in 
detecting  a  high  percentage  of  this  appallingly  great  number  of  previously 
unrecognized  cases. 

Summarizing  briefly,  since  January  1,  1921,  067  tuberculosis  clinics  have 
been  conducted  in  30  counties  by  the  State  Department  of  Health  and  by 
various  state  and  local  organizations.  Reviewing  the  clinic  results  it  is 
found  that  of  7,738  patients  examined,  1,001  or  21  per  cent  were  discovered  to 
have  been  suffering  from  tuberculosis,  while  1,863  or  24  per  cent,  were  suspi- 
cious or  needed  further  study,  repeated  examinations  or  additional  laboratory 
analysis  before  definite  diagnoses  could  be  reached. 

This  Division,  with  a  comparatively  small  staff,  has  personally  conducted 
63  clinics  in  21  counties,  with  the  following  results:  Of  2,308  patients 
examined.  417  were  found  to  be  positive;  730  suspicious,  and  1,215  negative.. 

As  a  direct  result  of  these  clinics,  it  is  gratifying  to  learn  from  reports  of 
field  workers,  that  a  large  percentage  of  positive  cases  are  at  present  receiv- 
ing treatment  in  county  or  private  sanatoria,  or  are  taking  the  cure  at  home 
under  a  physician's  care  in  cooperation  with  the  public  health  nurses  in  the 
various  communities.  The  nurses  working  in  the  field  report  that  in  so  far 
as  it  has  been  possible  to  trace  patients  examined  at  the  clinics,  530  have 
received  sanatorium  treatment;  1,450  are  under  supervision  at  home,  and 
993  have  returned  to  their  former  occupations,  or  in  the  case  of  children,  have 
resumed  their  school  duties. 

During  the  past  year  an  x-ray  department  has  been  estaiblished  in  the 
Divisioi:,  a  technician  appointed,  a  portable  x-ray  machine  purchased  and  a 
dark  room  equipped  for  developing  x-ray  films.  This  additional  feature  has 
proved  very  practical  and  has  been  the  means  of  aiding  very  materially  in 
diagnostic  work,  not  only  in  the  tuberculosis  clinics,  but  also  in  the  group  or 
consultation  clinics  which  have  been  conducted  by  the  Department  in  several 
counties.  Since  June,  1920,  when  this  activity  was  begun,  1,178  x-ray 
films  have  been  taken  of  patients  examined  at  the  clinics.  The  greater  num- 
ber of  these  were  chest  cases;  others  consisted  of  films  of  various  bones, 
sinuses,  joints,  teeth  and  other  parts  of  the  body.  A  number  of  state 
employees  have  been  x-rayed  in  addition  to  the  patients  at  the  clinics.  A 
detailed  report  of  the  clinic  examination  was  forwarded  in  each  case  to  the 
family  physician.  This  report  comprised  the  result  of  the  physical  examina 
tion  with  complications,  laboratory  report  and  x-ray  interpretations  noted, 
together  with  recommendations.  A  complete  filing  system  covering  this  work 
is  in  operation.  The  report  of  the  examination  of  each  patient,  together  with 
the  x-ray  findings,  will  be  kept  on  file  in  the  Department  for  follow-up  work, 
to  be  used  at  re-examination  or  in  case  further  information  is  requested  by 
the  family  physician. 
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During  the  fiscal  year  five  large  county  tuberculosis  hospitals  have  been 
completed,  equipped  and  opened  to  receive  patients.  The  services  of  full- 
time  superintendents  have  been  secured  in  each  instance  —  a  most  desirable 
arrangement  as  contrasted  with  the  part-time  men  engaged  by  the  smaller 
institutionsL  With  the  opening  o<  the  above  institutions,  the  present  hospital 
capacity  available  in  the  State  is  ^827  beda,  exclusive  of  New  York  City. 
This  represents  an  increase  of  488  per  cent  of  bed  capacity  since  I&IO,  when 
there  were  only  650  beds  available  —  a  very  gratifying  showing. 

In  1900  the  first  municipal  tuberculosis  dispensary  was  established  in 
Yonkers.  Today  there  are  4I>  tuberculosis  clinics  and  dispensaries  in  New 
York  State,  exclusive  of  New  York  City.  The  number  is  increasing  yearly 
and  excellent  results  are  being  obtained. 

The  field  agent  of  the  State  Department  of  Health  ha«  rendered  valuable 
service  in  the  inspection  of  new  institutions  and  reinspection  of  sanatoria 
already  in  operation.  In  all,  24  inspections  have  been  made,  and  in  addition 
assistance  has  been  given  with  reference  to  plans  of  new  buildings,  or  con- 
structive changes  in  others. 

There  are  at  the  present  time  62  county  tuberculosis  nurses  in  the  State 
devoting  their  entire  time  to  county  work,  three  serving  part  time,  and  19 
executive  secretaries.  In  addition  there  are  approximately  189  nurses 
employed  by  public  or  private  organisations  engaged  in  tuberculosis  work 
in  the  various  municipalities.  The  value  of  the  service  of  these  nurses 
can  not  be  too  greatly  estimated,  for  little  could  be  accomplished  if  we  did 
not  have  coimty  tub^culosis  nurses  available  for  the  rural  sections,  and  the 
public  health  nurse  for  the  towns  and  cities,  in  order  to  effectively  carry  on 
the  work  so  that  all  tuberculous  patients  unable  to  take  sanatorium  treat- 
ment will  be  under  proper  supervision  in  their  homes. 

The  Department  has  been  instrumental  in  securing  many  new  apjpointments 
of  local  a!iid  county  nurses  since  the  beginning  of  the  year.  Hie  Division  has 
cooperated  with  the  Civil  Service  Commission  in  conducting  examinations  of 
applicante  for  superintendente,  assistante  and  county  tuberculosis  nurses. 
Lectures  on  the  subject  of  tuberculosis  have  been  given  in  connection  with 
the  health  officers'  course  at  the  Albany  Medical  College.  A  special  three 
weeks  summer  course  on  tuberculosis  was  conducted  as  usual  at  Ray  Brook 
Sanatorium  for  superintendente  of  county  tuberculosis  hospitals. 

Reviewing  the  mortality  statistics  from  tuberculosis  in  Kew  York  State 
there  is  observed  a  nuirked  reduction  in  the  death  rate  from  1919  to  Novem- 
ber 1,  1920.  This  is  unquestionably  a  direct  result,  in  part  at  least,  of  the 
antituberculosis  activities  which  have  been  so  intensively  waged  from  year  to 
year.  During  the  year  lOlO  there  was  2,021  fewer  deaths  ftom  tuberculosis 
than  the  preceding  year,  and  there  is  every  reason  to  believe  that  there  will 
be  a  greater  reduction  during  1920. 

An  enormous  economic  saving  will  be  effected  for  the  State  if  the  present 
tuberculosis  activities  are  continued. 
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DIVISION  OF  PUBLIC  HEALTH  NXTRSIH 6 

The  Division  of  Public  Health  Nursing  (kiring  the  year  1920  has  been 
able  to  cooperate  in  the  activities  of  the  Department  and  supply  the  demands 
made  upon  it  by  the  other  ditvisions  with  increasing  satisfaction  as  the 
following  rteum<6  gives  evidence: 

1.  The  appointment  of  a  d&rector  of  the  division. 

2.  Increase  of  the  staff  of  supervising  nurses. 

3.  Provision  of  public  health  nurses  for  Indian  Reservations. 

4.  Eeorganization  oi  the  work  of  nursdng  staff. 

a.  Seven  nurses  continue  to  devote  full  time  to  special  work. 

b.  Nine  supervising  nurses  hftve  been  assigned  to  districts  in  the  State 

corresponding  to  those  of  the  sanitary  supervisors. 

c.  Four  public  health  nurses  are  assigned  to  five  of  the  Indian  Reserva- 

tions in  the  {State, 
d.  Six   nurses   and  two  muscle   testers   continue   to  give   aftercare   to 
poliomyelitis  cases. 

5.  Increased  number    of   nmnicipalities   have   secured   appropriations    for 

jpublic  health  nurses  through  demonstration  given  by  nurses  of  the 
department  staff. 

6.  Supervision    and    coordination    of    activities    of    public    health    nurses 

throughout  the  State. 

a.  Organization   and    standardization  of   increasing  number    of   county 

tuberculosis  nurses. 

b.  Ck)operation  and  demonstration  in  securing  and  organizing  nursing 

service  with  Boards  of  Supervisors;  city,  town  and  village  Boards 
of  Health;  and  private  and  semi^private  organizations. 

c.  Cooperation  in   the  nursing  activities  of  the   State  Department  of 

Education;  State  Hospital  Commission;  State  Commission  for  the 
Blind;  State  Board  of  Charities;  American  Red  Cross;  State 
Charities  Aid  Association;  and  the  National  Organization  for 
Public  Health  nursing. 

7.  Supervision  of  and  instruction  to  620  midwives  in  the  State.    Inspection 

and  supervision  of  47  day  nurseries. 

8.  Organization  of  adequate  nursing  service  for  the  following  divisions: 

a.  To  give  assistance  to  the  Division  of  Administration  in  educational 

work  and  in  conducting  the  group  consultation  clinics. 

b.  To  the  Division  of  Tuberculosis. 

c.  To  the  Division  of  Child  Hygiene. 

d.  To  the  Division  of  Venereal  Diseases. 

e.  To  the  Division  of  Conrntunicable  Diseases. 

The  appointment  of  a  director  of  the  division  and  additional  supervising 
nurses  makes  it  possible  more  adequately  to  supply  the  increasing  demands 
made  upon  the  Department  for  supervision  and  instruction  of  local  public 
health  nurses,  and  for  assistance  in  securing  competent  ones.  The  demand 
is  constantly  increasing  and  there  are  now  over  1060  public  health  nurses 
in  the  State,  exclusive  of  New  York  City,  employed  by  boards  of  supervisors, 
local  boards  of  health.  State  Charities  Aid  Association,  American  Red  Ooee, 
and  other  private  and  semi-private  organizations  and  industries. 

(Health  surveys  of  the  Indian  Reservations  during  the  last  two  years  gave 
evidence  to  the  fact  that  instruction  and  demonstration  in  the  care  of  the 
siok  was  very  essential  and  four  nurses  were  placed  on  five  of  the  Indian 
Reservations.  Hie  Tonawanda  and  Tuscarora  Indians  are  cared  for  by  one 
Burse.  The  Onondaga,  St.  Regis  and  Cattaraugus  each  have  a  public  health 
nurse  to  demonstrate  home  nursing  by  giving  bedside  care  to  the  side;  to 
teach  hygiene  in  the  home  and  schools;  to  give  prenatal  and  maternal 
nursing  care  and  instructions;  to  educate  in  child  hygiene  and  prevention  ot 
tuberculosis  and  blindness;  to  assist  the  physicians  in  securing  hospital  and 
institutional  care  where  necessary;  to  secure  birth  registration  and  assist 
in   prevention   and   control   of   communicable   disease.     Much   progress   has 
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been  made  in  this  work  hj  the  nurses  who  went  on  duty  in  August  of  this 
year  and  their  work  is  received,  with  grateful  appreciation  and  unusual 
eagerness  of  the  mothers  who  thus  learn  how  to  care  for  the  sick  and  how 
to  keep  the  babies  well. 

Reorganization  of  the  nursing  staff  of  this  Division  has  resulted  in  the 
assignment  of  nine  supervising  nurses  to  districts  corresponding  to  that  of 
the  Sanitary  Supervisors.  Their  duties  are  to  assist  communities  to  organize 
public  health  nursing  service,  to  advise  with  organizations  and  individual 
nurses  already  in  the  field  as  to  the  development  and  standardization  of 
their  work,  to  organize  child  hygiene  and  tuberculosis  clinics,  to  instruct 
and  educate  in  hygiene  and  preventive  measures,  to  assist  the  Sanitary 
Supervisor  and  Health  Officer  in  the  prevention  and  control  of  communicable 
disease,  and  to  coordinate  the  activities  of  all  public  health  nurses  in  her 
district  and  secure  their  cooperation  when  necessary. 

The  work  of  seven  supervising  nurses,  each  specializing  with  a  division, 
shows  a  continued  increase  in  development. 

In  Child  Hygiene  the  supervising  nurse  held  294  conferences  and  inter- 
views with  health  officers,  physicians,  public  health  nurses  and  lay  persons. 
In  reference  to  this  work  ^9  child  welfare  clinics  were  organized  and  con- 
ducted with  the  Healthmobile  and  five  without,  details  of  which  are  given 
in  the  "  Report  of  the  Division  of  Child  Hygiene."  ETleven  demonstrations 
in  child  welfare  were  given  at  county  fairs  and  otherwise,  talks  and  addresses 
were  given  in  connection  with  the  work. 

The  supervising  nurse  of  Midwivea  and  Day  Nurseries  inspected  31  day 
nurseries;  visited  and  instructed  midwives  throughout  the  ^ate;  held  4*9 
conferences  and  gave  instruction  to  nurses;  investigated  birth  registrationb 
(detailed  report  is  given  by  the  Division  of  Child  Hygiene). 

The  supervising  nurse  assigned  to  the  Division  of  Tuberculosis  supervised 
the  work  of  the  county  tuberculosis  nurses  (there  are  now  52  countv  nurses  in 
the  State),  and  public  health  nurses  doing  tuberculosis  work.  She  also  assisted 
in  conducting  18  county  tuberculosis  surveys  and  60  tuberculosis  clinics  were 
held  in  50  localities  of  the  State  and  visited  patients  and  contacts  in  219 
localities.  Conferences  and  interviews  with  health  officers,  physicians, 
registrars,  American  Red  Cross  representatives  and  lay  persons  were  held 
in  241  localities.  Group  consultation  clinic  nursing  service  was  organized 
for  six  counties.  Assistance  and  advice  was  given  to  4*2  nurses  in  the 
development  of  their'  work  and  in  record  keeping.  Fifteen  tuiberculosis  hos- 
pitals and  dispensaries  were  visited.  Many  taU:s  and  addresses  were  also 
given. 

The  supervising  nurse  with  the  Division  of  Venereal  Diseases  attended 
16*3  clinics;  visited  12  hospitals  and  institutions;  inspected  11  clinic  rooms 
and  instructed  nurses,  and  held  45  conferences  and  interviews  with  health 
officers,  physicians  and  nurses. 

The  supervising  nurse  for  the  Division  of  Communicable  Diseases  assisted 
Sanitary  Supervisors  and  Health  Officers  in  investigation  in  typhoid  fever, 
scarlet  ,fever,  Influenza  and  diphtheria  outbreaks  in  three  counties  and  46 
municipalities.  She  also  assisted  in  the  examination  of  school  children  for 
communicable  diseases  where  no  school  nurse  was  employed  and  in  many 
of  the  tuberculosis  surveys  and  clinics  conducted.  Demonstrations  have  also 
been  made  in  order  to  assist  communities  in  securing  public  health  nurses. 

One  supervising  nurse  is  assigned  to  the  Division-  o/  Public  Health  Educa- 
tion to  assist  in  editing  the  department's  publications. 

A  second  supervising  nurse  hag  been  working  in  cooperation  with  farm  bureaus 
for  the  purpose  of  instructing;  members  in  rural  conununitiea  in  elementary 
principles  of  home  nursing  and  the  necessity  for  public  health  nurses  in  such 
localities,  has  given  175  addresses  and  has  reached  a  total  of  12,865  people. 
As  a  result  of  her  work  classes  in  hygiene  and  home  nursing  have  been 
organized  and  instruction  given.  Assistance  and  instruction  to  local  public 
health  nurses  and  to  iboards  of  health  and  other  organizations  in  securing 
public  health  nurses  has  also  been  given. 

A  more  detailed  report  of  the  activities  of  the  supervising  nurses  ib 
included  in  reports  of  the  different  divisions. 
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DIVISION  OF  VSNSRSAL  DISEASES 

During  the  year  1920  the  Division  of  Venereal  Difleases  extended  the 
scope  of  its  work  along  the  lines  laid  down  in  1919.  The  education  of  the 
puhlic  was  continued  %  means  of  lectures,  exhi1i>it8  and  specially  prepared 
literature;  these  educational  activities  were  directed  so  as  to  include  groups 
of  society  not  reached  during  the  war  and  to  cover  more  intensely  the  larger 
groups  where  work  was  already  started. 

In  January  all  boys'  and  girls'  organizations  in  the  State  were  invited 
to  send  delegates  to  a  two  days'  conference  at  Albany  for  the  purpose  otf 
devising  methods  of  cooperation  in  conducting  educational  campaigns  smong 
the  young  people.  The  Military  Training  Commission  was  represented  in 
these  conferences  and  a  working  plan  was  devised  which  is  now  functioning. 
Eural  groups  in  greater  numSer  requested  our  services  during  the  year. 
A  total  of  17  counties  was  covered  with  the  assistance  and  cooperation  of 
the  Home  Bureau  agents.  In  a  number  of  the  counties  it  was  necessary  to 
repeat  our  work  because  of  urgent  requests.  Lecturers  from  the  Division 
have  assisted  in  the  training  courses  for  public  health  nurses,  also  in  several 
of  the  health  officers'  courses.  In  the  latter,  demonstrations  of  treatment 
were  given  as  well  as  lectures.  A  number  of  organizations,  such  as  the 
Federation  of  Labor,  Druggists'  Associations,  Rotary  Clubs,  and  Chambers 
of  Commerce  have  requested  assistance  in  special  public  health  programs.  The 
Director  was  invited  to  be  chairman  of  a  division  of  the  educational  institute 
held  in  Washington,  D.  C,  for  training  workers  for  all  sections  of  the 
United  States. 

Special  efforts  have  been  made  to  aid  the  physician  to  keep  in  touch  with 
the  rapid  advances  made  in  the  diagnosis  and  treatment  of  syphilis  and 
gonorrhea.  A  series  of  records  of  difficult  cases  of  these  diseases  were 
reprinted  from  the  records  of  the  Massachusetts  General  Hospital  and  dis- 
tributed among  2,600  physicians  of  the  iState.  A  member  of  the  staff  called 
upon  the  druggists  of  the  State  and  discussed  with  them  the  assistance  they 
can  render  in  preventing  self-treatment. 

Nine  new  venereal  diReaae  clinics  were  opened  during  the  year,  bringing 
the  total  up  to  43  in  the  State,  exclusive  of  New  York  City.  Private  physi- 
cians are  cooperating  whole-heartedly  by  submitting  to  the  Isboratory  many 
more  specimens  for  examination  and  bv  referring  indigents  to  the  clinics  for 
treatment.  During  1919  there  were  about  9,000  cases  of  syphilis  and  2,400 
cases  of  gonorrhea  reported,  while  the  1920  record  is  as  fc^iows: 

Syphilis 

Male       Female        Total 

New  cases    6,180  3,260 

Old    cases    1, 643  946 


7, 823  4, 205 


12,028 


Oonorrhea 

New   cases    2,620  732 

Old   cases   262  130 


2, 882  802 


3.744 


15,  772 


At  the  clinics  there  were  given: 

Between  Dec.  1,  1918,  and  Nov.  30,  1919 35,864  treatments 

Between  Dec.  1,  1919,  and  Nov.  30,  1920 74,573  treatments 

showing  an  increase  of  more  than  100  per  cent. 
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The  total  number  of  new  cases  admitted  to  clinies  between  December  1, 
1919,  and  Noveiuber  30,  1920: 

Male       Female        Total 

Syphilis     1.540              853          2,392 

Gkmorrhea    1, 767              214           1, 971 


4.363 


Total  number  of  patients  under  treatment  on  Dec.  1,  1919 1,496 

Total  nmniber  of  patients  under  treatment  on  Dec.  1,  1920 2,208 

showing  an  increase  of  47  per  cent. 

The  distribution  of  arsphenamine  has  grown  also.  All  State  institutions 
as  well  as  the  clinics  are  receiving  the  drug  as  it  is  needed.  During  the 
year  more  than  10,000  grams,  an  equivalent  of  about  30,000  doses,  were 
supplied. 

Tlie  Division  has  been  cooperating  very  closely  since  its  organization  with 
the  State  reformatories  and  penal  institutions  and  during  the  past  year  an 
offer  was  made  to  extend  its  activities  to  all  institutions  whether  public  or 
private.  Thirty-nine  institutions  accepted  the  offer,  including  32  orphanages, 
six  tuberculosis  hospitals  and  one  State  hospital.  A  physician  and  nurse 
were  detailed  to  mike  physical  examinations  of  and  take  blood  specimens 
from  their  inmates.  A  total  of  10,400  persons  (mostly  children)  were 
examined  and  1413  frank  cases  of  syphilis  discovered,  while  150  other  persons 
were  gravely  suspicious  and  need  further  study.  Of  the  total  number,  10,400, 
only  6,912  were  frankly  negative,  while  more  than  3,000  were  either  positive 
or  suspicious,  and  social  workers  are  at  present  investigating  the  families 
of  these  cases  with  a  view  to  securing  treatment  for  any  of  their  members 
who  may  stand  in  need  of  it.  Treatment  of  the  frank  cases  was  started 
immediately. 

The  clinic  directors  are  apipreciating  the  wisdom  of  keeping  in  close  touch 
with  their  patients  during  the  course  of  treatment  in  order  that  they  may  not 
grow  discouraged  and  discontinue  their  visits  to  the  clinic.  The  nurses  and 
social  workers  are  rendering  valuaA>le  assistance  by  their  efforta.  This 
medical  follow-up  work  is  growing  to  be  very  valua'ble  and  will  prove  to  he 
even  more  so  as  it  is  developed.  One  of  the  State  hospitals  is  being  aided 
in  investigating  the  families  from  which  certain  of  their  patients  came. 
Many  new  cases  of  syphilis  were  discovered  in  these  families  and  an  extension 
of  this  work  is  imperative. 

The  change  in  the  mental  attitude  of  the  public  from  war  to  peace  time 
has  had  some  effect  upon  the  work  of  this  Division  but  the  reaction  has 
not  been  as  keenly  felt  as  was  expected.  The  average  public  audience  is 
still  actively  interested'  in  the  control  of  venereal  diseases  but  is  anxious  to 
relate  it  to  a  general  health  program  or  to  a  scheme  for  complete  personal 
hygiene.  The  educational  work  of  the  Division  is  being  modified  to  meet 
this  demand.  The  number  seeking  medical  care  is  increasing  and  can  be 
expected  to  grow  in  the  next  year  if  the  labor  troubles  which  are  now 
threatening  materialize.  Many  persons  are  now  taking  treatment  from 
private  physicians  who  may  be  obliged  to  seek  the  public  clinic  because  of 
financial  straits.  The  Division  is  preparing  itself  for  this  emergency.  The 
work  started  with  the  institutions  should  be  continued,  especially  that  which 
is  under  way  with  the  orphanages. 
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DIVISION  OP  PUBLIC  HEALTH  EDUCATIOlf 

Public  sentiment  i»  the  one  dynamic  force  of  eufficient  power  to  insure 
necessary  compliance  with  health  rules  and  regulations.  Without  it,  health 
authorities  can  not  hope  to  secure  adequate  health  law  enforcement;  with  it, 
any  law,  no  matter  how  drastic,  can  be  effectively  enforced  for  the  benefit  of 
the  life  and  health  of  the  many,  even  though  it  be  to  the  detriment  (rf  the 
few. 

Recognizing  these  facts,  the  State  Department  of  Health,  though  possessing 
and  occaaionally  being  obliged  to  use  mandatory  powers,  relies  largely  for  the 
accomplishment  of  its  aims,  not  upon  edicts  and  prosecution,  but  upon  that 
voluntary  cooperation  which  develops  as  a  result  of  a  general  comprehension 
of  the  need  for  public  health  regulations. 

Such  an  understanding  on  the  part  of  the  public  can  only  be  obtained  through 
a  broad  program  of  public  health  education  thoughtfully  conceived  and 
efficiently  carried  out  by  the  utilisation  of  every  legitimate  means  for  bringing 
the  facts  convincingly  to  the  people. 

The  methods  employed  in  impressing  health  facta  on  the  public  vary  accord- 
ing to  conditions  and  the  exact  end  sought.  Pamphlets,  periodical  literature, 
moving  picture  films,  lantern  slides,  and  lectures,  each  has  its  place  in  the 
instruction  of  the  public  in  how  to  protect  itself  from  disease. 

Monthly  Publications 

Health  News.  During  1020  symposiums  have  been  presented  in  this  pub- 
lication on  cancer,  tuberculosis  clinics,  industrial  health  conservation,  public 
health  education  methods  and  facilities,  dispensaries  and  clinics,  rural  health 
campaigns,  and  public  health  nursing.  A  history  of  tjyplcai  wsiterborne  typhoid 
outbreaks  was  also  compiled.  In  addition  two  general  numbers  were  issued, 
one  of  which  contained  a  review  ot  the  important  health  activities  of  the 
department  during  1910.  Each  number  has  been  prepared  with  the  definite 
aim  of  making  it  of  especial  value  to  some  particular  group  of  health  workers 
as  well  as  a  means  of  spreading  general-  information  to  the  public. 

Public  Health  Nunet*  Bulletin.  In  the  autumn  of  1010  when  the  number 
of  public  health  nurses  in  the  State  reached  1,000,  the  need  was  felt  for  some 
method  of  keeping  these  workers  informed  of  new  methods,  new  ideas,  and 
new  regulations  pertaining  to  their  branch  of  work  and  of  disseminating 
information  regarding  what  was  being  accomplished  in  their  profession 
throughout  the  State.  Since  a  monthly  bulletin  seemed  to  be  the  best  way  of 
accomplishing  this  end  the  Public  Health  Nurses'  Bulletin  made  its  first 
appearance  in  January,  1020.  Judging  from  the  demand  for  copies  and  the 
commendation  received  from  prominent  public  health  officials  it  has  served 
its  purpose  effectively. 

Health  Officers'  Bulletin.  This  publication,  as  heretofore,  has  been  restricted 
solely  to  the  dissemination  of  official  and  semi-official  information  to  health 
officers,  and  their  assistants. 

Health  Literature 

New  health  circulars  or  pamphlets  published  during  1020  include  a  mono- 
graph on  encephalitis  lethargica  by  Simon  Flexner,  M.  D.,  Director  of  the 
Rockefeller  Institute.  "  Teaching  Health  in  the  Schools "  by  L.  Emmett 
Holt,  M.  D.,  revision  of  the  circular  on  Vaccination,  and  the  publication  of  a 
Public  Health  Nurses'  Manual. 

Three  new  circulars  were  edited  and  issued  and  a  number  of  the  present 
ones  revised  or  reprinted.  During  the  year  approximately  00,000  health 
circulars  and  pamphlets  were  sent  to  persons  requesting  them,  108,000  baby 
books  were  mailed  to  mothers  and  a  large  number  of  pamphlets  on  Prenatal 
Care  to  prospective  mothers. 
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News  Letters 

Since  the  newspapers  are  a  very  valuable  agency  in  reaohing  the  public 
quickly  and  effectively,  not  only  in  emergencies  such  as  epidemics  but  for 
conveying  health  information  of  general  Yaiue  such  as  methods  for  pre- 
vention of  acute  respiratory  diseases,  clean-up  week  notices  and  the  like, 
they  have  been  utilized  for  the  publication  of  news  letters  from  time  to  time 
during  the  year  as  occasion  offered. 

Clean-up  Campaign' 

Plans  and  suggestions  for  organized  community  clean-up  work  were  out^ 
lined  to  health  officers  during  the  late  winter  and  early  spring.  Especial 
emphasis  was  laid  on  the  necessity  for  the  removal  of  filth  accumulated  dur- 
ing the  severe  winter.  The  suggested  methods  and  work  appear  to  have  been 
adopted  very  generally  throughout  the  State. 

Rural  Health  Campaign  (Healthmobile) 

The  rural  health  campaign,  first  organized  in  1&19,  when  the  healthmobile 
was  put  into  commission,  was  reorganized  in  the  spring  of  1920  as  soon  as 
the  roads  opened  and  ccnnbined  with  child  health  clinics  conducted  by  the 
Division  of  Child  Hygiene,  all  the  detail  of  scheduling,  advertising  and 
arranging  for  these  meetings  devolving  upon  this  Division.  The  advance  work 
for  these  clinics  required  practically  the  entire  time  and  the  details  involved 
in  securing  halls  for  clinics,  meetings  and  picture  shows  and  the  transporting 
of  equipment  were  handled  most  efficiently  by  the  healthmobile  crew.  In 
general,  the  itinerary  was  laid  out  so  as  to  reach  those  sections  of  the  State 
away  from  traction  or  steam  railroad  lines.  The  necessity  for  the  campaign 
is  shown  by  the  higher  morbidity  and  mortality  rates  in  rural  districts  as 
compared  with  the  cities.  Results  indicate  that  this  campaign  has  been  of 
very  great  value.  Clinics,  films,  lantern  slides,  lectures  and  health  drills  have 
served  to  arouse  interest  for  better  living  conditions,  the  abolition  of  health 
menaces,  and  the  appreciation  of  the  necessity  for  having  defects  corrected. 
From  every  county  served  by  these  clinics  come  reports  of  local  organization 
to  prevent  sickness. 

Films 

In  the  exhibit  work  an  increasing  emphasis  has  been  placed  on  the  use  of 
motion  pictures,  for  experience  has  shown  that  this  method  of  visual  instruc- 
tion is  not  only  most  effective  in  the  work  of  public  health  education  but 
that,  from  the  business  standpoint,  it  is  most  efficient,  reaching  the  largest 
number  of  persons  in  the  smallest  time  and  at  the  least  expense.  This  is 
especially  true  in  the  rural  communities  where  the  difficulties  attending  the 
use  of  models,  panels  and  other  bulky  exhibits  are  almost  insuperable  but 
where,  thanks  to  the  healthmobile,  motion  pictures  may  be  easily  and 
economically  shown  before  large  audiences  with  most  satisfactory  results. 

A  number  of  new  motion  picture  films  has  been  purchased  to  meet  the 
frequent  demands.  When  these  films  are  not  in  active  service  for  a  day  or 
two  for  the  use  of  the  Department  or  local  health  agencies,  they  are  loaned  to 
commercial  theatres  which  are  always  glad  to  include  them  in  their  regular 
program.  Not  infrequently  it  is  found  that  such  showings  lead  to  such  valu- 
able results  as  requests  for  further  information  or  an  extension  of  health 
educational  work. 

Lantern  Slides 

Lantern  slides  as  usual  are  in  constant  demand.  During  the  past  year  the 
department's  collection  has  been  revised  and  much  new  material  added.  Out- 
lines of  lectures  have  been  prepared  to  aipcompany  sets  of  slides  called  Tuber- 
culosis, Child  Welfare,  The  Fly,  and  Clean-up"^  Week.  These  have  proved 
of  great  value  to  the  smaller  health  agencies  of  the  State  and  are  in  such 
constant  demand  that  it  is  planned,  as  fast  as  possible,  to  make  new  material 
of  this  character  available. 
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Another  important  rural  actiyity  has  been  the  conducting  of  lecture 
courses  on  the  home  care  of  the  sick,  with  special  reference  to  the  preventive 
work  of  the  public  health  nurse.  These  meetings  have  been  arranged  by  the 
Home  Demonstration  Agents  throughout  the  State  but  the  general  planning  of 
the  campaign  and  the  scheduling  of  meetings  has  been  handled  by  this  Divi- 
sion, one  nurse  devoting  her  entire  time  to  this  important  phase  of  rural 
work. 

As  heretofore,  this  Division  has  endeavored  to  cooperate  with  local  health 
agencies,  notably  the  Farm  and  Home  Bureaus,  County  Tuberculosis  Commit- 
tees and  similar  organizations  and  has  assisted  them  in  making  up  pro- 
grams, in  securing  speakers  for  their  meetings  and  in  obtaining  exhibit 
material. 

Health  Work  in  ParochiAl  Schools 

This  work,  which  has  been  carried  on  by  a  member  of  the  Division  staff, 
has  included  the  enforcement  of  the  department's  regulations  for  admission  to 
school,  health  talks  to  pupils  and  instruction  to  teachers  on  health  regula- 
tions, the  detection  of  early  symptoms  of  communicable  disease  and  pro- 
cedures for  the  control  of  epidemics.  Disease  census  cards  have  also  been  dis- 
tributed and  ine^nirtion  given  in  their  use.  In  addition,  our  representative 
has  inspected  e\'ery  parochial  school  building  visited  by  her  and  recommended 
changes  where  necessary.  From  many  districts  come  reports  of  steady 
progress  in  provision  for  teaching  good  health  practices  to  children  in  the 
parochial  schools. 

PhyiicianB  for  Rural  Commmiities 

Bequests  from  communities  for  aid  in  securing  physicians  where  medical 
service  is  inadequate  or  lacking  have  continued  to  come  to  us  during  the 
year.  Since  the  work  was  first  started,  82  requests  have  been  received  and  34 
communities  have  been  supplied  through  the  efforts  of  this  Division. 
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DIVISION  OF  SANITAKT  ENGINEERING 

The  work  of  the  Engineering  Division  for  1920  reflects  in  a  general  way  the 
same  characteristics  that  have  been  apparent  in  nearly  every  professional 
and  industrial  field,  namely,  an  unusual  activity  in  almost  every  line  of 
work  and  under  trying  conditions  of  professional  employment.  This  situation 
is,  of  course,  a  direct  outcome  of  war  conditions  and  until  sanitary  engineers 
with  training  and  experience  essential  to  the  work  of  the  Engineering  Divi- 
sion can  be  more  readily  obtained  within  the  appropriations  granted  by  the 
Legislature,  or  until  present  unusual  demands  upon  our  resources  resulting 
from  inactivity  during  the  war  has  been  reduced  to  normal,  there  wiU 
undoubtedly  be  little  relief  from  these  difficulties. 

The  activities  of  the  Engineering  Division,  briefly  stated,  include  the 
examination  and  approval  of  plans  for  sewerage  systems  and  sewage  disposal 
works;  supervision  of  the  sanitary  quality  of  the  public  water  supplies  of 
the  State;  the  investigation  of  major  public  nuisances  generally,  and  spe- 
cifically when  called  upon  under  order  from  the  Governor;  the  examination 
and  reports  of  the  sanitary  conditions  of  state  in»titiutione;  the  siupervision 
of  construction  and  operation  of  milk  pasteurizing  plants;  the  examination 
and  approval  of  plans  and  budgets  for  Nassau  County  Mosquito  Extermina- 
tion Commission;  advice  to  and  approval  of  plans  for  water  supplies  and 
sewage  disposal  systems  of  County  Tuberculosis  Hospitals;  the  investigation 
of  waterbome  outbreaks  of  typhoid  (fever ;  consulting  advice  to  municifMilities, 
corporations  and  individuals  in  regard  to  all  phases  of  sanitary  engineering 
work;  and  educational  and  research  woiic  so  far  as  these  were  possible  within 
limited  resources. 

The  work  of  the  Engineering  Division  for  1920  may  perhaps  be  most 
clearly  and  briefly  presented  in  the  following  list  which  includes  numerically 
the  work  performed  bv  the  Division,  aocording  to  its  more  important  sub- 
divisions and  also  includes  for  purposes  of  comparison  the  figures  for  the 
year  1^19. 

Volume  of  Routine  Work 

1919  1920 

Letters  and  other  correspondence  referred  to  Division. . . .  2.006  3,020 

Letters  and  reports  sent  out 4,  323  4, 444 

Plans  examined  and  reported  upon 125  127 

Investigations  of  public  water  supplies 154  193 

Investigations   of    sanitary  conditions   of    State   Institu- 
tions      14  90 

Investigations  of  sewage  disposal  plants 17  16 

Investigations  relating  to  sewerage  sy«rtem 10  13 

Investigation  of  milk  pasteurizing  plants 403  166 

Investigations  of  stream  pollution  and  nuisances 47  68 

Conferences  held  with  local     officials 328  357 

Lectures  and  addresses  by  staff 0  7 


Among  those  features  of  the  work  of  the  Division  during  1920  which  may  be 
considered  as  of  more  than  usual  interest  or  importance  may  be  mentioned,  first, 
the  special  investigation  of  the  sanitary  conditions  of  certain  public  gathering 
places  in  the  State,  more  particularly  the  M  camps  in  the  Palisades  Inter- 
state Park  reservation  in  which  scmie  7'5,O0O  boys  and  girls  congregate  dur- 
ing the  summer  months,  and  the  some  80  county  and  other  fairgrounde  in 
the  State  where  more  than  1,500,000  persons  congregate  during  the  fair  sea- 
son. The  questions  of  pure  water  supplies  and  sanitary  methods  of  gaiiMige 
and  sewage  disposal  at  these  camps  and  fair  grounds  are  obviously  matters 
of  fundamental  importance,  and  the  investigations  and  reports  have  been 
directed  toward  determining  wherein  and  to  what  extent  these  various 
features  are  defective  or  insanitary  and  have  concluded  with  certain  definite 
recommendations  that  should  be  followed  in  order  that  these  camps  and  fair 
grounds  may  be  placed  in  proper  sanitary  condition. 
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Another  feature  of  importance  in  the  work  of  the  Division  has  been  the 
special  investigation  and  consulting  advice  to  the  Department  of  the  State 
Engineer  and  Surveyor  and  the  Department  of  Architecture  in  connection 
with  new  or  increased  water  supplies  and  sewage  disposal  systems  for  new 
state  institutions  or  extensions  of  existing  institutions.  These  relate  to  the 
new  state  hospital  for  the  insane  at  Manrr,  the  new  Wingate  Prison  and 
extension  to  the  state  hospitals  at  Beacon,  Gowanda,  Rome  and  Ravbrook. 

Other  investigations  having  a  very  important  hearing  upon  the  public 
health  of  the  State  include  a  special  investigation  and  action  by  the  Depart- 
ment in  the  protection  of  public  water  supplies  of  the  State  against  con- 
tamination by  impure  auxiliary  or  industrial  fire  supplies,  in  connection  with 
which  a  nura'ber  of  typhoid  fever  outbreaks  have  occurred  during  the  past 
few  years;  and  a  special  investigation  and  epidemiological  studies  in  connec- 
tion with  certain  outbreake  of  waterbome  diseases  other  than  typhoid 
fever,  a  number  of  which  have  also  occurred  in  the  State  during  the  past 
few  years. 

In  the  field  of  research  work  and  advancement  of  engineering  knowledge 
generally  may  be  mentioned  practical  experiments  in  the  purification  of 
oysters;  development  of  new  types  and  designs  in  screens  and  tanks  for  the 
purification  of  sewage;  practical  experiments  in  the  sedimentation  of  sewage 
at  Syracuse  in  connection  with  its  problem  of  sewage  disposal;  and  practical 
experiments  and  full  sized  installations  of  apparatus  and  methods  for 
deodorizing  and  eliminating  objectionable  waste  gases  and  odors  from  certain 
industrial  establishments  at  Edgewater,  N.  J.,  which  has  been  the  source  of 
serious  nuisance  to  a  large  residential  section  of  New  York  City. 
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DIVISION  OF  CHILD  HYGIENE 

In  accordance  with  the  plans  for  extension  and  intensification  adopted  at 
the  beginning  of  the  year,  the  activities  of  the  Division  of  Child  Hygiene 
during  1920  comprised:  1.  Education  of  the  general  public  and  of  special 
groups  in  maternal,  infant  and  early  childhood  mortality  and  morbidity 
problems  and  their  solution.  2.  Stimulation  of  local  agencies  to  provide  for 
adequate  and  effective  instruction  and  supervision  (including  periodic  exami- 
nations and  care)  of  mothers,  prospective  and  actual,  and  the  care  of  their 
unborn  children,  infanta  and  preschool  children.  3.  Initiation  and  demon- 
stration of  measures  to  secure  the  proper  organization,  establishment,  mainte- 
nance, extension,  fitandardization  and  coordination  of  the  necessary  agencies 
and  the  rendering  to  them  of  all  possible  assistance  and  cooperation.  The 
very  gratifying  results  in  more  adequate  and  effective  protection  of  their 
lives  and  health  have  exceeded  expectations. 

The  fields  requiring  special  efforts  included  the  maternity  and  prenatal  and 
preschool  period  which  have  received  a  very  large  share  of  attention  with 
the  result  that  activities  concerned  with  these  phases  of  the  work  are  now 
well  under  way  throughout  the  State,  as  are  more  comprehensive  efforts  in 
the  field  of  infancy. 

As  the  result  of  a  complete  and  exhaustive  survey  of  all  the  local  child 
hygiene  stations  of  which  the  Division  had  any  records,  it  was  found  that, 
including  a  number  newly  established,  there  are  now  67  municipalities  pro- 
vided with  126  stations  which  are  in  actual  and  effective  operation.  These 
have  been  visited  by  the  nurses  and  physicians  of  the  Division,  assistance 
given  in  improving  the  work  undertaken  and  special  efforts  made  to  extend 
the  scope  and  field  of  their  activities.  Of  these  stations,  almost  all  of  which 
had  previously  confined  their  activities  to  the  period  of  infancy,  most  have 
now  actually  entered  upon  work  with  prospective  mothers  and  with  children 
of  the  preschool  period  and  the  remainder  have  made  plans  to  do  so.  Com- 
plete reports  are  now  received  quarterly  from  these  stations. 

Almost  all  of  the  more  than  1,000  local  puiblic  health  nurses  were  engaged 
in  child  hygiene  activities,  in  the  case  of  the  majority  of  these,  su^h  activi- 
ties constituting  one  of  their  major  and  for  very  many,  their  exclusive 
duties.  A  large  number  of  new  nurses  were  appointed  locally  during  the 
year.  These  were  visited  and  assistance  rendered  them  in  beginning  their 
work  and  further  aid  in  continuing  their  activities  given  to  them  and  to  the 
other  nurses  who  were  also  visitSi.  The  plan  of  having  birth  certificates 
delivered  by  local  puhlic  health  nurses  was  instituted  with  excellent  results. 
The  Division  took  part  in  a  series  of  lectures  introductive  to  public  health 
work  given  to  student  nurses  in  several  of  the  hospitals  of  the  State  as  it 
did  also  in  the  preparation  of  a  plan  for  giving  complete  courses  of  instruc- 
tion to  puiblic  health .  nurses  analogous  to  those   now  provided  for  health 

officers. 

A  very  large  numtier  of  new  Little  Mothers*  Leagues  were  established,  and 
thousands  of  members  were  graduated.  These  leagues  were  introduced  into 
very  many  of  the  schools. 

The  licensing  and  supervision  of  midwives  was  assumed  by  this  Division 
the  first  of  the  year  and  efforts  continued  and  extended  to  eliminate  unfit 
and  unworthy  practitioners  and  to  improve  the  work  of  those  who  were 
licensed.  During  the  year  458  midwives  located  in  119  municipalities  were 
licensed;  five  were  refused  a  renewal,  three  were  found  ineligible  on  account 
of  health  and  licenses  for  seven  were  held  up  temporarily.  One  midwife 
had  her  license  revoked,  one  resigned  to  avoid  revocation  of  license,  three 
died',  ten  retired  and  U  left  the  department's  jurisdiction.  Three  hearings 
were  held  in  the  cases  of  two  midwives.  Arrangements  were  made  for  more 
effective  local  supervision  of  midwives  and  instruction  was  given  to  nurses 
in  45  localities.  Special  efforts  were  made  to  check  'birth  registration  and 
to  increase  eye  prophylaxis  and  numerous  cases  of  irregularities  in  these 
and  other  respects  were  investigated  and  acted  upon. 

Special  departmental  rules  and  regulations  relating  to  day  nurseries  were 
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promulgated  and  the  supervision  of  these  institutions  was  undertaken. 
Thirty-three  were  inspected  and  the  necessary  recommendations  for  correc- 
tion of  the  defects  found  were  brought  to  the  attention  of  those  responsible 
with  very  satisfactory  results. 

Limited  supervision  of  children's  boarding  homes  was  also  begun  and  a 
number  of  complaints  investigated  and  acted  upon. 

Special  efforts  were  made  to  improve  the  cliaracter  of  the  milk  supplied 
to  children  of  the  State ;  one  municipality  adopted'  a  pasteurization  ordinance 
and  another  provided  for  a  municipal  paateurizing  plant  by  popular  vote. 

Health  study  clubs  were  organized  in  eight  counties  and  a  total  of  155 
lectures  on  the  hygiene  of  the  various  periods  of  life  (prenatal,  infancy,  pre- 
school, school,  adolescence  and  adult)  were  given  in  61  localities  to  a  total 
of  »bout  7,146  persons.  In  addition  to  these,  about  200  addresses  and  lec- 
tures on  various  phases  of  child  hygiene  were  given,  a  large  number  of 
exhibits  were  shown  and  many  better  baby  and  ^by  improvement  contests 
were  held  in  all  parts  of  the  State.  Numerous  conferences,  national,  state 
and  local,  were  attended  by  members  of  the  Division  staff  and  many  papers 
were  read. 

Six  new  pamplilets  dealing  with  maternity  and  prenatal  care,  the  pre- 
school period,  child  welfare  activities,  the  feeding  of  children  and  their 
growth  and  development  were  prepared;  three  were  issued  and  the  other 
three  will  soon  be  ready.  About  a  quarter  of  a  million  pieces  of  literature 
were  most  usefully  distributed. 

The  department  is  represented  on  the  commission  to  study  the  laws  relat- 
ing to  child  welfare  appointed  pursuant  to  an  act  of  the  1920  Legislature. 

The  most  outstanding  piece  of  work  undertaken  and  one  which  gives  every 
indication  of  being  productive  of  perhaps  more  definite  accomplishments 
than  any  other  single  line  of  endeavor,  is  the  conduct  of  children's  health 
consultations  in  the  rural  sections  of  the  State.  With  the  assistance  of 
local  health  officers  and  practitioners  2,714  children,  including  infants,  and 
those  of  preschool  and  school  age,  have  been  examined  thus  far  in  99  munici- 
palities located  in  six  counties  in  as  many  sanitary  districts.  These  exami- 
nations, intended  to  discover  existing  disease,  defect  or  disability,  have 
resulted  in  finding  2,082  children  (76.71  per  cent.)  with  defects.  Of  this 
number,  1,438  (68.9  per  cent.)  had  conditions  requiring  further  medical 
observation  and  care,  and  the  remaining  629  (30.2  per  cent.)  needed  cor- 
rection in  feeding  and  hygiene.  In  addition,  througn  the  stimulation  and 
with  the  assistance  of  this  Division,  such  consultations  were  held  in  a  num- 
ber of  mimicipalities  by  local  agencies.  All  children  requiring  medical  care 
are  referred  for  such  services  to  their  own  physicians.  Adequate  follow-up 
work  has  already  been  instituted  in  many  of  the  localities  and  a  large 
number  of  the  children  have  had  their  defects  satisfactorily  treated.  The 
importance  and  value  of  these  clinics  lie  in  the  specific  personal  appeal  made 
by  the  discovery  of  existing  disease,  the  demonstration  of  the  need  for 
periodic  examinations,  proper  hygiene  and  correction  of  defects,  and  for  the 
provision  of  sufficient  public  health  nurses  and  other  agencies  to  carry  on 
this  work  locally.  The  demand  for  this  sei-vice  has  become  very  great;  it  is 
impossible  to  meet  it.  It  is  planned,  however,  to  go  into  all  sections  of  the 
State.  Beginning  on  January  3,  1921,  such  consultations  will  be  conducted 
in  some  of  the  larger  villages  of  seven  sanitary  districts,  such  work  to  be 
continued  until  weather  conditions  permit  again  entering  the  more  strictly 
rural  sections. 

Poliomyelitis  after-care 

During  the  year  ending  December  31,  1920,  78  clinics  for  the  after-care 
poliomyelitis  cases  were  held  in  48  municipalities.  The  total  attendance  at 
these  clinics  was  1,043  and  of  this  number  284  attended  the  clinic  for  the 
first  time  and  769  had  attended  one  or  more  previous  clinics. 

Of  the  total  number  146  were  suffering  from  some  orthopedic  defect  which 
was  not  caused  by  poliomyelitis  but  came  to  one  of  the  clinics  for  advice. 

Of  the  total  number  of  poliomyelitis,  namely,  769,  62  were  discharged  as 
practically  normal   and  needing  no  more   treatment   or   observation   by   the 


32  State  Dbpabtmbnt  of  Health 

visiting  nurses;  586  were  improved  to  a  greater  or  less  degree,  and  132 
were  found  to  be  in  about  the  sante  condition  as  at  one  of  the  previous 
clinics.  A  few  who  had  received  advice  at  one  of  the  earlier  clinics,  which 
advice  had  not  been  followed  by  the  parents,  were  brought  to  the  clinic  this 
year,  and  were  found  to  be  decidedly  worse;  some  of  them  requiring  opera- 
tions for  the  correction  of  deformities. 

The  patients  under  state  care  reside  in  382  different  municipalities  which 
have  to  be  visited  by  the  staff  of  nurses,  and  it  is  due  largely  to  the  faith- 
ful work  of  these  nurses  in  visiting  the  patients,  sometimes  under  great 
difficulties,  that  the  interest  of  both  parents  and  patients  has  been  retained 
for  so  many  years  and  that  the  majority  of  the  cases  show  such  decided 
improvement. 

In  July  a  Reconstruction  Home  wbb  opened  in  Ithaca,  N.  Y.,  for  tlie 
care  and  treatment  of  badly  paralyzed  cases  or  those  who  on  account  of 
their  physical  disability  were  unable  to  obtain  education  in  the  local  schools. 
The  Home  is  managed  by  a  Board  of  Managers  consisting  of  prominent  citi- 
zens of  Ithaca,  Elmira,  Cortland,  Bath  and  Hornell  and  the  Red  Croae 
and  other  organizations  are  providing  the  maintenance  for  nutny  of  the 
children.  From  fifteen  to  twenty  chilt&en  have  been  regular  inmates  of  the 
Home  and  their  progress  has  been  very  rapid. 

In  addition  to  the  regular  clinics  for  the  after-care  poliomyelitis  cases  the 
orthopedic  surgeon  has  been  the  consultant  in  the  five  group  consultation 
clinics  which  have  been  held  during  the  year.  At  these  clinics  236  patients 
were  seen,  of  which  6/^  were  poliomyelitis  cases,  and  the  rest  were  referred 
for  other  orthopedic  defects.  As  a  result  of  tliese  consultations  a  number 
of  these  latter  patients  were  enabled  to  receive  proper  orthopedic  care  and 
treatment  througth  the  advice  given  to  their  attending  physicians. 

The  number  of  orthopedic  cases  other  than  those  resulting  from  paralysis 
which  have  attended  the  consultation  clinics  and  also  the  regular  clinics 
seem  to  show  that  there  is  a  need  lor  orthopedic  consultation  work  in  these 
parts  of  the  state  not  readily  accessible  to  the  cities  where  orthopedic  sur- 
geons are  located. 

Fifty-two  patients  have  been  admitted  to  various  hospitals  for  operations 
or  corrective  work  by  means  of  plaster  of  paris  jackets,  splints,  etc.  The 
results  in  these  cases  have  been  very  satisfactory. 

Two  hundred  and  ninety-three  pieces  of  apparatus  consisting  of  corsets, 
braces,  etc.,  have  been  ordered  and  sent  to  patients.  These  have  been  made 
at  the  Charitable  Surgical  Appliance  Shop  of  the  Children's  Hospital,  Bos- 
ton, and  the  cost  of  the  same  met  by  the  parents  or  various  local  organiza- 
tions interested  in  the  work. 

The  state  clinics  and  the  work  of  the  district  nurses  during  the  past  few 
years  have  proved  to  ibe  of  grea<t  value  also  to  the  practicing  physicians  of 
the  State,  and  when  the  district  nurses  visit  new  cases  at  the  request  of 
the  family  physician  they  find,  as  a  rule,  proper  instructions  for  the  early 
care  of  these  cases  have  been  given  to  the  parents.  This  is  quite  contrary 
to  their  experience  in  the  beginning  of  the  work. 
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DIVISION  OP  VITAL  STATISTICS 

During  1920  there  were  registered  in  the  entire  State  of  New  York  233,016 
births  and  143,767  deaths, —  these  giving  a  birth  rate*  of  21.1  and  a  general 
death  rate  of  13.0,  the  latter  being  12  per  cent  below  the  1913-17  five-year 
average  of  14.7.  Among  the  important  causes  of  death,  those  which  show 
rates  above  the  1913-17  average  are  influenza^  59.2;  meiulea,  9.9;  tohooping 
cough,  9 J;  cancer^  94.6,  and  automobile  accideniSf  12.6.  This  death  rate 
from  automobile  accidents  is  more  than  double  that  of  the  five  years  1913- 
1917,  6.0.  Among  these  causes  of  deaths  which  show  a  decrease  in  rate 
below  the  five-year  average  are  infantile  paralysis,  0.6;  lobar  pneumonia, 
^0.7;  bronchopneumonia,  67.8;  typhoid  fever,  S.3;  cerebrospinal  meningitis, 
1.8;  cerebral  hemorrhage,  60.5;  organic  heart  disease,  SOS. 9;  diarrhea  and 
enteritis  (under  two  years),  ^/.^/  cirrhosis  of  the  liver,  6.9;  acute  and 
chronic  BrighVs  disease,  104.9;  congenital  malformations  and  debility,  6S.9, 
and  pulmonary  tuberculosis,  99.1,  Tlie  infant  mortality  rate  for  1920  it  86.9, 
a  decline  of  more  than  10  per  cent  from  the  five-year  average. —  which  rep- 
resentfl  a  decline  in  the  State  generally.  The  death  rate  of  99.1  from  pul- 
monary tuberculosis  is  30  per  cent  below  the  five-year  average  of  142.6  for 
1913-1917. 

In  general,  the  observance  of  the  Vital  Statistics  Law  by  physicians,  mid- 
wives,  and  undertakers,  and  its  enforcement  by  the  local  registrars,  haa 
l)een  excellent,  a  condition  clearly  evident  in  the  data  which  have  been  pub- 
lished monthly  in  the  Vital  Statistics  Review.  There  are  1,487  districts 
which  send  births  and  death  certificates  to  the  State  monthly;  almost  100 
per  cent  of  these  districts  filed  their  returns  before  the  end  of  each  suc- 
ceeding month,  including  the  epidemic  month  of  February  during  which 
traffic  was  hampered  by  storms  and  severe  winter  weather, —  this  splendid 
result  is  significant  of  the  general  efficiency  and  excellent  morale  of  the 
local  registrars  as  a  group  of  public  officials.  A  similarly  fine  record  was 
achieved  by  the  physicians,  midwivcH  and  undertakers  in  the  matter  of  prompt- 
ness in  filing  their  certificates  with  the  local  registrar;  out  of  more  than 
100,000  birth  certificates  filed  less  than  one  per  cent  were  apparently'  filed 
late,  and  out  of  more  than  70,000  death  certificates  less  than  one-half  of  one 
per  cent  showed  apparent  failure  on  the  part  of  undertakers  to  secure  burial 
permits  within   72  hours  as  required  by  law. 

During  the  same  year  22J07  birth  and  death  certificate  corrections  were 
received  and  entered,  including  supplementary  reports  of  given  names  for 
newborn  children.  About  6  per  cent  of  the  death  certificates  filed  were 
subsequently  corrected  by  undertakers,  physicians  or  others;  and  aibout  4 
per  cent  of  the  causes  of  deaths  were  subsequently  corrected  by  physicians. 
The  Division  made  2,545  searches  of  the  records;  issued  819  certifica-tions 
of  special  information,  888  certified  copies  of  records,  and  collected  $853.96 
in  fees. 

The  moat  important  statistical  work  undertaken  by  the  Division  wa»  the 
publication  of  the  monthly  Vital  Statistics  Review,  the  first  number  of 
w^hich  appeared  in  February.  This  Review  contains  in  condensed  form  a 
monthly  detailed  statement  of  the  statistics  of  births,  sickness,  and  death 
in  the  State  of  New  York  and  its  cities  and  counties,  including  fatality  rates 
from  communicable  diseases  and  the  graphic  exhibition  of  important  facts. 
During  the  year  the  special  study  of  statistics  of  epidemic  influenza,  mar- 
riage, infant  mortality,  and  standardized  death  rates  was  continued.  The 
studies  of  marriage,  Want  mortality,  and  standardized  death  rates  have 
been  nearly  completed  and  will  be  ready  for  publication  in  1921.  Before  the 
close  of  the  year  1920,  plans  were  prepared  for  a  comprehensive  statistical 
study  of  the  causes  of  stillbirth,  a  work  which  will  be  carried  on  during 
the  year  1921. 

*The  birth  and  oensral  death  rates  in  this  report  are  per  1,000  total  estimated  population, 
all  other  ntea  are  per  100.000.  All  rates  except  infant  mortality  are  provisional,  being  subject 
to  correction  when  the  latest  United  States  census  figures  are  available. 
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His  Excfxlency,  Nathan  L.  Milleb,  Qovemor  of  the  State  of  New  York, 
Albany,  N,  Y,: 

Sib. —  The  Public  Health  Council  has  the  honor  to  su^bmit  the  seventh 
annual  report  covering  its  work  for  the  year  1920. 

In  the  last  annual  report  of  the  Council  it  was  stated 
Bafeffuardins  ^^^^  ^"  general  throughout  the  State  in  gmaller  cities, 

the  Health  of  i^  rural  districts  and  industrial  centers,  the  health  of 

Bnral  and  the   people   was  not   adequately   safeguarded.      It   was 

cT^^Mitl  *^®°   *^®  opinion   of  the   Council   that   this   condition 

omm        et  arose    partly    from    the    scarcity    of    phyfticians,    but 

largely  from   an   inadequate  niunber  of  public  health 
nurses,  local  clinics  and  the  dearth  of  hospital  facilities. 

The  Council  has  continued  its  study  of  the  situation.  It  has  made  a 
survey  of  the  conditions  existing  in  the  iState  in  regard  to  the  practice  of 
medicine.  It  has  found  that  in  several  counties  wiCh  large  rural  populations 
the  numiber  of  physicians  is  diminishing.  And  as  younger  men  do  not  find 
such  conditions  as  exist  attractive,  the  older  generation  of  physiciaut»- 
thoee  in  practice  more  than  twenty-five  years  now  predominating  —  is  not 
being  replaced,  as  was  formerly  the  case,  by  men  bearing  the  knowledge,  the 
outlook  and  the  inspiration  of  the  new  day  in  medicine. 

During  the  past  two  years  appeals  for  help  in  securing  physicians  have 
been  received  by  the  State  Department  of  Health  from  92  communities  — 
located  in  37  counties  —  and  it  could  help  less  than  half  of  them. 

Last  year  the  Council  recommended  the  establishment  throughout  the 
State  of  health  centers  to  be  aided  by  grants  from  the  State;  and  under  the 
supervision  of  the  Coimcil  a  bill  permitting  such  establishment  and  granting 
such  aid  was  drawn  and  introduced  in  the  L^slature.  It,  however,  failed 
of  passage.  The  Council  since  the  adjournment  of  the  Legislature  has  been 
engaged  in  perfecting  the  bill  of  last  year  and  respectfully  recommends  that 
a  bill  similar  in  principle  to  the  one  introduced  last  year  be  enacted  by  th« 
Legislature. 

The  convictions  which  impel  the  Council  to  continue  its  urgency  of  this 
public  health  measure  are  based  upon  a  few  simple  facts.  There  has  come 
to  the  world  within  the  past  few  years  a  great  enlightenment  aa  to  the 
nature  and  incitants  of  disease  and  particularly  of  those  most  common  and 
serious  maladies  called  infectious,  which  are  often  communicaible  and  now 
and  then  devastate  the  earth  in  great  pestilences.  With  this  knowledge 
science  has  taught  the  world  how  the  body  strives  to  proteict  itself  against 
these  germ  diseases  and  how  physicians  can  help  it.  Through  the  develop- 
m«it  of  laboratories  it  has  become  possible  to  detect  incipient  ailments  of 
various  eports,  to  aid  the  physicians  in  distinguishing  between  one  disease 
and  another,  to  furnish  him  with  effective  remedies  and  to  gauge  and  control 
the  progress  of  cure. 

So  rapid  has  been  this  advance  in  knowledge  that  many  forms  and  phases 
of  health  service  have  already  crystal  ized  as  specialties.  Such  are  the  control 
of  communicable  diseases,  sanitary  supervision,  laiboratories,  child  welfare, 
tuberculosis,  the  venereal  infections,  educational  service,  statistical  records, 
and  public  health  nursing.  These  agencies  are  woven  into  the  enlightened 
public  health  organizations  of  to-day.  Through  these  and  other  public  and 
private  activities  the  death  rate  in  civilized  communities  has  been  reduced, 
the  chance  of  prolonged  life,  of  health,  of  efficiency  and  enjoyment  have 
greatly  improved  for  those  who  can  secure,  when  they  need  them,  these 
beneficient  ministrations. 

Almost  as  soon  as  it  was  discovered  —  now  some  half  a  century  ago-* 
that  the  incitants  of  infectious  diseases  are  minute  living  organisms,  and 
as  one  by  one  of  the  particular  incitants  of  each  were  found  out,  the  pre- 
vention as  well  as  the  rational  treatment  of  these  diseases  became  possible. 
But  from  the  beginning  until  to-day  the  actual  benefits  in  prevention  and 
treatment,  great  as  they  are,  have  fallen  far  short  of  the  possibilities.    This 
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has  been  largely  through  failure  of  physicians,  public  health  authorities  and 
the  people  tliemselves,  to  use  the  knowledge  which  science  has  so  diligently 
gathered  and  so  freely  laid  at  the  service  of  mankind.  So  that  while 
diphtheria,  typhoid  fever,  tuberculosis,  and  many  others  of  this  sinister 
brood  of  human  maladies  are  distinctly  and  in  many  cases  readily  pre- 
ventable, they  continue  to  scourge  humanity. 

The  State  of  New  York  was  earliest  in  the  field  ivith  an  adequate  health 
law.  The  citizens  of  the  State  owe  a  tribute  of  cordial  appreciation  to 
successive  Grovernors  and  Legislatures  for  their  sagacity  and  sustained  regard 
for  the  general  welfare,  in  the  enactment  of  this  law  and  in  its  continual 
adaptation  to  the  growth  of  science  and  experience  in  public  health  adminis- 
tration. Under  this  law  a  State  Department  of  Health  has  been  organised 
and  conducted,  so  comprehensive  in  its  scope,  so  inspiring  in  its  lesulership, 
so  alert  and  effective  in  bringing  the  contributions  of  science  and  experience 
at  once  to  the  service  of  the  citizens  of  the  (State,  and  go  fortunate  in  its 
enlistment  in  the  cause  of  the  public  welfare,  of  officials  of  conspicuous 
capacity  and  devotion,  that  it  has  been  the  model  as  it  is  the  envy  of 
many  another  commonwealth. 

But  there  are  large  numbers  of  citizens  of  the  State,  chiefly  in  rural  and 
industrial  commimities,  who  under  existing  conditions  are  not  able  to  avail 
themselves  of  these  ministrations  of  health,  which  at  large  cost  in  money  and 
service  are  freely  offered  to  them.  Whether  they  get  this  service  or  not 
means  life  or  death,  health  or  illness,  well-being  or  misery,  efficiency  or 
loss,  the  enjoyment  or  the  endurance  of  life  to  many  thousands  in  the  State 
each  year  who  deserve  well  at  its  hands. 

The  new  ideals  of  health  which  the  more  enlightened  of  the  world's  folk 
cherish,  to-day,  are  more  comprehensive  than  the  mere  absence  of  obvious 
disease.  They  look  to  the  maintenance  of  such  conditions  of  life  for  all 
and  such  general  enlightenment  that  the  enjoyment  of  vigorous  health  shall 
be  the  heritage  of  the  majority  of  those  who  may  choose  to  have  it.  But 
theoe  must  be  assisted  in  the  more  difficult  and  costly  service  which  science 
has  so  successfully  developed,  they  must  be  enlightened  as  to  their  part 
in  the  accomplishment  of  these  aims,  and  all  citizens  should  share  alike  in 
the  helpful  service  which   the  State  affords. 

The  Council  cherishes  the  hope  that  it  may  soon  become  possible  for  such 
communities  as  may  elect  to  do  so,  to  provide  local  clinics  and  hospitals 
where  these  are  required,  which  shall  bring  them  into  helpful  relationship 
with  such  experienced  consiiltants  in  illness  as  they  may  select;  sball  offer 
local  physicians  facilities  for  institutional  treatment  for  their  patients  who 
need  it,  more  nearly  comparable  with  those  now  increasingly  sought  and 
found  by  poor  and  rich  alike  in  the  cities  and  larger  communities.  The 
Council  believes  that  such  concentration  of  forces  as  the  modem  health 
center  affords  would  make  more  freely  available  the  great  resources  of  the 
laboratories  of  the  Department  of  Health  of  the  State,  now  held  in  high 
esteem  the  world  over,  and  which  are  so  closely  bound  up  with  the  outcome 
of  many  a  critical  hour  and  medical  decision,  in  the  stories  of  individual 
illness  throughout  the  State. 

Almost  more  than  in  any  other  feature  of  this  new  project  does  the 
interest  and  the  expectation  of  the  Council  center  in  the  wider  employment 
of  the  public  health  nurse,  especially  in  rural  and  industrial  communities, 
where,  m  the  relief  of  suffering,  in  the  comfort  and  encouragement  which 
her  presence  brings,  and  in  the  educational  value  of  her  personal  counsel 
in  the  ways  of  wholesome  and  healthful  living,  lies  a  promise  of  practical 
benefit  not  easily  over-estimated. 

This  is  not  the  place  to  discuss  the  details  of  legislation  which  the  Council 
has  flu^ested.  but  one  other  phase  of  the  matter  may  be  touched  upon. 
Millions  of  dollars  are  lost  in  the  State  of  New  York  each  year  through 
working  days  wapted  in  tflie  mieeries  of  readily  (preventable  disease.  Deatih 
on  every  hand  claims  its  grim  tribute  to  ignorance  and  neglect  of  the 
principles  and  practice  of  intelligent  cleanliness.  The  economic  losses  incident 
to  quite  unnecessary  disabling  illness  among  industrial  workers  alone  in 
the  State  are  almost  incredible. 


Public  Health  Council  39 

The  keynote  to  the  proposed  measures,  as  to  a  large  part  of  the  conoeni 
of  the  Council  in  the  promotion  of  the  public  health,  is  the  prevefvtum  of 
disease.  By  these  measures  the  welfare  oif  the  sick,  all  of  the  side,  is  to  be 
promoted  by  all  the  means  which  science  and  experience  have  made  avail- 
able for  more  favorably  located  or  circumstanced  citizens.  But  iieyond 
this,  the  outstanding  tender  of  this  proposal  is  to  carry  far  and  wide  the 
teaching,  the  counsel,  the  practical  exemplary  service  which  shall  emphasize 
the  importance  of  measures  of  prevention  so  largely  in  command  of  the 
citizen  himself.  For  most  public  health  measures  for  the  prevention  of 
disease  are  futile  without  the  intelligent,  wholehearted,  persistent  coopera- 
tion of  the  public  whoee  interests  are  so  deeply  at  stake.  It  is  this  co- 
operation in  rural  and  industrial  communities  which  these  measures  have 
been  framed  to  enlist,  as  Ti-ell  as  to  provide  for  a  directly  beneficial  personal 
service. 

Leaving  aside  for  the  moment  the  advantage  which  would  certainly  accrue 
from  the  proposed  undertakings  in  rural  communities,  for  which  calcula- 
tions are  not  readily  made,  we  recall  here  a  former  estimate  made  by  the 
Council  in  considering  certain  health  measures  relating  to  the  industrial 
workers  of  the  State  and  now  partially  covered  in  the  activities  of  the 
proposed  health  centers.  Estimates  show  that  the  country  over  among 
industrial  workers,  the  average  loss  from  disabling  sickness  is  at  least  eight 
days  for  earh  worker  per  year.  This  applies  exactly  to  the  State  od  New 
York.  On  the  basis  of  eight  lost  working  days  per  year  for  each  industrial 
worker  some  10,000,000  working  days  each  year  are  lost  through  illnese  to 
the  industries  of  the  iState  of  New  York.  If  one  assumes  that  only  the 
very  modest  proportion  of  one-tenth  of  this  loss  in  production  and  efllciency 
would  be  saved  through  the  services  associated  with  the  proposed  health 
centers,  1,000,000  rescued  days  at,  say  $3:  per  day  would  seem  an  annual 
amount  worth  saving  in  this  day  of  economic  stresses;  to  say  nothing  of 
the  spared  cost  of  inedical  and  other  expensive  service,  of  preventable  suf- 
fering and  misery,  of  prolonged  and  rescued  life,  of  the  heightened  efficiency 
of  workers  resulting  from  better  average  health,  and  of  the  increased  vitality 
and  contentment  which  improved  conditions  of  life  inevitably  foster. 

In  the  Health  Center  Bill,  which  was  recommended  by 
Distrlets  *^®  Council  at  the   1920  session  of  the  Legislature,  was 

a  provision  for  the  optional  .establishment  of  counties 
as  separate  health  units.  These  provisions  had  no  direct  connection  with 
the  health  center  portions  of  said  bill.  The  Council  therefore  deems  it  wise 
to  separate  into  two  bills  the  bill  of  last  year.  The  Council  believes  that 
with  the  consolidation  of  small  districts  into  larger  units,  with  adequately 
paid  health  officers  in  charge  thereof,  the  administration  of  the  Public 
Health  Law  and  the  Sanitary  Code  throughout  the  State  will  be  greatly 
improved  and  therefore  recommends  that  Legislation  be  enacted  authorizing 
the  establishment  of  counties  or  any  parts  thereof  as  separate  health  units. 

As  a  measure  of  temporary  relief  from  the  scarcity  of 
Municlfpal  physicians   and   pending  the  enactment   and  establish- 

Balaries  for  ment  of  the  health  center  system,  the  Council  last  year 

Phyilolani  recommended  to  the  Legislature  that  a  law  be  enacted 

allow^ing  municipalities  to  pay  a  salary  to  a  physician 
in  order  to  induce  him  to  reside  in  said  municipality,  and  allowing  two  or 
more  municipalities  to  combine  in  such  employment.  This  bill  became  a  law 
and  in  several  instances  its  provisions  have  been  taken  advantage  of. 

The  Council  also  considered  during  the  year  the  ques- 
Incorrigible  ^^^"  ^^  handling  incorrigible  tuberculosis  pfilients  and 

Tuberoaloiii  appointed  a  committee  to  investigate  the  subject,  make 

Patients  a  survey  of  conditions,  and  report  to  the  Council.    The 

committee  has  done  this  and  the  report  is  now  under 
consideration  of  the  Council. 
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In  order  to  meet  the  practical  requirements  which  new 
Amendmenta  knowledge  and  experience  each  year  involve,  the  Council 

to  the  found  it  necesBary  in  1&20  as  usual  to  revise  in  various 

Sanitary  Code  ways  the  Sanitary  Code  of  the  State.       It  is  only  by 

this  constant  adaptation  of  the  Code  to  the  advancement 
of  science  and  by  the  incorporation  of  the  lessons  of  experience  that  the 
important  office  of  the  code  is  fulfilled  with  the  greatest  efficiency  and  the 
least  practicable  inconvenience  to  the  various  interests  of  the  citizens. 

The  revision  of  the  Code  required  the  reporting  of  encephalitis  lethargica, 
the  so-called  "  sleeping  sickness,"  a  communicable  disease  which  has  recently 
appeared  in  this  country,  and  demanding  immediate  measures  for  the  protec- 
tion of  the  community;  also  the  reporting  of  botulism,  a  form  of  food  poison- 
ing of  occasional  serious  import  and  requiring  constant  attention.  Another 
revision  of  the  Code  extended  the  prohibition  against  the  use  of  the  common 
towel  to  the  schools  of  the  State,  a  measure  of  obvious  importance.  Still 
another  amendment  entirely  revised  the  procedure  laid  down  in  the  Code  of 
Civil  Procedure  in  relation  to  suppression  of  nuisances,  in  order  that  a  more 
workable  and  scientific  method  should  be  provided. 

It  was  further  required  that  all  pasteurization  of  milk  in  the  State  should 
be  under  such  sanitary  provisions  as  might  be  prescribed  by  the  State  Com- 
missioner of  Health,  so  that  certain  sources  of  danger  incident  to  the  old 
procedure  might  be  avoided.  The  Council  also  changed  the  time  for  the 
annual  inspection  of  dairies,  so  that  inspection  might  be  made  during  a  more 
convenient  open  season.  It  also  eliminated  the  provision  of  Regulation  2  of 
Chapter  III  that  application  for  permit  to  deal  in  milk  should  be  verified, 
thereby  simplifying  the  procedure.  It  forbade  the  removal  of  any  person 
affected  with  a  communicable  disease  from  one  health  district  to  another 
without  the  consent  of  both  health  officers  involved. 

In  addition  to  this,  the  Council  amended  the  Code  as  to  certain  details  in 
the  case  of  quarantine;  as  to  the  qualifications  of  midwives;  procedure  on  the 
revocation  of  licenses  of  midwives;  and  as  to  the  language  in  which  the 
circulars  of  instruction  in  the  case  of  communicable  diseases  might  be 
printed. 

Attached  hereto  and  marked  appendix  "A"  is  a  copy  of  all  of  the  amend- 
ments to  the  Sanitary  Code  adopted  by  the  Council  during  the  year  1&20. 

Each  communitv  in  the  State  of  New  York  has  the 
The  Model  right-  to  set   its  own    pace  in   sanitary  practices,  pro- 

Sanitary  Code  vided  it  does  not  conflict  with  the  Sanitary  Code  of  the 

State.  Consequently,  since  communities  and  their 
health  officers  vary  largely  in  intelligence,  knowledge  aad  public  spirit,  there 
have  been  in  the  past  nearly  as  many  sanitary  codes  in  the  State  as  there 
were  community  units. 

Some  years  ago  the  State  Department  of  Health  issued  a  "  Model  Sanitary 
Code,"  suggesting  that  its  adoption  would  greatly  contribute  to  the  general 
welfare.  Out  of  some  1,400  communities  at  that  time  professing  and  practic- 
ing sanitation  according  to  their  local  light  and  inspiration,  763  have  now 
voluntarily  adopted  the  Model  Code,  and  are  seeking  sanitary  salvation  in  the 
light  of  science  and  the  general  experience. 

The  number  of  health  officers  who  are  taking  or  have 
dualiflcattons  taken  one  of  the  qualifying  courses  for  health  officers 

for  Health  established  under  the  auspices  of  the  State  Department 

Offlcers  and  of  Health  has  largely  increased  during  the  last  year, 

Midwlvei  j^^^j  ^jjg  time  appears  not  distant  when  practically  all 

of  the  health  officers  of  the  State  will  have  complied 
with  the  qualifications  established  by  the  Council.  The  growing  scarcity  of 
rural  physicians  is  reflected  again  this  year  in  the  large  number  of  applica- 
tions coming  before  the  Council  for  exemption  from  qualifications  estab- 
lished for  health  officers  and  the  Council  was  in  not  a  few  instances  compelled 
to  grant  exenuptions  because  no  other  available  physician  resided  in  the  di»- 
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trict  c<Hicerned.  During  the  year  the  Council  had  before  it  321  applicaiioos 
from  health  officers  lor  exemption  from  qualifications  or  for  the  acceptance  of 
substitute  qualifications,  and  two  applications  from  midwives  of  the  same 
nature. 

Many  minor  matters  were  considered  by  the  Council  which  are  not  deemed 
of  sufficient  importance  to  discuss  at  length. 

All  of  which  is  respectfully  submitted. 

HERMANN  M.  BIOOS, 

Chairman 

MKS.  ELMER  BLAIR, 
SIMON  FLEXNER, 
HOMER  FOLKS, 
HENRY  R.  OGDEN, 
T.  MITCHELL  PRUDDEN, 
JACOB  GOLDBERG, 

Members  of  Public  Health  Council 

JOSEPH  A.  WARREN, 

Secretary 
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APPENDIX  I 

AMENDMENTS  TO  THE  SANITARY  CODE* 

CHAPTER  U 

Communicable  Diseases 

Regulation  13  of  Chapter  II  of  the  Sanitary  Code  ia  hereby  amended  to 
read  as  follows: 

Regulation  13.  Remjoval  of  cases  of  communicable  disease.  After  isola- 
tion by  the  local  health  officer  no  person,  without  permission  from  him,  shall 
carry,  remove,  or  cause  or  permit  to  be  carried  or  removed  from  any  room, 
building,  or  vessel  any  person  affected  with  diphtheria,  scarlet  fever,  small- 
pox or  typhus  fever. 

Without  permission  from  the  local  health  officer  no  person  shall  carry, 
remove,  or  cause  or  permit  to  be  carried  or  removed  from  or  to  any  hotel, 
boarding  house,  lodging  house,  or  other  dwelling,  any  person  affected  with 
chickenpox,  diphtheria,  encephalitis  lethargica,  epidemic  cerebrospinal  menin- 
gitis, epidemic  or  septic  sore  throat,  measiles,  mumps,  poliomyelitis,  acute 
anterior  (infantile  paralysis),  scarlet  fever,  enmllpox,  typihus  fever,  or 
whooping  cough. 

Without  permission  from  the  local  health  officer  no  master  of  any  vessel  or 
other  person  shall  remove  or  aid  in  removing,  or  permit  the  removal,  from 
any  such  vessel  to  the  shore  of  any  person  affected  with  any  communicable 
disease. 

This  regulation  shall  not  apply  to  any  vessel  within  the  jurisdiction  of 
the  health  officer  of  the  port  of  New  York. 

No  person  sfhall  remove  or  permit  to  he  removed  from  one  health  district 
into  another^  any  person  affected  imth  oommMnicahle  disea-se^  except  with  the 
permission  of  the  health  officer  from  whoae  juHsdiction  such  person  is  to  be 
removed  a/nd  also  of  the  health  officer  into  whose  jurisdiction  sttch  person  is 
to  he  removed  and  vn  accordance  with  (hich  rules  and  regulations  as  may  he 
adopted  hy  the  state  commissioner  of  health. 

This  regulation  as  amended  took  effect  January  5,  1921. 


Regulation  14  of  Chapter  II  is  hereby  amended  to  read  as  follows: 

Regulation  14.  Removal  of  articles  contaminated  with  infective  material. 
Without  instruction  and  permission  from  the  health  officer  no  person  shall 
carry,  remove  or  cause  or  permit  to  be  carried  or  removed,  from  any  room, 
building,  or  vessel,  any  article  which  has  been  subject  to  contamination  with 
infective  material  through  contact  with  any  person  or  with  the  secretions  of 
any  person  [s]  affected  with  Asiatic  cholera,  diphtheria,  plagusy  scarlet  fever, 
smallpox  or  typhus  fever,  until  such  article  has  been  disinfected  according 
to  the  special  rule$v  and  regrulations  of  the  ertate  department  of  health. 

Without  permission  of  the  local  health  officer  no  master  of  any  vessel  or 
other  person  shall  remove  or  aid  in  removing  or  permit  the  removal  from 
any  such  vessel  to  the  shore  of  any  article  which  has  been  subject  to  contami- 
nation with  infective  material  through  contact  with  any  person  or  with 
secretions  of  any  person  affected  with  Asiatic  cholera,  diphtheria,  plague, 
scarlet  fever,  smallpox,  typhoid  fever,  or  typhus  fever. 

This  regulation  shall  not  apply  to  any  vessel  within  the  jurisdiction  of 
the  health  officer  of  the  port  of  New  York. 

This  regulation  as  amended  took  effect  January  5,  1021. 


Regulation  19  of  Chapter  II  is  hereby  amended  to  read  as  follows: 

Regulation  19.  Distribution  of  circulars.  It  ehall  be  the  duty  of  every 
health  officer,  as  soon  as  a  case  of  diphtheria,  encephalitis  lethargica,  epidemic 
cerebrospinal  meningitis,  epidemic  or  septic   sore   throat,  measles,   poliomy- 
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elitis,  acute  anterior  (infantile  paralyAis),  scarlet  fever,  smallpoz,  typhoid 
fever,  typhus  fever  or  whooping  cough  is  reported  to  him,  or  as  soon  there- 
after as  possible,  to  give  every  family  or  individual  living  in  the  house  or 
building,  in  which  such  case  is,  the  circulars  of  information  and  copies  of 
any  rules  and  regulations,  printed  token  practicable  in  a  language  understood 
by  such  individual,  concerning  such  diseases  which  may  be  issued  by  the 
state  department  of  health  or  the  local  health  authorities.  The  health 
officer  shall  also  notify  every  family  or  individual  living  in  the  house  of  the 
exiRtence  of  such  disease. 

This  regulation  as  amended  took  effect  January  5,  li021. 


Reflation  36  of  Chapter  11  is  hereby  amended  to  read  as  follows: 

Regulation  36.  Minimum  period  of  isolation.  For  the  purpose  of  this 
code,  the  minimum  period  of  isolation  [within  the  meaning  of  this  code,  shall 
be]  i«  hereby  declared  to  be  b.b  follows: 

Chickenpox,  until  twelve  days  after  the  appearance  of  the  eruption  and 
until  the  crusts  have  fallen  and  the  scars  are  completely  healed. 

Diphtheria  (membranous  croup)  until  two  successive  [negative]  cul- 
tures [have  been  obtained]  taken  from  the  nose  and  throat  at  intervals  of 
not  less  than  twenty-four  hours,  have  been  etoamined  and  found  negative  in 
a  laboratory  approved  for  this  purpose  by  the  state  commissioner  of  health. 
The  first  of  such  cultures  being  taken  not  less  than  nine  days  from  the  day 
of  the  onset  of  the  disease. 

Epidemic  cerebrospinal  meningitis,  until  two  weeks  after  the  temperature 
has  become  normal  or  until  three  successive  cultures,  obtained  from  the  naso- 
pharynx at  intervals  of  not  less  that  five  days,  shall  be  found  free  of 
meningococci. 

Measles,  until  at  least  five  days  after  the  appearance  of  the  rash. 

Mumps,  until  two  weeks  after  the  appearance  of  the  disease  and  one  week 
after  the  disappearance  of  the  swelling. 

Poliomyelitifi,  acute  anterior  (infantile  paralysis),  until  three  weeks  from 
the  dav  of  the  onset  of  the  disease. 

Scarlet  fever,  until  thirty  d'ays  after  the  development  of  the  disease  and 
until  all  discharges  from  tihe  nose,  ears  and  tfliroat,  or  suppurating  glands 
have  ceased. 

Smallpox,  until  fourteen  days  after  the  development  of  the  disease  and 
until  scabs  have  all  separated  and  the  scars  completely  healed. 

Typhoid  or  para-typhoid  fever,  if  the  patient's  occupation  involves  the 
handling  of  milk,  dairy  products,  or  other  food,  until  all  signs  of  the  disease, 
or  all  secondary  or  complicating  infections  incited  by  the  agents  of  these 
diseases,  have  disappeared,  and  until  two  successive  aipecimens  of  the  intesti- 
nal discharges  of  the  patient  have  been  taken  at  an  interval  of  not  less  than 
seven  days  and  have  been  examined  in  a  laboratory  approved  for  this  purpose 
by  the  state  commissioner  of  health  and  found  to  be  free  from  t3rphoid  or 
para-typhoid  bacilli. 

Whooping  cough,  until  eight  wedcs  after  the  development  of  the  disease 
or  until  one  week  after  the  last  characteristic  cough. 

This  regulation  as  amended  took  effect  January  6,  1921. 

CHAPTER  III 
Milk  and  Cream 

Regulation  1  of  Chapter  III  of  the  Sanitary  Code  is  hereby  amended  to 
read  as  follows: 

Regulation  i.  Pennit  required  for  sale  of  milk  in  municipalities.  No 
corporation,  association,,  firm  or  individual  shall  sell  or  offer  for  sale  at 
retail,  milk  or  cream  in  any  municipalitv  without  a  permit  from  the  health 
officer  thereof,  which  shall  be  issued  subject  to  such  conditions  as  mav  be 
imposed  by  this  code  or  by  the  local  health  officer,  ewcept  that  the  local  health 
officer  may  exempt  from  the  provisions  of  this  regulation^  persons  selling 
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milk  from  not  more  thwn  one  cow.  Such  permit  shall  expire  on  the  thirtieth 
day  of  April,  unless  another  date  is  designated  by  the  local  [authorities] 
health  board,  and  shall  be  renewable  on  or  before  such  date  in  each  year, 
and  may  be  revoked  at  any  timie  for  cause  by  the  state  commissioner  of 
health  or  the  local  Ihealth  officer  after  a  hearing  on  due  notice. 
This  regulation  as  amended  took  effect  January  5,  1921. 


Regulation  2  of  Chapter  III  is  hereby  amended  to  read  as  follows: 
Regulation  a.     Application  for  permit  required.     No  permit  for  the  sale 
at  retail  of  milk  or  cream  in  any  municipality  shall  be  issued  unless  written 
application  [js\\x>rn  to  by  the  applicant],  has  been  made  therefor  in  the  fornk 
prescribed  by  the  state  eommiissdoner  of  health. 
This  regulation  as  amended  took  effect  January  5,  1921. 


Regulation  4  of  Chapter  III  is  hereby  amended  to  read  as  follows: 

Regulation  4.  Dairy  farms  to  be  inspected  and  scored.  [Previous  to 
the  first  day  of  January,  1915,  the]  Each  health  officer  or  his  representative 
[in  every  municipality]  shall  made  a  sanitary  inspection  and  scoring  of 
every  dairy  farm  where  milk  or  cream  is  produced  for  sale  at  retail  [in  such 
municipality  and  shall  score  each  such  dairy  farm  on  the  score  card  pre- 
scribed by  the  state  cosnmissioner  of  health. 

On  or  after  the  first  day  of  January,  1<915,  each  such  health  officer  or  his 
representative  shall  make  such  inspection  and  scoring  at  least  once  in  each 
year  and  before  the  thirty-first  day  of  March  in  each  year  unless  another  date 
is  designated  by  the  local  authorities  pursuant  to  regulation  1  of  this  chapter] 
tfjithin  his  district^  at  least  once  in  every  twelve  months  and  between  Novem- 
ber first  and  April  thirtieth  unless  another  date  is  designated  by  the  local 
board  pursuant  to  regulation  1  of  this  chapter. 

The  local  health  officer  of  such  municipality  may,  however,  in  his  dis- 
cretion, accept  the  inspection  and  scoring  by  the  health  officer  or  his  repre- 
sentative of  another  municipality. 

This  regulation  as  amended  took  effect  January  5,   1921. 


Regulation  12  of  Chapter  III,  is  hereby  amended  to  read  as  follows: 

Regulation  xa.  Pasteurization.  Except  where  a  different  standard  of 
pasteurization  has  been  adopted  previous  to  the  first  day  of  September, 
1914,  by  the  local  health  authoritieK,  no  milk  or  cream  shall  be  sold  or  offered 
for  sale  as  pasteurized  unless  it  has  been  subjected  to  a  temperature  of  142  to 
145  degrees  Fahrenheit  for  not  less  than  thirty  minutes,  and  under  such 
sanitary  conditions  as  may  be  prescribed  by  the  State  Commissioner  of 
Health;  and  no  milk  or  cream  which  has  been  heated  by  any  method  shall 
be  sold  or  offered  for  sale  unless  the  heating  conforms  to  the  provisions  of 
this  regulation. 

After  pasteurization  the  milk  or  cream  shall  be  immediately  cooled  and 
placed  in  clean  containers  and  the  containers  shall  be  immediately  sealed. 

N^o  milk  or  cream  shall  be  pasteurized  more  than  once. 

This  regulation  as  amended  took  effect  January  6,  1921. 


CHAPTER    IV 
Midwives 

Regulation  9  of  Chapter  IV  of  the  Sanitary  Code,  is  hereby  amended  to 
read  as  follows: 

Regulation  9.  Revocation  of  license.  The  state  commissioner  of  health 
or  his  deputy  may  revoke  a  license  to  practice  mid^dfery,  for  cause,  after 
having  given  the  midwife  an  opportunity  to  he  heard. 

This  regulation  as  amended  took  effect  January  5,  1921. 
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CHAPTER  n 

Regulation  i.  Commuiiicable  diseases  designated.  Wiien  used  in  the 
public  health  law  and  this  code  the  terms  infectious,  contagious,  or  com- 
municable disease  shall  be  held  to  include  the  following  diseases,  which  are 
hereby  declared  to  be  communicable  through  the  conveyance  of  infective 
organisms.  The  communicable  diseases  for  convenience  'of  administration, 
are  divided  into  two  groups: 
A.  Anthrax 

Botulism 

Chickenpox 

Cholera,  Asiatic 

Diphtheria   (membranous  croup) 

Dysentery,  amoebic  and  bacillary 

Snoephalitia  lethargica 

Epid^nic  cerebroepinal  meningitis 

Epidemic  influenza 

Epidemic  or  streptococcus   (septic  sore  throat) 

German  measles 

Glanders 

Measles 

Mumps 

Para-typhoid  fever 

Plague 

Pneumonia 

a.  acute  lobar 

b.  bronchial  or  lobular 

Poliomyelitis,  acute  anterior    (infantile  paralysip) 
Puerperal  septicaemia 
Rabies 
Scarlet  fever 
Smallpox 
Tetanus 
Trachoma 
Tuberculosis 
Typhoid  fever 
lyphus  fever 
Whooping  cough 
B.  Syphilis 
Gonorrhoea 

Ophthalmia  neonatorum   (siippurative  conjunctivitis  of  the  newborn) 
Chancroid. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 

Amended  May  27,  1920,  in  effect  June  15,  1920. 

Regulation  8."  Reporting  cases  of  conimunicable  disease  on  dairy  farms  by 
physicians.  When  a  case  of  Asiatic  cholera,  diphtheria,  amoebic  or  bacil- 
lary dysentery,  encephalitis  lethargioa,  epidemic  cerebroeipinal  meningitis, 
epidemic  or  septic  sore  throat,  para-typhoid  fever,  poliomyelitis,  acute 
anterior  (infantile  paralysis),  scarlet  fever,  smallpox,  or  typhoid  fever  exists 
on  any  farm  or  dairy  producing  milk,  cream,  butter,  or  other  dairy  products 
for  sale,  it  shall  be  the  duty  of  the  physician  in  attendance  to  report  imme< 
diately  to  the  local  health  officer  the  existence  on  such  farm  or  dairy  of 
Bwh  case. 

It  shall  be  the  duty  of  the  health  officer  to  report  inunediately  to  the 
state  commissioner  of  health,  by  telephone  or  telegram,  the  existence  on  sudi 
farm  or  dairy  of  such  case,  together  with  all  facts  as  to  the  isolation  of 
such  case,  and  givirg  the  names  of  the  localities  to  which  such  dairy  products 
are  delivered. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 

Regulation  la.  Adults  not  to  be  quarantined  in  certain  cases.  When  a 
person  affected  with  a  communicable  disease  other  tftan  smallpox  is  properly 
isolated  on  the  premises,  adult  members  of  the  family  or  household,  who  do 
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not  come  in  contact  with  the  patient  or  with  his  secretions  or  excretions,  unless 
forbidden  by  the  health  officer,  may  continue  their  usual  vocations,  except 
as  provided  in  regulations  thirty-seven  cmd  thirty-nine  of  this  chapter  and 
provided  further  that  such  vocations  do  not  bring  them  in  close  contact  with 
children,  nor  require  that  they  shall  handle  food  or  food  products  intended 
for  sale. 

Amended  May  27,  1920,  in  effect  June  15,  1920. 

Regulation  13.  Removal  of  cases  of  communicable  disease.  After  isola- 
tion by  the  local  health  officer  no  person,  without  permission  from  him,  shall 
carry,  remove,  or  cause  or  permit  to  be  carried  or  removed  from  any  room, 
building,  or  vessel  any  person  affected  with  diphtheria,  scarlet  fever,  smallpox, 
or  typhus  fever.- 

Without  permission  from  the  local  health  officer  no  person  shall  carry, 
remove,  or  cause  or  permit  to  be  carried  or  removed  from  or  to  any  hotel, 
boarding  house,  lodging  hooise,  or  other  dwelling,  any  person  affected  with 
chickenpox,  diphtheria,  encephalitis  lethargioa,  epidemic  cerebrospinal  menin- 
gitis, epidemic  or  septic  sore  throat,  measles,  mumps,  poliomyelitis,  acute 
anterior  (infantile  paralysis),  scarlet  fever,  smallpox,  typhus  fever,  or 
whooping  cough. 

Without  permission  from  the  local  health  officer  no  master  of  any  vessel 
or  other  person  shall  remove  or  aid  in  removing,  or  permit  the  removal, 
from  any  such  vessel  to  the  shore  of  any  person  affected  with  communicable 
diseases. 

This  regulation  shall  not  apply  to  any  vessel  within  the  jurisdiction  of 
the  health  officer  of  the  port  of  New  York. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 

Regulation  17.  Instructions  as  to  disinfection  of  discharges  in  diphtheria, 
encephalitis  lethargica,  epidemic  cerebrospinal  meningitis,  epidemic  or 
septic  sore  throat,  measles,  poliomyelitis,  acute  anterior  (infantile  paraly- 
sis), scarlet  fever,  smallpox  and  whooping  cough.  It  shall  be  the  duty 
of  the  physician  in  attendance  on  any  case  suspected  by  him  to  be  diph- 
theria, encephalitis  lethargica,  epidemic  cerebrospinal  meningitis,  epidemic 
or  septic  sore  throat,  measles,  poliomyelitis,  acute  anterior  (infantile  paraly- 
sis), scarlet  fever,  emallpox,  or  whooping  cough  to  give  detailed  instruction 
to  the  nurse  or  other  person  in  attendance  in  regard  to  the  disinfection  and 
disposal  of  the  discharges  from  the  nose,  mouth  and  ears  of  the  patient. 
Such  instructions  shall  be  given  on  the  first  visit  and  shall  conform  to  the 
special  rules  and  regulations  of  the  state  department  of  health.  It  shall 
be  the  duty  of  the  nurse  or  person  in  attendance  to  carry  out  the  disinfection 
in  detail  until  its  discontinuance  is  permitted  by  the  local  health  officer. 

Amended  April  27,  1920,  in  effect  June  1,   1920. 

Regulation  19.  Distribution  of  circulars.  It  shall  be  the  duty  of  every 
health  officer,  as  soon  as  a  case  of  diphtheria,  encephalitis  letha^gica,  epidemic 
cerebrospinal  meningitis,  epidemic  or  septic  sore  throat,  measles,  poliomye- 
litis acute  anterior  (infantile  peralj'siB),  scarlet  fe«ver,  stmallpox,  typhoid 
fever,  typhus  fever,  or  whooping  cough  is  reported  to  him  or  as  soon  thereafter 
as  possible,  to  give  every  family  or  individual  living  in  the  house  or  building, 
in  which  such  case  is,  the  circulars  of  information  and  copies  of  any  rules 
and  regulations,  printed  in  a  language  understood  by  such  individual,  con- 
cerning such  diseases  which  may  be  issued  by  the  state  department  of  health 
or  the  local  health  authorities.  The  health  officer  shall  also  notify  every 
familv  or  individual  living  in  the  house  of  the  existence  of  such  disease. 

Am"ended  April  27,  1920,  in  effect  June  1,  1920. 

Regulation  ao.  Posting  placards.  When  a  case  of  diphtheria,  encephali- 
tis lethargica,  epidemic  cerebrospinal  meningitis,  measles,  poliomyelitis, 
acute  anterior  (infantile  paralysis),  scarlet  fe^'er,  smallpox,  whoop iujor 
cough,  or  typhus  fever  exists  in  any  house,  or  apartment,  or  room,  it  shall 
be  the  duty  of  the  health  officer  to  post  upon  such  house  or  apartment  or 
room,  or  rooms  in  which  such  case  is  isolated,  near  the  entrance  thereof,  a 
placard,  stating  the  existence  therein  of  a  communicable  disease. 

Amended  April  27,  lft20,  in  effect  June  1,  1»20. 
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Regulation  14.  Exposure  of  person  affected  with  communicable  disease. 
No  person  shall  permit  any  child,  minor  or  other  person  under  his  charge, 
affected  with  diphtheria,  enoephaUtia  lethargica,  measles,  poliomyelitis,  acute 
anterior  (infantile  paralysis),  scarlet  fever,  »m&ll<pax  or  typ^hus  fever,  to 
associate  with  other  than  his  attendants. 

No  person  affected  with  any  of  said  diseases  shall  expose  himself  in  such 
manner  as  to  cause  or  contribute  to,  promote  or  render  liable  their  spread. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 

Regulation  27.  Exclusion  from  school  and  gatherings  of  cases  of  certain 
communicable  diseases.  No  person  affected  with  chickenpox,  diphtheria, 
enoepkalitia  letha/rgioa,  epidemic  cereibrospinal  meningitis,  epidemic  influenza, 
epidemic  or  septic  sore  throat,  Qerman  measles,  measles,  mumps,  poliomyelitis, 
acute  anterior  (infantile  paralysis),  scarlert  fever,  onallpox,  trachoma, 
whooping  cough,  shall  attend  or  be  permitted  to  attend  any  public,  private,  or 
Sunday  school,  or  any  public  or  private  gathering.  Such  exclusion  i^all  be  for 
such  time  and  under  such  conditions  as  may  'be  prescribed  by  the  local  health 
authorities,  not  inconsistent  with  the  provisions  of  this  code  or  the  special 
rules  and  regulations  of  the  state  department  of  health. 

Amended  April  27.  1920,  in  effect  June  1,  1920. 

Regulation  28.  Exclusion  from  schools  and  gatherings  of  children  of 
households  where  certain  communicable  diseases  exist.  Every  child  who 
is  an  inmate  of  a  household  in  which  there  is  or  has  been  within  fifteen  days, 
a  case  of  chickenpox,  diphtheria,  encephalitis  lethargica,  epidemic  cerebro- 
spinal meningitis,  Crerman  measles,  measles,  musnps,  poliomyelitis,  acute 
anterior  (infantile  paralysis),  E«carlet  fever,  smallpox,  or  whooping  cough, 
shall  be  excluded  from  every  public,  private  or  Sunday  school  and  from  every 
public  or  private  gathering  of  children  for  such  time  and  under  such  condi- 
tions as  may  be  prescribed  by  tbe  local  health  authorities,  not  inconsistent 
with  the  provisions  of  this  code  or  the  special  rules  and  regulation's  of  the 
state  department  of  health. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 

Regulation  32.  Removal  to  hospital  or  isolation  and  restriction  of  visit- 
ing in  certain  cases.  It  shall  be  the  duty  of  the  heaJth  officer  to  remove,  or 
cause  to  be  removed,  every  case  of  diphtheria,  encephalitis  lethargica,  measles, 
scarlet  fever  or  poliomyelitis,  acute  anterior  (infantile  paralysis),  ppomiptly 
to  a  suitable  ho&pital,  or  to  see  that  such  case  is  properly  isolatcMl.  Such 
isolation  shall  be  maintained  until  its  discontinuance  is  permitted  by  the 
health  officer. 

No  person,  except  the  physician  and  nurse  or  other  person  in  attendance, 
shall  be  permitted  to  come  in  contact  with  or  to  visit  a  case  of  diphtheria, 
encephalitis  lethargica,  measles,  scarlet  fever  or  poliomyelitis,  acute  anterior 
(infantile  paralysis),  except  by  permission  of  the  health  officer. 

Amended  April  27.  1920.  in  effect  June  1,  1920. 

Regulation  34.  Quarantine  in  certain  emergencies.  When  any  case  of 
diphtheria,  eficephalitis  lethargica,  epidemic  cerebrospinal  meningitis, 
measles,  scarlet  fever,  pmallpox,  poliomyelitis,  acute  anterior  (infantile 
paralysis),  or  typhus  fever  is  not  or  cannot  be  properly  isolated  on  the 
premises  and  cannot  be  removed  to  a  suitable  hospital,  it  shall  be  the  duty 
of  the  local  health  officer  to  forbid  any  member  of  the  household  from  leav- 
ing the  premises,  except  under  such  conditions  as  he  may  specify  and  except 
as  provided  by  regulation  twelve  of  this  chapter. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 

Regulation  37.  Sale  of  foods  forbidden  in  certain  cases.  When  a  case 
of  diphtheria,  encephalitis  lethargic-a,  epidemic  or  septic  sore  throat,  amoebic 
or  bacillary  dysentery,  epidemic  cerebrospinal  meningitis,  para-typhoid  fever, 
scarlet  fever,  smallpox,  poliomyelitis,  acute  anterior  (infantile  paralysis), 
or  typhoid  fever  exists  on  any  farm  or  dairy  producing  milk,  cream,  butter, 
cheese,  or  other  foods  likelv  to  be  consumed  raw,  no  such  foods  shall  be 
sold  or  delivered  from  such  farm  or  dairy,  except  under  the  following 
conditions : 

(a)  That  such  foods  are  not  brought  into  the  house  where  such  case 
exists; 
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(b)  That  all  persons  coming  in  contact  with  such  foods  eat,  ftleep  and 
work  wholly  outside  such  house; 

(c)  That  such  persons  do  not  come  in  contact  in  any  way  with  such 
house  or  its  inmates  or  contents; 

(d)  That  said  inmates  are  properly  isolated  and  separated  from  all 
other  parts  of  said  farm  or  dairy,  and  efficiently  cared  for;  and 

(e)  That  a  permit  be  issued  by  the  health  officer. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 

Regulation  38.  Destruction  of  foods  in  certain  cases.  When  a  case  of 
diphtheria,  encephalitis  leihargica,  epidemic  or  septic  sore  throat,  amoebic 
or  bacillary  dysentery,  epidemic  cerebrospinal  meningitis,  para-typhoid  fever, 
smallpox,  poliomyelitis,  acute  anterior  (infantile  paralysis),  or  typhoid 
fever  exists  on  any  farm  or  dairy  producing  milk,  cream,  butter,  cheese  or 
other  foods  likely  to  be  consumed  raw,  the  state  commissioner  of  health  or 
the  local  health  officer  may  destroy  or  order  the  destruction  of  any  such  foods 
which  in  his  opinion  may  have  been  so  contaminated  as  to  be  a  source  of 
danger. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 

Regulation  39.  Handling  of  food  forbidden  in  certain  cases.  No  person 
affected  with  any  communicable  disease  shall  handle  food  or  food  products 
intended  for  sale,  which  are  likely  to  be  consumed  raw  or  liable  to  convey 
infective  material. 

No  person  who  resides,  boards,  or  lodges  in  a  household  where  he  comes 
in  contact  with  any  person  affected  with  bacillary  dysentery,  diphtheria, 
encephalitiB  lethargicaj  epidemic  or  septic  sore  throat,  para-typhoid  fever, 
scarlet  fever,  poliomyelitis,  acute  anterior  (infantile  paralysis),  or  typihoid 
fever,  shall  handle  food  or  food  products  intended  for  sale. 

No  waiter,  waitress,  cook,  or  other  employee  of  a  boarding  house,  hotel, 
restaurant,  or  other  place  where  food  is  served,  who  is  affected  with  any 
communicable  disease  shall  prepare,  serve,  or  handle  food  for  others  in  any 
manner  whatsoever. 

No  waiter,  waitress,  cook  or  other  employee  of  a  boarding  house,  restau- 
rant, or  other  place  where  food  is  served,  who  lodges  or  visits  in  a  house- 
hold where  he  comes  in  contact  with  any  person  affected  with  bacillary 
dysentery,  diphtheria,  encephalitis  lethargical  epidemic  or  septic  sore  throat, 
para-typhoid  fever,  scarlet  fever,  poliomyelitis,  acute  anterior  (infantile 
paralysis),  or  tyjphoid  fever,  shall  prepare,  ser\'e  or  handle  food  for  others 
in  any  manner  whatsoever. 

Amended  May  27,  1920,  in  effect  June  15,  1920. 

Regulation  40.  Carriers  of  disease  germs.  Any  person  who  is  a  carrier 
of  the  disease  germs  of  Asiatic  cholera,  bacillary  dysentery,  diphtheria, 
encephalitis  lethargica^  epidemic  cerelbrospinal  meningitis,  poliomyelitis, 
acute  anterior  (infantile  paralysis)  or  typhoid  fever,  phall  be  subject  to 
the  special  rules  and  regulations  of  the  state  department  of  health. 

Amended  April  27,   1920,  in  effect  June  1,   1920. 

Regulation  41.  Reports  of  botulism  and  other  food  i>oisoning.  P>very 
physician,  visiting  nurse,  public  health  nurse,  and  every  superintendent  or 
other  person  in  charge  of  any  hospital,  institution,  dispensary,  lahoi-atory, 
labor  camp  or  other  camp,  who  shall  have  knowledge  of  the  occurrence  of 
a  case  of  botulism  or  of  a  number  or  group  of  cases  of  other  severe  or  fatal 
illness  believed  to  have  been  due  to  the  consumption  of  spoiled  or  poisonous 
food,  shall  report  the  same  immediately,  by  telephone  or  telegram,  to  the 
state  commiPOToner  of  health,  and  to  the  local  health  officer. 

Amended  May  27,  1920,  in  effect  June  15,  1920. 

Regulation  49.  Letting  of  rooms  forbidden  while  contaminated  with 
infective  material.  No  proprietor  of  a  hotel,  boarding  house,  or  lodging 
house  shall  let  for  hire  or  cause  or  permit  anyone  to  occupy  a  room  or 
apartment  previously  occupied  iby  a  person  affected  with  diphtheria. 
encephalitis  letha/rgicay  epidemic  cerebrospinal  meningitis*  measles,  polio- 
myelitis, acute  anterior  (infantile  paralysis),  scarlet  fever,  smallpox,  tuber- 
culosis, or  typhus  fever,  until  such  room  or  apartment  has  been  cleansed, 
renovated,  or  disinfected,  under  the  direction  of  the  local  health  officer. 
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When  an  order  requiring  the  cleansing,  renovation  or  disinfection  of 
articles  or  promises  is  not  comrplied  with,  the  local  health  officer  shall  poet 
a  placard  on  the  premises,   reading  as   follows: 

*' Notice:  These  apartments  have  (or  this  room  has)  been  occupied  by 
a  person  affected  w^ith  ....  They  (or  it)  must  not  again  be  occupied 
until  orders  for  cleansing,  renovation,  or  disinfection  have  been  complied 
with.    This  notice  must  not  be  removed  under  penalty  of  the  law. 

Date    

Health  Officer." 

Amended  April  27,  1020,  in  effect  June  1,  1920. 

CHAPTER  IV 
Midwiyes 

Regulation  3.  Registration  required  after  issuance  of  license  and  change 
of  address.  On  and  after  the  first  day  of  January,  1015,  every  liceoi'sed 
midwife  shall  register  her  name  and  address  with  the  registrar  of  vital 
statistics  of  the  district  wherein  she  resides  and  of  each  district  wherein 
she  engages  in  the  practice  of  midwifery,  within  ten  days  after  the  issuance 
of  such  license  and  after  any  change  in   her  address. 

Amended  March  0,  1020,  in  effect  April  1,  1020. 

Regulation  5.  Qualifications  required  of  applicant  for  license  on  and 
after  the  first  day  of  January,  1915.  On  and  after  tihe  first  day  of  January, 
1015,  every  applicant  for  a  license  to  practice  midwifery  must  poeeess  the 
following  qualifications: 

(a)  Be  not  less  than  twenty -one  years  of  age: 

(b)  Be  able  to  read  and  wrfte,  provided  that  in  cases  of  persons  of  foreign 
birth,  who  have  extended  experience  or  in  other  exceptional  circumstances 
this  requirement  may  be  waived  by  the  public  health  council; 

(c)  Be  clean  and  constantly  show  evidence,  in  general  appearance  and  in 
their  homes,  of  habits  of  cleanliness; 

(d)  Either 

( 1 )  Possess  a  diplomat  from  a  recognized  school  for  midwives ;  or 

(2)  Have  attended,  under  the  injrt.ruction«  of  a  duly  licensed  and 
registered  physician,  not  less  than  fifteen  cases  of  labor  and  have  had 
the  care  of  at  least  fifteen  mothers  and  newborn  infants  during  lying-in 
periods  of  at  least  ten  days  each,  and  shall  present  a  written  statement 
from  said  physician  or  physicians  that  she  has  received  such  instruc- 
tion in  said  fifteen  cases  with  the  name,  date  and  address  of  each  case 
and  that  she  is  reasonably  skillful  and  competent;  or 

(3)  Present  otJher  evidence  satisfactory  to  the  state  commissioner  of 
health  of  her  qualifications;  and 

(e)  Present  evidence  satisfactory  to  the  state  conmiisAioner  of  health  of 
good  moral  character,  vouched  for  by  at  least  two   reputable  citizens. 

Amended  May  27,  1020,  in  effect  June  15,  1020. 

CHAPTER  VI 
Nuisances  Which  May  Affect  Life  and  Health 

Regulation  i.  Local  health  officer  to  investigate  all  complaints.  The  local 
health  officer,  upon  receiving  a  complaint  of  the  existence  within  his  juris- 
diction of  a  nuisance,  which  may  affect  health,  or  when  the  probable  exist- 
ence of  any  such  nuisance  comes  to  his  attention,  shall  make  an  immediate 
and  thorough  investigation,*  art^f  iff  in  his  opinion,  such  a  nuisance  exists,  he 
shall  take  steps  to  secure  its  voluntary  abatement. 

Amended  June  14,  1020,  in  effect  July  1,  1020. 

Regulation  2.  Health  officer  to  file  report  with  local  board.  The  health 
officer  shall  also  within  five  days  of  the  receipt  of  the  complaint  or  of  the 
discovery  of  the  probable  existence  of  a  nuisance  which  m^y  affect  health, 
unless  the  nuisance  has  in  the  meantime  been  abated  and  the  complainant 
satisfied,  file  with  the  looaZ  board  of  health: 

(a)  the  complaint,  if  made  in  writing,  if  not  in  writing,  a  summary 
thereof;  or,  if  no  complaint  haie  been  made,  a  statement  of  the 
facts,  and 
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(b)   a  report  ahovnng 

(i)    hi8  findings  of  the  facts; 

(ii)   his  opinion  as  to  whether  or  not  the  conditions  constitute  a 

nuisance  likely  to  affect  health; 
(iii)    the  steps,  if  a/ny,  already  taken  to  abate  the  nuisance; 
(iv)   whether  in  his  opinion  the  nuisance  has  been  abated. 
Added  June  14,  1&20,  in  effect  July  1,  1920. 

Regulation  3.  Action  to  be  taken  by  local  board.  Within  fwe  days  of 
the  *filing  of  the  report  provided  for  in  regulation  B  of  this  chapter,  the 
local  board  of  health  shall  convene,  and 

(a)  examine  into  the  alleged  nuisance; 

(b)  render  its  conclusion  whether  or  not  the  conditions  constitute  a 
nuisance  which  may  affect  health; 

(c)  furnish  the  owner,  agent  or  occupant  of  the  premises  on  which  the 
nuisance  is  alleged  to  const,  with  a  written  statement  of  the  results 
of  its  examination  and  conclusions; 

(d)  order  the  suppression  or  removal  of  the  nuisance  if  a  nuisance  is 
concluded  to  exist; 

(e)  enter  upon  its  minutes  its  conclusions  and  its  order  if  one  is  m^de; 

(f)  serve  a  copy  of  any  such  order  upon  the  owner  or  occupant  of  the 
premises  upon  which  such  nuisance  is  found  to  exist  or  cause  the 
same  to  be  conspicuously  posted  thereon. 

Added  June  14,  1920,  in  effect  July  1,  1920. 

Regulation  4.  Health  officer  to  report  to  state  commissioner  of  health. 
Within  forty-eight  hours  after  the  entry  of  any  decision  of  the  hoard  de<^ar- 
ing  the  conditions  not  to  be  a  nuisa/nce  affecting  health,  or  if  tvithin  five 
days  of  the  filing  of  the  report  of  the  health  officer  with  the  local  board  of 
health  said  board  fails  to  take  action  provided  by  regulation  3  of  this 
chapter  the  health  officer  shall  forward  a  copy  thereof  to  the  state  commis- 
sioner of  health,  together  tcith  the  original  or  copies  of  his  report  and  other 
papers  filed  by  him  with  the  loccX  board,  (W  required  in  regulation  2  of 
this  chapter. 

Added  June  14,  1920,  in  effect  July  1,  1920. 

Regulation  5.  State  commissioner  of  health  may  direct  local  board  of 
health  to  take  certain  definite  proceedings.  //,  in  the  opinion  of  the 
state  commissioner  of  health,  this  conditions  complained  of  constitute  a 
nuisance  likely  to  affect  health  and  the  abatement  or  removal  thereof  is 
necessary  for  the  puMic  good  a/nd  for  the  protection  of  life  and  health,  the 
said  commissioner  may,  by  notice  to  the  presiding  officer  of  the  local  board 
of  healthy  direct  him,  pursuant  to  section  26  of  the  public  health  law,  to 
convene  such  local  board  to  take  certain  definite  proceedings  ccm>ceming 
which  the  said  commissioner  is  satisfied  that  the  coition  recommended  by  him 
is  necessary  for  the  public  good  and  is  within  the  jurisdiction  of  such  local 
board  of  health. 

Added  June  14,  1920,  in  effect  July  1,  1920. 

Regulation  6.  Presiding  officer  to  convene  local  board  and  take  action 
directed.  Upon  the  receipt  of  such  notice  from  the  state  commissioner  of 
health,  the  presiding  officer  of  the  local  board  of  healthy  shall  promptly 
convene  such  local  board,  which  shall  take  the  action  directed  by  the  said 
commissioner. 

Added  June   14,   1920,  in  effect  July  1.   1920. 

CHAPTER    VII 
Miscellaneous 

Regulation  2.  Common  towel  forbidden.  No  person,  firm,  corporation  or 
authorities  owning,  in  charge  of,  or  in  control  of  any  lavatory  or  wash  room 
in  any  hotel,  lodging  houBe,  restaurant,  factory,  school,  store,  office  build- 
ing, railway  or  trolley  station,  or  public  conveyance  by  land  or  water  shall 
rovide  in  or  about  such  lavatory  or  wash  room  any  towel  for  common  use. 
The  term  "  common  use  "  in  this  regulation  shall  be  construed  to  mean,  for 
upe  by  more  than  one  person  without  cileansinior. 

Amended  April  27,  1920,  in  effect  June  1,  1920. 
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DIVISION  OF  COMMUNICABLE  DISEASES 

Hermann  M.  Bioos,  M.  D.,  Commiasioner  of  Health,  Alba/nj^,  N,  Y. : 

Sir. —  I  have  the  honor  to  submit  the  following  report  for  the  Division  of 
Communic&ble  Diseases  for  the  year  1920. 

Respectfully, 

EDWARD  S.  GODFREY,  Jr. 

Director 
July  14,  1»21 

COMMUNICABLE  DISEASES 

The  year  1920  had  hardly  gotten  under  way  when  articles  began  to  appear 
in  the  press  of  an  unusual  incidence  of  influenza  in  the  middle  west.  As 
there  was  some  doubt  as  to  the  verity  of  the  reported  conditions,  and  par- 
ticularly as  to  the  type  of  disease  stated  to  be  prevalent,  one  of  the  Depart- 
ment's epidemiologists  was  sent  to  Chicago  to  investigate.  He  reported  that 
the  disease  was  undoubtedly  influenza,  though  apparently  less  severe  than, 
in  1918,  and  that  the  outbreak  was  of  epidemic  proportions. 

On  receipt  of  this  report  immediate  steps  were  taken  to  locate  physicianft 
and  nurses  who  would  be  available  for  emergency  work  in  districts  that 
might  ibe  affected  by  the  epidemic  and  insufficiently  supplied  with  medical 
and  nursing  service.  The  weather  conditions  at  the  time  were  the  worst 
imaginable,  the  roads  throughout  the  greater  portion  of  the  State  being 
in  an  almost  impassable  condition.  The  Department  contributed  the  serv- 
ices of  two  physicians  to  several  communities  in  the  northern  part  of 
the  State  which  were  either  entirely  without  physicians  or  were  so  inade- 
quately supplied  that  the  sick  could  not  be  visited.  The  epidemic  continued 
for  a  period  of  seven  weeks.  It  began  in  the  last  week  of  January  and  com- 
menced to  decline  in  the  third  week  of  February.  The  mortality  was  con- 
siderably less  than  in  the  1918  outbreak.  Although  there  were  no  actual 
figures  obtained  to  support  the  belief,  it  was  the  opinion  of  a  niunber  of 
observers  that  those  who  suffered  from  the  disease  in  1918-19  appeared  to 
possess  a  considerable  immunity  to  the  disease. 

TYPHOID  FEVER 

The  typhoid  death  rate  of  4.7  per  hundred  thousand  is  the  lowest  ever 
reported  in  the  history  of  the  State.  The  morbidity  rate  was  practically 
the  same  as  for  the  previous  year,  being  ^  per  100,000.  There  was  a 
decline  in  the  case  fatality  also  from  14.3  to  13.0.  The  seasonal  inx^i- 
d€noe  varied  from  that  which  has  been  usual  in  recent  years,  probably 
on  account  of  three  waterborne  outbreaks  which  occurred  in  the  cities*  of 
Schenectady,  Mechanicville  and  Mount  Vernon  during  the  month  of  April. 
The  number  of  cases  for  April,  L920,  was  more  than  three  times  as  great 
as  in  the  corresponding  month  of  the  preceding  year.  The  counties  with 
the  highest  case  rates  were  Allegany,  Columbia,  Greene,  St.  Lawrence,  Sara- 
toga, Schenectady,  Seneca  and  Tioga.  With  the  exception  of  Allegany  andi 
Ghreene  counties  these  high  rates  were  due  to  well  marked  outbreaks  which 
occurred  in  individual  localities  situated  in  these  counties  and  are  described  in 
detail  hereafter. 

During  the  year  waterborne  outbreaks  of  typihoid  fever  were  reported 
from  Amsterdam,  Mount  Vernon,  Mechanicville,  Schenectady,  Seneca  Falls 
and  Whitesboro.  Milkborne  typhoid  epidemics  occurred  in  Babylon,  Owego 
and  at  Niagara  Universitjr  in  the  town  of  Lewiston.  An  outbreak  of  paraty- 
phoid due  to  milk  infection  was  noted  at  Chatham;  ice  cream  was  thought 
to  have  been  the  cause  of  the  outbreak  at  Conifer,  St.  Lawrence  county. 
Small  outbreaks  in  Theresa,  Sliortsville,  Amity  villa  and  among  the  crew  of 
a  Hudson  River  steamer  were  also  investigated. 
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DIPHTHERIA 

The  mortality  rate  from  diphtheria  was  the  highest  since  1007,  due  to  the 
continued  epidemicity  of  this  disease  in  the  city  of  Buffalo  and  vicinity. 
Including  Buffalo,  this  rate  was  18.0  and  exclusive  of  this  city  ll.G  per 
100»O0O.  The  mortality  rate  for  Buffalo  itself  was  59.7  per  100,000.  The 
mortality  rate  for  Erie  County  was  52  per  100,000.  The  morbidity  rate 
was  sjligQitly  lower  than  for  1919  —  222  «£  again&t  227  per  100,000.  About 
one-tliird  c^  the  cases  and  more  tha>n  one-third  of  th«  deaths  occurring 
in  the  State,  exclusive  of  New  York  city,  oocurred  in  th«  city  of  Buffalo. 
Diphtheria  began  to  be  epidemic  in  Buffalo  apparently  in  the  summer 
of  1919  and  reached  what  might  be  termed  epidemic  proportions  in  Janu- 
ary 1919,  since  which  time  it  has;  continued  with  remissions  during  the 
summer  UKmths  up  until  the  close  of  the  year.  Niagara  county  and  Cayuga 
county  also  had  death  rates  in  excess  of  the  upstate  death  rate,  the  former 
very  largely  due  to  -an  exceeeive  rate  in  the  city  of  Niagara  Falls.  A 
milkborne  outbreak  of  diphtheria  occurred  in  Westchester  county  treaoeable 
to  a  certified  milk.  This  milk  was  delivered  principally  in  the  city  of 
White  Plains  and  Port  Chester  in  this  state  and  Greenwich,  Conn.  In 
each  of  the^e  pla/es  there  was  an  explosive  outbreak  of  diphtheria  at  about 
the  same  time.  The  milk  was  certined  by  the  Westchester  County  Medical 
Society  and  was  unpasteurized. 

SCARLET  FEVER 

The  morbidity  rate  was  the  highest  since  1917  and  with  that  exception 
the  highest  since  1911.  The  death  rate,  4.7  per  100,000,  was  the  highest  since 
1^14.  For  the  previous  five  ;ears  this  rate  had  been  below  3  per  100,000. 
The  case  fatality  rate  (2.6  per  cent)  was  likewise  the  highest  since  1914,  it 
having  been  with  the  exception  of  19^1  S,  below  2  per  cent  for  the  preceding 
five  years.  High  morbidity  rates  were  observed  in  Cortland  county,  654  per 
100,000,  Niagara  476,  Jefferson  346,  Ontario  359,  Onondaga  298.  The  lowest 
rates  were  in  Washington  and  Warren  counties  —  22  and  38  per  100,000 
respectively.  High  mortality  rates  were  observed  in  Saratoga  county  —  33 
per  100,000;  Jefferson  16.  There  were  no  deaths  from  scarlet  fever  in  16  of 
the  57  up-state  counties.  The  highest  case  fatality  rate  was  in  Saratoga 
county — 11.8,  which  was  also  the  county  with  the  highest  mortality  rate. 
The  disease  was  quite  prevalent  in  the  city  of  Mechanicville  throughout  the 
year. 

In  a  number  of  counties  extensive  series  of  cases  occurred  with  low  case 
fatality  rates,  the  most  striking  example  being  Orange  county  with  346  cases 
and  2  deaths;  a  case  fatality  rate  of  .58  per  cent.  A  well  marked  outbreak 
in  the  city  of  Middletown,  located  in  this  county  was  promptly  brought  under 
control  when  a  state  sanitary  supervisor  took  charge. 

MEASLES 

The  aggre^te  of  the  reported  measles  cases  was,  with  two  exceptions, 
the  largest  up- state  since  1908.  The  death  rate  was  7^6  per  100,000, 
sJightly  above  the  median  for  thirteen  years.  The  case  fatality  rate  was 
the  lowest  on  record.  The  seasonal  incidence  was  unusual  in  that  the 
peak  was  reached  in  June,  whereas  in  previous  years  the  cases  started  to 
decline  in  April  or  May.  It  is  possible  that  this  seasonal  variation  may 
have  had  some  influence  on  the  decline  in  the  case  fatality  rate  although  the 
imiKTrtant  question  of  a^i^  distribution  Ihas  not  yet  been  determined.  The 
highest  case  rate  was  observed  in  Oswego  county  2270  per  100,000.  Her- 
kimer, Schuyler  and  Wayne  counties  were  slightly  less.  The  disease  was 
also  very  prevalent  in  Broome,  Niagara,  Genesee  and  Ulster  counties.  The 
highest  death  rate  was  in  Osiwego  county,  31  per  100,000. 

The  department  has  never  conducted  any  adequate  epidemiological  investi- 
gations of  measles  outbreaks  but  it  is  contemplated  that  this  shall  be  done 
during  the  current  year. 
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WHOOPING  COUGH 

The  morbidity  rate  of  286  per  100,000  from  this  disease  was  the  highest 
since  1911  when  this  disease  was  made  reportable.  The  case  fatality  rate  of 
2.84  was,  however,  the  lowest  of  record  excepting  1919.  The  death  rate,  8.1, 
was  below  the  mean  though  greatly  in  excess  of  the  exceptional  low  rate  of 
1919.  There  was  nothing  remarkable  in  the  seasonal  incidence  of  the  disease 
except  the  very  great  increase  of  cases  in  November  and  December.  High 
morbidity  rates  were  observed  in  Allegany  county — 779  per  100,000,  Broome 
545,  Magara  606,  Jefferson  580,  Wyoming  562,  Chemung  5dl,  Chautauqua 
51'9.  No  cases  were  reported  from  Hamilton  county.  As  the  population  of 
this  county  is  less  than  5,000  no  special  significance  is  attached  to  it.  The 
counties  with  the  high  mortality  rates  were  Dutchess  23  ,per  100,000,  Cayuga 
2)6,  Cattaraugus  18,  Broome  16.  No  deaths  were  reported  from  7  counties. 
High  case  fatality  rates  were  found  in  Cayuga  9.7,  Dutchess  6.7,  Oswego  6.7, 
Onondaga  6.1.  More  or  less  extensive  series  with  low  death  rates  were 
observed  in  Chautauqua  county,  601  cases  with  6  deaths,  Genesee  101  cases 
with  1  death,  Rockland  191  cases  with  1  death,  Livingston  127  cases,  1  death, 
Tioga  123  cases,  1  death,  Sullivan  85  cases,  no  deaths.  Some  of  the  high 
case  fatality  rates  unquestionably  are  due  to  poor  reporting.  On  the  other 
hajkd  as  it  not  infrequently  happens  that  no  physician  is  cadled  to  attend 
whooping  cough  ca^e^y  and  many  are  not  reported  for  this  reason,  it  is  believed 
that  the  absence  of  adequate  medical  care  also  contributes  to  a  higher  case 
fatality  rate.  No  careful  epidemiological  investigations  have  been  made  of 
whooping  cough  outbreaks  d*uring  the  year,  but  it  is  hoped  that  something 
along  this  line  may  be  accomplished  during  1921. 

SMALLPOX 

There  were  two  hundred  and  eighty-one  cases  of  smallpox  reported  during 
the  year  1920.  The  disease  was  scattered  throughout  the  State  and  it  was 
found  necessary  to  certify  an  epidemic  in  the  towns  of  Royalton,  Bombay, 
Parma  and  Ogden. 

The  declaration  of  an  epidemic  at  Brockport  and  surrounding  towns  which 
was  certified  by  the  State  Commissioner  of  Health  on  December  19,  1919, 
was  withdrawn  in  February,  1920. 
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COUNTIES,  TOWNSHIPS  AND 
CITIES 


Albftny  county 

Albany,  city 

Cattaraugus  county 

Allegany,  town 

Yorkshire,  town 

Cayuga  county 

Auburn,  city 

Chautauqua  county 

Stockton,  town 

Chemung  county 

Elmira  Heights,  village 

Elmira,  city 

Horseheads,  town 

Southport,  town 

Cortland  county 

Homer,  village 

Delaware  county 

Kortwright,  town 

Erie  county 

Buffalo,  city 

Lackawanna,  city 

Tonawanda,  town 

Tonawanda,  city 

Sardinia,  township. . . . 

Hamburg,  town 

Collins,  town 

Elma,  town 

Lancaster,  village 

West  Seneca,  town. . . . 
Elssez  county 

Lake  Placid,  village. . . 
Franklin  county 
«k  Ft.  Covington,  village. 
^  Ft.  Covington,  town. . 

Malone,  village 

Moira,  town 

Bombay,  town 

Brandon,  town 

Genesee  county 

Batavia,  town 

Bergen,  town 

Oakfiekl,  village 

Herkimer  county 

Middleville,  village. . . . 
Jefferson  county 

Pamelia,  village 

Lewis  county 

Croghan,  village 

Hinckley,  town 

Copenhagen,  village. . . 
Livingston  county 

Groveland,  town 

Monroe  county 

Rochester,  city 

Hamlin,  town 

Ogden,  town 

Sweden,  town 

Brookport,  village 

Parma,  town 

Niagara  oountv 

Niagara  Falls,  city 

Royalton,  tO¥m 

Newfane.  town 

La  Salle,  village 

Oneida  county 

Utica,  citj^ 

Clinton,  village 

Whitestown,  town 


Number 
of 


reported 


1 
2 

1 

1 

9 

0 

17 

1 

2 

2 

fi6 
1 
5 
2 
3 
1 
1 
1 
1 
1 


17 
12 
1 
1 
8 
1 

5 
2 
1 

6 

2 

1 
1 

4 


3 
6 
2 

4 

11 

3 

14 
6 
1 
1 

1 
1 
5 


Vaccxnatiox  Hdtort  or  Cases 


Number 
vaccin- 
ated 
within 
seven 
years 
preceding 
attack 


Number 

last 

vaodnated 

more  than 

seven 

years 

preceding 

attack 


2 
6 


2 


2 


Number 
never 

success- 
fully 

vaccin- 
ated 


9 

7 

11 

1 


64 
1 
5 
2 
3 


15 
12 


1 
6 
1 

5 
2 
1 


5 


3 
5 
1 

4 

11 

1 

14 
5 
1 
1 

I 
1 
S 


Vaccina- 
tion 
history 

not 
obtained 

or 
uncertain 


1 
2 


1 

i 

1 


1 
2 


1 
1 
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Smallpox  —  New  Yoek  State  —  1920  —  ( continued) 


COUNTIES,  TOWNSHIPS  AND 
CITIES 


Onondaga  county 

DeWitt.  town 

SyracuBO,  city 

Onondaga,  town, , 

Ontario  county 

Canandaigua,  city .... 
Otsego  county 

Oneonta,  city 

Orange  county 

Newburgh,  town 

Warwick,  village 

St.  Lawrence  county 

Norfolk,  town 

Gouvemeur,  village. . . 

Piercefield,  village .... 
Saratoga  county 

Providence,  town 

Steuben  county 

Hanunondsport,  village 

Homell,  city 

Tompkins  county 

Ithaca,  city 

Ulster  county 

Woodstock,  town , 

Washington  county 

Cambridge,  village. ... 
Westchester  county 

New  Rochelle,  city 

New  York  city 

Total 


Number 

of 

oases 

reported 


1 
1 
1 

1 

1 

3 
6 

6 
1 
2 


1 
2 

7 

1 

1 

2 
24 


305 


Vaccznation  Histobt  or  Cases 


Number 

vaccin- 
ated 

within 

seven 

years 

preceding 

attack 


Number 

last 

vaccinated 

more  than 

seven 

years 

preceding 

attack 


1 
1 


2 
1 


21 


Number 
never 

suooess- 
fully 

vaccin- 
ated 


1 

1 

8 
6 

4 

2 


1 
2 


1 
2 


242 


Vaccina- 
tion 
history 

not 
obtained 

or 
uncertain 


24 


39 


SANITARY  SUPERVISORS 

In  addition  to  being  charged  with  the  control  of  communicable  diseases, 
this  Division  has  sruper vision  of  the  fifteen  sanitary  supervisors  of  the  Depart- 
ment. 

The  sanitary  supervisor  is  the  field  representative  of  the  Department  in 
all  the  phases  of  its  work.  While  his  first  duty  is  to  limit  the  spread  of 
communicable  diseases  to  the  community  within  which  it  arises  and  to  as 
few  people  as  possible  in  that  community,  he  is  expected  even  more  to  raise 
the  health  administration  of  such  a  place  to  a  position  of  justifiable  self- 
reliance.  This  is  the  foundation  upon  which  the  superstructure  of  other  not 
less  important  activities  is  to  be  raised.  He  promotesi  the  cau«e  of  child  wel- 
fare, of  venereal  disease  control,  of  improved  water  supplies,  of  safe  sewage 
disposal,  of  better  laboratory  facilities,  of  adequate  nursing  service  and  of 
tuberculosis  hospitals,  dispensaries  and  clinics.  As  means  to  these  ends  he 
secures  the  cooperation  of  the  press,  and  addresses  meetings  of  clubs  and  asso- 
ciations and  gatherings  called  together  specifically  for  the  consideration  of 
public  health  questions.  He  attends  meetings  of  medical  societies,  confers 
with  town  and  village  boards,  interviews  city  officials  and  maintains  contact 
with  voluntary  or'^anizations  interested  in  the  advancement  of  public  health. 
Through  correspondence,  through  monthly  reports,  through  the  weekly  sum- 
maries of  disease  prevalence,  personal  visit  to  each  district  during  the  year 
he  keeps  in  touch  with  the  work  of  his  health  officers,  stands  ready  to  advise 
and  to  aserist  them  in  every  way  compatible  with  community  self-respect. 

During  1920  the  sanitary  supervisors  made  496  visits  on  account  of  com- 
municable diseases.  These  visits  have  been  for  purposes  of  diagnosis  in 
doubtful  cases,  to  advise  in  the  management  of  outbreaks,  to  conduct  epi- 
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demiological  investigations  and  in  some  instances  to  bring  local  authorities 
to  a  sense  of  their  responsibilities.  With  the  exception  of  such  exotic  infec- 
tions as  Asiatic  cholera,  yellow  fever  and  the  like,  these  investigations  have 
included  practically  every  disease  listed  as  commuoiicable  in  the  Sanitary- 
Code.  This  work  necessitates  not  only  a  broad  knowledge  of  practical 
epidemiology,  but  a  high  degree  of  diagnostic  ability  as  well.  It  is  not  sur- 
prising therefore  that  the  sanitary  supervisors  have  been,  on  occasion,  the 
means  of  correcting  mistakes  in  diagnosis  and  thus  directing  treatment  along 
lines  that  have  promptly  resulted  in  recoveries. 

Six  of  the  sanitary  supervisors  gave  local  direction  to  healthmobile  U>urs 
in  their  districts,  assisting  with  the  children's  examinations  and  speaking 
at  the  accompanying  meetings.  This  work  has  had  the  important  advantage 
of  bringing  to  the  health  oflicers  and  public  of  the  rural  districts  a  form  of 
health  conservation  usually  found  only  in  the  cities.  Altogether  the  super- 
visors have  promoted,  directed  or  assisted  in  the  conduct  of  294  clinics,  of 
which  121  were  for  child  welfare,  ^  for  tuberculosis  and  108  tor  miscellaneous 
classes;  99  of  the  child  welfare  clinics  were  held  in  connection  with  the 
healthmobile. 

The  sanitary  supervisors  made  397  visits  to  public  health  nurses,  including 
many  employed  by  voluntary  organizations  as  well  as  by  public  authorities 
for  the  purpose  of  assisting  with  advice  and  direction.  An  important  part 
of  the  sanitary  supervisor's  work  is  stimulating  the  emplojTnei.t  of  public 
health  nurses  by  local  boards  of  health,  explaining  the  functions  that  such 
nurses  perform  and  the  advantages  that  may  be  expected.  Two  hundred  and 
eighty-nine  conferences  with  members  of  town  and  village  boards  have  been 
held  covering  practically  every  activity  that  such  boards  may  consider.  In 
addition,  li94  meetings  of  other  organizations  have  been  attended  in  one 
capacity  or  another  and  there  have  been  held  1134  misoelloineous  conferences 
with  individuals  on  public  health  matters.  The  purpose  of  these  conferences 
has  been  usually  to  direct  properly  the  activities  of  voluntary  organizations 
engaged  in  health  work,  coordinating  the  activities  of  public  and  private 
effort. 

The  sanitary  supervisors  have  given  335  addresses,  which  have  ranged  from 
talks  to  school  children  to  technical  discussions  before  medical  societies. 
They  have  attended  89  meetings  of  medical  societies  in  practically  all  of 
which  they  have  presented  either  in  an  original  paper  or  in  the  discussion 
the  public  health  side  of  some  medical  question.  Ninety-three  complainta 
have  been  investigated,  most  of  them  on  account  of  local  nuisances.  As  com- 
plaints requiring  invefttigutions  are  usually  evidences  of  weakness  in  local 
nealth  administration  it  is  gratifying  to  find  that  they  are  not  more  numer- 
ous and  that  there  is  evidence  of  their  growing  fewer  in  number  from  year 
to  year. 

During  the  year  seventeen  consolidations  were  effected,  the  largest  number 
for  any  year  «ince  the  consolidation  law  went  into  effect,  with  the  exception 
of  1916.  These  consolidations  (have  been  accomplished  usually  only  after 
considerable  effort  has  been  ex7)ended  in  educating  local  boards  of  health. 
While  in  themselves  they  mean  little,  consolidated  districts  do  afford  a  better 
foundation  upon  which  to  build  an  effective  local  health  organization.  By 
having  a  larger  area  and  population  the  overhead  is  reduced  and  the  employ- 
ment of  a  public  health  nurse,  for  example,  which  neither  district  could 
afford  separately  may  be  economically  taken  care  of  by  using  the  combined 
resources. 

Of  the  965  health  officers  of  the  State,  845  have  been  visited  at  least  once, 
the  supervisor  going  over  with  each  individual  his  records,  supplies  and  local 
problems.  This  data  has  been  transmitted  to  tilie  department  on  a  form  pro- 
vided for  that  purjwse.  With  very  few  exceptions  a  report  has  been  made 
covering  the  salient  features  of  eajch  liealth  district  in  the  State.  The  large 
number  of  health  cffiers  included  in  each  supervisor's  territory  and  the 
difficulty  of  reaching  the  more  remote  ones  at  a  time  when  the  health  officer 
was  at  home  has  been  the  only  reis'n  that  the  score  has  not  been  perfect. 
A  special  effort  has  boen  made  to  vi^it  each  new  health  officer  soon  after 
the  receipt  of  notice  of  appointment  not  only  to  give  him  instruction  in  his 
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duties  but  that  the  Public  Health  Council  might  have  an  intelligent  and 
unprejudicid  report  on  the  applicant's  qualifications.  In  every  inetance 
before  taking  final  action  on  health  officers  who  have  been  delinquent  in  the 
performance  of  their  duties,  the  sanitary  supervisor  has  made  one  or  more 
personal  visits  in  an  effort  to  correct  the  fai:dt8.  With  rare  exceptions  they 
have  been  successful,  and  in  only  a  few  instances  has  it  been  found  necessary 
to  institute  further  proceedings. 

The  post*graduate  cour&es  for  health  officers  conducted  in  connection  with 
the  Albany  Medical  College  and  Syracuse  University  have  been  directed  by 
two  of  the  sanitary  su^pervisors.  The  Albany  class  for  this  year  comprised 
50  students  who  completed  the  course;  Syracuse  had  34.  Practically  all  the 
health  officers  in  the  central  part  of  the  State  have  taken  the  Syracuse  course 
during  the  four  years  it  has  been  running,  this  accounting  for  the  small 
classes  in  1920.  The  value  of  these  courses  is  attested  both  by  the  better 
work  done  by  the  graduates  and  by  the  fact  that  many  of  those  who  have 
completed  the  course  return  to  attend  additional  lectures  in  subsequent  years. 

While  the  statistical  report  of  the  work  of  the  sanitary  supervisors  which 
follows  is  of  value,  it  is  obvious  that  no  such  report  can  indicate  clearly  all 
of  th^  important  services  rendered.  Not  the  least  important  among  the  duties 
of  the  sanitary  supervisor  is  that  of  maintaining  cordial  relations  and  a 
spirit  of  co-operation  among  the  various  elements  in  his  district.  The  skill 
and  tact  with  which  such  inconspicuous  service  is  rendered  contribute  mate- 
rially to  the  support  accorded  to  the  Department  and  its  activities. 

"Office  work^'  appears  prominently  in  the  following  table,  consuming  ap- 
proximately one-sixth  of  the  total  number  of  hours  or  approximately  one  day 
weckhr.  Much  of  the  time  spent  by  the  supervisor  in  his  office  is  devoted 
to  cfncial  correspondence,  study  and  preparation  of  reports,  preparation  of 
addresses,  interviews  with  health  officers  and  others  regarding  matters  per- 
taining to  health  administration,  either  in  person  or  by  telephone,  etc.  The 
office  of  the  district  sanitary  supervisor  is  usually  made  a  local  clearing 
house  for  information  concerning  matters  in  any  way  related  to  public  health. 
For  example,  the  supervisor  may  be  called  upon  for  assistance  in  securing 
the  admission  of  tubsrculosis  patients  to  hospitals;  for  advice  to  physicians 
in  regard  to  the  treatment  of  ca^es  of  communicable  disease;  for  information 
to  public  health  officials  or  others  in  regard  to  interpretation  of  the  9ta.te 
laws  or  local  rey^ulations.  He  is  often  called  upon  to  receive  complaints  to  be 
transmitted  to  local  health  officers;  to  advise  individuals  and  organizations 
in  regard  to  the  organization  of  social  service  projects  indirectly  related  to 
public  health;  to  furnish  current  information  to  newspapers  or  to  confirm 
or  explain  news  items  secured  by  cr^rrespondents,  etc.  In  many  instances 
supervisors  are  directly  connected  with  local  activities  as  members  of  boards 
and  committees,  all  of  which  contribute  to  their  usefulness  as  officials.  A 
considerable  part  of  the  time  spent  by  supervisors  in  their  offices  could  prop- 
erly and  should  be  credited  under  other  headings  such  as  "  control  of  com- 
mun^*ca>le  diseases,"  "conferences  and  interviews,"  "advice  and  assistance 
to  health  officers,"  etc. 

In  connection  with  the  work  oi  the  sanitary  supervisor  there  is  considerable 
amount  of  very  necessary  routine  offi'*e  work,  which  under  present  conditions, 
mu«t  be  done  very  largely  by  the  supervisor  himself  at  the  sacrifice  of  time 
wh'ch  he  mis^ht  well  devote  to  the  numerous  activities  calling  for  his  special 
training  and  experience.  This  could  be  done  by  a  clerical  assistant.  A  clerk 
at  a  small  salary  could  not  only  perform  routine  clerical  work  but  could 
answer  questions  and  attend  to  matters  now  demanding  the  supervisor's  time 
and  attention,  keen  the  office  of  the  supervisor  open  in  his  absence  in  the 
fi^ld.  and  bv  beiro?  informed  a-s  to  his  whereabouts,  make  it  possible  for  health 
officers  and  for  this  Department  to  reach  him  promptly  at  all  times. 

At  present  the  allowance  for  expense  for  clerical  and  stenographic  pervice, 
is  such  that  it  is  only  possible  for  a  supervisor  to  emnloy  a  clerk  or  stenoir- 
rapher  for  a  few  hours  weekly  and  in  many  instances  it  is  extremely  difficult 
to  secure  such  temporary  Fcrvices.  We  are  of  the  opinion  that  to  make  it 
possible  for  each  supervisor  to  employ  a  permanent  clerk  and  stenogran>her 
would  contribute  materially  to  the  latitude  and  effectiveness  of  the  work  of 
the  staff  of  supervisors. 
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THE  SCORING  OF  CITY  HEALTH  DEPARTMENTS 

The  scoring  of  the  activities  of  the  health  depa,rtiiients  of  cities  has  been 
continued  during  the  year  and  has  proven  of  decided  advantage  in  the 
administration  of  these  departments.  The  score  sheet  as  arranged  for  1919 
had  been  shown  by  the  previous  year's  use  to  be  not  sufficiently  elastic  to 
coyer  both  the  large  and  the  small  cities  and  for  this  reason  two  score  sheets 
were  prepared  for  use  in  1920,  one  for  cities  of  25,000  to  175,000,  and  one  for 
25,000  and  less  population.  This  change  has  been  found  to  work  well.  Among 
the  important  developments  resulting  from  the  use  of  these  scores  has  been 
an  im^provement  in  administration  and  in  the  prevention  of  much  overlapping 
in  carrying  out  the  various  activities  of  the  health  departments. 

The  score  sheets  not  only  rerveal  the  good  work  of  the  various  activities 
but  also,  as  one  of  the  health  ofi^rs  pertinently  said,  "  it  shows  the  holes  as 
well."  During  and  subsequent  to  the  scoring  a  conference  with  the  health 
officer  was  held  in  each  city  by  Dr.  Duryee  und  usually  resulted  in  sugges- 
tions. These  reconunendations  may  be  placed  broadly  into  two  classes,  first, 
those  relating  to  the  problems  of  administration  and  which  involve  little  or 
no  increased  expense  and  frequently  result  in  economy  of  operation  and 
second,  those  which  involve  some  expense  which  arises  from  a  proper  con- 
ception of  the  nature  of  modern  municipal  public  health  administration  and 
results  in  the  attempt  to  secure  well-rounded  departments,  in  which  a  due 
proportion  of  importance  is  given  to  all  the  necessary  activities. 

A  large  proportion  of  the  cities,  through  the  efforts  of  the  health  officer, 
have  adopted  many  of  these  suggestions  with  a  distinct  benefit  to  municipal 
health  service.  The  effort  to  introduce  the  use  of  investigation  cards  relating 
to  communicable  diseases,  and  to  secure  their  proper  use  has  been  successful 
and  has  definitely  improved  the  investigation  and  control  of  these  diseases. 
There  have  been  conferences  between  the  fiscal  officers  of  the  city,  the  health 
officer  and  the  sanitary  supervisor  engaged  in  this  work,  which  have  resulted 
in  a  b3tter  understanding  of  local  needs,  and  a  greater  appreciation  of  the 
yalue  of  the  work  being  done  by  the  local  health  department.  It  has  been 
a  eommon  remark  of  city  health  officers  that  this  opportunity  of  making  a 
survey  of  their  departments  and  an  attempt  to  evaluate  the  same,  is  greatly 
apprec'ated  by  them  and  they  have  in  general  stated  their  opinion  of  the 
yalue  of  this  method  for  securing  letter  administration  of  health  depart- 
ments of  cities.  In  nearly  every  instance  the  health  officers  have  shown  the 
utmost  interest  and  have  all  assieted  in  the  development  of  this  phase  of 
public  health  work. 


62 


State  Depabtment  of  Health 


Q 


5 
o 

E 

>■ 

o 

g 

n 

H 


f! 


M 

M 


I 

M 

M 
O 

& 


I 


a 


S 

A 

3 


9 

5 


M 

s 

B 

9^ 


I 


e 

I 

B 


I 


1« 


5c 


i 
I 


J 


III 


1^ 


I 


1 


•3^ 
S 


I 


I 


s 


Ok  00  00  ee«»»  o  «  ^  ^  e«  e  ^ 


SCSSSS938SS3& 


§ISgSga§3§sSi 


!H§iii§a§Ss§     ggSs!§S§giSiii 


§8g§§si§§$§ii   SiSiSisgaiisS 


coeocoeoeoe^e^Mt-i'^^ 


«0  « t*  CO  99  ^  t*  lO  cp  e«  ^«  ^ 


S8o988SSS8SSS 

•  ••«■«■•••■•• 

^t«t^t>«oooo«D<4*coe<«t»^co 


!398;^8£:88S8SS^S 

«DMcooako»o»aeoo«oot«^ao 


r.<4<».iotHioekioo9«»a»a»»« 
a»t«oer^^^''Haioot<^t^<4*^ 


SSSS^8S3SS^38   SS^SS8SSSSSgS; 


ggsg§§3i!§si§§     gSg§S§§§§§§S§ 


io»tfa:4qoi4^»Nr«oakaoQe 
)iMt>>oe*0'^akM»o»*^«^>^o 

i*<NOo»ooaiooodt<i^Okeqaoi«^ 


t^  r^  o  <-«  00  >o  Ok  r>  00  <o  ^  09  le    e4oo«oo*^coi4ao«D«DAe« 

>o^>Q^<^oaorN>io<o*oc<)M)    QQ>C9'^t^a»ot^««D«bodoo 
^w^w^w^r^wm  M c« ei c« ^ >i4 e(  1-4 S  >H  1-4 St ^ 


Rsssssasssaas     agSss|Si|sgs§§ 


■a  lo  ^  <o  QQ  00  go  to  e   ^ 
coeoeoeo>^ooot<»«S3>OG<aeo 


^ss 


coco 


M^o«e6ot*iot^t«oa 


c«e«e«i 


iO«^ 


«D  tCoe  00  «D  «o  lO  lO  Weo  C'^'ei 


8SSi8S8a832SaS 


i 
e 


o^C4eo'«*ot0t^ooa< 


•         ■>■•• 


s§ 


o«He>«eQ<4*t4<Dt^oo« 

a»Sa>akaa»a»Sa»! 


Division  of  Communicable  Diseases 


63 


•    ■••■•••• 


§§§§§§§3§§^ss 


s9SRSgssaa      §§i||§|§S§SliS 


§g|SS§iiS§S3§    i§i!§8S§§i§is§      5i§iiiS§S§i§g 


)oa»ooao»« 


«  ^  »i<  •^  •i*  •*  w< 


•oekAO»aeokaoaO'4<<4*eor»*4 
i<»aoaftaiaooQa»r«OQoo*^e«ao 


ssa^ssi^as     Ss§iss§igg§s3 


iailSi§Sa§SSS    §S§l§§iiil§a§       P.p.iSP.S.qlll 

«  «0  «0  «  «>  «0  «0  «0  «  «D  «D  lO  lO 


§s§ii§9§isisi 


i^a» 


c«o*o«or* 


iOiOo»>or^ao 


04  dS  a  r>>  K.  ^  ^  lO  t^  e«  «H  o» »« 


•     ■••■••••■■ 


C«  ^  t^  69  CO  «0  Ok  < 

Ok  CO  t«  C4  00  00  <o  < 


|t«>tf9aOieeo  rN> t>« o» 00 e^ >o ^ MS e<« ^  «o r« < 

I  "4  e>«  e^  ?4  <«•  •4aot«^odr>^QOt>ilrNlt>^ao«HC«< 


u3aoio«4t«*iiot^oaot«o»' 


CO  04  CO  Ct  f^  *H  *H  ^4  v^  IM         v^v^ 


iSSSSiilSiiSI    IHaSg^gggi^n      |a§3i3§|§|g3s 


)>o<Dco«o>o«o«^e<9 


corv^ookcosDciM^oo'Ote 
^t^w5oo4e>9>ooioploo'^ 

O  51  ?H  "P  00 1<^  00  to  »H  UJ  O  5««^lO 


liillglSaS       §3ii§§§gi§Sii 


T^  ^^  ^  •>H  ^         9V  Ci  PQ  CO  OQ  Vi  CO  CQ  P3  CQ  Pi  C^  94  M 


i 


■        ••••■•••a         ■ 


5 


GO 


it 


Ov-^o^eo^fitocor^Qoak' 

Ot  Ok  Ok  A  Ok  Ok  Ok  Ok  Ok  Ok  ( 


■         •••■•• 


■         •         • 


lO-^o^eo^iOeoroaOOki 

lOkakOkOkOkakOkOkakOki 


iO>HMC9^x><Ol^a0  3k  3 
lOkOkOtOkOkSkOkSkSkOk  9» 


64 


State  Depabtmbnt  of  Health 


I 


o 

o 

i 

►* 
A 


o 

;z5 


g^ 


00 

■8  S  e 

o 


00 

CO 

P 


A 

'A 

P 

91 
o 

O 


I 

o 

91 


o 

o 

B 


e 

^ 


I 


J 


3fi 


us 


I 


8| 


1 


I 


I! 


I 


I 


I 


I 


5 

IS 


1 


^<-4«0edeec4O^'aoa»eoeoe4 

C9  M  fii^  fii^  •>«  th  v4  fii^  th       v4 


iSsSSiiiiSSSs 


g|Si§i§§l§§sS 


00  <-4  lA  la  9  Ok  iQ  00  «^  t<»  00  00  iQ 


CO  th«d  CO  eo 

r^  Oi  *^  00  r^  —  . -_      -^  - 

^t»ooaoococ^<^0>o«o*4 


009  U9 


^^Me>4ooSoo^H3 


00  ^  r^  M  ^  00  <-4 
^  (D  «-4  r>^  00  o>  <> 


oeoo^ooo 
^a»t^oe4t>^ 


ie4U9coeo-^9ic4^eo^'^<o 


e>4OOt^ooo^7e<o>^0eo 


Sf9 'O  ^  QO  «  moo  _ 


^e«o*ooo>otooio*-«c<ou9 
ei9'«^d^'^oboda»aoc4eoo 

«4  v4  vH  •>«  rH  r^  ^H         tH 


lOco^^eicaeopo-io^fiO*-! 
•  S(OC4QOt^o6g>S9^^i^ 


Sgig|§§l§§gii 


aocoaow»Q2««e9900SS9ra 
2^Sao«Seoao2>^oo«a5^ 


S 


iO«^eseo^tO(Or»aoabi 

iAO>OA90>9asOAAO< 


DiVISIOlT   OF   CoMMUKIOABLi:   DISEASES 


65 


oo 


3 


m 

I 


I 

a 

s 
t 

6 

a 

o 
% 

&  eg 


I 


o 


I 


H   £S 


n 


o 


00 

-< 


S 

A 


O 


I 


•& 


I 


1 


I 


S 


sjspjgiSssig  §psi2i5S2S2i  mmm 


M^^iiico090oeoe«e«e«fH^        eoeoeoeoeoctevM*^^^ 


f^4 

CO  K  00  00  «0  (O  >0  lO  ^ 


S2§SSiS§S2SsS  3SiSI3SS88«'S  g|5SS5Sli 


li§a§§S§§§33s  Si§§s|§3§&asa  §§§gs§^|| 


Sigill§§§§§|§  IISils§§§g§l§  §§ii§gg§§ 


§si§iiais§iig  §si§§g§§ii§§§  mmm 


%%mn%^%BB  %usB%mmi  m%%%%3% 


mmnmm  mnm^^H^^  ss^ssssi 


SSSaaaSlsSsas  sssasssssssss  2s|a|g§g| 


•SSs^gSaSSSSs  giSSSSSRsssas  asgisusg 


Ssill§SISaS3|   St:§8S55S3$S2S8   g|g|i|||| 


sgilsSSSisa^S  §SSS:S!8S8898aa  §i§|§3i|| 


isgiS2SS|2S8S   §$|22SRSSSa8S   2S|§S§|5= 


8 


isi2|S|||88aK     2|S2|g8SSa8S!S     52|52||§| 


1 


s 


^22222222222   >.88SSSoSSSSSSSS    .SSSSSSSSS 


I' 


66 


State  Department  op  Health 


I 


H 
H 

I 


►* 
H 


(9 


«    O 

H   S 

o 

►* 
n 

I 


5 


o 


CO 


9 

< 

p 

o 

O 

o 


I 


p 


g 

z 


t 

O 


I 


a 


^  ^U)  <DU3  us  iO  us  to  (OUS^O 


F^  ^H  wH  i-<  rH  ^  wH  li^  li^  li^        ^4i>4 


.W300 


t^QQ^oociOOioi^^coKco        eooeieo<-4io^So9«p<-io>o 


to< 


t»opi^eocicoeoeo5it  „  - 

S»oi^o»^»-<oa»He9aes^ 


ICOCQiOCOCO^CQCOtOCOaO^ 


1-1  <<fi  C9  CO  «D  ^  ^  04  CO  Q  M  Cf  e<( 

06  <o  <o  e  r^  a»c^  ^  «o  ^  iS  io 


iO  to  CO  CO 


Sob^iot«<-i(OQt<.ot«toc«        ^rs.e:3^^toQQQQi-4Q<-4( 
i-4e«eo^c4C<ie4c)coco&9io^        «cooa»t^t«Q5t^*oeiOi 


»iO 


tO'fOOO 

eoe4<-i 


3 


St^ooooe3toc9( 

^«N  cow  CO  oil 


I  Ok  CD  CO -H 

iracofo^ 


coa»o>-<    -^cp 


coi 


9  CO '^  O  Oft  00 


It* 

too 


B 


•ocoto 


gQcOC9CDC4Qi-iOC4^iOtOfiO 


C0^Ot^«Q 


I  CO  CO  ^  CQ  CO  t*  t* 


^coMc«toot«^oao>H^o 
oDQOcoto<-«<-4Cocoroa»co9^ 

6itOiO<-iMC0»<»<0>O<->C4CIC) 


lO^tHCO      M 

S 


oO(Oc<4aooAO>cooco-4or»<o 

WN^^COCOCOW^^^COt- 


>ocoes«^^aoeor»e4( 


»iNeoi-4< 
THaoo* 


S  Qcococ*40>cooa»o>aQ^a)co  co^^io^or^oiacjonio 
7\  tooOQ0r>.^Q^io»OQ«»H  t*0Q!T9^l>$9*9Se4!S!^^ 
M      oco^raco^racoco^^ocD        •ocioNci^iococO'-i^^ra 


iCtr 


)Ot«tO 


THQOOCOQiOOOtOOiOCDC^aO 

^w^^to^eo-^^to^oot* 


acoooQootOf3«-ir^»^o6r~ 
oor^ococo^toetooo* 


\U 


itoa»Q 

iC4«tO 


ooo>"^r>.cooo©QWi-icoc«t^ 
^^■^-^lO-^io^Mtoeor^iO 


i^co^c4iMa>c«co*o^ooa)aa 

S<-iQoa^^^coaoootec« 
<o  u$  CO  esi  <^  o  to  ^  i-i  So  M  c« 


t«o^ao 


i-iQ^c^oootoocototot^Si        cocD^»oa)C4coiooiat«h.ci 

iooDQQra^<-<icpa}coo5a)OQ        ooc4*^raio^^eot^o^oia» 

^^>OOt»*OtOtOtOCO'^000  coatOCg^CptO^iOTHOCO'^ 


toOOOip 
O)  A  OOt 


ooos^o^NcO'f  »oceh-ooo>o  i-oo»0'^NCO^«ocoi<»oo»p 

■•J  p  O  "^  "^  ^^  ^^  ^^  ""•  "^  ^^  "^  »^  ^  O  p  p  ^^  ^H  »ii<  rH  ^^  ^^  ^^  ^^  w^  "^  01 

■*f  rH  i>4  ^H  rH  1-4  rH  1-4  1^  rH  ^^  f>H  1-1  ^^  "^     ,ii^  »H  i-<  rH  wiN  ^H  i-<  i^  »H -^  i-<  F^ -^ 

CO  ^ 

5  55 


Division  of  Communicable  Diseases 


67 


ioq3rai-4^^CQQnG0nK.Q 


eoco*oaor»aoa»«-ie«»Hooaft 


ss3§ss!9g^;;sss^::?s 


QO  «S  C9  00  «p  ^4  ^  Q  fi  r«  cp  CO 


^^  »H  d  ^4  fM  »H  »H  »H  rH  rH   i-li^ 


I C9  e«  04  fi  ^' c«  e<i  ^  ^  fi  e«  CO 


^SSS^SSSPSS  ^:S::^o^9S8^!oSSS     SSS^^SSSS^S^l 

'^.°**1<^.®^.*^.'4^^  555«oS35SSaSSSS      a5f:oS83*5iSgl 


"HesesM" 


iM^ 


t-i  1.4  ^  ?^  $$  e<l  CO  eS  ^  95  d  9  CO 


IS.§l§3lpip.i        i§gilg§iiii§§    i§Si|g§S^$SgS 


c«< 


5ipiSpiSa|g        §25§|g8|||a8|    SilSliSSsSiSi 


e«M«. 


gii|iipsps5      iiisssisiiiis  seiissi§i5§Bi 


^esww' 


Ni-<e«i 


CI 


e9<:^^i^coiQaaMCif-itpcie 
oo>o«3^>oao<^h>f-ir^<oe40 


Ed 


i^tQooo>HS5'-i4*ioabS)r<> 
leo^ooi^cot^acooSoo 


coci^t^aoaft 


icO>»09CO 
^  ^  C4  CI  ^  fi  *H  Ol  fi  iH  f-i  ^  fi^  p^ 


SI 


cor^< 

(OCI( 


»0»^>OCI«00*Ht-i 

ioa>aaocie9coci 


^ClCICICICti 


aoaoocooA^^ioroaaixco 

Q  ^  00  00  S  9  ^  ^  t^  <D  9  CO  ^ 

w  ^^r- 35  5  So  o  o»  t*  •©  ^ -^ 

M  CI  C«  •-•  ^  »H  »^  CI  ^^  .-•  CI  ct 


)Cicoa»rs.( 
SSSSooSl 


<-4eicocii-ici'-ici»Hi-4»iN^P4 


O  CI  CO  d  CI  d  ri  CI  d  04 -H 1^  ^ 


^SS^^S^ss^p^S  S^SSt:::9S^S3^S^»     S3:SSSSSSgSSS;(S 

®®®'i^*.^.**'".«-i<»  d3i§8^3«§88®SS      SrSltSSaSSSSSSS 


cicidcii-(*Hdi-i'HTHi-id<-i 


^  »H  CI  d  CI  fi  fi  diHi-TiH  •><•-« 


^<soor«t<.  ^  1-1  ic  iQ  ^d '«  ^ 

25sS8,28SSpiS5 

c«c«ci»H.-«eiciiMcii-«»-ro4ci 


« 

•3' 

a 


»0'-ic«co^>o<0h>oooao 


tfi5S'S"5'^c^c3ocioci 
I  <<fi  ^  CO  us  ix  ix  t«  S  oa  00 1^  K 


Is 

I 


ddnoo«oobcDOiod3 

FH  d  CI  CId'ci  ^M 1-4CI  iHW 


oo^-icico^iocot^aooip     bC 

Q  r^  o^  1^  *H  fiii  *^  (^  w^  li^  vH  d  Oc 

fH  fH  wH  wi*  li^  1-i  »^  1-i  1-i  1-i  li^  1^      '^  , 

o 

2 


lOF^dCO^uscOlxaooo 

>f-1ii4«H<-l*-lf^f^l-4fiiitHd 

too}Okatoo)o>o)OftO)Oi 


68 


State  Dbpastmbnt  op  Hbat.th 


I 
§ 


I 
a 

I 

o 


"3 

§ 


I 


i  00 

9.  ^ 

00  K 

E  « 

A 


9 


3 

P 

i 

O 

91 


I 


o 


9 

< 


a 


^ 

A 
-< 


Si 


a 


Oft  9  S  to  '^'^•^o  «» '  ^f* 

s  a  ss  s  2  2  s  a  ss  a  s  e2  a 


iSili^SSSg^ii      Bi^SliSiSigSS    §ll§ll 


e«c4C4C9e«c«e<«e>icii-4fMOM 


COM' 


wif^    ^rH    e^    f* 


M 


e<«c9C«c«C9C9e<»c«e4C«F4C4e>9 


«ooo^«eoioo»^aaeoooo 
e«e«Ne<i"ci'Nc«e«Ni-*»-r^»H 


It* 

too 


CO»»<Qt<-OiO 


1-4  eo  CO  CO  c«  cv  CI  e<«  e^  C4  C4  C4  f-r 


^  00  ^  9  ^ -H  >0  Ok  M  lO  Q  t»  CO 

e«  «o  <0  to  <o  Oft  ^  r<«  u5  «  ooo  Oft 
C9e4cic9cioie4e>4e>ic«<4c9pH 


SQ00ft!^^t«i-4^^oto»H95 
r*tO0O«OiOOftOOMrO|xO4TO 

09  04  04  09  01  cic4*c9«0C4C9e«i'e<« 


eoi^C4o5^>r«^t«c9C^'so5t«  (OOftnooOfto 

,1      ,H>Hi-iF-tCOOI^      CO  ,^,-n-*»-i^i-i 

aQ>OQCOsao*5QQa00^92t!  Sfixl^^t* 

^Oftooratoc^cii'Heloooe^  o5e«e#<^i-4-^ 


Oj  (-laoaio  «D^  9<P -^t- 9«o 
Oft«o^>oo<Dt«ooa»coeoo9oi 
i-4oi"eoeoeoo4oi"c4e«oi'oioi"o« 


eooi>9coo9<pcoQaocD^9^ 

Q0l«D'HTHa00ftp*Ht«t«O9 
OO'^OOOOOOCO^^OftWOO 

eooiVco^^eowtsTiooftofiC 


SftS^SS^S; 

•      •      »       k      »      » 

IO^<0<0  t«<D 


«oaa^o*4coo4Qoi>.aoftoa 
v-i^cpt^Ofti-iraiOQaftdr^io 

C4eoeoo«09eoo«eoeooio<roioi 


1-4  CO  >o  CO  !«i  >o  r^  04  CO  t^  «^  o  00 
f4  o  S  5  9  ra  <<fi  >o  to  00  oo  «>  >* 
Vo^coVcoiocooiiCVooiM^ 


>ot«t^oftr»coo|r:«aft>ocot«Q 

c^o^04  3«-ih>co^oo4e4esi 

C4eO'*C004COo{cOCOC0  04oi'of 


§eoiO(oeea» 
eoAt^tooo 
coMtococoiQcOfH«ocor»^eo        oo^ooe«t<^<« 


eoco>o<-i( 
»Haft«oO( 


»oigoaQt«coio 

)  to  9  Oft  CO  ^^  Oft 


>oio^rHeo^o>co*H^  rHoo^or^i^QQOftQsococot^ 

iSoioe^ixaOcooebto  o^-<4i0ftc4t^o«^<-4Ot<-^ 


•-(  O)  CO  CO  0«  M  04  01 04  04  0«  f-t  f-t 


C0O9U3OI04>OC0iHiQe0^      CO 


CO  CO  Q  A  Oft  9 

Ofte4ioow»H 

^oi^otVoi" 


§9(OOQt->9000U3t«<-4iOQ 
ra»HMo;«or«ix'Ha50t«a 
t««o>o»<»^oto5eooft« 

1-4  wof 00090404 0104 0909  ^^ 


So»-iujr5«r>ii-i03eooe4  oo 

natOOQO^^I^OftQOI^  0Q4 

^OS>*^^0bC4fH^4iQi-4  cot 

e409iO0904^e4«-<>O04C0      CO 


CO  04  00 1-104  04 


V 

♦* 

ol 

;5;go»o»Hwco^iocot»ooo>o 

Q>OOftOftO>00>030)OftO>0>0>0> 


•    •    •    • 


'6 


>O<-lC4C0 


.43' 

a 


«a090<-*0(|CO^Ud«Ot<-XO)0 ^ 

40ft90ft0ftO»O>a)O>0ftOftOft0ft0ft      MOftOftOftOftOftOft 

2^  vH  rH  v4  iH  ^H  fH  rH  iH  (.^  ^H  (.^  Pi4  vH        "^     »H  »•«  ^4  ^H  »^  1^ 

o 

2 


2Sv ' 


DiyisiON  OF  Communicable  Diseases 


69 


Ok  00  Q -4  12  OS  ( 


aDMQ0iO9^< 
09«Pr2h-$^< 

1^  00  00  (O  C9  CO  I 


)?HSSofioo 


^f^ 


«4t«ooaOio 

nC4C4       CO 


Se«  o  00  iQ  lO  r«  ej  t«  Q  111  o  00 


h-CO 


53><5^O)C|i-i<0^d  AOC«IOQbr«>K0000 


.-•  «      CO 


C«*OC4e>9^C4'^U3'-i>0      iO^ 


§§§§&§!    S§i$l§ll§^ll§      §3§i^gi§lilg|    Isaisliii 


f-l  CO  <^  iH d  <-(  r-l  CO       C«        fH09 


'•ft^cgtorigg 


ICO     CO     eOfH 


:88^' 


^e>«^oo«meo 


)  A  S  b*  04  uS  (O  CO  CO  o  >i9  cd  e« 


t>*oio^ciraiQno9^eooio        wsiQ  coco  coco  renin 


^ooa-^-^>or^        o»QOe9iQ>oQeQcou)io«Qr>i  a»«Dr*^9fi*9coe|QOOfte|eo        coooNa'^eost« 

MMvie^f-i^  ^«>^9u)iou5<oeou)^M>iS  ^eoMC^^e^coi-tiMete^^ra        iococoelemMi-4 


S>ot*Q-^»oo       •o»neoo«D5;coQco^o>go  25S65!3I3C£225r*SSfc: 

«*^«^^  «OC5o60»Ha^C|00»CO^»H  NC0M»n^«CO^»-i"^"^NW 


00 


^Isliii 


^4C9*ni-t 


«D  ^  1^  01^  00  04  »H  O  00  e^  ^ 

f4ciwe4cococ4V«ocoV'^^ 


^C4«0«OM^-H 
O  vCOCOOOOOO 

W«r»eoW^»-<     ^ 


lOO-^iO^      CO 


S>ocoKe4*049t««Deoio 

tooocotctCaoooaaahTmaa 


03 
S     00 


•^SfJS! 


^^>00cO( 


SSSSoeS^iO^So 


Stoooo*        i^cooo-4it««ooob>e^t«Hco    m     oo«Dt*iot«ciQ(oa»cor«Qco        Ar«  ^90^1090909 
Mis.e^        r^e4S>QS«Hb,^S>-iSK^  t^coejooe^oaoNiKK^St*        co>jcb4cb-^oc»a> 

r^ioo»a        t«o^coo«ii-40omSb«9oo    h    i>-aao9i-4cot<-K(OioooubSK        i^cot«oo<D04t*coi^ 


o>i^oo»H^ooe4-H^'^neo«-i 


cO"404e4»n^^*H»H 


SI: 


•^t^^^o    o 


e400)Ocb<Doocor«^ooOMS 
i-^r^oJoot-Job^o-HaW^eio 


Q    «}fl(o«^0)S>MO$<or«4co        t«59 
2    (0'^^cor«r«ooi^<otot^OK        t»mo 


8^04 

iior«ab 


01  »-<  09  01  iM  •-«  iM  iH 


•ooo^-««>-<        i-ir^RiQcih-aooiooQn^S)  ^^oocointsOpS'-i-^i^QQa        ^o<oaoliQK>aa!«) 


eoioeoeoto     <o        ci(oco(ooaa(0<oot«co<-«o 


^*HC0mC4iH^fH 


SHSaoaO'<«>-ii^        ^'t^^  .^i^.'l  .^"l^H 
e404i-4i-^^    tT        tC^o^cot>riocot^>Qoo     ^ 


>«oa»>-<«pa»OiO|( 


i-IQO^COlQ 


r«Q0>He9 
eooQuS 


eOfHe4C4^^i-i^ 


-4«^fM     ^     r- 


(S2o9ScoSS9>-<oa(eooi 


t.nt^( 


!3 


iO-<4icot*r^o» 


i0^a^^«D^e4(Ocor»    o 


ioor" 

t«C0  01( 


»(or<--Hh.oia(poi        o4i>^iecou3N' 

)*Hi-4aao9t*iOXqp         f-i<Qn9>nQU3< 
i»«t*coe0QOKio9S        ioSolr«'H3Soi( 


09^041 


.^'io«D»o'o6a»e    ^eoa'd^'o9'co-«'u»<c>r<«'ooaid 

^14  vH  ^H  »4  ^  *^  04      flQQO*^'^*^'^*^*^'^ '^•^'^W 

otobttoiOkttQ     «>  obovOftO  ot  Oft  oo>Oft  OS  099 


:  :  :  :  :  q  : 


a 


$O-HC4e0<<«i>0(0t»a00»O   !;i 

9^  1^  r-^  r^  v^  r-^  r-^  r^  w^  t^  r^  r^       '^    i 


5a 
I- 

I 


I O  01 04  CO  ^  10  CO 

)  1.4  *H  >H  1-4  »H  *H  >H 

)  Ct  OS  0>  O)  O  O)  ot 


70 


State  Department  of  Health 


§ 

O 

O 


8 


I 


►< 
H 


M 

PS 

o 

>-, 

S   B   I 

I    I  > 

U    PS  ch 

r 

n 

13 

m 

S 

H 

(< 

CO 

? 

H 
00 


A 

-< 

Si; 


3 

o 


& 

o 
Pi* 


5 

o 


g 
^ 


O 


(1^ 


9 

< 


& 


a 

s 


^i>»  25  5  K  ?|  S  a>  O  el  o  o  ^ 

«^^«  ocii-<5DoetJooio»HiooN»o 

0»2t{s^  OeooQiQeo^C3iQiOQ99^ 

erai^ci  QO>df-iio9co«^onQOioo 

•^  "H  e>i  N  »^  rH  ^  ^  ^  rH  »H     ^e* 

l&SS!^  9S£l»9Wfit5ioci«^Q«co 

rSS9^  >49i^t>Q«D'tffooeooN5i^(p 

loeieico  «5cDeiSooe^QOr>i'-^u»SS 


t-4l-4f>HF4  Oft 


3SS$ 


C0( 


582*! 


CO^to^iOeQ*HCDa>U3»HU300 

oixSkixSoo 


efr>^^25 


)CD>OiO^- 


iOcoSi^ 


SooocDO<Dr^eoa»i^«-f 
ao9ooiocoo^So«t»( 


00 
C9 


OiMe>l<^f^>H*HrH 


00  us  55  CO 


toCO'HeQ'Hr^aoQ'Htook^ra 


^  M  ^  ^  CI  CI  CI  C«  I 


10  0)0)04 
t«U3  iO<0 


t-4r^rH^oope>ocoaDC4^co<N 

^^^t>«t<*Cl^^^^C004^ 

wc4^eocic«cici^oi»HPHi-« 


01 

cocd<o 


CDO« 


»>s 


S'^r^3«e5^«Siotowo«Q»S 
f-ieQ>^<-4tN.Soiu5M^ioio 

lO  00  >o  ^C9  01  oici  «H  CI  ^1-4  >H 


■^ 

?i§i 

00 1^  >o  oa  *4  CO  r^  01  e 

1-4  ph  ^  m  iQ  CO  ^  lO  C 
O  lO  i5  00  ra  ^  »H  00  0 

a«p«K 
botoo 

5|eo 

En 

eod^coMciM'H.. 

HrHi-(f 

HvH 

• 

i 

OOOOt^ 
iOiOU3« 

aoSS5^;Soicoo6S 

O'feoc 

11 

•-» 

codeoeo-Hw-H-^i- 

-Ip-I*Hf 

Mr-t 

"2 

■8 


^  A0ftO>0>       0) ' 

«  a 


•  OrHOico^iocDr^oookO 

lfH^HFH»H»i^»iNrH»^FHFH^ 

>00)0>0>AOO>0>AAa> 


a 
o 

o 
o 

O 

z 

8 


**  ^ 

a 

-i^ 


t-iOi0Q0M500t»ab(0«D 
lO  lO  aO  tC«0  O  C«  O  lO  CO 


CI" 


*oeoi^Sts> 


I 


a»aO'Ht«^eo-HOio 
Cip^tonMeoSo 
eoS'4<cOi9oieoa»^ 


•^ciodooptv-Horo 

cietGOC^io^^eooao 


><D-«( 


^aaooo90ikQ^>M«o 

1-lAQ^aQQCD^r^t* 


0»04oo^ao<->«5K)*-«eo 
^i0^a»^0^>Heo«H 


o>XMcp^aoo^( 
coogQ«^5^r«( 
ioiora<-4^oe«eo( 


^Q0^Oa»i0^h.0»t0 

r«t^ci:fcoa»«^ioio 

^udeodb^ixrHdrHOO 


•vreooejcii 

•-4^1-1  0»H( 

io^^aa(0( 


is? 


cow3co(OOb«r«oe«ao 


SQCIQt^OI«000«CI 
00fiOu3CIQiOI»(OO|iO 
CQ  ix  ^  00  uS  oa  e  ^  01  i-i 


iO<-40ieo^iO<o>*aooaO 
lOkooaoaotoaoiooaoaoa 


Division  op  Communicable  Diseases 


71 


eec9coeo«>*iOio<-it. 


TH  t*  ( 

OcO( 


A  »  •»     » 


■  aoc9^u5Saftts>oou3gk 


- 1«  ^00  « -H  3  o5  ^  eq  »« 


e9  iHcicox  r^o^  i-i  I 


»C9aioe90Qeoc40< 


vHt-^ei*^     1-4 


CI  Ol  04  CO  00  S  h>  ^  1^  CO 


«ob- o  to  9  C4  ra  KS  r*  O 


rHF^d^^         fM 


Sw< 


Q  00  C0 1«  •-•  t^  b- e>i 
^eowdco<D"^^co     CO 


iH^drHC^       ^ 


I  coo 


t«  to  00  ^  o  00  ■«  o  e<i  w5 
fM*HfMfiiie4     ^4 


cocosoioaor»cicD<D 
^oiroe4'9a>Hoo     o 


r290h>^QOt»tot»w 

C9  o  CO  t- o  oa  CO  ix  K  00 


lM-H^>HC4    M 


04  CO  ej  OQ  O  CO  CO  «Q  >H  to 

eotoCP>QOniQaooi-4 

^  v-t  C4  e«  ^  MS  fi  t*      00 


eo^r^a<-iocoo»«pao 

tOtoiO  9  ^  C«  j  ^  O  C4 

tot«O00OC0  900ncD 


tor^oppotQc^^ootD 
>eoaoo»$l<-«oe<4e«i-<f*^ 

■COv-irH^ieO^^OO       00 


•       •       • 

«       •       ■ 


»  »  ak  » 

»H       »-i      d       •-» 


iJ 


.0  00'^*^*Hi^i>4r^t-4  v^fi^i-^^       QQ  p  P  >H  «H  1-4  rH  >H  *H  *H  *H  rH  1-4  < 


)0<-icico^iocor^ooas 

^^  ^_  -      -  _.  ^  »H  »H  1-4  ^H  »H  »H  »H  wH  rH  1-4  i__ 

MQwOtOiOOOftO&O  AOOkO>       mObOObOOObOOtAODO  AOk 

»i^  »H  ^  ^^  "H  t-^  »-<  F^  ^  »^  "^  ^4  »-<  £•  (^  **<  *^  "4  *^  •*<  **<  ^  **<  **<  ^^  **<  •^ 

2 


I 


72 


State  Depabtmbnt  of  Health 


o 

o 


PS 

o 


8 

PS 

m 

Eg 


51 
I 

I 


(J 


-< 
H 

Q 


p 

9 


^ 


OQ 


S 


e 


»)vqtwa 


a-'ssa  s-»5^«»  s  :-»3 


'<<(^eoeo 


QO^^*HM 


9f «1  98*3 


S^SSS  S^SiS  ss3S|§9  S2s§i?  «sl^5i 


a»w  ^i!m«j  ewo 


i^^OOMS       Oki-taOtwiO       O     '9^—     •       COO-H 


•tl^WQ 


u»0 

3 


^C4  CO  04 


-^c«or^eo 


'33 


e«aot«eo 


»0»«M'*  .^ 


sano 


gsgss  ggisjjsai  sj^sjs  :8«5is  ^ss^ss 


CO 


9?tjq»wa 


^^iJSSm    '^**^'****    t>.oi«^oo  ;    2^^S3  :    •S2S*' 


9YU9nQ 


r«>e»iO>99»     Okv^oop^H      e>9c*«-i<dr«     t^i»«o*Q 

^s^sSs^  ssiis;  issa*^  :3»i§s 


9VU  ^mv  w»0 


flq^WQ 


00  00  O  0 


<0^»He« 


MBBQ 


Si 

M9l 


9^«j!i»«aa 


c«i«to>^e>i     oe 


eot^<HkO<o      t»t^e9oe 


8)«19e«Q 


S^gSS    $$^gg    SS^SSog    33SS 


9%v  XtH«»«|  •WO 


a»aoioi»ai     oo 

•       ■       •       •       •  ■ 

COM  kH 


8q)«3Q 


S3BH0 


»»wii»t»a 


eocttov^vH     00 


CO 

■ 

00 


•o     coe«     c>4t«-<4i»^ 


•-«eo>^akC«      ooeotoev 


SS|2§  |S5S§  |3§ 


00  vH       vH 


•Ov^iOOO 

■         •         ■         • 

0oe9M 


>O09th 


IS^^S 


CO  to 


031  00  00  9* 
^00  CO 


««o 


cieo 


CO 


SS^^B 


<oe«    ••oeo 


9VU9B90 


iSSSi  S§^S§   sisiS   ss^ss   issss 


afw  ^mv  w»0 


•q»wa 


o»c«e«oo     to^    -loe*     <-4    •oo<-4t«     ■<4ir>>«ooo 


ooeoo 


ooeoot«>*4     *ont 


coo     M 


vHrH         ^404 


'^aiQ     v-tco^eo 


-s 


eO"* 


M 


■«e<« 


•Oeo 


c«< 


WWQ 


2S$9::j^     a!S^*S^     •^•^ent^to     oeo«eco^     t<>^^Qt» 


9;«jTnwa 


ooaotov-iio     to>o    'lOO     toMMOoo     t*t*iO'^    ■     M9-^    ••oeo 


O^VJMVO 


sss^^^ts  ^S3SSS  ^ssss^^S  9S;;SS~   ^zi'^^n 


(n«j  XiH»»»J  w«0 


MOO^OkiO       iOO 


«n»a 


«oeot«THO      r^eo 


000     o*^eo'««H     000^0 


•09     Qt«eoeo<-4     U9 

04  cl  1-1.-4       fl 


e^'*!*     e4<^C40«H     coeoM^ 


'S' 


eo-^ 


eooi 


COi>4 


00  Ok 


«•-< 


wwo 


Jg88J=g    SgS«"5:    2SSS*    SSag-^    g|51l'^2S 


o 


ilii 


I 


9 


Division  of  Communioablb  Dibbases 


IS 


SS£St:S     S^S^^o     MOitoeao     m« 


gS$S^  S3S$:3  5ssas  t:s< 


eoeo«oiQ«o     «-«M»oo«oio     ao»^^t<»e«     c«« 


".^••as 


OOMl 


«    o< 


H  9sSg3  sKSsg  as 


n   •     r*»HO   •»•     lofro 


ss 


If 


§ 


^■^     »* 


*o«OQOO»M     e»iOfr«-«ao     <oa»e«aec<»     e«M» 


M     eoe<9e»^ 


00  (^ 


S<B«D£!S       (OCOCOMI^       «^aOOit*       f^t« 


M       0O<O  (0<0 


eo*^^ 


s   «- 


i^s^S  g:3S:s:s3  S:3SS3  $§ 


e« 


S    3333S    S'^Sgg    $S 


Si  3 


IS 


iiOiOaOOO       «e^00t«00       M     -I^MO       eoto^ 


^     iO«o    '^^-i     t«c«r*Mi 


§ISi2  2§g§§  s^iig  g§||s§  ssgsg  iss^g  §3  IS  § 


c4^r^>OM     v^iooo^t*     CO 


CI  ^4F^  V4  V4 


iO  M»  eo     1^  "^  00 


ao>Ha»     aou9i-t 


«H         ^l<« 


CO     e«e«io     M     «^ 


^^     to^^eo*^ 


8 


OOM 
MOO 


is 


SaSSi  gssss  ssiss  Sgaas  gsaas  assgs  ga  |§  g 


t»c4»^t«e«     o*-ie<« 


<^r» 


M 


::  n 


M 


eo     ^4U9 


eon    -ciffo     eo 


■o^ 


5225S  iiiSS  §SisS  i5§a§s  agssg  sssjgs  9a  asig 


OiOio«0«     eo«<<(0 

.«tTH      thw     eoeo 


S-"-*-*    S' 


>C9 


eo 

11.8 
1.8 

eo 

^ 

o 

S«  :  : 

e>i     «^« 


tvffO 

>^ao 


w-i 


e«eo     r« 


e«co 


04 


^M       ^ 


§S  3 


§3§g§  gS|$SS  SSSSg  gS!:!:S  !S|9SS  3S3SS  SS 


ao«o 


'<l*t»M   MOk  'to 


^•OOO 


c«Qoa»  r« 


eoeo 


§§§3§  iiSgg  §S§I§  §§!§§  §l§i§  S-l8§  21  is  g 


»H         ei 


^     « 


-^  0»»H        »H 


•        ■•••  •■■(■ 


8— »SS    SI 


•^leoco 


SS 


«0U9<0       cot* 


^eoe«     »HO 


■«coio 

•       ■       • 


v4i0^4 


•       •        • 


eo 


00  TH 


I 


[IS 


i 


§§§§§  §§gis  «si§|   §§S|S  gg§3&  3SS§§  |SIS 


S9; 


I 


^^00     oroio 


SS 


e<««ecoc4e9     •^eo    -^-^     r^oo  I  toe^ 


SI 


sa'-ss  5sssg  So*S3S  S8s»5  sisssss  s*5sa  •^5111  si:: 


I 


s 


t^eo^«^a»     t«>o>Hvo«o     oi    •uao^     000*0    --^     ooocomso     ei    •    'thoo     ook  1  a»e«     <^ 


*<•  eo  •>•!**  00     t«o^Ma»     lo 


»<.eeof!M 


S^SS< 


*2$»  s'-a 


•*  sg*s2  a 


g3-»    85,92 


2^1 


«.^^(«.^     oee>it«e«C9     ^ 


*OC4r^      <ooo^ 


00     Mi^T^eo*^     oo^ 


00*0     o<eo 


ISS 


8 


5S*S!SI    S2S*S    l:"^S5'^S    Sj:S«"'S    E:«2S2    S'^SSSo    ^*-\^\ 

_     I- 


I 


M 


liNilll 


S 


IIP    I 


i 


£<S«^  (S353(S  sSaE 


ii 


i 


ii  illl; 


8  9    cc  ^ 
_  „    ^ ►k-s     ftC 


ill 


74 


State  Depaetment  of  Health 


09 


O 

o 

I 

H  a 


00 


a 

n 

-< 

g 

an 

o 


sit! 


s 


i||3 


J 


a 

§ 

M 


I 


QQ 


M 

i. 


■Ml 


Si 


I 


is 


•          «                                              ■ 

■          1 

128S5S|8;5??'^::83SS::gS'^*2S2S5S:5^g2S2S3-''- 


e>ia» 


^4*Hi-l       tO*^       CO 


S' 


t«0)QOcoa»e^   •   •^<^aoc«oOi~i(-i 


^C9    •o^iM^iQe<iCi«pcoeo«DO'-ic«' 


oifHCO        eoc4  cQPi  1-1  ^  •»<  1-4 « •41  o  1-4  e<i 


QOiH^   •coon 


i-^S 


W^N 

PH 

cQi-ieoc«coi-ie«t«^ 


CO       »H  ^  ^4^^^^  .^  1^       ^^C4C0      M 


eo^^^»Hioo»oit««ooeoococopco^c«    •^co   •coi-iiQiOQoeococo»<.o   -^ 


Se4i^QQoeooo>ot«>QiQ^t^ioc9c9i-ipcoc400iQ>o^«-«^coQoaoi^Q>Qe>i*o 
e4COococoh.C4^iOeoco^»HOC4^9co     c^xcioi^^aoopraaaooQeoob 


CO   .   •   •  -t^     ;p   .  -55    •   -M 


CO 


9oo4w5r<-QO(X>oor^>o*^g^9?oo30   -^r«esc4«>c«i-4doeitonecpiOao 


coio^9o(ora^c<oo>ooh*r^>^raoe4 

CO         C^l-4f^<H  *Hf-lF4         ^^400         f^         1-4 


6)  00 -^  C0C4  CO  <0  S  r«  lO  04  So  9  93  o 


a»QcQi-i>oro(oe<i>oc«>Hi-io«r^cooro«co-<4it^^^Qr«oir^to^«Q^r^c090 
C4b.t^irOO     So     "*"*eooi     i-i«oro     w         ^     ^  co « oo  to  ^  u5  ix  •-• 


e* 


N  1-lfHO* 


•«a>or^a)Oo«aoaoi-io^^coa»a»09e^>o*-ioie>3oio»H^pakcoi4^a>A(0^ 


S 

Z 
P 


Division  of  Communicable 
6   S   I 


*''iS333E;"*'''3::;3^*S**"'S''" 


s^aaSSS  S  SSs   2  28SS 


76 


State  Depaetment  of  HbaIiTh 


i 


Jis 


3 

a 


9 


I 


I 

a 
< 


11 


Si 


ZaB 

CQ 


|s 


•c  a  2  ^ 


^•5 
^1 


o 


e>« 


^ 

;C4 

•^t*i-*    • 

p^ 

rH 

•HfH     'fHM 


e« 


e« 


»-<*-•« 


■  04   •   .eo   •   -eo   .« 


>Hi^CO 


W»^       C«OI^*^iH 


eocs coeo-H 

eo 


5Sfc?!r'!i?*co»oc»i?2o»M5«?ocog}»^t-coe»»Heoo-*oo^t^'^ooo^^ooOQO 

^•HtO^I-ceO  »H^  ilf^  ;0  fH  ViH  1^  ^  e^  tH  fi         « 


cteoaH   •»Hb>«i4;Df^oi 


W     -NCIi-i 


'«-•      ••H      •««      •      -i-J 


leo    •*-•    "*    •    -1-1 


OMco^Haco   ■    -co   •    •cv'Hoao    •    -co    •    'i-i 


M      -OiiH 


■M 


■^   •   -M 


C9C9 


3 

0 


s 


o  5 


3 

Islif! 


M^ 


CO 


ics«o 


>v  flS  d)  4) 


»-iN    •ci^^Wf-ieo 


o  0 


Division  of  Commcnh 

5  IS  IS 


S9"_i^&°*«-_§isi^^l-^ii« 


iiiiii^^^ 


DIVISION  OF  VENEREAL  DISEASES 


I7»] 
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Hermann  M-  Biggs,  M.  D.,  Commissioner  of  IleaUh,  Albany, 
N.  Y.: 

Sib. — As  Director  of  the  Division  of  Venereal  Diseases,  I  have 
the  honor  to  submit  the  following  report  of  the  activities  of  this 
Division  for  the  year  1920. 

Very  respectfully 

JOSEPH  S.  LAWRENCE 

Director 
A.  A.  Surgeon 
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FOREWORD 


The  Division  of  Venereal  Diseases  with  the  close  of  1920  completes  two  and 
one-half  years'  work,  and  the  following  pages  are  devoted  to  a  brief  review 
of  its  activities  during  that  period. 

A  comparison  of  this  report  with  previous -statements  by  th6  Division  will 
show  a  marked  increase  in  the  nimiber  of  patients  treated  at  the  clinics  and 
in  the  number  of  treatments  administered.  It  will  show  a  decrease  in  the 
number  of  pamphlets  distributed  and  a  decrease  in  the  attendance  at  lectures, 
but  an  increase  in  the  number  of  groups  addressed.  The  decreases  are 
natural  and  may  be  charged  in  part  to  the  change  in  public  conditions.  Our 
audiences  were  larger  in  19>\9  o^ving  to  the  psychology  of  the  times,  ior  it 
was  then  that  the  Federal  Government  was  arousing  interest  in  the  venereal 
diseases  by  its  frequent  reports  of  incapacitated  or  rejected  draftees;  also 
the  manner  of  presenting  the  discussion  of  venereal  diseases  was  new  and 
curiosity  attracted  many  people  to  attend  the  lectures.  The  distribution  of 
literature  largely  depended  upon  the  attendance  at  these  lectures.  The 
report  also  deals  with  the  orgajiization  of  community  work  and  an  early 
attempt  at  its  evaluation. 

[S2] 


INTRODUCTION 


On  January  1,  1020,  this  Division  entered  upon  the  latter  half  of  the 
second  year  of  its  activities.  With  its  scope  of  \px>rk  markedly  broadened 
and  its  staff  grown  rapidly  in  numbers,  the  bureau  was  designated  as  a 
division  and  the  title  of  the  chief  was  changed  to  director. 

The  original  objectives  were  to  interest  the  lay  public  in  the  eerioua  nature 
of  the  venereal  diseases,  their  prevalence  (the  extent  of  which  waa  only 
surmised  even  by  members  of  the  staff),  and  thedr  influence  upon  the  economic 
life  of  the  community;  to  spread  broadcast  the  hope  of  relief  offered  by 
scientific  treatment;  to  stimulate  the  medical  profession  to  make  use  of  the 
laboratory  when  diagnosing  a  venereal  disease;  and  to  employ  more  generally 
the  latest  methods  of  treatment,  particularly  the  admimstration  of  arsplie- 
nam>ine  in  the  treaitment  of  sypihilis;  and  to  develop  extra-clinic  service 
that  would  retain  the  interest  of  the  patient  for  a  satisfaxstory  therapeutic 
period. 

In  our  efforts  to  interest  the  lay  public,  lectures  by  skilled  physicians, 
both  male  and  female,  were  widiely  employed.  To  add  to  the  effecrtiveneas  of 
the  lectures,  films,  lantern  slides,  and  panel  exhibits  were  used  to  illustrate 
specific  points.  At  the  organization  of  the  work  five  pamphlets  were  pre- 
pared and  distributed.  iSiese  pamphlets  described  the  venereal  diseases, 
their  communicability,  diagnosis  and  treatment  and  were  addressed  to 
different  groups  of  the  public.  During  the  year  1920,  additional  pamphletn 
were  prepared.  One  aimed  to  instruct  the  public  in  the  normal  physiological 
conditions  and  functions  of  the  generative  organs;  others  directed  to  indi- 
viduals and  groups  emphasized  more  specifically  the  methods  of  avoiding  infec- 
tion and  those  calculated  to  diminish  the  spread  of  the  diseaRe.  The  field  of 
activities  was  extended  from  the  cities  and  factory  vicinities  into  the  rural 
districts.  Efforts  to  stimulate  the  medical  profession  were  concentrated  in 
addresses  to  medical  societies  and  in  the  distribution  of  a  selected  number  of 
case  histories  reprinted  from  those  published  by  Richard  Cabot  of  the  'Massa- 
chusetts General  Hospital. 

To  demonstrate  the  efficiency  of  the  newer  scientific  methods  of  treatment 
and  to  remove  from  the  community  the  infected  indigents  whose  capacity  for 
spreading  disease  is  very  generally  known,  public  clinics  or  dispensaries  (to 
be  known  hereafter  as  clinics)  were  established  in  all  of  the  large  cities  where 
health  authorities  had  not  already  done  so.  The  development  of  these  clinics 
emphasized  the  essential  need  of  extensive  and  effective  methods  of  continuing 
the  interest  of  the  patient  in  securing  a  cure,  which  of  necessity  requires  the 
long  continuance  of  the  patient's  visits  to  the  clinics  for  treatment  and 
observation.  The  reports  from  most  of  the  clinics  showed  that  the  physician 
and  nurse  in  the  clinic  needed  extra-clinic  assistance  to  maintain  the  interest 
of  the  patient  in  his  cure  and  as  an  experiment  the  Division  attempted  to 
supply  this  need  by  the  employment  of  social  workers  (more  correctly  named 
commundty  workers )  to  extend  the  contact  of  the  clinic  to  the  paitient's  home. 

Family  investigation  was  a  direct  result  of  this  extra-clinic  work.  Nurses 
were  attached  to  one  of  the  state  hospitals  to  make  investigations  of  the 
families  of  the  syphilitic  insane  inmates  and  when  possible  to  secure  medical 
examination  of  the  immediate  relatives.  Results  of  this  investigational  work 
were  so  encouraging  that  an  offer  of  as^stance  in  making  examinations  of 
their  inmates  was  extended  to  the  orphanapca  of  the  State.  Later  an  investi- 
gation was  undertaken  of  the  relatives  of  those  children  whose  blood  exami- 
nation indicated  possibility  of  congenital  syphilis.  This  line  of  work  will 
admit  of  much  further  development  in  the  future. 

Our  success  in  realizing  these  ambitions  will  be  described  more  in  detail  in 
the  following  pages. 

[83] 


84  State  Department  of  Heai^th 

Financial  Statement 

Funds  Available  for  Venereal  Disease  Work  in  New  York  State,  191S-1921 

State  BVderal 

July  1,  1918  —  June  30,  1919 $30,000  $99,090  8» 

July  1,  1919  —  June  80,  1920 45,000  107,794  18 

LAboratory     55 ,000  

July  1,  1920  —  June  30,  1921 46,790  54,137  84 

Laboratory     48 ,  600  

Total    1225,290  $261,022  91 


The  activities  of  the  Division  have  been  directed  along  four  principal  lines 
and  the  budgets  have  been  divided  to  meet  their  demands.  The  allotments 
were  made  in  such  proportion  as  it  was  estimated  they  would  be  needed.  For 
treatment  of  indigents  and  subsidizing  communities  in  their  efforts  to  estab- 
lish treatment  centers  fifty  per  cent  of  the  funds  have  been  set  aside.  For 
educational  and  repressive  purposes  respectively,  twenty  per  cent  was  devoted, 
while  approximately  ten  per  cent  was  expended  in  organizing  and  adminis- 
tering the  work. 

A  close  adherence  to  this  arbitrary  division  was  not  thought  advisable  as 
regards  the  amounts  for  education  and  repression.  It  was  apparent  that  there 
waa  considerable  need  for  the  education  of  the  public  on  the  serious  problem 
presented  by  the  venereal  diseases  before  any  active  cooperation  could  be 
expected  of  them  and  certainly  before  they  would  appreciate  the  importance 
of  inaugurating  and  enforcing  adequate  repressive  measures.  Probably  in 
the  near  future  it  may  be  found  expedient  to  reverse  this  inequality. 

The  full  extent  of  the  benefit  derived  by  the  State  from  these  budgets  is 
difficult  to  determine  but  when  it  is  noted  that  more  than  2,000,000  educational 
pamphlets  have  been  distributed,  more  than  125,000  treatments  have  been 
given  and  almost  100,000  individuals  examined  by  the  intricate  laboratory 
method,  all  for  less  than  one-^half  the  annual  expense  to  the  State  for  taking 
care  of  the  syphilitic  insane  which,  after  all,  are  but  a  small  portion  of  those 
infected  with  syphilis,  sufficient  justification  for  rapid  development  of  the 
work  is  apparent.  When  the  State  is  considering  its  constitutional  obliga- 
tion to  the  citizen  of  insuring  to  him  **  life,  liberty,  and  the  pursuit  of  happi- 
ness," it  is  well  to  know  that  during  the  year  of  1920  among  the  known  causes 
of  sickness  recorded  by  the  Division  of  Vital  Statistics  syphilis  ranked  fourth, 
being  preceded  only  by  epidemic  influenza,  measles  and  pneumonia.  As  a 
cause  of  death,  if  to  those  deaths  reported  directly  as  due  to  syphilis  there 
be  added  deaths  due  to  those  other  well  known  syphilitic  diseases,  locomotor 
ataxia,  general  paresis  and  cerebrospinal  syphilis,  it  rankjs  flff^i,  being  aur- 
paesed  only  by  such  worthy  oompetitors  as  pneumonia,  tuberculosis,  influenza 
.!!id  diphtiieria. 

Cases  Rate        Deaths  Rate 

Influenza     127,666  1221.6  5,852  56.0 

Measles    78,473  750.9  1,098  10.5 

Pneumonia    41,878  395.9  16.435  157.8 

Syphilis    28,195  269.8  1,717  16.4 

Diphtheria     24,807  237.4  1.905  18.2 

Tuberculosis     24,081  230.4  12,475  119.4 


The  epidemic  of  influenza  of  1918-1919  reappeared  in  a  mild  form  in  a  few 
sections  of  New  York  State  in  1920.  It  is  probable  that  in  another  year 
influenza  will  drop  back  more  nearly  to  the  position  it  held  prior  to  1918. 

Educational 

Staff:  Dr.  Albert  J.  Read,  Dr.  Arthur  R.  Guerard,  Dr.  Carro  C.  C5r(^, 
Dr.  Marv  'N.  Sloan,  Mrs.  Milo  M.  Acker. 

If  all  men  and  women  could  be  profoundly  impressed  with  the  facta  known 
tn  the  medical  profession  regarding  the  disastrous  effect  upon  life  and  health 
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exercised  by  the  venereal  diseases  they  would  unite  in  one  great  movement  to 
free  themselves.  There  is  no  other  group  of  diseases  that  so  thoroughly 
demands  universal  attention  for  its  control.  No  civilized  people  have  escaped 
their  withering  touch  and  no  family,  howsoever  well  guarded  by  position  and 
influencCi  but  is  liable  to  invasion.  These  are  not  diseases  which  attack  the 
weak  and  exhausted  and  help  bring  a  long  life  to  a  close  but  the  strong  and 
robust  are  their  readiest  victims  and  in  their  destruction  of  the  unborn  and 
cradled  infant  they  occupy  the  unenvied  distinction  of  being  without  a  rival. 
Their  power  of  injury  and  record  of  devastation  known  in  part  by  all  students 
ot  life  and  social  customs  have  never  been  exposed  to  the  public  as  they  deserve 
because  of  the  question  of  morality  involved  with  one  of  the  methods  of  propa- 
gation. The  time  is  now  opportune  for  those  who  know  the  menace  syphilis 
and  gonorrhea  are  to  our  nation  to  take  the  public  into  their  confidence  and 
together  devise  constructive  measures  for  their  eradication. 

The  government's  policy  of  instructing  the  soldier  has  created  a  demand 
among  the  civilians  for  similar  Information.  It  has  been  the  aim  of  this 
Division  to  stimulate  intelligently  this  demand  by  responding  to  all  requests 
for  information  with  a  plain  statement  of  facts  as  they  are  known  at  present. 

Our  earlier  efforts  took  the  form  of  responding  to  spontaneous  requests  that 
arose  from  communities  and  organizations  in  different  parts  of  the  State  by 
sending  well  qualified  lecturers  who  in  their  addresses  before  the  groups,  con- 
firmed the  government  reports  and  outlined  methods  of  attack  which  included 
careful  study  of  the  nature  of  the  diseases  and  their  communicability.  As 
the  government  work  grew  more  extensive  we  volunteered  our  assistance  by 
detailing  certain  members  of  our  staff  to  assist  in  the  instruction  of  draftees 
prior  to  the  time  of  their  being  called  to  the  army.  In  the  second  year  of 
our  work,  the  war  having  ended  and  demobilization  begun,  we  concentrated 
our  efforts  more  particularly  on  industrial  centers.  An  elaborate  program 
was  worked  out  in  an  endeavor  to  bring  our  message  to  a  large  proportion  of 
the  industrial  population  of  the  State. 

Our  program  for  education  in  an  industrial  center  was  framed  in  the  fol- 
lowing manner:  The  interest  of  the  health  officer  of  the  community  was 
secured  and  following  this,  prominent  individuals  both  men  and  women,  were 
interviewed  and  invited  to  attend  a  luncheon  where  plans  for  a  campaign  were 
developed  and  their  cooperation  and  interest  secured.  A  week  preceding  the 
lecturing  campaign  an  advance  agent  was  sent  into  the  community,  who  by 
means  of  posters  and  newspaper  announcements  as  well  as  personal  inter- 
views, endeavored  to  interest  the  public  in  a  series  of  lectures  to  be  given 
later.  Automatic  machines  for  showing  lantern  slides  were  set  up  in  busy 
sections  of  the  city  where  they  could  mlently  tell  their  story  of  the  horrors  of 
syphilis  and  gonorrhea,  and  invite  the  public  to  attend  the  lectures  to  be  given 
the  following  week  at  which  more  specific  instruotion  would  be  given  ooncern- 
ing  the  essential  facts  in  discovering  and  oontrolling  their  ravages.  The  adver- 
tising agent  was  also  an  organizer  and  negotiated  with  the  proprietors  of  the 
largest  industries  for  an  opportunity  for  the  lecturers  to  give  short  talks  to 
their  employees  at  convenient  times.  These  talks  were  usually  fifteen  minutes 
to  half  an  hour  in  length  and  were  always  so  framed  as  to  stimulate  the 
interest  of  the  audiences  to  come  to  a  general  mass  meeting  to  be  held  at 
the  end  of  the  lecturing  period,  which  was  usually  a  week.  The  largest  hall 
available  was  secured  for  the  mass  meetings  which  were  generally  held  in 
duplicate  —  one  for  the  women  and  another  for  the  men.  Most  often  they 
were  held  in  the  same  hall  on  suceesedve  nights.  The  lecturing  staff  detailed  to 
a  particular  piece  of  work  depended  upon  the  size  of  the  community,  but 
there  was  always  a  lecturer  of  each  sex  so  that  the  audiences  might  be  segre- 
gated according  to  sex  and  the  message  made  more  direct.  The  program  for 
the  mass  meetings  consisted  of  a  lecture,  half  an  hour  to  an  hour  in  length, 
followed  by  the  showing  of  a  film.  At  the  women's  meetings  the  film  "The 
End  of  the  Road  "  was  usually  used,  while  for  the  men,  the  film  "  Fit  to 
Fight"  was  most  often  used  in  the  early  work,  but  after  the  close  of  the 
war  this  film  was  replaced  by  diagrammatic  films  which  demonstrated  by 
animated  cartoon  the  progress  and  development  of  the  diseases  in  the  inocu- 
lated individual. 
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This  program,  decidedly  more  intense  and  instructive  than  our  earlier  work, 
still  savors  of  propagandism  because  too  little  opportimity  is  given  to  discuss 
the  problems  with  the  individual  and  thus  the  information  conveyed  may  or 
may  not  be  astsimilated  by  the  hearers.  Our  program  in  this  respect  we  con- 
sidered weak  and  at  the  beginning  of  1920  an  effort  was  made  to  give  our 
educational  work  more  permanency.  For  this  purpose  a  double  conference 
was  called  of  the  leaders  of  all  boys'  and  girls'  organizations  in  the  State  to 
meet  in  Albany,  January  14  and  15,  for  the  purpose  of  laying  plans  for 
the  inauguration  of  real  educational  work  among  the  youth  of  the  State. 
The  Y.  W.  C.  A,  had  shown  by  its  activities  in  the  preceding  year  that  a  pro- 
gram of  this  kind  would  be  acceptable  to  most  organizations  and  promised 
a  great  deal  by  its  more  or  less  permanency.  The  following  organizations 
were  represented  at  the  conferences: 


Military  Training  Cummission. 
Boy  Scouts. 
Girl  Scouts. 
Camp  Fire  Qlrls. 

Youn^  M^n's  Christian   Association. 
Young  Women's  Christian  A'3sociation 
Catholic  Big  Sisters. 
Catholic  Protective  Society. 
Young  Men'.q  Hebrew  AsBociatlon. 
U.  S.  Public  Health  Service. 
American  Red  Cross. 
Children's  Aid  Society. 
State  Federation  of  Home  Bureaus. 
American  Social  Hygiene  Association. 
New  York  State  Federation  of  Women's 
Clubr3. 


League  of  Women  Voters. 
State  Congress  of  Mothers  and  Parent- 
Teachers. 
Association  of  College  Alumnae. 
Women's  Christian  Temperance  Union. 
State  Education  Department. 
The  Home  and  Women's  Club  of  Albany. 
Albany  City  Club. 
Troy  Boys'  Club, 
Albany  Boys'  Club. 
Girls'    Friendly    Soclxfty,    Albany. 
Postal  Telegraph  Company. 
Utica  City  Educational  Department. 
Troy    City    Educational   Department. 
Albany  City  Educational  Department. 


The  conference  for  leaders  of  boys*  organizations  was  held  on  January  14. 
Addressee  on  the  following  subjects  served  as  a  program  to  introduce  the 
discussions:  "The  Rural  Boy,"  "The  High  School  Boy,"  "The  Boy  in 
Industry,"  "  The  College  Boy." 

At  the  close  of  the  day  the  men  by  vote  agreed  to  carry  back  to  their  organi- 
zations the  gist  of  the  meeting  and  promised  the  cooperation  of  their  clubs. 

On  January  15,  representatives  of  the  girls'  organizations  of  the  State 
convened  under  the  same  auspices  and  the  following  program  served  to  intro- 
daice  their  diacu88.ion«:  "The  Rural  Girl,"  "  Tlie  High  School  Girl,"  "The 
Girl  in  Industry,"  "The  Club  Girl." 

At  the  meetings  a  free  discussion  of  the  needs  of  the  youth  of  New  York 
State,  and  the  methods  of  education  best  suited  to  the  prevention  of  venereal 
diseases  was  invited.  Exhibits  were  made  of  the  material  available  through 
the  Department  of  Health  as  aids  in  giving  such  instruction. 

As  a  result  of  the  conference,  the  representatives  of  the  various  organiza- 
tions agreed  to  act  as  chairmen  of  committees  to  secure  the  cooperation  of 
their  respective  organizations  with  the  proposed  activities  of  the  U.  8.  Public 
Health  Service  and  the  New  York  State  Department  of  Health,  and  to  aid 
in  every  way  possible  to  brinjij  to  the  youth  of  the  State  the  needed  instruc- 
tion on  venereal  disease  prevention.  The  material  assistance  rendered  by  them 
during  the  year  has  been  encouraging  and  hoA  resulted  in  bringing  this 
instruction  to  thousands  who  would  have  otherwise  been  reached  only  with 
difficulty  if  at  all. 

Following  the  conferences  our  educational  staff  took  up  the  work  in  the 
field,  calling  for  the  cooperation  of  the  various  organizations  in  twelve  large 
cities  and.  fourteen  counties.    The  program  adopted  for  this  work  follows : 


Objects: 

1.  To  disseminate   information   concerning  the  causes,  nature,  prevalence, 
cure  and  prevention  of  venereal  diseases. 

2.  To  call  attention  to  the  existence  and  location  of  established  clinics  and 
to  urge  their  use  by  all  in  need. 
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3^  To  urge  the  necessity  of  labor&tory  tests,  skillful  medical  examination 
and  treatment  for  all  exposed  and  infected  individuals. 

4.  To  demonstrate  some  of  the  educational  activities  which  communities 
may  carry  on  in  the  prevention  of  venereal  diseases. 

6.  To  awaken  public  interest  in  the  prevention  of  venereal  diseases. 

Methods  of  Conducting  Campaign: 

A  call  was  made  on  the  health  officer  and  sanitary  supervisor  of  the  district 
to  determine  the  desirability  of  such  activity.  With  their  approval  a  com- 
mittee of  prominent  citizens  was  organized  to  advise  and  assist  in  carrying 
out  the  details  of  the  campaign.  This  committee,  consisting  of  twenty  or 
more  prominent  citizens,  was  divided  into  subconmiittees  on  the  following 
plan: 

Committee  on  program 
Committee  on  exhibits 
Committee  on  mass  meetings 
Committee  on  ways  and  means 
Committee  on  talks  to  employed  groups 
Committee  on  press  and  public  information 

A  meeting  of  the  committee  was  called  as  early  as  possible,  frequently 
at  some  luncheon  hour,  when  the  program  was  outlined  by  the  chief  lecturer 
and  the  duties  of  the  subcommittee  defined.  The  committee  on  program 
assisted  in  determining  the  number  and  places  for  lectures;  the  committee 
on  exhibits  assisted  in  placing  the  automatic  lantern  slide  machines  and  card 
exhibits  in  places  of  advantage;  the  committee  on  mass  meetings  helped 
secure  the  buildings  or  halls  large  enough  to  hold  the  audiences,  employed 
the  moving  picture  operator  and  arranged  for  advertising  the  meetings; 
the  committee  on  ways  and  means  assisted  in  securing  what  extra  funds  were 
necessary  for  employing  a  moving  picture  machine  and  operator,  paying  rent 
for  the  hall  and  such  extra  advertisement  as  was  thought  necessary,  also 
providing  transportation  for  the  lecturers  as  they  moved  from  place  to  place 
to  meet  the  audiences;  the  committee  on  talks  to  employed  groups  assisted 
in  completing  arrangements  for  the  lecturers  to  be  admitted  to  all  of  the 
larger  industries,  department  stores,  etc.,  for  a  15  or  20  minute  talk;  and 
the  committee  on  press  and  public  information  made  provision  so  that  the 
meetings  were  properly  reported  in  the  news  columns.  While  the  committees 
were  very  helpful  in  their  several  ways,  their  greatest  assistance  lay  in  the 
moral  support  they  gave. 

During  the  week  or  two  that  the  campaign  in  any  community  was  in  prog- 
ress the  work  usually  became  so  popular  that  the  lecturers  were  invited  by 
every  group  and  organization  to  bring  their  message  to  them.  The  industrial 
talks  were  arranged  for  the  noon  hour  when  possible,  but  when  there  were 
not  sufficient  noon  hours  many  employers  were  willing  that  time  be  allowed 
during  working  hours.  All  employers  cheerfully  displayed  in  various  parts  of 
their  factories  or  mills  announcements  of  the  mass  meetings  and  permanently 
placed  our  posters  in  the  toilets  and  rest  rooms  of  their  factories.  The  culmi- 
nation of  the  campaign  was  the  mass  meetings  for  which  invariably  the  largest 
building  available  was  too  small.  Not  infrequently  it  was  said  that  rarely 
had  such  large  crowds  come  out  for  a  meeting  and  especially  for  a  health 
lecture. 

Campaigns  were  carried  on  successfully  in  the  following  cities:  Utica, 
Schenectady,  Ilion,  Herkimer,  Binghamton,  Johnson  City,  Endicott,  Waveriy, 
Elmira,  Hornell,  Corning,  Ithaca,  Port  Chester  and  Batavia. 

Educational  Activities 

Home  Bureau.  Our  earliest  educational  work  was  essentially  urban  because 
the  requests  for  lectures  were  entirely  from  city  organizations.  City  conditions, 
including  red-light  districts,  overcrowded  houses  and  proximity  of  the  sexes  in 
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factories  and  large  office  buildings,  were  particularly  thought  to  foster  the 
propagation  of  venereal  diseases  and  therefore  ought  to  be  the  principal  points 
of  attack  for  our  educational  work.  At  our  "  Keeping  Fit "  conferences,  how- 
ever, it  was  developed  that  the  rural  boy  and  girl  are  not  so  fortunately  situ- 
ated as  might  be  thought  but  that  irregularities  in  sex  life  are  sufficiently  com- 
mon outside  of  the  cities  to  demand  a  greater  share  of  our  attention.  Then,  too^  it 
was  emphasized  that  the  city  was  recruited  from  the  country.  A  representative 
of  the  Home  Bureau  organization  was  present  at  the  Keeping  Fit  Conference 
and  requested  cooperation  with  that  organization  in  its  runil  work.  It  was 
explained  that  the  Home  Bureau  Association  is  composed  of  the  women  of  the 
farms  and  rural  villages.  They  are  grouped  according  to  counties  and 
each  county  organization,  in  addition  to  having  an  executive  committee,  em- 
ploys a  secretary  whose  responsibility  is  to  assist  the  women  in  their  social, 
civic  and  eoonomic  education.  For  years  the  men  have  had  a  similar  organiza- 
tion called  tSie  Farm  Bureau.  It  was  agreed  by  the  Division  that  it  would  co- 
operate with  any  of  the  aecretariee  in  bringing  to  the  women  of  her  community 
the  message  we  were  carrying  to  the  cities.  Our  cooperation  has  been  most 
fruitful  and  pleasant.  The  secretary  on  her  part  chose  the  places  for  the  lec- 
tures and  advertised  them  and  provided  transportation  for  the  lecturers  be- 
tween meetings.  The  Division  on  its  part  provided  the  lecturers  and  the 
literature.  The  accepted  program  has  been  for  the  secretary  to  arrange  a 
series  of  six  or  more  meetings  to  be  held  in  one  week  but  occasionally  it  has 
been  found  advisable  to  continue  the  work  in  the  same  county  for  two  weeks. 
Campaigns  were  carried  on  in  the  following  counties  under  the  auspices 
of  the  Home  Bureau  agencies:  Oneida,  Oswego,  Orleans,  Tompkins,  Catta- 
raugus, Broome,  Steuben,  Otsego,  Tioga,  Chenango,  Cortland,  Lewis,  Saratoga, 
Jefferson,  Wayne,  Clinton,  St.  Lawrence,  Delaware,  Ulster,  Monroe  and  Erie. 
Mass  meetings  were  addressed  in  the  following  places  independent  of  any 
campaign  program:  Saranac  Lake,  Malone,  Saratoga  Springs,  Cohoes,  Cana- 
joharie,  Bath,  Owego.  Isolated  smaller  groups  were  addressed  in  many  other 
towns  and  cities  in  response  to  requests  by  local  citizens  and  organizations. 

County  and  State  Agbioultubal  Faiss.  During  the  year  a  special  effort 
was  made  to  place  posters  in  all  of  the  county  fairs  and  the  state  fair.  In 
response  to  letters  addressed  to  the  secretaries  of  the  county  fairs  of  the 
State,  over  thirty  were  provided  with  suitable  posters  which  were  placed  in 
conspicuous  positions  in  the  fair  buildings  and  rest  rooms. 

Health  Weeks.  "Keeping  Fit"  campaigns  were  also  carried  on  in  con- 
nection with  Health  Week  programs  at  Hoosick  Falls  and  Granville.  In 
both  instances  the  ''Keeping  Fit"  exhibits  and  lectures  conducted  by  the 
venereal  disease  division  attracted  a  very  large  atteoulance  and  were  pro- 
nounced by  the  committee  in  charge  as  contributing  materially  to  the  success 
and  popularity  of  the  week's  program. 

CoNHSBENCES  ON  BoYS'  WoB&  In  response  to  numerous  requests  from 
Y.  M.  C.  A.,  State  Boys'  Work  Secretaries,  five  conferences  were  held  in 
different  parts  of  the  State  with  representative  leaders  of  boys'  work  through- 
out the  State. 

Object,  The  object  of  these  conferences  was  to  call  the  attention  of  the 
boy  leaders  of  the  State  to  the  necessity  of  conserving  the  health  and  of  safe- 
guarding the  morals  of  the  boys  of  their  constituencies;  to  call  attention  to 
the  best  methods  of  inculcating  the  essentials  of  healthful  living  and  moral 
behavior ;  to  enlist  their  individual  interest  in  bringing  'before  the  boy  leaders 
of  the  State  the  need  of  systematic,  progressive  health  instruction  for  boys 
which  would  ultimately  prevent  a  large  number  of  the  casualties  due  to  mis- 
conduct and  contracting  the  venereal  diseases. 

Such  conferences  were  held  in  Buffalo,  New  York  City,  Albany,  Syracuse 
and  Brooklyn  and  were  attended  by  representatives  of  the  Y.  M.  C.  A.,  Boy 
Scouts,  Knights  of  Columbus,  day  school  teachers  and  Sunday  School  teachers. 
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Remtlts:  The  activity  seeks  to  inaugurate  a  permanent  work  for  the  con- 
servation of  the  health  and  the  social  ideals  of  the  growing  boys.  It  has  been 
found  very  difficult  to  develop  concerted  and  coordinated  action  on  the  part 
of  the  boy  leaders  in  the  various  organizations  in  spite  of  the  fact  that  many 
expressions  have  been  received  from  them  as  to  their  determiiiation  to  carry 
on  this  type  of  work. 

As  a  result  of  these  conferences  the  division  has  had  an  opportunity  of 
placing  "Keeping  Fit"  exhibits  in  a  number  of  boys'  organization  roonu. 
These  exlilbits  have  been  commenited  upon  by  the  leaders  as  materially  valu- 
able to  the  boys  of  their  oanstitueocies.  The  demand  for  this  instructdon  and 
exhibit  material  is  increasing.  Conferences  have  been  held  with  boy  leaders 
in  the  following  cities  for  the  purpose  of  organizing  local  activities  along  the 
Mlajifl  outlined  in  the  regioival  conferences:  Yonkers,  Auburn,  Buffalo,  Glenf 
Falls,  Binghamton,  Troy  and  Ithaca. 

OoNVENTioNR.  During  the  year,  speakers  have  been  supt>lied  for  the  follow- 
ing important  conventions:  Dairymen  and  Health  Officers'  Conferences,  Hotel 
Pennsylvania,  Xew  York  City;  Xew  York  Pharmaceutical  Association,  Thou- 
sand Island  House,  Thousand  Islands;  New  York  State  American  Legion, 
Albany;  All- American  Conference  on  Social  Hygiene,  Washington,  D.  C. ; 
Conference  of  Charities  and  Corrections,  Hotel  Lafayette,  Buffalo;  Health 
Officers'  Conference,  Saratoga;  New  York  State  Federation  of  Labor,  Bing- 
hamton;  Brooklyn  Red  Cross  Nurses'  Conference,  Brooklyn,  N.  Y.  In  some 
of  these  conventions  both  exhibits  and  speakers  were  provided  and  the  exhibits 
proved  a  very  great  attraction. 

RoTABY  CLUte.  Tlie  following  Rotary  Clubs  have  been  addressed  during 
the  year  in  regard  to  some  phase  of  the  work  of  this  division:  Utica,  Sche- 
nectady, Binghamton,  Waverly,  Auburn,  Elmira,  Ithaca  and  Corning. 

KiWANXS  Clubs.  Kiwanis  Clubs  were  similarly  addressed  in  Schenectady, 
Binghamton  and  Auburn. 

MnjTABY  TBAiwrNG*  Cadets.  Among  those  attending  the  Keeping  Fit  Con- 
ference were  representatives  of  the  Military  Training  Cadets.  This  organiza- 
tion is  the  product  of  a  *Stat€  law  which  makes  it  obligatory  for  every  boy  of 
the  iState  between  the  ages  of  16  and  IS  years  to  present  himself  at  an  armory 
or  other  designated  hall  once  a  week  for  a  prescribed  course  of  training.  It 
was  explained  at  the  Keeping  Fit  conference  that  lecturers  would  be  welcome 
to  address  these  boys.  This  wan  recognized  as  an  unusual  opportunity  to 
reach  an  exceptionally  large  number  of  young  men  at  the  most  impressionable 
age  when  venereal  disease  preventive  instruction  would  have  its  greatest 
value. 

In  conference  with  the  leaders  of  the  Cadets  and  representatives  of  the 
American  Social  Hygiene  Association  and  the  Red  Cross  it  was  decided  to  take 
up  the  work  conjointly.  During  the  year  members  of  the  staff  lectured  before 
Cadet  groups  at  the  following  places : 

UtIca 

Whltiosboro 

New  Tork  Mills. 

(ninton 

Washington  Mills 

I  lion 

Herkimer 

Watertown 

Schenectady 

Binghamton 

Specific  instruction  on  the  cause,  nature,  prevention  and  cure  of  venerc^il 
diseases  was  brought  through  this  organization  to  over  8,000  boys  16  to  18 
years  of  age  in  the  State  of  New  York. 

During  the  year  more  than  80O  lectures  or  addfeases  before  audiences 
totaling  125.000  people  have  been  given  by  different  members  of  the  staff.    Of 


Johnson  City 

Cohoes 

Endieott 

Port  Chester 

Elmira 

New  York  City 

Middletown 

Brookl>L 

Troy 

Hempstead 

Wavwly 

Mineola 

roriiell 

Freeport 

rornlng 

Jamaica 

Ithaca 

Staten  Island 

Batavla 
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this    number,    the   educational    staff    alone    delivered    774  before  audiences 
totaling: 

Lectures  Audiences 

Dr.  Read   194  42,861 

Dr.    Guerard    114  18.119 

Dr.    Croff    208  26, 876 

Dr.  Sloan    143  31 .042 

Mrs.  Acker   115  5 .020 

Total     774  123.918 


Mrs.  Acker's  work  was  entirely  among  rural  groups  mostly  in  cooperation 
with  the  Home  Bureau.  Dr.  Read  and  Dr.  Guerard  worked  almost  entirely 
among  industrial  groups.  Dr.  Croff  and  Dr.  Sloan  divided  their  time  between 
the  two  groups. 

Attendance  at  lectures  and  comparison  with  figures  of  1910  may  be  shown 
in  the  following  table: 

1919  1920 

Total   number  of  lectures 558  800 

Men  and  boys  In  industry 42 ,  073         64 ,  253 

Training    Commission    Cnd-etB 8.000 

Women  and  girls  in  industry 25 ,  391         24 ,  099 

Public    mass    meetings 67,163         20.500 

Rural  or  Home  Bureau  meetings 8 .  902 

Miscellaneous     ^  . . . .  9 .  731 

Total     134,627       125,545 


Educational'  Equipmekt.  During  the  year  material  additions  have  been 
made  to  the  educational  equipment  of  the  Division.  A  dozen  very  fine  sepia 
photographs  size  three  feet  by  six  feet  of  selected  work  of  ancient  art  have 
been  procured  to  be  used  in  constructing  a  background  and  setting  for  the 
panel  exhibit.  They  have  added  greatly  to  the  value  of  our  exhibits  when  used 
in  health  weeks,  conventions  and  similar  gatherings.  A  large  number  of  lan- 
tern slides  has  also  been  added  to  the  equipment  so  that  at  present  the  Divi- 
sion has  a  collection  of  over  one  thousand  different  slides,  besides  duplicate 
sets  of  some  of  the  more  popular  ones.     Our  slide  assortment  embraces: 

A  general  lecture  set  for  the  adult  public  to  be  used  by  health  officers  and 
sanitary  supervisors. 

A  set  of  "Keeping  Fit"  to  be  used  in  the  attractosoope  and  also  for  the 
purpose  of  giving  lectures  on  sex  hygiene  and  venereal  disease  prevention. 

A  set  of  slides  on  sex  hygiene  for  boys. 

A  set  of  slides  on  sex  hygiene  for  girls. 

A  set  of  slides  on  the  treatment  of  venereal  diseases,  popularly  called  the 
"  Bill  and  Joe  "  set. 

A  set  of  slides  from  the  film  "How  Life  Begins." 

Numerous  miscellaneous  legends  and  slides  on  venereal  diseases  in  general 
for  making  up  lecture  sets. 

EiXHiBiTS.  A  new  set  of  exhibit  panels  for  girls  has  been  added  to  the 
equipment,  so  that  we  have  now  available  in  the  department: 

»Set8  of  exhibit  panels  for  the  adult  public. 

Sets  of  exhibit  panels  on  "  Keeping  Fit  "  for  boys  and  young  men. 

Sets  of  exhibit  panels  for  girls. 

Sets  of  exhibit  panels  for  display  in  clinics  on  treatment  which  are  being 
loaned  out  to  organizations  interested  in  advancing  this  instruction. 

FiLMa  There  has  also  been  added  a  five-reel  feature  moving  picture  film 
"  The  End  of  the  Road,"  a  two-reel  Hectur©  film  for  men  on  "  The  Venereal 
Menace,"  a  two-reel  film  for  women  on  "Venereal  Diseases,"  and  a  two- reel 
film  on  "  The  Treatment  of  Gonorrhea." 

Bbief  Descriptioit  op  Material  Used  in  EDUCATTodTAL  Campaign  Films 
Fit  to  Fight  (later  revised  and  renamed  Fit  to  Win)  .  Thifl  film  is  a  five 
reel  feature  and  primarily  an  army  film,  but  teaches  a  very  practical  lesson 
in  regard  to  modes  of  contracting  venereal  diseases  and  the  wisdom  of  a  conti- 
nent life  for  soldiers  and  single  men. 
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The  8tory  centers  aibout  some  young  men  who  have  just  enlisted  in  the  army 
and  reported  to  camp.  The  usual  invitation  to  see  the  sights  of  the  town 
adjoining  the  camp  was  extended  them  and  the  central  theme  has  to  do  with 
the  results  to  the  young  men  who  took  in  the  sights  and  the  results  to  the 
men  who  stood  for  clean  behavior.  An  amusing  and  gripping  feature  of  the 
film  is  a  boxing  match  between  a  fellow  who  considered  himself  a  sport  and 
the  man  whom  he  accused  of  being  a  "  sissy  "  because  he  refused  to  go  the 
limit.  The  man  who  was  thus  accused  proved  to  be  the  better  man  in  the 
fight.  Later  developments  show  infection  occurring  in  the  men  who  were 
ex])08ed  and  their  consequent  inability  to  go  over-seas  with  the  expeditionary 
forces  while  their  comrades  who  were  circumspect  are  able  to  do  their  part 
and  are  fit  to  fight  wherever  they  are  need^.  The  lesson  of  the  film  is 
emphatic  and  to  the  point  and  is  especially  appealii^  to  service  men  or  men 
about  military  age. 

The  End  of  the  Road.  The  "  End  of  the  Road  "  is  a  five-reel  feature  with 
beautifully  executed  scenario  of  first-class  photographic  value  containing 
numerous  incidents  from  real  life. 

The  story  traces  the  life  of  two  girls  from  childhood  to  womanhood,  con- 
trasting one  who  was  properly  trained  by  her  mother  in  the  facts  of  sex 
hygiene  and  moral  deportment,  with  the  other  whose  mother  was  opposed  to 
such  instruction  and  was  also  evidently  actuated  by  mierccnary  motives  in 
sedcing  her  daughter's  welfare.  The  uninstructed  daughter  goes  through  a 
series  of  ddstressing  and  tragic  experiences  fairly  typical  of  the  hazards  that 
ensnare  many  uninstructed  young  girls. 

The  daughter  of  the  better  type  of  mother  not  only  escapes  many  of  thes^ 
temptations,  but  when  the  wrong  course  is  43Ugge8ted  to  her  by  her  admirer, 
resists  in  a  very  wholesome,  natural  way,  insisting  upon  preserving  her  self- 
respect.  The  film  is  a  Griffith  production  and  in  point  of  photography, 
scenario  and  in  struct  ivenef*s,  as  well  a«  moral  value,  is  one  of  the  best 
that  has  ever  been  produced.  The  incidents  that  are  woven  into  this 
part  of  the  story  were  actually  recited  to  Dr.  Katherine  B.  Davis  at  the 
Bedford  Reformatory  by  the  victims  themselves  and  were  passed  on  in  this 
way  for  the  benefit  they  may  be  to  the  young  and  unsophisticated  girls  who 
have  to  meet  the  various  t^nptations  of  town  and  city  life. 

Venebeax  Disease  Film  fob  Men.  This  film  is  a  two-reel  lecture  film.  The 
first  reel  is  largely  made  up  of  animated  cartoons  showing  the  anatomy  and 
physiology  of  the  genitourinary  organs  and  the  formation  of  the  secretions 
also  its  invasion  by  gonorrhea  in  the  infected. 

The  second  reel  shows  actual  cases  in  the  hospital,  suffering  from  various 
phases  of  gonorrhea  and  syphilis.  These  include  gonorrheal  ophthalmia, 
gonorrheal  rheumatism  and  lesions  of  syphilis  in  the  first,  second  and  third 
stages.  With  a  suitable  lecture,  this  film  is  a  very  clear  and  convincing 
presentation. 

How  Life  Begins.  The  film  "  How  Life  Begins  "  is  a  four-reel  production 
presenting  the  phenomena  of  reprodmction  of  life  in  various  forms  of  creatures 
beginning  with  the  protozoa  and  yea^t,  showing  very  clearly  the  processes 
of  aegmentation  and  budding,  tracing  up  to  more  complex  formA  of  life; 
presenting  a  very  beautiful  description  of  the  plant  life  from  the  fertilization 
of  the  s^d  by  the  pollen  and  picturing  in  the  most  interesting  way  the 
various  parts  of  the  fiower  involved  in  this  process;  also  giving  the  life 
history  of  insects,  showing  the  various  stages  in  the  development  of  the 
butterfly;  later  on,  the  development  of  the  frog  from  the  eggs  through  the 
tadpole  stage  up  to  the  fully  developed  animal;  finally  it  takes  up  the 
development  of  the  chick  and  closes  in  the  fourth  reel  with  some  beautiful 
illustrations  of  mother  and  offspring  in  the  hisfher  forms  of  animal  life. 
The  reference  to  the  higher  forms  of  animal  life  is  largely  inferential,  the 
legend  on  the  screen  announcing  that  the  principles  described  in  the  lower 
forms  of  life  apply  as  well  to  the  highest  type  of  animal  life.  This  film  is 
adaptable  for  presenting  in  a  clean  and  attractive  way  to  groups  of  younger 
girls  or  boys  the  scientific  facts  of  how  life  begins  and  normally  would  not 
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axouse  any  morbid  curiosity  but  would  leave  the  impreasion  of  the  scientific 
fact  in  its  natural  setting  as  the  average  boy  and  girl  in  country  life  absorb 
these  facts  from  the  processes  of  nature  with  which  they  are  surrounded. 
The  fihtt  cihould  be  accompanied  by  an  intelligent  presentation  of  the  lessons 
to  be  learned  from  it  which  are  obviously  quite  simple  with  the  younger 
child  but  more  complex  with  the  adult. 

DiAGifo8i8  AWD  Teeatment  OF  GrONOBBHEA  IN  THE  MALE.  This  is  a  two-reel 
film  dealing  with  diagnosis  and  treatment  technique  of  gonorrhea  with  which 
every  practitioner  should  be  familiar.  It  shows  the  method  of  securing  a 
specimen  from  the  urethra,  how  to  stain  the  preparation  by  Gram's  method^ 
the  two  glass  test,  the  use  of  the  urethroscope,  the  pathology  of  chronic 
gonorrhea,  prostatic  ai»d  urethral  a.bscess,  stricture  forma^tion,  poi^sing  of 
bougies  and  sounds,  and  prostatic  massage.  A  speaker  qualified  to  intrcduce 
and  discuss  the  subject  will  enhance  the  value  of  this  film.  It  is  of  special 
value  to  medical  students,  medical  societies  and  general  practitioners. 

Woman's  Lectube  Film  —  "  Social  Hygiene  fob  Women."  This  is  a  two- 
reel  film  consisting  largely  of  animated  diagrams  showing  the  anatomical 
and  physiological  processes  relating  to  pregnancy,  the  process  of  fertilization, 
cell  division,  formation  of  the  embryo,  the  function  of  the  placenta  and 
development  of  the  child.  The  second  deals  with  gonococcus  infection  and 
syphilis,  and  also  introduces  a  few  photographs  of  clinical  cases.  It  is  a 
very  frank  and  vigorous  presentation  of  the  subject  and  should  be  shown  only 
before  mature  women  or  nurses'  classes.  It  should  be  accompanied  by  a 
well  informed  lecturer. 

.  Slides 

The  following  are  brief  descriptions  of  the  sets  of  stereoptioon  slides. 
These  sets  were  arranged  for  individual  lectures  but  are  also  suitable  for 
use  in  the  automatic  lantern. 

"Bill  and  Joe"  Set.  (For  men  and  older  boys.)  This  is  a  set  of  52 
slides  showing  the  experience  of  two  men,  one  known  as  Bill,  who  on  becom- 
ing infected  with  a  venereal  disease  goes  to  a  reliable  physician  for  treatment ; 
and  contrasting  his  experience  with  that  of  his  friend  Joe  who  goes  to  the 
fake  doctor.  The  results  are  traced  to  the  later  experiences  of  the  men 
iealing  with  their  infections  and  the  developments  in  their  families.  Numer- 
ous printed  legends  are  inserted  between  the  pictures  so  that  they  tell  a  fairly 
complete  story  without  lecture.  This  set  of  slides  deals  very  frankly  with 
renereal  disease  infection  and  is  suitable  for  display  to  men  and  boys  over  16. 

Adult  *'  Keeping  Fit  "  Set  — ^" Venebeal  Menace."  This  is  a  set  of  fifty 
Uereopticon  slides  especially  fiuited  to  exhibit  before  the  mixed  adult  public. 
It  contains  particularly  good  advice  and  information  for  parents  in  regard  to 
*^he  necessity  of  giving  proper  sex  instruction  to  their  growing  boys  and  girls. 
The  majority  of  these  slides  deal  with  general  health  considerations  and  the 
.nstruction  given  on  venereal  prevention  is  presented  in  a  very  natural  set- 
ting, emphasizing  its  relations  to  the  general  health  of  the  individual. 

"  Eeepino  Fit  "  Slides  fob  Boys  and  Young  Men.  This  set  of  fifty  slides 
logically  presents  the  general  considerations  of  keeping  fit,  dealing  with  the 
liberal  subject  of  exercise,  bathing,  sleeping,  proper  eating,  and  other  lessons 
In  personal  hygiene,  taking  up  the  questions  of  sex  hygiene,  briefly,  and  pre- 
jenting  in  an  attrartive  way  the  essential  facts  every  boy  and  young  man 
should  know.  The  set  presents  some  very  attractive  photographs  as  well  as 
many  very  telling  legends  that  are  bound  to  leave  a  lasting  impression  with 
any  boy  who  sees  the  exhibit.  The  subject  of  venereal  diseases  is  frankly 
but  briefly  dealt  with  in  a  few  of  the  later  slides  of  this  set  but  not  in  a  way 
to  leave  any  morbid  impression. 

"  Kfepino  Fit"  Exittbits  fob  Oirtr.  This  exhibit  consists  of  twenty -four 
double  panels  artistically  prepared.  It  is  directed  to  girls  of  sixteen  years  of 
age  and  over.  It  deals  with  problems  of  personal  hygiene,  including  exercise, 
diet,  sleeping,  bathing,  games;   following  with  the  subjects  of  sex  hygiene 
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Ukd  moral  deportment,  proper  dresB  and  care  of  the  body  are  presented  and  a 
lew  iacts  in  regard  to  the  commnnicability  and  nature  of  the  venereal  diseaeet 
are  given. 

LiTEaATUBB.  In  addition  to  lectures  with  flfans,  slides  and  card  exhibits, 
we  prepared  certain  pamphlets  for  free  distribution  and  some  were  adopted 
from  other  sources  and  reprinted.  Those  especially  prepared  by  our  depart- 
ment are  No.  1,  Syphilis,  Gonorrhea  and  Chancroid.  No.  2,  Faots  for  Parents. 
Na  3,  Facts  for  Young  Men.  No.  4,  Facts  for  Young  Women.  No.  5,  Facts 
for  Public  Officials  and  Business  'Men.  No.  11,  Facts  for  the  Adult  Public. 
Na  12,  A  Talk  With  Mothers.  No.  13,  Passing  on  the  Torch,  and  No.  14, 
Come,  Girls.  Those  reprinted  from  the  Public  Health  Service  pamphlets  are 
Xo.  6,  Keeping  Fit.  No.  9,  Man  Power,  Xa  20,  (Sex  Education.  The  following 
were  reprinted  from  pamphlets  used  by  the  Training  Camp  Commission, — No. 
23,  When  They  Come  Home.  No.  7,  Your  Country  Needs  You  and  No.  8,  The 
Xation's  Call  to  Young  Women  were  prepared  by  Mrs.  Wood-Allen  Chapmaa. 
Xo.  10,  Mothers  of  America  was  reprinted  from  a  pamphlet  issued  by  the 
Minnesota  State  Board  of  Health.  Following  is  a  brief  review  of  the 
pamphlets: 

1.  Byphili»y  OonorrTtea  a/nd  Chancroid,  Contains  a  short  account  of  the 
cause,  methods  of  transmission  and  efTects  of  each  disease;  a  list  of  precau- 
tions to  be  observed  by  one  infected  so  that  he  may  protect  others  and  an 
admonition  as  to  the  necessity  for  prompt  and  accurate  diagnosis,  also  a  por- 
tion of  the  amendment  to  the  domestic  relations  law. 

2.  Pacts  for  Parents,  This  pamphlet  points  out  in  a  striking  way  the 
effects  upon  the  family,  individually  and  collectively,  of  any  of  these  diseases. 
An  appeal  is  made  for  more  adequate  education  of  children  in  matters  of  sex. 

3.  Facts  for  Young  Men,  Contains  a  warning  against  quackery.  Sex 
hygiene,  self-abuse  or  masturbation,  seminal  emissions  and  sexual  indulgence 
are  each  discussed  in  a  paragraph.  Syphilis,  gonorrhea  and  chancroid  are 
briefly  described  and  their  transmission  emphasized.  Seven  facts  to  be  remem- 
bered and  a  list  of  books  for  men  are  given. 

4.  Facts  for  Young  Women.  Opens  with  an  appeal  for  frankness;  followed 
by  a  short  description  of  the  female  organs  of  generation.  Syphilis,  gonorrhea 
and  chancroid  are  discussed  and  attention  called  to  the  way  in  which  they 
affect  women.  A  list  of  books  and  a  series  of  comparisons  between  the  old 
and  newer  methods  of  educating  girls  in  matters  of  sex  conclude  the 
pamphlet. 

5.  Facts  for  PuhUc  Offloials  and  Business  Men,  An  appeal  to  common 
sense  is  followed  by  statements  of  the  economic  ravages  of  syphilis  and 
gonorrhea.  The  extent  and  the  results  of  syphilis  and  the  control  of  both  of 
these  diseases  are  discussed. 

6.  Do  Your  Bit  to  Keep  Him  Fit  (out  of  print).  A  pamphlet  reprinted 
from  one  distributed  by  the  War  Department.  An  appeal  to  the  citizens  to 
remove  from  the  drafted  man  the  temptation  of  prostitution  and  suggest iom? 
for  8uital>le  facilities  for  recreation.  This  pamphlet  seemed  to  lose  a  great 
deal  of  its  value  with  the  closing  of  the  war  and  has  been  discontinued. 

6.  Keeping  Fit.  Eeprinted  by  permission  of  the  Public  Health  Service.  A 
general  discussion  of  factors  that  destroy  a  man's  efficiency  is  followed  by  the 
rules  to  be  observed  in  developing  the  healthy  body,  in  the  control  and  con- 
servation of  manhood.  A  very  sensible  paragraph  on  relationships  with  girls 
closes  the  booklet. 

7.  Your  Country  "Needs  You  (a  talk  with  girls).  A  discussion  for  girls  of 
the  physical  changes  that  take  place  in  their  bodies  at  puberty  and  after 
impregnation.  Emphasizes  the  importance  to  the  nation  of  the  proper  health- 
ftd  living  of  the  women  of  the  country.  A  series  of  facts  on  ( 1 )  what  women 
have  believed,  (2)  what  women  know  today,  and  (3)  woman's  duty,  cover  the 
last  pa^. 

8.  The  Nation^s  Call  to  Young  Women,  An  appeal  to  women  to  consider 
seriously  the  preparation  that  men  must  undergo  to  make  themselves  fit  for 
the  army.     Urges  that  they  take  similar  care  of  their  health  and  regard 
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deeply  their  importance  to  the  nation.     Sypiiilis  and  gonorrhea  are  pointed 
out  as  among  our  greatest  enemies. 

9.  Man  Power.  Reprinted  by  permisaion  of  the  PubHc  Health  Seryioe. 
Adapted  to  boys  and  men.  Syphilis,  gonorrhea  and  chancroid,  and  the  manner 
of  their  spread  are  discuseed.  A  brief  description  of  the  generative  organs 
and  a  warning  against  masturbation  and  quacks  follow.  A  discussion  of  the 
feasibility  of  continence  and  control  of  the  sex  impulse  comipletes  the 
pamphlet. 

10.  Mothers  of  America.  A  pamphlet  written  iby  Mabel  S.  Ulrich,  ^  D.,  for 
the  Minnesota  State  Board  of  Health  and  reprinted  by  us  with  permissioa. 
Dr.  Ulrich  opens  her  pamphlet  with  a  statement  of  facts  culled  from  gov- 
ernment reports  concerning  immorality  and  its  effects  upon  the  youth.  She 
then  inquires  into  the  cause  of  this  condition  and  sihows  the  responsibility  of 
mothers.  She  urges  the  mothers  to  acquaint  themselves  with  sex  education 
and  follows  with  a  euggested  method  of  telling  a  child  these  truths.  A  dis- 
cussion of  what  a  boy  and  girl  should  know  at  different  ages  closes  the 
pamphlet. 

11.  Foots  for  the  Adult  PuhUc.  Especially  prepared  to  outline  in  a  brief 
way  for  the  popular  mdnd  the  most  essential  facts  concerning  the  normal 
physiological  functions  of  the  generative  organs  of  both  sexes.  The  pamphlet 
also  attempts  to  supply  parents  and  teachers  with  a  vocabulary,  including 
names  of  anatomical  parts,  adapted  to  assist  in  presenting  subjects  of  sex  to 
children.  It  includes  suggestions  as  to  when  and  how  to  begin  the  sex  educa- 
tion of  children. 

12.  A  Talk  with  Mothers.  Outlines  physical  defects  revealed  in  the 
draftees,  including  venereal  diseases.  Discusses  double  standards  in  an 
interesting  and  encouraging  way.  Presents  sex  education  as  a  remedy  and 
means  of  prevention  of  moral  and  physical  scars  left  by  venereal  diseases. 

13.  Paasvng  on  the  Torch,  A  narrative  intended  primarily  for  boys 
depicts  the  withering  effect  a  venereal  disease  infection  may  have  on  the 
life  of  a  boy.  The  disasters  following  unacientiffc  treatment  are  vividly  out- 
lined.   The  story  points  a  moral  very  well. 

14.  Come  Girls.  An  interesting  narrative  intended  for  girls  between  the 
years  12-16.  A  teacher  of  English  literature  well  trained  in  human  biology 
conduote  a  series  of  heart  to  heart  talks  with  "  The  English  Crowd  "  as  they 
call  themselves.  The  questions  of  sex  and  morals  which  confront  a  girl  of 
this  age  are  all  explained  and  discussed  in  a  convincing  and  dignified  way. 

20.  The  Problem  of  8ew  Education  in  Schools.  Reprinted  by  permission  of 
che  Public  Health  Service.  A  brief  extract  of  Dr.  Exner'e  report  of  the  results 
of  his  questionnaire  to  college  boys.  Neglect  of  responsibility  on  the  part  of 
the  parent  and  what  the  teacher  is  able  to  do  are  next  discussed.  Other  sub- 
jects treated  are  Health  and  Eecreation,  Emergency  Teaching,  and  Sex 
Instruction  in  the  curriculum.  Woiic  that  may  be  done  in  the  Ingh  schools, 
grammar  sdhools  and  teachers'  colleges  is  outlined. 

23.  When  Thetf  Come  H<mie.  A  pamphlet  reprinted  by  permission  of  the 
Public  Health  Service.  Emphasizes  the  necessity  of  being  prepared  to  keep 
the  boys  in  as  good  condition  after  they  are  discharged  from  the  army  as  they 
have  been  in  the  service.  Strong  appeals  are  made  for  the  elimination  of 
prostitution. 

26.  Circular  of  inetruction  to  he  given  to  patients  6y  physicians  when  a 
diagnosis  of  sifphilis,  gonorrhea  or  chancroid  is  made.  It  contains  an  abstract 
of  the  refifulation  which  classifies  these  diseases  among  those  considered  com- 
municable and  another  from  the  domestic  relations  law.  Also  detailed 
instructions  to  infected  persons  on  how  they  should  conduct  themselves,  and 
how  they  should  dispose  of  their  soiled  dressings  so  that  they  may  not  infect 
others.  The  concluding  paragraph  mentions  the  type  of  laboratory  test  that 
should  be  made  to  determine  the  presence  of  either  disease  and  the  value  of 
such  test. 

Otiter  Pubtjcattons.  A  manual  entitled  "The  Modern  Treatment  of 
Syphilis,  Gonorrhea  and  Chancroid"  was  prepared  by  our   consultant,  Dr. 
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Marab.  It  oontalns  detailed  information  and  directions  for  making  thorough 
and  careful  diagnosis  of  siymptoms  of  all  of  these  diseases  and  a  most  accurate 
description  of  the  methods  of  preparing  arsphenamiue  for  intravenous  injec- 
tion and  of  the  technique  of  its  injection  with  illustrations  of  apparatus 
necessary.  The  treatment  of  gonorrhea  as  well  as  the  most  approved  methods 
of  testing  its  efficiency  are  very  carefully  described.  In  an  appendix  are  out- 
lined suggested  instructions  to  be  given  pereons  infected  with  gonorrhea, 
syphilis  or  chancroid  that  will  enable  them  to  avoid  infecting  those  with  whom 
they  associate.  These  manuals  are  being  distributed  among  the  physicians 
of  the  State. 

A  pamphlet  "  Compilation  of  Laws  and  Regulations  Relating  to  Syphilis. 
Gonorrhea  and  Chancroid  "  was  prepared  containing  a  collection  of  the  laws 
and  sanitary  code  regulations  which  have  a  bearing  upon  the  control  of 
venereal  diseases.  The  original  pamphlet  was  prepared  in  1018  and  was 
revised  this  year  so  as  to  contain  the  amendments  passed  by  the  legislature. 
A  copy  of  this  pamphlet  was  sent  to  many  physicians  and  lawyers  in  the 
State  and  a  copy  was  aleo  sent  to  every  health  officer  or  venereal  disease  con- 
trol officer  of  each  State  in  the  Union. 

In  addition  to  the  above  pamphlets  the  bureau  has  distributed  a  number  of 
publications  for  the  U.  S.  Public  Health  Service.  Among  these  are  venereal 
disease  pamphlet  No.  40,  Nurses  Bulletin,  a  copy  of  which  was  sent  to  every 
nurse  in  the  State,  and  The  Civilian  Manual  for  the  Treatment  of  Syphilis  and 
Gonorrhea,  a  copy  of  which  was  sent  to  every  physician  in  the  State  who 
requested  the  same  by  return  postal  card  sent  him  by  the  U.  S.  Public  Health 
Service.  Venereal  disease  pamphlet  No.  36,  Open  Doors,  and  venereal  disease 
bulletin  No.  2,  Responsibility  of  Druggists  to  the  Public  Health,  were  isent  to 
all  the  druggists  in  the  State. 

New  Postebs.  There  is  great  need  for  new  posters.  Those  used  during  the 
war  were  very  effective  in  startling  people  and  demanding  their  attention  but 
they  are  not  well  adapted  to  stimulate  constructive  cooperation.  It  is 
generally  conceded  that  the  more  effective  method  of  eradicating  disease  is  to 
provide  for  its  prevention  rather  than  its  cure  and  therefore  posters  should 
be  available  that  would  put  a  premium  on  health  as  contrasted  with  disease 
from  venereal  infection.  With  this  thought  in  mind  the  art  schools  and  gen- 
eral public  were  invited  to  prepare  a  poster  and  a  prize  of  $100  was  offered 
to  the  person  most  satisfactorily  filling  the  conditions  outlined  below. 

Healthy  Parents  Head  Happy  Families 

The  Bureau  of  Venereal  Diseases  of  the  New  York  State  Department  of 
Health  offers  a  prize  of  $100  to  the  person  who  best  interprets  the  above 
expression  in  a  colored  drawing  that  can  be  reproduced  as  e  poster  in 
public  health  work. 

Drawings  may  be  made  any  size  but  must  not  be  smaller  Inan  12  inches  b^ 
18  inches. 

Drawings  may  be  signed  by  artist.  Signature  will  be  covered  before  seen 
by  judges.  Judges  will  be  announced  later  by  Dr.  Hermann  M-  Biggs,  Com- 
missioner of  Health. 

Winner  will  be  chosen  from  among  those  whose  drawings  are  received  at  the 
New  York  State  Department  of  Health,  Albany,  N.  Y.  before  5  P.  M.,  May  1, 
1920. 

Drawings  will  be  returned  if  artist  will  submit  postage.  It  may  t)e  desirable 
to  purchase  for  use  elsewhere  certain  of  those  not  winning  the  prize. 

The  bureau  reserves  the  right  to  reject  all  drawings  if  in  the  minds  of  the 
judging  committee  none  satisfactorily  meet  the  requirements. 

Posters  in  use  by  this  bureau  at  present  picture  the  horrors  following  in 
the  wake  of  the  venereal  diseases  and  it  is  felt  that  for  the  sake  of  construe- 
tive  work  a  poster  depicting  full,  robust  health  should  be  employed. 

Eighteen  drawings  were  received  from  persons  competing  for  the  prize  and 
a  committee  composed  of  Dr.  James  C.  Ayer,  an  artist.  Miss  Ellen  Babbitt 
of  the  American  Red  Gross  and  Dr.  William  F.  Snow  of  the  American  Social 
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Hygiene  AjBBociation  were  a;aked  to  decide  which  if  any  of  the  drawings  had 
earned  the  reward.  The  judges  in  pasHing  on  the  drawings  considered  the 
following  points:  1.  The  drawing  —  2.  Composition  —  3.  Fidelity  to  the  text 
—  4.  Possibility  of  reproduction  in  color.  In  their  opinion  no  one  of  the 
posters  submitted  was  accepted  since  they  considered  none  of  them  worthy  of 
reproduction  by  the  State  Department  of  Health  on  so  important  a  subject. 

It  was  a  great  disappointment  that  there  were  so  few  entries  to  this  com- 
petition. We  realized  the  prize  was  small  but  hoped  that  there  would  be 
those  who  would  be  willing  to  compete  because  of  the  public  service  they 
could  thereby  render. 

MSDIOAL   EdUOATEOK 

Syphilis  Taught  in  Medical  Schooijs.  From  physicians  all  over  the 
State  comes  the  criticism  of  their  medical  course  that  too  little  attention 
was  given  to  the  study  of  syphilis  and  gonorrhea.  Most  medical  schools  taught 
the  facts  of  these  diseases  as  they  were  met  in  the  course  of  their  clinical  or 
pathological  instructions,  and  omy  to  those  who  elected  to  beoome  urologists 
or  dermatologists  were  comprehensive  studies  of  them  given.  The  medical 
schools  are  now  taking  more  pains  to  give  the  students  satisfactory  training 
in  the  diagnosis  and  treatment  of  syphilis  and  gonorrhea  and  it  is  hoped  that 
they  will  continue  to  develop  the  courses  because  every  day  the  force  of  the 
statement  attributed  to  Dr.  Osier  becomes  more  apparent :  "  Know  syphilis 
in  all  its  manifestatione  and  relations  and  all  other  things  clinical  will  be 
added  unto  you."  The  Division  has  attempted  in  a  number  of  ways  to  help 
the  practicing  physician  overcome  his  handicap.  Members  of  the  staff  have 
from  time  to  tdme  met  with  county  and  city  medical  societies  and  read  papers 
on  the  newer  methods  of  diagnosing  and  treating  syphilis  and  gonorrhea. 
These  papers  have  always  been  received  with  enthusiasm  and  have  been  fol- 
lowed by  animated  discussions. 

Courses  of  Study  fob  Diagnosis  and  Treatment  of  Syphilis.  In  Roch- 
ester Dr.  Goler  and  Dr.  Roby  conceived  the  idea  of  arranging  a  course  for  the 
intensive  study  of  the  diagnosis  and  treatment  of  syphilis  for  a  limited  num- 
ber of  physicians  in  their  vicinity.  The  Division  was  invited  to  cooperate, 
and  in  June  a  two  weekjs'  course  was  given  to  two  groups  of  physicians,  each 
group  containing  a  maximum  of  fifteen  men.  The  four  hospitals  in  the  city 
were  invited  to  cooperate  and  each  arranged  to  take  charge  of  the  two  groups 
in  turn  in  studying  the  methods  of  administration  connected  with  the  control 
of  venereal  diseases.  The  work  as  outlined  by  the  hospitals  included  inspection 
and  careful  study  of  ward  patients  who  demonstrated  a  variety  of  lesions, 
derma tological,  neural  and  visceral.  Those  hospitals  which  have  laboratories 
devoted  some  of  their  time  to  explaining  to  the  groups  the  various  laboratory 
methods  of  taking  and  examining  specimens  including  the  Wassermann  test 
of  the  blood,  the  colloidal  test  of  the  spinal  fluid  and  the  dark  field  examina- 
tion of  exudates.  The  classes  were  filled  and  the  members  were  exceedingly 
enthusiastic  over  the  opportunity  for  reviewing  the  diagnosis  and  tree;tment 
of  syphilis,  and  also  for  the  opportunity  of  studying  the  later  scientific 
innovations.  The  success  of  this  impromptu  school  warrants  our  stimulating 
similar  programs  in  other  cities.  In  November  a  num'ber  of  physicians 
accepted  the  invitation  of  the  U.  S.  Public  Health  Service  to  attend  the 
Institute  conducted  in  Washington  for  the  study  of  venereal  diseases. 

Case  Records.  Another  activity  which  we  imdertook  in  our  eflTorts  to 
assist  the  physicians  in  reviewing  methods  of  diagnosis  and  treatment  was  to 
distribute  among  them  at  regular  intervals  reprints  of  a  number  of  case 
records  selected  from  tho?e  distributed  by  Dr.  Cabot  of  the  Massachusetts 
General  Hospital.  Permission  was  granted  by  the  publishers  of  these 
records  for  reproduction  of  those  selected  by  us.  Twenty  records  have  been 
reprinted  and  distributed  among  more  than  2,500  physicians  in  the  state  at 
intervals  of  about  one  month.  A  brief  letter  accompanies  each  record  point- 
ing out  what  seems  to  the  staff  the  most  important  feature  in  that  particular 
case.  It  will  not  be  possible,  nor  is  it  desirable,  to  distribute  all  of  these 
records  this  year.    Favorable  comments  have  been  received  from  many  of  the 
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phyiidanft  on  this  activity.    A  list  of  the  records  chosen  and  the  order  in 
which  they  are  being  distributed  follows: 

5251    Aortitis  with  coronary  obstruction  4181 

5172    Aortitis    wtth    aneurism    of    tbe  4171 

arch  4371 

4261  Aortitis  with  aneurism  of  the  4091 

eoeliac  axis  4012 

4498    Aortitis  with  endocarditis  4054 

4441    Aortitis  with   regurgitation  4462 

«U    jAortltis  4031 

4492    Congenital  STphilis  6182 

4153    Congenital  syphiUs  5208 

4262  CongenlUl    STPbilis  4033 
4242     Lnetic  periostitis 


Luetic  pneumonia 

Lues  and  tuberculosis 

Lues  and  carcinoma 

Lues  and  brain  tumor 

Lues  and  anemia 

Lues  and  duodenal  ulcer 

Aortitis  with  aneurism  of  arch 

Aortitis  with  dilatation  ot  aorta 

and  endocarditis 
Stricture  of  urethra 
Gonorrheal  abscess 
Pelyic   peritonitis 


Ckse  records  ore  bedng  prepared  from  patieats  suffering  with  neuro-syphilis, 
a  series  of  whioh  will  follow  the  oompleftion  of  thds  list. 

Stiij:.bibths.  Many  estimates  have  been  made  hy  men  qualified  to  know 
something  oi  the  prevalence  of  syphilis  as  to  the  proportion  of  stiHbirths 
caused  by  sypbilis.  There  is  no  doubt  in  the  mind  of  any  practitioner  but 
that  syphilis  is  one  of  the  most  potent  factors  in  the  destruction  of  infants, 
and  it  was  thought  advisable  for  the  Divieion  to  make  scMne  effort  to  crtimulate 
the  physicians  to  learn  the  true  state  oi  i^airs  and  then  apply  what  skill 
they  had  for  its  correction.  A  letter  accordingly  was  prepared  and  directed 
by  the  Commissioner  of  Health  to  the  physicians  of  the  State  asking  them  to 
cooperate  with  the  Division  by  submitting  specimens  of  blood  to  an  approved 
laboratory  for  a  complement  fixation  test  from  all  women  to  whom  a  still- 
birth has  occurred.    A  copy  <^  the  letter  is  appended. 


STATE   OF  NBW  YORK, 
Dbpabtment  or  Hbalth, 


Albany,  July  19,  1920. 


Dbab  DoCTOa. —  The  role  played  by  syphilis  in  the  community  life  has  been 
iriddy  written  and  spoken  about  since  the  discoveries  disclosed  by  the  medical 
examinins  boards  of  the  draft  army.  As  physicians  we  have  known  for  a 
long  time  that  syphilis  has  been  most  ruthless  each  year  in  ezactina  its  toll  of 
wrecked  families  and  defective  children,  but  how  serious  this  tragedy  is  has  never 
been  determined.  Many  tables  have  been  prepared  attempting  to  show  the  pre* 
Tiknce  of  syphilis,  but  owing  to  the  small  number  of  cases  or  to  the  restricted 
group  from  which  the  data  was  collected,  these  estimates  have  never  been 
tccepted   as  applicable  to  the  general  population. 

Tbe  Lancet  for  May  26,  1917  contains  an  oration  delivered  by  the  late  Sir 
wmiiun  Osier  before  the  Medical  Society  of  London  on  "  The  Campaign  against 
Syphilis."  This  is  a  most  excellent  discussion  of  syphilis  as  a  public  health 
problem  and  ahould  be  read  with  profit  by  every  practicing  physician.  His  arraign- 
ment of  syphilis  as  a  destroyer  of  the  Infants  is  particularly  drastic  as  is  shown 
by  these  several  quotations  "SyphiUs  is  perhaps  the  most  common  cause  of 
abortion  " — **  When  I  was  a  pathologist  and  pbysidan  to  an  infant's  home,  we  did 
Dot  have  —  nor  did  we  need  —  Schaudinn  or  wassermann  or  Noguchi  to  tell  us 
of  what  9S%  of  Infants  died  during  the  first  month.  Jonathan  Hutchinson  ond 
Psrrott  and  Dlday  and  Fournier  had  told  us  that."  Osier  estimated  that  at  least 
20%  of  the  stillbirths  and  between  16,000  and  20,000  of  the  90,000  deaths  of 
infants  within  the  first  year  reported  in  England  for  the  year  1915  were  due 
directly  to  ajphilis. 

Dr.  J.  Wblttrldge  Williams  reported  to  the  New  York  State  Medical  Society  that 
among  4,000  (1,889  white  —  2,161  black)  consecutive  deliveries  In  Johns  Hopkins 
Hospital  in  the  period  preceding  December  SI.  1919,  tbere  were  302  foetal  deatha 
Car^Tol  study  revealed  that  syphilis  was  the  cause  of  104  or  84.44%  of  these 
deaths.  It  was  tiie  cause  of  12.12%,  or  one  of  erery  eight,  of  the  deaths  among 
the  whites  and  45.28%,  or  almost  half  the  deaths  among  the  blacks.  Of  these 
4.000  mothers  421  had  a  positive  Wassermann  reaction  and  antiluetic  treatment 
was  begun  as  early  as  possible.  Some  casen  came  under  observation  too  late  foi 
the  treatment  to  have  any  value,  but  some  idea  of  the  effects  of  antiluetic  treat 
meat  can  be  ohserved  if  the  patients  be  divided  into  three  groups  as  follows : 

I.  In  this  class  there  were  167  women  who  received  no  treatment  and 
'*  52%  of  the  children  were  bom  dead  or  presented  some  evidence  of  syphilis.*' 

II.  In  this  class  tbere  were  103  women  who  received  only  two  or  three 
Injections  of  salvarsan  and  no  after  treatment  and  87%  of  the  children  wero 
bom  dead. 

III.  In  this  class  there  were  103  women  who  received  satisfactory  treat- 
ment achieving  a  negative  Wassermann  and  but  7.4%  of  the  children  died. 
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Dr.  WilliamB  cooeludcs,  "  the  evidencd  at  our  diaposal  shows  that  if  syphilis  is 
recognized  early  In  the  pregnant  woman,  and  la  Intensively  and  appropriately 
treated,  almost  Ideal  results  may  be  obtained  as  far  as  the  child  is  concerned." 

In  an  article  entitled  *'  Syphilis  and  its  Relation  to  Infant  Mortality  "  appearing 
in  a  recent  number  of  the  American  Journal  of  Syphilis  for  January,  1919.  the 
author  found  in  reviewing  the  literature  that  in  a  syphilitic  family : 

75  per  cent  of  all  the  oflTsprlng  are  infected. 

80  per  cent  of  the  pregnancies  terminate  in  death  at  or  before  term  (a 
waste  three  times  greater  than  is  found  in  nonsyphllitic  families.) 

30  per  cent  of  all  the  living  births  die  in  infancy  as  compared  to  a  normal 
rate  of  15%  in  the  same  class. 

These  figures  are  startling  but  must  have  some  foundation  in  fact.  If  they 
are  only  partly  true  it  is  quite  evident  that  we  should  do  what  we  can  to  remedy 
the  conditions  which  permit  such  destruction  of  our  children.  It  is  generally 
conceded  b^  syphologists  that  the  complement  fixation  (Wassermann)  test  of  the 
blood  is  the  best  method  of  determining  the  presence  of  acquired  syphilis,  and  I, 
therefore,  ask  you  in  the  future  to  submit  to  the  State  laboratory  a  apeoimen  of 
blood  from  every  woman  in  your  practice  who  has  an  abortion,  misearriage  or 
atiUbirth, 

The  State  laboratory  at  Albany  and  the  branch  laboratoir  at  New  Yorlc  City 
are  always  willing  to  make  these  tests  for  the  physicians,  free  of  charge.  Oat- 
fits  for  collecting  and  submitting  the  blood  can  Be  procured  of  the  health  ofllcer 
in  the  district  or  from  the  State  laboratory.  There  are  in  certain  parts  of  the 
State,  laboratories  approved  by  the  State  Department  of  Health  where  specimens 
can  be  sent,  If  that  seems  more  desirable.  If  a  specimen  of  blood  Is  sent  as  a 
matter  of  routine  from  every  such  case,  there  can  be  no  suspicion  or  stigma  upon 
the  patient  and  it  will  result  in  the  discovery  of  cases  of  syphilis  needing  treat- 
ment. 

Assuring  you  of  my  great  interest  in  your  worlc  and  my  desire  to  have  you 
cooperate  in  this  most  important  public  health  problem,  I  am, 

Very  truly  yours, 

HERMANN  M.  BIGGS, 

Oommia$ioner, 

Table  Showing  Distbibution  of  Pampiilbts 
No.  1910  1920 

1  —  Syphilis,  Gonorrhea  and  Chancroid 217,572  64,845 

2  —  Facts  for  Parents 142,888  67,376 

3  —  Fa<!t8  for  Young  Men 209.626  90,680 

4  —  Facts  for  Young  Women 364,872  104,695 

5  —  Facts  for  Public  Officials  and  Business  Men 133,259  30,289 

6  —  Keeping    Fit     47 .  758  81 ,006 

7  —  Your   Country   Needs   You 39,i(34  17,052 

8  —  The  Nation's  Call  to  Young  Women S4.S48  17,807 

9  —  Man    Power     57,122  62,097 

10  —  Mothers  of  America 14,250  48,029 

11  —  Facts  for  tlie  Adult  Public 145.804 

12  —  A  Talk   with   Mothers 35.388 

IS  —  Passing  on   the  Torch 17 , 930 

14  —  Come    Girls    26,370 

Sex  Education  in  Schools o0.263  18,279 

When  They  Come  Home 18,056     


1,810,348  817.856 


MUcellaneoua 

Modern  Treatm-^nt  of  Syphilis,  Gonorrhea  and  Chancroid..  1.885  463 

U.  S.  Manual  of  Treatment    (Civilian  Edition) 6,573      

Compilation  of  liaws  and  Regulations  Relating  to  Syphilis, 

Gonorrhea   and  Chancroid    2, 140  775 

Responsibility  of  Druggists  to  the   Public  Health    (United 

States  Public  Health  Service  Bulletin  No.  2) 16,115     

Open   Doors   (for  Druggists)    United  States  Public  Health 

Service  Bulletin   No.  36 96,960     

Wnr  on  Venoreal  Diseases  Must  Continue   (United  States 

Public  Health  Service) 6,744     

129,419  1,238 

Case   records    26,425 

Requests  for  literature  received  through  the  mails 18,954  8,394 

Posters  distributed    4,706  7,825 

Orrr  Soobing 

During  1919  an  Oittempt  was  made  by  the  United  8t4ites  Public  Health 
Service  to  compare  the  venereal  disease  control  activitiea  of  cities  of  the 
various  states.  A  questionnaire  was  submitted  to  the  several  state  control 
officers  with  a  request  to  return  the  information  for  each  city  in  hia  abate. 
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This  was  don«  from  all  the  cities  in  New  York  State,  but  owing  to  the 
character  of  information  sought  and  the  abeenoe  of  a  common  standard  upon 
which  to  base  comparisons  very  little  value  oould  be  attached  to  the  findings. 
This  year  a  more  careful  effort  was  made.  The  United  States  Public  Health 
Service  detailed  from  the  office  in  Washington  a  numiber  of  investigators  who 
were  instructed  before  starting  work  in  the  manner  of  ascertaining  the 
information  and  how  to  report  it  properly.  A  questionnaire  of  about  200 
topitas  was  used  in  obtaining  the  classified  information.  Free  access  was 
given  the  investigator  to  our  records  in  order  that  her  information  might  be 
as  nearly  accurate  as  posedble.  A  list  of  the  cities  scored  is  given  below  with 
their  rating  and  their  ranking  in  the  class  of  which  they  were  a  part. 

Rank  City  Rate 

Population   over   500,000 
S New   York    627 

Population   100,000   to  500,000 

13 Rochester     661 

15 BufTalo     646 

16 Syracuse 689 

20 Yonkers    642 

22 Albany     625 

23 Schenectady    522 

Population  50,000   to   100,000 

3 Blnghamton    624 

10 Utlca     ' 570 

16 Troy     530 

Population    25,000    to   60,000 

14 Niagara   Falls    604 

29 Amsterdam     508 

35 Elmlra     485 

46 Kingston     889 

48 Watertown    886 

89 New    RocheU«    241 

90 Auburn     234 

94 Cohoes    208 

95 Mt.    Vernon    200 

102 Newbargh     188 

Population   25,000   and  under 

1 Glens   Palls    604 

3 Middletown    695 

4 Poughkeepsle     675 

11 Rome     638 

13 Oloversville    620 

23 Ithaca    475 

26 Oswego     445 

33 Dunkirk     411 

38 Clean     361 

45 Corning     338 

61 White   Plains    261 

81 Lackawanna     189 

84 Ogdensburg     185 

125 Watervliet     104 

127 Lockport     102 

The  ratings  were  made  on  the  basis  of  a  possible  1000  points.  The  figures 
given  above  are  probably  as  nearly  correct  in  picturing  the  efficiency  of  the 
cities'  activities  as  could  be  expected  but  in  certain  instances  injustice  was 
done  because  the  inspector  happened  along  at  a  time  when  the  clinic  attend- 
ance was  low  or  in  other  instances  when  the  clinic  was  but  recently  organized. 

Medical 

Staff  —  Consultant,  Edward  H.  Marsh,  M.  D.;  Inspector,  Schuyler  P. 
Richmond,  M.  D. ;    Nurse  and  Social  Worker,  Mrs.  Caroline  L.  Chichester. 

Supplemental — Physicians,  Dr.  F.  R.  Sanborn,  Dr.  T.  W.  Rhodes,  I>r.  L.  J. 
Dailey;  Nurses  and  Social  Workers,  Miss  Roberta  V.  Leslie,  Miss  Julia 
MacPhillips,  Miss  Georgia  T.  Cafisell. 
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The  medical  staff  fundamentally  consiets  of  a  consultant,  inspector  and 
nurse.  The  duties  of  the  various  members  of  this  staff  may  be  outlined  in 
brief  as  follows: 

The  consultant  is  at  all  times  available  to  persons  in  the  State  seeing 
advice  in  the  diagnosis  or  treatment  of  a  possible  venereal  condition.  Much 
of  his  work  can  be  done  through  correspondence,  for  in  a  majority  of  instances 
it  means  directing  a  patient  to  a  specialist  or  physician  in  his  or  her  vicinity. 
The  consultant  also  makes  it  a  point  to  visit  each  of  the  clinics  during  the 
year  and  to  be  present  at  one  of  the  regular  clinic  periods  in  order  that  he 
may  carefully  obeerve  the  technique  employed  by  the  attending  physician  in 
both  his  diagnoses  and  treatments  and  make  suoh  suggestions  and  comments 
as  he  may  feel  are  essential.  He  is  available  at  all  times  to  the  clinic  chiefs 
for  assistance  in  difficult  diagnoses  or  questions  regarding  methods  of  treat- 
ment. 

The  inspector  shares  certain  of  the  duties  of  the  oonaultant.  He  too  is 
engaged  in  visiting  clinics  for  the  purposes  of  observing  the  methods  of 
diagnosoB  ajid  treatment  but  since  he  visits  the  clinics  more  frequently  than 
the  consultant,  his  principal  function  is  to  assist  them  in  attaining  uni- 
formity in  their  methods  of  treatment  and  manner  of  keeping  and.  submitting 
reoorda. 

The  nurse  and  social  worker  has  not  been  called  upon  to  do  any  social 
work,  but  has  instead  been  engaged  with  the  clinic  nurses  in  systematizing 
their  work  inside  of  the  clinic.  It  ie  her  duty  to  see  that  the  nitrse  attached 
to  the  dinic  employs  the  proper  technique  in  preparing  the  inatruments  and 
solutions  for  the  injections  and  understands  how  to  keep  the  records  of  the 
clinic'e  activdtiee  correctly.  It  ia  her  aim  to  be  present  at  each  clinic  at 
three  different  treatment  periods  during  the  year. 

Public  Clinics 

It  was  early  observed  that  in  order  to  make  permanent  progress  in  the 
control  of  venereal  diseases,  the  educational  activity  should  be  supplemented 
by  aome  definite  concaiete  work  that  would  prove  to  the  public  that  this 
Division  was  advocating  more  than  was  offered  by  the  quack  physician. 
There  is  also  a  law  which  obliges  the  health  officer  to  provide  treatment  for 
infected  vagrants  or  indigents  apprehended  by  the  law  and  also  to  those 
persons  who,  unable  to  provide  treatment  for  themselves,  may  voluntarily 
make  application  to  him.  Therefore,  the  health  officers  and  public  officials  in 
the  larger  cities  were  persuaded  to  eetabUsh  public  clinics  where  indigents 
may  be  treated  without  charge.  To  aid  in  such  establishment  this  Division 
offered  to  subsidize  any  oity  that  undertook  the  organization  of  a  clinic  by 
supplying  them  with  adequate  equipment,  providing  the  city  would,  on  its 
part,  secure  a  suitable  location  and  employ  a  physician  to  do  the  work.  The 
Division  offered  further  to  subsidize  the  clinic  by  supplyincr  the  required 
arsphenamiine  and  by  offering  to  pay  for  the  first  year  one-half  of  the  salary 
of  the  nurse  who  should  be  employed  to  assist  in  the  clinic  aAd  to  do  th« 
follow-up  work.  At  present  ten  clinics  in  Nerair  York  City  and  forty-two 
olinics  outside  of  the  city  have,  to  a  more  or  less  extent,  taken  advantage  of 
this  offer  and  are  functioning  under  these  conditions.  Provision  has  been 
made  for  establishing  two  others. 

•Some  statement  of  our  idea  of  the  public  clinic  and  its  function  may  be 
opportune  at  this  time.  As  stated  above,  primarily  it  was  organized  for  the 
purpose  of  affording  a  concrete  demonstration  of  the  efficiency  of  modern 
methods  of  treatment  and  diagnosis  both  to  the  lay  and  professional  mem- 
bers of  the  community.  Practically  it  was  opened  as  a  place  where  indigents 
who  had  no  other  means  of  securing  treatment  could  be  cared  for  while  in 
the  infectious  state.  These  two  functions  are  paramount  to  us.  While  in 
a  few  instances  the  clinics  have  been  used  by  civil  authorities  as  a  place 
where  compulsory  treatment  may  be  obtained,  great  effort  has  been  made  to 
have  the  attendance  at  the  venereal  disease  clinic  as  free  and  spontaneous 
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as  it  i»  at  any  Mtoi  public  health  clinic  If  profltitutee  and  other  ragrantB 
attended  tihe  clinioB  they  did  «o  aa  any  individual  might  and  were  in  no 
way  dietinguiflhed  from  the  otiher  patiente  by  the  attending  physitsian  and 
nurse.  At  first  no  particular  effort  wblb  made  to  refuse  admittance  to  any 
person  who  presented  himself,  in  spite  of  the  fact  that  the  olinio  was  pri- 
marily opened  for  the  oare  of  indigents.  It  was  judged,  and  experience  has 
sinise  justified  that  opinion,  that  those  capable  of  paying  the  private  pthysi- 
cian.  for  treatment  would  not  be  content  to  sdt  an  a  clinic  and  await  their 
turn  for  treatment  after  they  have  been  oonvinoed  of  the  efficiency  of  modem 
methods  of  treatment  and  that  there  are  physicians  outside  of  the  clinic  as 
well  qualified  to  do  the  work.  It  has  always  been  emphasized  by  the  Division 
in  fostering  and  stimulating  the  clinic  in  its  activities  that  it  was  estab- 
lished for  the  following  purposes :  From  a  puhlio  point  of  view,  to  proteot  the 
community  from  the  spread  of  two  very  oommuniodble  diseaseB;  from  a 
professional  point  of  view,  to  act  as  a  center  for  the  dissemination  of 
knowledge  both  among  the  profession  and  laity  concerning  the  newer  methods 
of  treatment  and  the  control  of  these  two  commwnioahle  diseases;  from 
the  patient's  point  of  view,  as  a  place  where  indigents  or  those  infected 
with  one  of  these  communicable  diseases  and  unahle  to  employ  a  physician, 
can  secure  most  adequate  treatment;  and  lastly,  where  heiUth  officials  can  pro- 
oure  treatment  for  irresponsible  or  viciously  indined  oarriersi  of  either  disease. 
Our  position,  as  here  outlined,  is  well  known  throughout  the  state  and  has 
been  very  generally  maintained.  It  has  helped  us  have  most  satisfactory  and 
encouraging  cooperation  from  the  practioing  physicians. 

With  few  exceptions,  the  clinics  have  been  estabUshed  in  oonjuiMiion  with 
other  public  health  clinics.  At  first  it  was  thought  essential  to  have  this 
combination  of  clinics  in  order  that  the  object  of  the  patient's  visdt  wouM 
be  camoufiaged.  This  reason  no  longer  retains  the  importance  it  was  sup- 
posed to  have  but  other  very  evident  reasons  for  such  combination  have 
developed.  As  a  result  of  our  combining  clinics  it  was  demonstrated  that 
there  was  a  great  saving  to  the  city  in  overhead  expense  and  a  great  assist- 
ance rendered  the  physicdans  in  transferring  patients  from  one  clinic  to 
another  as  is  frequently  necessary. 

The  location  o^  the  clinic  is  a  very  im^^ortant  oonsid^Bration.  At  first 
thought  it  would  seem  that  a  clinic  should  be  located  in  a  hospital.  Experi- 
ence has  fihown,  however,  that  this  is  not  neceesary  and,  in  fac^t,  the  hospital 
may  be  a  very  poor  place  particularly  if  it  is  situated  on  the  outskirts  of 
the  city  or  in  the  residential  section.  Syphilis  and  gonorrhea  in  the  earlv 
stages  do  not  totally  incapacitate  or  disable  their  victims  for  any  great  length 
of  time  and,  therefore,  the  patient  may  receive  treatment  while  he  continues 
his  daily  vocation,  and  it  is  found  he  will  do  so  provided  that  the  clinic  is 
located  in  a  place  easily  accessible  to  him  in  his  ordinary  life  and  where  his 
coming  and'  going  will  not  be  too  conspicuous.  Mbst  suoceesful  clinics  have 
been  located  in  the  heart  of  the  business  section  of  the  cities. 

Clinic  hours  are  a  matter  of  consideration  also.  They  should  be  selected 
so  as  not  to  oosiflict  with  o^er  engagemientB  of  its  possible  ^tients.  In  our 
experienoe  the  miost  convenient  hours  have  been  In  the  evening  beginning  at 
8  p.  M.  iSome  clinics  have  found  an  afternoon  period  desirable  for  women. 
At  least  two  evening  periods  each  week  should  be  had  by  all  dinics.  Where 
the  attendance  is  large,  other  periods  must  be  provided.  Several  clinics,  as 
an  experiment,  have  tried  to  treat  the  gonorrhea  and  syphilis  patients  on 
separate  nights. 

Advertisanent  of  the  clinic,  its  location  and  hours,  in  the  sporting  columns 
of  the  daily  newspapers,  by  posters  in  public  rest  rooms  and  toilets  and  by 
appropriate  sitrns  on  the  clinic  door,  have  been  found  to  be  very  beneficial. 
Much  of  its  efficiency  depends  upon  its  equipment  and  arrangement  of  rooms. 
It  must  consist  of  at  least  two  rooms  but  a  better  arrangement  is  to  have 
three.  There  must  be  a  waiting  room  sjid  a  treatment  room.  If  two  wait- 
ing rooms  are  available,  the  men  and  women  can  -be  separated,  while  the 
clinic  hours  for  both  remain  the  same.  If  but  one  waiting  room  is  available 
the  hours  for  treatment  of  men  and  woman  must  be  different.     An  ideal 
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arrangement  would  be  to  have  the  entrance  to  the  clinic  open  into  a  small 
room  where  &  aocial  worker  can  h&ve  her  desk.  Leading  off  of  thia  to  the 
right  and  left  should  be  the  two  waiting  rooms.  These  in  turn  should  open 
into  the  treatment  room  from  which  there  should  be  a  direct  eodt  to  the 
street.  Thus  patien.t«  can  enter  and  leave  with  a  minimum  amount  of  con- 
tact with  one  another. 

The  equipment  amde  from  the  desks,  record  files  and  chairs  should  consist 
of  an  operating  table,  a  still,  an  instrument  and  dressing  sterilizer  and 
instrument  cabinet,  apparatus  for  administering  intravenous  injecticns  and 
for  giving  irrigations.  The  equipment  must  also  include  a  microeoope  with 
oil  immersion  and  dark  field  attachment.  The  standard  equipment  which  we 
have  supplied  the  clinics  and  for  which  they  have  made  requisition  to  us, 
follows : 

Fumishinga 

1  ezamining  table,  white  enameled. 

1  pad  for  same. 

1  dressing  table,  white  enameled. 

1  stool,  white  enameled. 

1  instrument  wall  cabinet,  with  four  shelves. 

1  combination  instrument,  water,  and  dresedng  sterilizer. 

1  water  still. 

1  waste  basket. 

ApparatUB 
1  Janet-Frank  syringe. 


syringe 
2  scalpels. 
2  art^y  clamps. 
1  dressing  forceps. 
1  vaginal  speculum. 
1  sponge  forceps. 
^  doeen  surgical  needles. 
1  trocar  and  canula. 
1  pair  straight  scissors. 
1  grooved  director. 

1  dermatologioal  curette. 

2  white  enamel  pans. 

2  white  enamel  pus  basins. 

1  douMe  cylinder  gravity  apparatus  for  salvarsan. 

2  Graeser  needles  18G  for  salvarsan. 
1  Graeser  needle  20G  for  salvarsan. 

1  Graeser  needle  22G  for  salvarsan. 

2  Luer  syringes  2  cc. 

1  dozen  hypa  needles. 

2  Luer  needles  lOG,  2-indh. 

1  deep  urethral  Luer  syringe 
6  rubber  catheters. 

2  silk  coude  catheters. 

1  silk  bicoude  catheter. 

4  silk  bougies,  Nos.  10.  12.  14,  16F. 

12  steel  sounds,  Noe.  16,  17,  18,  1»,  20,  21,  22,  24,  26,  28,  30,  32r. 

6  tunneled  sounds,  Nos.  &,  10,  11,  13,  15F. 

6  whalebone  filiform  bougies. 

1  glass  irrigator  with  wall  attachment. 

1  dozen  glass  tips  for  irrigator. 

1  EoMmann  dilator,  straight. 

1  microspope  with  oil  immersion  lens. 

1  dark  field  attachment  for  same. 

1  meohanioal  stage  for  same. 

1  Hght  for  same. 
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This  equipment  was  furnished  subjeot  to  the  following  conditions: 

I.    Equipment  flhall  always  be  open  to  inspection  by  repreaentatiyes  of 

the  Division  of  Venereal  Diseases,  State  Department  of  Health. 
II.    Physician  to  take  charge  of  clinic  shall  'be  approved  for  the  work  by 
this  Division. 

III.  Clinic  will  keep  records  of  cases  treated  on  blanks  furnished  or  approved 
by  this  Department  and  will  report  eadh  case  with  information  desired 
on  cards  furnished  for  that  purpose. 

IV.  A  follow-up  service  will  be  organized  by  which  all  patients  will  be  kept 
under  regular  treatment  until  discharged  under  rules  and  regulations 
adopted  by  municipality  according  to  requirements  of  Chapter  264, 
Sec  343^^,  PubUc  Health  Law. 

V.  Arsphenamdne  will  be  supplied  by  the  Division  without  charge  for  use 
in  clinic  on  oases  where  it  would  be  a  hardship  for  the  patient  to  pay 
for  oommerdal  product*  For  this  purpose  a  well  known  approved  com- 
mercial product  will  be  furnished  until  such  time  when  the  Division  of 
Laboratories  shall  be  able  to  manufacture  the  same. 

It  is  understood  that  this  equipment  is  furnished  free  of  charge  to  the 
ckinio  by  the  State  Department  of  Health  for  use  in  the  clinic  in  cooperation 
with  the  municipality  in  its  efforts  to  control  the  spread  of  venereal  diseases. 
The  equipment  is  accepted  with  the  understanding  that  it  shall  remain  the 
propel^  of  the  State  Department  of  Health  but  imder  the  control  of  the 
Health  OflSteer  and  for  the  use  of  the  city  so  long  as  it  is  actively  used  and  the 
conduct  of  the  clinic  is  approved  by  the  State  Department  of  Health. 

To  assist  in  keeping  the  records  of  the  clinic  the  cards  and  forms  described 
below  have  been  devised  by  the  Division  and  supplied  to  those  clinics  making 
requisition. 
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Date 


Appointment  Card 

Appointroentu 


Name 


Name 


Name. 


Treatment  Cards 

SYPHILIS 


.-.Pa«e.>. 


Datb 


Date 

next 
appoint- 
ment 


Arsi^en- 
aroine 


Mercury 


Iodide 


Weight 


Urine 


R«marlcs 


Wi 


GONORRHEA 


Name. 


Dati 


Date 
next 
appoint- 
ment 


let  urine 


2d  urine 


Tk«atment 


Remarks 


Mioro- 
•copic 
examina- 
tion 


Medical  History  Card 

Venereal  clinic  at 

Name ~ Date. . 

AddremL ~ ..... 

Occupation Age M.  8.  W.  D 

Diagnosio. 

Past  history. „ « 

Source  of  infection.. .^ 

Date,  appearance  of  first  symptom. Incubation  period 

Present  symptoms 


Previous  treatment 

niysical  examination.. 


Urine 

Microscopic  examination 

Wasacrmann  test 


Pccord  cards  eir ployed  by  the  clinics. 
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Month  of. ~ 

Date 


DAILY  RECORD 

VSNVBBAL  DlSBASB  ClINIC 
102 


Sox 

Old 

New 

Readm. 

Old 

New 

Readm. 

M 

Syphilis                 

F 

< 

M 

Qonorrhea            

F 

0 

W 
H 

M 

Chancroid             — 

F 

i 

H 

M 

Nonvenereal         

F 

New  patientB  exam-  M 

inecl  found  nonven- 

ereal,  not  treated      F 

Pcraone  viflitins  clinic  M 

for  advice  only        

F 

• 

M 

Caaes  not  diagnoeed  

F 

8yp. 

Gon. 

Chan. 

Nonven. 

Syp. 

Gon. 

Chan. 

Nonven. 

No.    of    patients  M 

placed       under 

observation         F 

M 

Cured                    

F 

CO 

H 

25 

M 

Probably  cured     

F 

- 

04 

n 

Noninfectious  —  M 

not  cured           

F 

H 

-< 

Referred  to  hoepi-  M 

1       tal,  other  clinic 

or  physician        F 

Discontinued  M 

without  permia- 

sion                      F 

M 

Died                      

F 

T 

M 

tered                          F 

Doees    arsphenamine  M 
administered           -^— 

F 

(    -          1              1     ■ 

M 

VT                « A«_^_ 

N 

o.  oi  reacHuus 

F 
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DAILY  RECORD 
Vbnbrxal  Dxsbabb  Clenzc  —  (Cnndud^ 


Fob  DiAGWoazB 

For  Trbatiuemt 
Control 

For  Diaonosib 

Fob  TRBATMKtT 
COMTSOL 

Pos. 

Neg. 

D. 

Pos. 

Neg. 

D. 

Pos. 

Neg. 

D. 

Pos. 

Neg. 

D. 

Number   of   Waaser-  M 

mftim  reports    re- 

oeived                       F 

Number   microscopic  M 

treponema      palli-  F 
dum 

Number   microscopic  M 

gonoooecus               F 

• 

REMARKS: 
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MONTHLY  VENEREAL  DISEASE  CLINIC  REPORT 
Location 


Clinic. 
Month, 


192 


Syphilis 

Gonor- 
rhea 

Chan- 
oroid 

Nonven- 
ereal 

Total 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

1     Total  patients  continuing  treatment  from 
last  month 

2    Cases  undiasnoaed  durinjr  orevious  month. 

•  • . . 

Gains  (Report  a  case  only  under  one  heading) 

New  Patients 
3  New  patients  admitted  for  treatment 

4  If  patient  has  two  diseases  enter  second 
disease  here 

Note :  Endrole  figures  and  do  not  include  in 
lines  7  and  11. 

Former  Patients  Readmitted 

Former  patients  readmitted  for  treatment 

who  liad  discontinued 
5  With  permission   . .    .    ,*....... . 

.... 

6  Without  permission 

* 

.... 

•  •  •  ■ 

• .  • 

7  Total  patients  admitted  for  treatment  dur- 
ing month. 

Note:    Do  not  include  figures  in  line  4. 
8  New  patients  examined,  found   nonven- 
ereal  and  not  treated  at  clinic 

10  Cases  not  diagnosed 

.... 

11  Total  persons  admitted  to  clinic  during 
month 

Note:    Do  not  include  figures  in  line  4. 

Losses  (Report  a  case  only  under  one  heading) 

12  Number  of  patients  placed  under  observa- 
tion during  current  month 

13  Number    of    patients    discharged    (with 
permission) 
Cured 

Probably  cured 

Noninfectious  but  not  cured 

Referred   to   hospital,   other   clinic   or 
physician 

14  Discontinued  treatment  without  permission 

16  Died 

• .  • 

•  ■  •  « 

.  •  > . 

16  Total  persons  disohaived  and  discontinuing 
treatment 

17  Total  patients  remaining  under  treatment 
at  end  of  month 

18  Total  patients  under  observation 

•  •  •  ■ 

::::  ::::i 

•  «  >  • 

a     .    .    . 

.... 

«  •  •  ■ 

.... 

•  ■  •  • 

•  • .  • 
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Syphilis 

Oonor- 
rhea 

Chan- 
croid 

Nonven- 
ereal 

Undiag. 
nosed 

Total 

Total  oricinal  vinta  to  olinio  during 

month  (new  patients  admitted) 

Nora.—  The  total  should  include 

nosed. 

Total  revisits 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

(Any  patient  previously  attending 
dinio  for  same  disease.) 

Total  treatments  administered  dur- 
ing month 

Nora. —  Administration    of   any 
drug  or  preaoribing  any  medioine 
constitutes  a  single  treatment.    In- 
jection of  mercury  and  intravenous 
injection  of  arsphenamine  should  be 
considered  two  treatments  although 
given  same  patient  same  day. 

No.  cases  hospitalised  (sent  from 
clinic) 

No.  cases  placed  in  detention 

No.  cases  released  from  detention. . 

•  •  >  ■ 

.  .  •  • 

•  •  ■   ■ 

No.  of  operations: 

Male 

Female 


Major 


Minor 


L^oratory  examinations: 

1  No.   of  Wasserraann   tests  re- 

ported from  laboratory: 

For  diagnosis 

For  treatment  control 

2  No.  of  microscopic  exams,  for 

trepontma  pallidum 

3  No.  of  microscopic  exams,  for 

thegonococcus: 

For  diagnosis 

For  treatment  control 


Positive 


Negative 


Male       Female 


Male     Female 


Doubtful 


Male     Fenaale 


No.  of  doses  of  arsphenamine  (or  similar  products)  administered . . .     Male Female. , 

No.  of  reactions  * Male Female. . 

No.  of  persons  receiving  early  (prophylactic)  treatment Male Female. , 


Personnel  and  services: 

No.  of  physioiaos nuraes social  workers male  attendants 

Days  of  week  and  hours  olinio  is  open 

Total  number  of  olinio  days  during  month No.  clinic  hours, 

Signature 

(Title) 


derkB, 


*  Please  furnish  separate  detailed  reports  of  all  reactions. 
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The  public  dinicB,  in  recognition  of  the  subsidy  received  from  the  state, 

make  no  charge  for  the  treatmente  administered.     This  has  proved  a  most 

satisfactory  airangement  eo  far  as  keeping  the  patient  coming  to  the  ctinic 

is  concerned,   but  there  has  been   some  opposition   to   treating   charitably 

every  person  v^ho  makes  application.     The  first  point  of   opposition  was 

that  many  people  were  coming  from  outside  the  city  and  tnat  inasmuch 

as  the  city   waa  contributing  to   the   support  of   the   clinic   they   thought 

it  only  fair  that  if   the  county  or   other   distdricts   wish  to  make  use  of 

it    they    should    assist    in    its    support.      Another    reason    advanced    for 

making   a  charge  at  least  to  some  patients  who  come  to  the  clinics  for 

treatment  was  baeed  on  the  observation  fthat  among  the  patients  may  be 

found  some  who  are  by  no  means  indigents  and  who  could  well  afford  to  pay 

a  private  physician  for  their  care.     In  this  connection,  and  in  defense  of 

the  policy  of  at  present  treating  free  of  charge  all  who  oome  to  the  clinic,  it 

most  be  said  that  until  recently  there  were  few  physicians  who  would  admit 

to  their  practice  cases  of  syphilis  and  gonorrhea  and  in  eome  instances  the 

cHnic  still  remains  the  only  place  wihere  infected  persons  can  feel  assured  of 

receiving  competent  care. 

Successful  treatment  of  venereal  diseases  has  always  been  difficult  because 
patients  lose  interest  before  a  cure  is  effected  and  in  many  instances  feel 
that  they  are  being  imposed  upon  by  the  physician  if  asked  to  oontioue  one 
treatment  niter  the  disappearance  of  symptoms  and  signs  with  which  th«f 
were  familiar.  The  results  of  this  have  been  that  in  after  years  it  has  not 
been  unusual  for  persons  having  had  a  course  of  treatment  and  feeling  secure 
in  their  health  to  be  surprised  to  discover  the  disease  still  lurking  in  them. 
In  our  public  clinics  we  have  endeavored  to  escape  this  pitfall  by  making  it 
possible  for  every  patient  to  continue  treatment  without  incurring  a  financial 
burden  and  by  enxploying  nurses  and  follow-up  workers  to  educate  the  patient 
to  the  necessity  of  treatment  over  a  long  period  of  time.  It  has  been  found 
possible  to  continue  the  interest  of  the  majority  of  the  patients  by  this 
method  but  it  is  very  doubtful  whether  such  interest  could  be  maantainsd  if 
even  a  nominal  fee  were  charged  for  each  treatment. 

Other  Climes 

In  addition  to  those  public  clinics  established  by  boards  of  hsaJth  in  the 
cities  as  outUned  above,  certain  institutions  were  encouraged  to  open  clinics 
both  for  the  treatment  of  their  imnates  and  others  who  might  oome  to  them 
from  the  vicinity.  These  clinics  were  not  subsidised  as  heavily  as  were  the 
board  of  health  clinics,  but  in  all  instances  they  were  given  the  salvarwn 
and  the  minimum  apparatus  essential  for  the  administration  of  salvarsan. 
Certain  of  the  large  industries  were  encouraged  to  open  clinics  for  their 
employees.  The  Division  had  nothing  to  do  with  equipping  these  clinics  other 
tfaui  offering  suggestions  as  to  the  character  and  quality  of  the  apparatus. 
Arsphenamine  was  not  supplied  to  them  but  an  offer  was  made  to  have 
examined  at  our  laboratory  all  the  specimens  of  blood  that  might  be  taken. 

The  Division  cooperated  with  the  Department  in  its  conduct  of  consultation 
clinics,  ^ese  dimes  were  advisory  in  nature  and  were  held  in  six  different 
parts  of  the  State.  Few  cases  of  venereal  diseases  were  brought  to  them 
for  oonsnltation  but  in  studying  other  cases  syphilis  and  gonorrhea  were 
discovered.  At  several  of  the  clinics  the  physicians  in  charge  requested  the 
oomplement  fixation  test  sa  a  routine  measors  in  all  examinationn. 

During  the  year  ldl€  and  the  early  part  of  1920  special  effort  was  made 
by  the  Division  to  demonstrate  a  venereal  disease  clinic  in  operation  before 
the  various  medioal  societies  of  the  State.  A  surgeon  with  instruments  and 
af>paratus  visited  the  medical  societies  of  the  State  at  the  time  of  one  of 
their  regular  meetings  and  administered  salvarsan  to  those  patients  brought 
to  the  meeting  by  members  of  the  local  society.  These  clinics  were  very 
popular  among  the  medical  profession.  They  were  very  well  attended  and 
Fffmnlated  considerable  discussion  among  the  physicians  as  to  the  merits 
of  various  forms  of  treatment  and  methods  of  confirming  diagnosis.    At  the 
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tS^aiv.  ^?^?'"?'^*^«  ^'  K^lt^  Officers  held  at  Saratogit  in  IWQ*  and  in 
Izlr  f^  *^*yi«*^  ^^  ^P  complete  equipment  for  a  model  clinic  in  rooma 
apart  from  the  r^lar  meeting  rooms.  The  consultant  of  the  diviadon  was 
m  afctemJance  at  the  clinic  at  certain,  times  during  the  conference  in  order 
to  demonfltmte  to  the  physiciane  the  uses  of  the  various  pieces  of  apparatus 
Md  the  method  of  preparing  arsenical  solutions. 

Treatment  of  Syphilis 

Recognizing  that  the  most  efltective  procedure  in  controlling  the  spread  of 
syphilis  and  gonorrhea  is  to  treat  the  infected  suocessfuUy,  it  w^s  made 
a  point  by  the  Division  that  every  clinic  established  should  adopt  the  most 
successful  scientific  methods  of  diagnosing  and  treating  the  patients  admitted 
and  better  to  insure  this  it  was  stipulated  as  part  of  the  agreement  under 
which  equipment  was  given  to  city  boards  of  health  that  the  qualifications 
of  the  physician  appointed  to  take  charge  of  the  clinic  should  meet  the 
approval  of  the  Division.  The  consultant  whose  duty  it  became  to  approve  of 
the  clinic  physicians  suggested  for  appointment,  arranged  with  four  of  the 
large  dispensaries  of  New  York  City  that  physicians  in  charge  or  who 
expected  to  take  charge  of  up-state  clinics  might  spend  time  in  their  clinics 
perfecting  their  technique.  It  was  volunteered  by  the  physicians  in  charge 
of  these  dispensaries  that  they  would  give  the  visiting  physicians  an  oppor- 
tunity to  assist  in  diagnosing  and  treating  the  regular  cases  that  came  to  the 
clinic.  Many  of  the  physicians  availed  themselves  of  this  opportunity  and 
some  continue  even  at  this  date  to  visit  those  large  clinics  at  irregular 
intervals. 

For  several  reasons,  among  these  the  desire  for  more  or  less  uniformity  in 
the  treatment  and  care  of  syphilis  patients,  it  was  thought  advisable  to 
prepare  a  scheme  that  wx^uld  accord  with  the  latest  methods.  Accordingly 
our  consultant  outlined  a  course  of  treatment  that  should  extend  over  two 
years  and  copies  of  the  outline  were  distributed  among  the  clinics.  In  on 
article  written  in  explanation  of  this  outline  Dr.  Marsh  said  in  part: 

"It  is  an  easy  matter  to  determine  when  to  commence  treatment  in  any 
case  of  syphilis;  it  should  be  dtone  as  soon  as  the  diagnosis  is  made.  But 
when  to  stop  treatment  is  the  question  which  is  puzzling  to  everyone.  The 
clinical  maniiestations  of  the  disease  will  dear  up  promptly  under  modern 
methods  of  treatment,  and  then  the  practitioner  faces  the  question  —  how 
long  must  treatment  be  continued?  It  is  obviously  impossible  to  lay  down 
any  hard  and  fast  rules.  In  the  first  place  it  must  be  remembered  that  we 
are  treating  an  individual  suffering  with  the  disease  and  not  treating  the 
disease.  Therefore,  variations  must  be  necessary  to  fit  the  various  indi- 
viduals, but  there  should  be  some  guiding  principles  in  order  that  the  great- 
est benefit  may  accrue  to  the  greatest  number  of  people. 

For  the  above  reasons  the  writer  has  attempted  by  means  of  the  accom- 
panying chart  to  outliine  the  treatment  which  should  be  administered  to 
a  patient  suffering  with  syphilis.  It  is  not  expected  that  this  outline  will 
be  followed  in  every  individual  case;    it  is  merely  suggestive. 

The  chart  is  divided  into  two  portions) — the  first  showing  the  treatment 
to  be  administered  to  those  oases  where  the  disease  is  seen  at  an  early  period, 
namely,  in  the  presence  of  primary  lesions  previous  to  the  time  when  the 
Wassermann  reaction  becomes  positive.  Such  oases  should  receive  an  inten- 
sive course  of  treatment,  using  both  arspthenamine  and  mercury,  the  araphe- 
namine  to  be  administered  at  from  three  to  fivie-day  intervals,  the  mercury 
to  be  administered  either  by  daily  injections  of  a  soluble  preparation  or 
semi-weekly  to  weekly  injections  of  an  insoluble  preparation.  Treated  in 
this  manner  it  may  be  expected  that  nearly  all  cases  will  not  only  clear  up 
promptly  clinically  but  will  remain  serologically  negative,  and  if  followed 
over  a  period  of  years  will  never  have  a  positive  Wassermann  reaction  unless 
re-infection  occurs.  In  those  oases  where  the  Wassermann  reaction  has 
already  become  positive,  treatment  must  be  carried  on  for  a  far  longer  period 
of  time.     In  the  chart  a  minimum  period  of  two  years  is  indicated  during 
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which  fifty  injections  of  arBphefnamine  are  to  be  giv^en,  and  mercury  admuiiis' 
tered  over  a  total  period  of  fifty  weeks.  This  would  be  given  to  those  oaees 
in  which  the  Wassermann  reaction  became  negative  following  the  first  course 
of  treatment.  If  the  Wassermann  reaction  remained  positive  following  the 
first  course  of  treatment  the  number  of  arsphenamdne  injections  would  be 
incs^eaaed  by  a  minimum  of  eight,  and  the  amiount  of  mercury  increased  by 
administration  over  a  period  of  fifteen  weeks  longer.  There  are  doubtless 
cases  in  which,  regardless  of  the 'amount  of  arsphenamine  and  the  amount  of 
mercury  administered,  the  Wassermann  reaction  will  remain  poeitive^  In 
such  cases  it  may  be  necessary  to  cease  treatment  entirely  except  at  long 
intervals  when  short  courses  may  be  given.  Such  cases  should,  however,  be 
under  continuous  observation  for  the  remainder  of  their  lives  in  order  that 
treatment  may  be  re- instituted  at  the  earliest  aign  if  active  syphilitic  mani- 
festations again  appear.  The  dose  of  arsphenamine  should  be  approximately 
one  decigram  for  each  twenty-five  pounds  body  weight;  if  neo-arsphenamine 
is  used  &e  dose  should  be  50  per  cent  more.  Mercury  should  be  administered 
to  the  point  of  tolerance.  In  the  chart  there  is  no  mention  mode  of  potas- 
sium iodid.  The  writer  does  not  believe  that  potassium  iodid  per  so  influ- 
ences the  cure  of  syphilis.  It  is  of  great  value  in  the  presence  of  certain 
indications,  such  as  gunmiatous  formations,  increased'  blood  pressure,  per- 
sistent headaches,  etc. 

Before  disoharging  any  case,  examination  should  be  nmde  of  the  spinal 
fluid,  and  if  the  result  is  positive,  treatment  must  be  continued  even  though 
the  blood  Wassermann  Is  negative. 

In  conclusion,  the  following  facts  should  be  emphasized: 

1.  The  earlier  treatment  is  instituted  in  the  course  of  the  diseaae  the  better 
the  chances  of  recovery. 

2.  Most  cases  of  syphilis  are  not  treated  over  a  sufficiently  long  period 
of  time. 

3.  The  value  of  one  negative  Waracrmann  reaction  is  nil. 

4.  At  the  first  visit  of  the  patient  the  necessity  for  long-continued  treat- 
ment shotdd  be  dearly  brought  to  his  attention,  otherwise  it  is  impos- 
sible to  secure  his  cooperation  at  a  later  period. 

6.  To  be  effective,  arsphenamine  should  be  administered  at  frequent  inter- 
vals, and  mercury  should  be  administered  to  the  point  of  tolerance." 

For  the  general  clinic  procedure  the  consultant  prepared  a  special  booklet 
which  was  very  widely  distributed  both  among  the  clinics  land  practicing 
physicians  A  few  years  ago  there  was  such  a  diversity  of  opinion  as  to  the 
correct  way  of  treating  syphilis,  and  since  many  men  are  yet  to  be  convinced 
that  arsenical  preparations  are  superior  to  iodides,  it  was  decided  arbitrarily 
to  ask  that  this  one  method  be  adopted  in  the  clinics.  The  physicians  have 
been  cautioned  to  exercise  the  greatest  care  in  administering  their  drugs  so 
as  to  avoid  reactions  or  accidents,  and  it  can  be  said  with  pleasure  that  it  is 
to  their  credit  that  no  serious  accidents  or  Teactions  have  been  reported 
from  any  of  our  clinics  which  could  be  attributed  to  lack  of  technique  on  the 
part  of  the  physician. 

Drugs 

During  the  early  part  of  1920  the  arsenical  preparation  used  by  the  clinics 
and  provided  by  the  Division  was  arsphenamine  secured  from  the  Dermato- 
logicel  Institute  in  Philadelphia.  During  that  year  the  State  laboratory 
began  distributing  a  product  of  its  own  manufacture  which  has  proved  to 
be  equally  as  satufactory  as  any  drug  on  the  market  and  it  will  be  allowed 
to  replace  the  commercial  prodtict  as  rapidly  as  it  can  be  manufactured. 
At  present  arsphenamine  is  distributed  only  among  the  clinics.  It  is  to  be 
hoped  that  in  the  not  far  distant  future  it  will  be  distributed  as  freely 
among  all  the  practicing  physicians  as  are  antitoxins  and  serums  today, 
^'one  of  the  neoproducts  have  been  manufactured  or  distributed  bv  the  State. 
This  discrimination  was  not  made  because  of  any  lack  of  faith  in  the  neo- 
products but  it  was  thought  better  while  the  work  was  in  process  of  organi- 
zation to  limit  the  possible  sources  of  error  or  confusion. 
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Tieatment  of  Gonorrhea 

As  there  is  no  accepted  standard  in  the  treatment  of  gonorrhea  the  pro- 
cedures neceasarily  vary  in  the  different  clinics.  'Men  suffering  with  this 
disease  in  the  very  acute  stage  are  as  a  genei-al  rule  given  no  local  treatment 
until  the  symptoms  have  subsided  to  some  extent.  Most  of  the  clinics  at 
this  time  give  hand  injections  of  one  of  the  following  drugs:  Potassdum 
permanganate,  protargol,  argyrol,  acraflavine  or  mercurochrome.  The  sub- 
acute and  chronic  oases  are  usually  found  to  be  suffering  with  an  infection 
of  the  prostate  gland  and  treatment  then  is  directed  to  thie  organ. 

The  result  of  treatment  wi^  the  different  drugs  mentioned  above  do  not 
seem  to  vary  in  any  considerable  degree.  In  most  of  the  clinics,  patiente 
are  seen  not  oftener  than  twice  a  week,  which  handicaps  treatment  and 
prolongs  its  course. 

Womien  suffering  with  gonorrhea  are  treated'  with  a  cleansing  douche,  self 
administered,  and  topical  applications  of  various  drugs,  such  as  iodine, 
argyrol,  silver  nitrate,  etc.  Recent  investigations  seem  to  podnt  to  prepara- 
tions of  dyestuffs  as  a  logical  treatment  in  gonorrhea,  both  in  the  male  and 
the  female,  but  up  to  the  present  time  the  results  in  clinical  cases  have 
not  borne  out  the  expectations  conceived  by  animal  experimenrtation. 

.    Tabulations  of  Reports  from  Clinics 

It  is  very  difficult  to  picture  the  work  accomplished  by  the  clinics.  Figures 
can  be  given  to  show  how  many  persons  visited  them,  how  many  examina- 
tions were  made,  how  miany  treatments  given  and  how  many  consultations 
for  advice  but  no  one  can  tell  how  many  lives  were  saved,  how  n^any  unborn 
were  given  an  opportunity  to  be  bom  alive  and  with  good  health,  how  many 
homes  were  preserved »  how  many  wretched  lives  were  restored  to  good  health 
nor  how  much  wealth  was  added  to  -the  community  by  the  restoration  of 
actual  or  potential  invalids  to  the  productive  class.  Some  of  the  things  that 
figures  can  show  are  here  eet  down. 

There  were  adknitted  during  the  year  to  thirty-six  clinics  whose  records 
are  most  complete  4,612  patients,  2,612  of  whom  were  men  and  2,000  women, 
for  the  treatment  of  one  or  more  venereal  diseases.  Another  1,651  men  and 
975  women  were  found  to  be  ill  but  not  with  any  of  the  three  specific  vene- 
real diseases.  Some  of  these  received  treatment  but  more  than  76  per  cent 
were  persuaded  to  seek  the  care  of  their  family  physician^  Eight  hundred 
and  eighteen  men-  and  33S  women  came  to  the  cUnics  for  advice  on  questions 
relating  to  venereal  diseases. 

A  total  of  76,004  treatments  were  given  to  these  4,612  patients  during 
the  year  while  22,666  of  these  treatments  were  administrations  of  arsphe- 
namine.  The  administration  of  arsphenamine  is  in  the  nature  of  an  operation 
consisting  of  the  injection  of  50  ce  to  200  cc  of  solution  into  a  vein  of  the 
patient.  It  is  always  attended  with  more  or  less  danger  of  herm  to  the 
patient  but  owing  to  the  great  care  exercised  in  the  clinics  by  the  trained 
personnel  no  serious  accidents  occurred  in  this  great  volume  of  work. 
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Another  method  of  determining  what  a  clinic  has  meant  to  a  eomsnunity 
is  to  learn  whait  proportion  of  the  population  made  use  of  ite  seririoeft.  The 
table  following  gives  such  data. 

Portion  of  population  reaisterina  at  olinict  for  either  treatment  or  advice   from 

July  1,   1920   to  December  31,   1920 

Number 

persons  Rate  per 

Cities                                                          Population      registering  thousand 

1  —  Hornell    16.242                      85  5 .56 

2  — Ithaca     17,844                      78  4.60 

3  —  North   Tonawanda    16,027                      67  8.62 

4  — Rome    27,244                      84  8.08 

5  —  Bingtaamton    69,269                    212  8.06 

6— Utica     97,206                    2«r  2.88 

7  — Glens  Falls    16,858  48  2.83 

8  — Buffalo     619,608  1,403  2.70 

Niagara   Falls    63,899  145  2.70 

9  — Corning     16,1^3  43  2.66 

10  — Port  Chester    17,154  45  2.62 

11  —  ElmIra     46,662  120  2.67 

12  — Rochester    306,167  731  2.88 

13  —  GlOYersYlUe    22,296  62  2.80 

14  — Syracuse    177,042  847  1.96 

15  —  Ponghkeepsle    86,091  70  1.94 

16  — Yonkers     103,824  177  1.71 

17  — New    Rochelle    37,348  67  1.68 

Dunkirk     19,663  80  1 .63 

18  — Little  Falls    13,146  16  1.22 

19  — Troy     71,271  85  1.19 

20  —  Oswego    23,666  23  0.97 

21  —  Mlddletown     18,900  18  0.95 

22  — White  Plains   21,640  20  0.92 

23  —  Schenectady    91, 179  63  0.69 

24  — Amsterdam     33,873  23  0.68 

25  — Kingston     26,809  17  0.68 

26  — Jamestown     40,094  19  0.48 

27— Albany     115,366  64  0.47 

28— Plattsburg     10,874  5  0.46 

White  Plains  clinic  was  first  opened  in  September  and  Plattaburg  olinic 
in  October. 

The  clinic  depends  for  ite  growth  and  development  upon  five  tangible 
factors : 

(First)  The  medical  profession.  The  physican  in  charge  must  be  qualified 
by  dispofiitiaa  and  oharacter  to  do  public  health  work,  to  command  the 
respect  and  confidence  of  patients  at  the  first  visit.  He  must  diligently 
endeavor  to  inspire  them  with  his  interest  in  their  case.  He  must  be  able 
to  cooperate  witb  the  other  practitioners  ot  the  conmiunity  because  as  is 
shown  by  the  table  on  page  64  many  new  cases  are  referred  to  the  clinic 
by  practicing  physicians. 

(Second)  The  dinio  or  follow-up  nurse.  She  it  is  who  by  conversation  with 
the  patient  learns  of  the  source  of  infectian,  contacts  and  other  poasible 
cases  and*  who  can  tactfully  bring  them  to  the  clinia 

(Third)  Newspaper  advertisements.  A  carefully  worded  announcement  of 
the  location  and  treatment  hours  of  the  cMnic  inserted  in  the  newspapers 
either  in  the  news  columns  or  on  the  sporting  psge  has  been  found  of  value 
in  extending  the  services  of  the  clinia 

(Fourth)  Testimony  of  patients.  Not  a  few  persons  learn  of  the  clinic  and 
are  persuaded  to  eedc  it  either  for  advice  or  treatment  ibeoause  of  the  recom- 
mendation of  a  friend  who  is  a  patient. 

(Fifth)  Cooperation  of  police  and  city  courts.  All  vagrants,  male  and 
female,  (Article  XVII-B,  Section  343-N)  must  be  exjamined  before  being 
granted  their  Mberty  and  the  courts  find  the  clinics  convenient  for  enforcing 
this  meajBPure. 

In  the  preceding  table  these  influences  have  been  proportionately  active  in 
the  city  according  to  ite  ranking.  In  the  three  leading  cities  the  olindc  physi- 
cians have  either  personally  or  through  the  follow-up  agency  canvassed  every 
physdcian  in  the  oommunity  and  explained  clearly  the  manner  of  conducting 
tile  clinic  and  the  desire  of  the  management  to  have  it  serve  the  community. 
The  physicians  have  shown  great  willingness  to  cooperate  when  they  were 
aasored  that  patients  referred  to  the  clinics  for  specific  treatment  would  not 
be  lo0t  to  them  otherwise. 


State  Depabtment  of  Health 
relation  of  treatments  accordinq  to  disease 


§fc  §lg  sig  |g|.' 


Division  of  Veneheal  Diseases 


123 


Q 
< 


« 

a  o 

III 


GO 


-S 


II 
1 


OQ  3 

c     ' 


124 


State  Depabtment  of  Health 


Division  of  Veneseal  Diseases  125 

Anphenamine  Dittribnted  to  Clinict  Daring  Year  IMO 

Albany  Hospital    47 . 6 

South  End  Dispensary  13<j 

Amsterdam    223.  d 

Wnghamton    , 741.0 

Buffalo,   Municipal    300 

Buffalo^  Urologic   2, 120 

Godming    309 

Dunkirk    24 

EJmiPA    262 

Qlem  Falls    80.4 

Glo>v«r9ville    208 .2 

Hornell    230 

Ithaoa    99. 0 

Jameatown    96 

King[Btan    26 . 4 

Little  Falls   101 

Middletown    120 

New   Rochelle    32 

Niagara  FaUs   221 . 4 

Korth    Tonawanda    28.8 

Oswego    111.6 

PUttaburg    7.2 

Port  Caiester   72.4 

Poughkeepsie    164. 4 

Rochester,  Baden  St.    1, 000 

Rochester    2, 042 

Rome    240 

SciMiectady    • 106 

Syracuse 360.8 

Troy    383.6 

Utioa    • 292.8 

White   Plains    21.6 

Tonken    381.8 

Total  grams    10,580.8 

Uae  of  the  Laboratory: 

T9ie  diagnosie  of  any  of  the  yenereal  diseases  requires  confirmation  by 
ezanfrination  of  proper  body  specimens  by  laboratory  methods,  perhaps,  more 
than  any  other  communicable  disease.  Recognizing  the  importfluoce  of  having 
sudi  examination  and  the  necessity  for  its  tlmronghness  and  accuracy  a  stipu- 
lation was  made  in  the  Sanitary  Code,  Chapter  2,  Regulation  2-a^  which  is 
quoted: 

"  Regulation  2-a.  Submitting  specimens  for  laboratory  examination  in 
cases  of  syphilis,  gonorrhea  and  chancroid.  It  shall  be  the  duty  of  every 
physician  to  submit  promptly  to  the  laboratory  of  the  state  department 
of  health,  or  to  a  laboratory  approved  by  the  state  oommlssioner  of 
health  for  this  purpose,  such  specimens  for  laboratory  examination  and 
such  data  relating  Uiereto,  as  may  be  prescribed  in  the  special  rules  and 
regulations  issued  by  the  state  commissioner  of  health,  from  every  person 
affected  with  any  one  of  the  conmninicable  diseases  mentioned  in  regu- 
lation 1,  group  B,  or  from  any  person  in  whom  suspicion  of  such  dis- 
eases exists.'* 

In  accordance  with  Article  3,  Section  25,  it  is  required  that  every  labora- 
tory making  examination  of  specimens  submitted  for  the  determination  of 
syphilis  or  gonorrhea  shall  submit  to  the  health  officer  of  the  district  from 
wfaidi  the  spedmen  came  as  well  as  to  the  health  officer  of  the  district  in 
which  the  laboratory  is  located,  the  information  accompanying  those  speci- 
mens which  "  disclose  the  existence  of  a  ease  of  infectious  and  contagious  or 
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oommunieable  diaeatfe."  It  has  been  requested  by  the  commiflsioner  of  health 
that  the  laboratories  also  send  for  statistical  purposes  a  duplicate  of  this 
information  sheet  to  him.  It  is  in  this  way  that  the  division  has  been  able 
to  collect  some  statistics  on  the  prevalence  of  syphilis  and  gonorrhea. 

In  addition  to  the  laboratories  all  of  the  clinics  are  equipped  with  a  micro- 
scope and  facilities  for  examining  smears  from  gonorrhea  patients  and,  by 
means  of  the  dark  field,  exudate  from  syphilitic  lesions. 

Outfits  for  submitting  specimens  to  a  public  health  laboratory  may  be 
secured  by  the  physician  from  the  health  ofHeer  of  his  district  who  is  sup- 
plied- by  the  State  Laboratory.  The  outfit  for  submitting  specimens  of 
gonorrheal  discharges  consists  of  two  glass  slides  and  an  information  blank. 
The  outfit  for  submitting  blood  for  the  complement  fixation  (Wasssrmann) 
test  consists  of  a  sterilised  glass  tube  enclosing  a  sterile  needle,  enclosed  in 
two  tin  mailing  tubes.  An  information  sheet  is  included  as  part  of  the  equip- 
ment. Copies  of  both  of  these  informatdon  sheets  are  ap))ended.  It  is  not 
feasible  to  submit  specimens  for  dark  field  examination  except  by  sending 
the  patient  himself  to  the  laboratory  where  the  specimens  can  be  taken  first 
hand.  For  reporting  the  examinations  on  these  spedmene  anj  information 
sheet  similar  to  the  one  accomipanying  a  blood  specimen  outfit  is  used*.  It  is 
required  of  the  physician  that  in  submitting  a  specimen  a  minimum  of 
information  must  accompany  the  specimen,  which  must  consist  of  the  name, 
age,  sex,  marital  condition,  address  and  occupation  of  the  patient,  clinical 
diagnosis,  source  and  date  of  infection.  Unless  this  information  accompanies 
the  specimen  the  result  of  the  examination  may  not  be  forwarded  to  the 
physician. 


InformatioD  sheet  which  accompanies  the  blood  specimens  submitted  to  the 
Laboratories,  a  copy  of  which  filled  in  duplicate  is  employed  In  reporting  positive 
cases  of  syphilis  to  the  Division. 

syphilis 
examination  of  blood  serum 

See  directions  for  collecting  blood  on  other  side 

Numbers  of  specimen,  1,  2,  8,  4,  9,  6,  7,  8,  9,  etc 

Results   of  previous   examinations Date 

Results   of   examinations,   T.   pallidum 

Date   of   taking  blood Time 

Name   of   patient Age Sex 

Address   Color   

Occupation    Infected  by  whom 

Married Single Wid Children 

Type  of  infection :  Hereditary   Acquired   Date   

Initial  lesion    Treatment    

Clinical  signs :  Chancre Rash   Enlarged  glands   

Duration  of  disease   

Has  arsphenamine  been  administered  ? Dates   

Has  mercury  been  administered  ? Dates 

Has  patient  taken  alcohol  within  24  hours? 

Is  marriage  contemplated? 

Remarks : 

Is  gonococcus  complement-fixation  test  desired? 

Name  and  address  of  physician  Name  and  address  of  health  officer 


Physicians  and  health  officers  are  requested  to  answer  all  questions  on  the  blank 
up  to  this  point  and  return  it  with  the  specimen. 

Laboratory  number Day   number 

Received Examined     

Results  of  examination Examiner    

Laboratory  makinn  examination 
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InfOTDiatlou  sheet  wblch  accompaniet  the  blood  specimena  ■ubmlttml  to  the 
Laboratoiiea  a  copy  of  which  filled  in  duplicate  la  employed  in  reportiug  cases  of 
gonorrhea  to  the  Division. 

GONORRHEA 

EXAMINATION  OF  DISCHARGE  OR  BLOOD  SERUM 

See  directions  for  collecting  blood  on  other  side 

Numbers  of  specimen,  1,  2,  8,  4,  0,  6,  7,  8,  9,  etc 

Resuita    of   previous   examinations Date 

Specimen  from  urethra Cervix  uteri Prostatic  fluid Blood 

Date  of  collecting  specimen Time 

Name    of    patient Age 

Address     Sex 

Occupation Color 

Married   Single Wid Children 

When  contracted Date  first  symptom 

Duration  of  disease Number  reinfections 

Sta^e  of  the  disease :  Acute Chronic 

Amount   discharge    Character 

Treatment     

Is  marriage  contemplated? 

Remarks     

Name  and  address  of  physician  Name  and  address  of  health  officer 


Physicians  and  health  officers  are  requested  to  answer  all  questions  on  the  blank 
up  to  this  point  and  return  it  with  the  specimen. 

Laboratory  number Day   number 

Iteceived Examined    

Results  of  examination Examiner    

Laboratory  making  emamkiation 

Reports  of  Cages  of  Venereal  Diseases 

During  the  year  1920  there  were  reported  from  the  laboratories  and  physi- 
cians of  the  State,  the  clinics  not  included,  a  total  of  28,196  cases  of  syphilis 
and  7,698  cases  of  gonorrhea.  Excluddng  New  York  City  there  were  reported 
from  up-state  alone,  9,281  cases  of  syphilis  and  3,277  cases  of  gonorrhea. 
Although  these  were  first  reports  of  ih&ae  cases  it  must  not  be  inferred  that 
they  were  therefore  recent  infections.  A  taA)le  has  been  prepared  to  show 
that  a  large  percentage  were  infections  of  long  stajiding.  To  avoid  a  possible 
duplication  reports  from  the  clindcs  are  not  included  because  all  cases  regis- 
tered at  the  clinics  have  not  been  reported  by  individual  cards  and  it  is 
therefore  impossible  for  us  to  determine  whether  any  of  them  have  been 
reported  by  laboratory  examination.  Those  clinics  immediately  under  the 
supervision  of  this  Division  admitted  to  treatment  during  the  year  2,627 
cases  of  syphilis  and  2,000  cases  of  gonorrhea. 

The  laboratory  reports  rarely  mention  chancroid  while  the  clinics  in  the 
larger  cities  have  reported  some  cases.  This  is  due  to  the  method  of  exami- 
nation.  If  a  patient  with  a  suspicious  sore  retains  a  negative  blood  reiport 
the  laboratory  will  not  be  able  to  do  more  than  report  its  negative  findings 
while  the  clinic  physician  can  make  his  diagnosis  from  dini^  observation 
or  from  stained  preparation  studied  under  the  microscope  of  the  clinic.  The 
practitioner  on  the  other  hand  rarely  submits  preparations  from  the  das- 
charge  of  open  sores  and  if  the  blood  ezam^ination  is  negative  he  treats  the 
patient  for  chancroid  but  makes  no  report  to  the  department  of  its  existence. 
Thus  for  the  present  ahnost  all  of  our  chsnoroid  reports  will  come  from  the 
clinics. 

During  1920  there  were  received  from:  Laboratories,  3  reports  of  chan- 
croid; clinics,  80  reports  of  chancroid. 

A  brief  study  of  the  information  received  with  the  reports  of  cases  will 
be  undertaken  in  the  succeeding  tables.  Reports  from  New  York  City  are 
not  included  because  those  recoHa  are  not  filed  in  this  office.  ■  The  physician 
submitting  a  specimen  to  the  laboratory  ia  required  to  submit  at  the  same 
time  the  following  data:  Name,  address,  age,  occupation,  color,  sex,  and 
marital  condition  of  patient.    Opportunity  is  afforded  on  card  to  note  other 
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itetuA  but  frUGh  notation  will  be  entirely  voluntary.  The  physician  hardly 
finds  time  to  supply  the  required  information  and  only  when  submitting 
specimene  from  unusual  cases  does  he  take  the  time  necessary  for  sub- 
mitting additional  data. 

The  reports  classified  according  to  the  items  mentioned  above  are  shown 
in  the  following  table: 

TABLE  1 

Number  and  per  cent   of  venereal  reports  January   1,    1920,    to   December 

SI,  1920 

T^         s  M  M         ..z  Percent 

I  rem  of  information  Number  of  total 

T<>t»*    12,558  100.0 

Sex     12,558  100.0 

Color 12,558  100.0 

Distribution     12,558  100.0 

Age 12,219  97. 5 

Conjugal  condition    11 ,983  95 . 5 

Stage  of  disease 7.816  62.2 


All  of  the  reports  gave  definite  information  as  to  color,  sex,  occupation 
and  distribution.  A  few  cards  received  in  the  early  part  of  the  year  were 
not  complete  and  later  such  cards  were  not  accepted  until  correctly  made  out. 
The  number  of  reports  received  on  colored  patients  were  so  few  (syphilis 
385;  gonorrhea  37)  that  no  attempt  has  been  made  to  keep  them  separate 
and  in  succeeding  tables  they  are  included  in  all  figuresi. 

The  distribution  according  to  sex  and  disease  is  shown  in  Table  II. 


TABLE  II 

Number  and 

per  cent  of  venereal  disease  oases  reported  by  sew  and 

disease 

Number 

Per  cent  of  total 

Disease 
Total    

Both  sexes            Male 
12.558           8.640 

Female    Both  seres         Male 
4,018           100.0           100.0 
3,258              74.0              70.5 
760              26.0              29.6 

Female 
100  0 

Syphilis     .... 
Gonorrhea     . . 

9.281            6,023 
8,277           2,517 

81.0 
19.0 

Again  it  must  be  recalled  that  these  reports  are  all  results  of  laboratory 
examinations.  Therefore  there  is  hardly  a  poseihility  of  the  numbers  being 
too  large  but  on  the  contrary  it  is  not  improbable  that  in  some  instances 
too  few  specimens  were  submitted  to  establish  the  presence  of  the  dis- 
ease. It  will  be  seen  from  this  table  that  the  syphilis  reports  outnumber 
the  gonorrhea  reports  almost  three  to  one.  This  relationship  can  be 
explained  in  part  by  the  difficulty  with  which  the  diseases  can  be  diagnosed 
from  clinical  examination.  Since  syphilis  by  its  symptoms  may  duplicate 
such  a  variety  of  diseases  while  gonorrhea,  when  its  symptoms  are  trouble- 
some, generally  admits  of  ready  diagnosis,  it  is  quite  evident  that  the 
clinician  will  call  upon  the  laiboratory  to  confirm  his  diagnosis  many  more 
times  in  cases  of  syphilis.  Our  methods  of  diagnosing  chronic  or  long  stand- 
ing syphilis  are  far  more  effective  than  for  chronic  gonorrhea  and  without 
doubt  this  too  contributes  to  the  recorded  difference. 

The  fact  that  these  figures  are  based  entirely  upon  laboratory  reports 
must  be  borne  in  mind  also  when  studying  the  distribution  of  the  diseases. 
Our  public  health  laboratories  are  distributed  very  generally  over  the  state 
and  diagnostic  facilities  are  within  twenty-four  hours'  reach  of  every  physi- 
cian; but  as  may  be  suspected  the  laboratories  are  always  looated  in  cities 
and  the  nearby  physicians  will  make  the  most  use  of  them.  The  rural  practi- 
tioner finds  it  much  more  difficult  to  submit  his  specimens  and  far  less  inter- 
esting because  he  lacks  the  opportunity  to  dicKniss  with  the  bacteriologist 
the  reported  findings.  Then  too,  by  far  the  greater  number  of  physicians 
live  in  the  cities  and  venereally  infected  patients  rarely  being  totally  inca- 
pacitated, prefer  to  seek  advice  of  city  physicians  if  they  suspect  the  true 
nature  of  their  malady. 
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TABLE   III 

Distribution  of  venereal  disease  oases  oa  to  residenoe  of  patient  and  disease 

Number  Per  cent 

Residence                           Syphilis          Gonorrhea  Syphilis          Gonorrhea 

Total     9.281                   8,277  100.0                   100.0 

Urban    7,810                   2,646  79.0                     80.8 

Rural 1,916                       609  20.4                     18.6 

Out  of  State 06                        22  0.6                      0.7 

A  few  reports  were  accepted  in  the  early  part  of  tlie  year  with  an  oooa- 
sional  item  of  information  misaing.  Three  hundred  and  thirty-nine  cards 
(201  syphilis  and  198  gonorrhea)  did  not  state  the  age  of  the  patient.  In 
preparing  the  next  tahle  it  was  not  possible  to  separate  the  congenitally 
infected  cases  from  the  acquired.  Thio  would  be  an  interesting  item  of  infor- 
mation ibut  our  data  as  to  the  source  of  inf eetion  is  too  incomplete  to  admit 
of  charting. 

TABLE  IV 

Distribution  of  venereal  cases  into  groups  according  to  disease  and  age  of 
patient  at  time  of  submission  of  first  positive  specimen 

Number  Per  cent 

Age  Group  Syphilis  Gonorrhea  Syphilis          Gonorrhea 

Total  cases 9 ,080  S  ,181  lOO.O  100.0 

Under   1    year 29  34  0.36  1.00 

1  —  9  years   145  166  1.60  6.30 

10—14   years    170  47  1.90  1.60 

15  —  19    years    477  406  6.26  13.00 

20  —  24  years 1  ,494  976  16.60  81.20 

25  —  29  years   1,648  733  18.10  23.40 

30  —  89  years   2,547  563  28.00  18.00 

40  —  49  years 1,675  148  17.36  4.60 

50  years   994  66  10.95  2.00 


It  will  ibe  observed  that  the  highest  niunber  of  reports  for  gonorrhea  is 
reached  at  an  earlier  age  group  than  for  syphilis.  This  is  probably  not  an 
indication  of  an  earlier  infection  with  gonorrhea  and  later  syphilis  but  more 
likely  due  to  the  fact  that  the  early  symptonus  of  gonorrhea  are  more  acute 
and  the  patient  seeks  immediate  advice  while  the  syphilitic  patient  may 
experience  no  inoonvenience  or  anxiety  until  the  rash  or  even  later  symptoms 
appear.  Tliis  assumption  is  borne  out  'by  a  study  of  the  condition  of  the 
disease  when  the  first  specimen  was  submitted  which  is  made  in  the  following 
table. 

TABLE  V 

Distribution  of  cases  as  to  stage  of  disease  when  specimen  was  taken 

Number  Per  cent 

Staf^e                                 Syphilis          Gonorrhea  Syphilis  Gonorrhea 

Total  cases  6,601                   2,215  100.0  100.0 

Acute     2.020                    1,820  .<?6.0  82.0 

Chronic    8,681                       896  64.0  18.0 


For  the  purpose  of  this  tajble  an  arbitrary  distinction  was  made  in  this 
office  between  acute  and  chronic  stages.  A  case  of  gonorrhea  is  considered 
to  be  chronic  when  the  date  of  the  submission  of  specimen  was  more  than 
six  months  after  the  admitted  date  of  infection  or  appearance  of  first  symp- 
toms, and  a  case  of  syphilis  is  considered  chronic  when  more  than  one  year 
has  elapsed  between  the  date  of  infection  and  the  submission  of  the  specimen 
recorded. 

The  observation  made  above  concerning  the  promptness  with  which  medical 
advice  is  sought  in  infections  with  gonorrhea  may  in  part  account  for  the 
greater  proportion  of  gonorrhea  cases  being  reported  from  unmarried  persons. 

Anotber  table  has  been  prepared  to  show  the  length  of  time  elapsed 
between  the  date  of  infection  and  the  submission  of  the  first  specimen.  It  is 
only  fair  to  say  that  not  a  few  cases  are  discovered  by  accident  and  had 
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it  not  been  that  some  other  cause  brought  the  patient  under  medical  examina- 
tion the  case  would  have  remained  a  longer  time  undiscovered.  The  adoption 
by  hospitals  of  the  practice  of  making  a  complement  fixation  test  of  the 
blood  serum  a  part  of  the  routine  examdnation  given  patients  when  adsnitted 
to  the  hospital  will  increase  the  number  of  unexpected  discoveries. 

TABLE  VI 

Diatrihution  of  cases  as  to  the  conjugal  state  of  the  patient  at  the  time  of 

the  submission  of  the  specimen 

^  Number  per  cent 

Conjugal  State  Syphilis  Gonorrhea  Syphilis          Gonorrhea 

Total    cases    8,928  3,055  100.00  100.00 

Stogie 3.710  2,143  41.60  70.22 

Married     4.737  833  53.00  27.20 

Widowed     416  70  4.66  2.29 

Divorced     66  9  .75  .29 


TABLE  VII 

Distribution  of  venereal  disease  cases  with  particular  reference  to  the  inter- 
val of  time  elapsing  bettoeen  the  date  of  possible  infection  and  that  of 
the  submission  of  the  first  specimen  to  one  of  the  public  health  labora- 
tories of  the  State 

Number  Per  cent 

Time  Interval                    SyphiUa           Gonorrhea  Syphilis  Gonorrhea 

Total  cases 4.209                   1,967  100.00  100.00 

Under  1  year 1,560                    1.752  37.00  89.20 

Under  2  years 405                       101  9.60  6.10 

Under  3  years 893                          47  9.35  2.35 

Under  4  years 243                         18  6.75  0.90 

Under  5  years 187                           9  4.43  0.45 

Between  5  and  9  years.                   622                         24  12.35  1.20 
Between     10     and     14 

years    439                         11  10.40  0.65 

Between     15     and     19 

years    192                           8  4.55  0.15 

Between     20     and     29 

years    203                           2  4.80  0.10 

Between      30  and      89 

years     59                           0  1.40  0.00 

40  years  and  above...                        6                           0  .14  O.OO 


Of  course  it  is  possible  that  the  presence  of  the  disease  in  some  instances 
waa  known  before  the  submission  of  a  •specimen  to  our  laboratories.  Speci> 
mens  may  have  been  examined  at  private  laboratories  or  sent  out  of  the 
State  for  exnmdnation.  It  is  also  possible  that  there  are  instances  where 
the  case  has  been  diagnosed  clinically  and  treated  for  some  time  and  the  first 
specimen  was  sent  to  confirm  therapeutic  efficiency.  These  conditions  can 
not  be  determined  from  our  recordls  but  we  do  have  data  enabling  us  to 
determine  how  many  specamens  are  being  submitted  from  each  patient  while 
they  remain  positive.    This  data  is  charted  below. 
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TABLE  Vin 

Data  showing  distribution  of  positive  specimens  among  original  and 

re-ewaminations  for  each  disease 

Order  of  submitted  Number  per  cent 

positive  specimens  Syphilis          Gonorrhea  Syphilis          Gonorrhea 

Total     11.219                   3,115  100.00  100.00 

*i"t 7.267                    2,680  64.75  86.00 

Second     2,421                        256  21.60  8.25 

Third    702                          81  6.25  2.60 

Fourth     335                          36  3 .00  1 .  16 

Fifth    171                          18  1.52  0.58 

Sixth 121                             8  1.07  0.26 

Seventh     65                            7  .58  0.22 

Eighth    47                          12  .42  0.89 

Ninth     37                             7  .33  0.22 

Tenth   18                           8  .16  0.10 

Eleventh    10                          1  .09  0.08 

Twelfth    9                           1  .08  0.03 

Thirteenth     4                           0  .04  0.00 

Fourteenth    12                            0  .11  0.00 

Fifteenth  or  higher...  0                           5  .00  0.16 


Druggist  Campaign 

During  the  year  druggLats  were  visited  by  Dr.  Guerard  of  the  staff  in 
a  great  many  of  tjie  more  important  cities  and  villages  of  the  State,  exclusive 
of  New  York  City.  In  all  745  druggists  in  101  different  places  were  visited 
and  the  druggiste  personally  interviewed. 

Although  there  still  remains  a  considerable  number  to  be  visited,  enough 
of  them  have  been  reached  to  warrant  the  drawing  of  certain  conclu- 
sions as  to  the  results  of  the  educational  campaign  against  venereal  dis- 
ease so  far  as  it  may  have  affected  the  druggists  of  the  State.  The  visits 
were  begun  on  Septemjbei'  1,  1919,  and  have  been  continued  intermittently  up 
to*  the  present  time.  The  general  disposition  shown  by  the  druggists  as 
a  class  was  that  of  t'riendh  cooperation;  the  welcome  given  was  often  one 
of  extreme  cordiality.  The  following  facts  were  learned  from  the  numerous 
interviews: 

1.  The  average  monthly  sale  of  all  venereal  disease  remedies,  including 
prescriptions  and  proprietary  or  patent  medicines,  ranged,  in  money  value, 
from  nothing  at  all  to  $20.00  or  more  per  month,  the  total  average  of  all 
druggists  visited  being  about  $5.00  a  month  (estimated). 

2.  Not  a  single  druggist,  according  to  his  statements,  manufactured  his 
own  venereal  disease  remedies. 

3.  The  number  of  different  kinds  of  patent  venereal  disease  remedies  in 
stock  was  stated  to  be  from  none  whatever  to  8  or  10  separate  varieties. 
Many  druggisto  had  from  1  to  3  kinds  left  over  from  the  old  stock  but  were 
selling  none  and  purchasin^r  no  more.  The  total  average  in  stock  wae  about 
4  kinds. 

4.  Every  druggist  without  exception  stated  that  he  noticed  a  great 
decrease  in  the  sale,  and  also  in  the  demand  of  patent  venereal  disease 
remedies. 

6.  Practically  everyone  had  signed  the  pledge  cards  sent  out  by  the 
Federal  Government  and  the  State  Department  of  Health  during  the  war, 
Riflking  that  no  further  patent  venereal  disease  remedies  be  recommended. 
This  promise  appears  to  have  been  very  generally  kept. 

6.  Kach  and  every  druggist  expressed  a  willingness  to  cease  the  sale  of 
venereal  disease  remedies  entirely,  if  physicians  will  write  prescriptions 
for  such  cases.  Many  druggiRts  stated  that  comparatively  few  physicians 
in  their  respective  districts  were  now  treating  patients  by  prescription, 
most  doctors  apparently  being  in  the  habit  of  dif^pensing  their  own  venereal 
disease  preparations  and  in  some  cases,  as  told  the  druggists  by  their  former 
customers,  giving  out  well-known  patent  remedies  —  which  they  felt  to  be 
at  least  unfair  to  them.    This  complaint  was  made  mostly  in  rural  districts. 

7.  In  nearly  every  instance  the  druggist  said  that  he  would  be  prlad 
to  distribute  literature  issued  by  the  State  Department  of  Health  to  patients 
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inquiring  for  advice  or  reioiedieB  for  venereal  disease.  They  appeared  to 
realize  the  fact  tihat  in  doing  this  they  would  not  only  relieve  themselves  from 
a  aomewhat  difficult  situation  in  a  perfectly  legitimate  way,  but  would  be 
assisting  also  the  cause  of  prevention  by  the  ddsaeminatian  of  reliable  infor- 
mation to  tho&e  who  most  need  it,  about  venereal  diseases. 

8.  Few  druggists  seemed  to  be  familiar  with  our  literature,  but  on  being 
shown  copies  of  the  different  pamphlets  usually  chose  the  following  for  dis- 
tribution: "Syphilis,  Gonorrhea  and  Chancroid,"  "Facts  for  Young  Men" 
and  "Facts  for  the  Adult  Public."  From  25  to  100  copies  each  of  these 
pamphlets,  by  request,  were  accordingly  mailed  to  them  from  the  Albany 
office. 

Detention  Institution 

Request  was  made  of  the  Governor  in  the  autumn  of  1918  for  one  of  tlie 
state  institutions  to  be  uaed  as  a  hospital  and  detention  home  where  girls 
apprehended  for  the  first  time  as  vagrants  could  be  detained  and  treated 
instead  of  being  oommiitted'  to  a  reformatoiy.  It  was  explained  that  there 
was  urgent  need  for  such  an  institution,  first  —  because  of  the  number  of 
girle  being  apprehended  in  the  vicinity  of  camips  as  camp  followers  and, 
second  —  because  very  few  hospitals  were  equipped  or  willing  to  admit  acute 
cases  of  gonorrhea  and  syphilis.  The  State  Farm  at  Valatie,  an  institution 
establish^  for  the  care  of  certain  types  of  inebriates,  was  ordered  closed  and 
transferred  to  the  State  Department  of  Health  for  this  purpose  as  a  war 
measure.  The  institution  was  closed  and  its  imnates  paroled  by  January  1, 
1919.  The  Division  purchased  an  elaborate  hospital  equipment  and  was  pre- 
pared to  install  it  but  did  not  proceed  because  it  was  discovered  that 
authority  could  not  be  given  except  by  the  legislature  to  use  the  budget  for 
another  purpose  than  that  for  which  it  was  originally  granted.  By  this 
time,  April  1919,  demobilizatiosi  had  begun  and  the  camp  followers  were  no 
longer  an  emergency.  No  particular  effort  was  made  to  continue  in  posses- 
sion of  the  institution  when  it  was  learned  that  the  legislature  was  inclined 
to  appropriate  it  for  another  use.  The  Division  recognized  that  although  con« 
ditions  were  fast  changing  from  those  of  a  country  at  war  to  the  activities  of 
peace  times  there  would  still  be  need  for  such  institution,  which,  in  its 
opinion,  should  be  called  a  sanatorium  and  provided  by  the  State  for  the 
purpose  of  taking  care  of  those  persons  who  have  no  particular  home  or 
whose  community  is  not  provided  with  detention  facilities.  The  larger  cities 
have  recognized  the  need  of  such  temporary  place  of  commitment  or  volun- 
tary sanatorium  and  are  providing  for  them. 

Aid  to  Institutions 

Staff:  Dr.  F.  R.  Sanborn,  Dr.  T.  W.  Rhodes,  Mise  Roberta  V.  Leslie, 
Miss  Julia  MacPhillipe,  Miss  Georgia  P.  Cassell,  Miss  Faye  Davidson,  Miss 
Josephine  Matthews,  Miss  Inez  Price. 

An  inquiry  was  made  of  all  of  the  hospitals  (state,  public  and  private) 
to  know  whether  they  miade  it  a  routine  m&tter  to  secure  a  specimen  of  blood 
from  each  patient  admitted  and  to  have  it  examined  by  the  complement 
fixation  (Wassermaim)  method.  Answers  were  received  from  only  a  few 
and  these  indicated  that  the  ezaonination  was  very  rarely  being  done  ae 
a  routine,  but  usually  where  some  symptoms  or  signs  suggested  the  presenoe 
of  syphilis.  Very  many  were  performing  the  test  on  only  a  few  of  their 
patients.  This  was  true  of  the  state  hospitals  as  well.  An  inquiry  was  then 
made  of  all  state  and  county  prisons,  penitentiaries  and  reformatories. 
About  50  per  cent  of  these  were  submitting  blood  sipecimens  from  their 
inmates  to  the  State  Laboratory.  Since  this  inquiry  was  made  other  of  the 
state  hof!pitals  have  adopted  the  practice  of  making  the  complement  fixation 
test  of  the  blood  for  syphilis  a  part  of  the  routine  entrance  examination  of 
each  patient  and  later  in  the  year  the  Commissioner  of  the  Hospital  Com- 
mission requested  all  of  the  state  hospitals  to  adopt  the  procedure  as  a  part 
of  the  entranee  examination  given  all  admittants. 
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The  state  prisons,  penitentiaries  and  reformatories  that  were  not  already 
making  thi«  exajudnation  of  every  inmate  incorporated  it  following  this 
request  and  a  member  of  the  staff  was  detailed  to  certain  of  the  prisons 
and  reformatories  to  assist  in  giving  the  first  treatment  to  those  found 
infected.  In  a  few  instances  it  was  foimd  necessary  to  supplement  the  equip- 
ment of  the  institution  with  certain  pieces  of  apparatus  before  they  could 
prcKoeed  with  the  treatment. 

Tn  December  1M9,  a  proposition  was  sulbmitted  to  all  of  the  orphanages 
of  the  State  offering  to  assist  the  physicians  in  charge  in  taking  blood  speci- 
mens from  each  of  their  inmates  providing  they  would  undertake  to  continue 
the  work  upon  those  entering  the  institution  later.  More  than  thirty  institu- 
tions accepted  the  offer  and  on  February  1  a  physician  and  a  nurse  were 
detailed  to  the  work.  In  addition  to  taking  a  specimen  of  blood  a  physical  ex- 
amination was  made  of  each  inmate  and  such  signs  and  symptoms  of  syphilis 
as  could  be  observed  were  noted.  The  physician  was  instructed  to  offer  to 
treat  those  children  possessing  a  positive  blood  test  and  accordingly  a  course 
of  six  intravenous  injections  of  arsphenamine  at  weekly  intervals  with  intra- 
muscular injections  of  mercury  was  administered  to  every  child  showing 
a  positive  test  for  syphilis.  In  July  1920,  it  was  found  necessary  to  employ 
a  second  physician  and  nurse  to  assist  with  the  work  because  the  offer  in  the 
meantime  had  been  extended  to  the  tuberculosis  hospitals.  The  work  has 
not  (been  completed,  other  institutions  having  made  request  for  similar 
assistance.  While  it  is  still  too  early  to  make  a  oomplete  report  of  the  work 
a  few  remarks  may  be  advanced.  More  than  one  thousand  children  ranging  in 
age  between  three  and  eighteen  years  have  been  tested  and  less  than  2  per  cent 
of  these  gave  a  positive  reaction  foj"  syphilis  to  the  single  blood  test. 
Physical  examination  did  not  add  any  others  to  this  list  and  in  fact 
rarely  pointed  to  the  cases  disoovered  by  the  blood  test.  It  would  appear 
that  no  great  dependence  can  be  placed  on  physical  examination  to  discover 
more  than  a  minimum  number  of  congenital  syphilitica. 


Institutions 
visited 

Orphanages     

Tuberculous  hospitals 
State  hospital   


Summary 

Number 

Number 
specimens 
talcen 

Number 
positives 

-   Number 
doubtful 

35 
7 

11,045 
451 
220 

118 
16     . 
15      . 

263 

1 

Total     43  11,716  149  263 


Number  of  physical  examinations  made,  565. 

An  extension  of  this  institutional  work  by  searching  for  infected  contacts 
was  undertaken  in  conjunction  with  the  authorities  of  the  State  Hospital 
at  Ward's  Island.  Two  nurses  were  instructed  to  visit  the  homes  of  those 
persons  entered  at  the  hospital  with  pareeds,  locomotor  ataxia  or  neurosyphilis 
for  the  purpose  of  interviewing  the  relatives  and  persuading  them  to  undergo 
a  medical  examination,  including  examination  of  the  blood.  It  was  explained 
that  their  relative  in  the  hospital  has  a  contagious  disease  and  that  they, 
being  of  the  same  family,  may  be  infected.  This  work  is  not  completed 
but  a  preliminary  report  presented  before  the  hospital  association  in  Buffalo 
contained  the  following  statistics: 

Number  of  hospital  cases  investigated 75 

Number  of  relatives  In  the  75  family  groups 254 

Number  of  relatives  examined 82 

Nnmber  of  cases  of  syphilis  found  by  examination 24 

Number  of  cases  of  syphilis  established  In  264  relatives 50 

As  was  stated  in  the  report  it  was  too  early  to  draw  conclusions  from  the 
figures  presented,  yet  they  are  large  enough  to  be  appalling.  In  75  family 
groups  there  are  329  individuals,  157  of  these  w^ere  examined  by  the  hospital 
authorities  and  09  were  found  to  be  definitely  infected  with  syphilis.    Of  the 
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remaining  172,  forty-nine  hud  died  prior  to  the  survey,  whether  infected 
with  syphilis  or  not  is  unknown,  but  information  is  awulable  showing  that 
at  least  26  other  cases  exist  among  the  123  living  relatives  who  had  not  yet 
been  brought  to  the  hospital  for  examination. 

The  facts  brought  out  by  the  above  survey  suggested  that  a  similar  piece 
of  work  might  be  undertaken  in  connection  with  that  being  done  at  the 
orphanages.  Here,  in  a  measure,  the  conditions  were  reversed  and  accord- 
ingly more  difficult.  It  was  the  breaking  up  of  the  home  in  most  instances 
that  gave  the  occasion  for  entering  the  child  to  the  orphanage.  Then,  too, 
one  could  not  expect  to  get  an  examination  of  any  except  the  relatives  of  the 
infected  and  this  number  was  too  small  to  be  of  value.  However,  it  was 
observed  that  the  Laboratory  was  reporting  an  unumially  large  number  of 
"  doubtful "  reactions  on  specimens  submitted  from  these  institutional  chil- 
dren. Even  repeated  tests  did  not  clear  these  up  and  place  them  definitely  in 
the  positive  or  negative  groups.  It  was  decided  to  make  a  survey  of  the  rela- 
tives and  remnants  of  families  of  these  children  with  *'  doubtful "  reactions. 
The  survey  is  not  completed  as  yet  but  a  brief  preliminary  report  will  be 
included  in  this  report.  As  was  outlined  above,  the  specimens  from  the  chil- 
dren were  all  taken  by  the  two  physicians  on  this  stadOf  and  examined  by  the 
state  Laboratory  at  Albanj.  The  specimens  from  their  relatives  were 
examined  either  by  the  State  laboratory,  the  New  York  City  laboratory  or 
by  the  laboratory  at  the  Skin  and  Cancer  Hospital  in  New  York  City. 

Positive         Doubtful 

Number  of  cases  Investigated 14  268 

Family  groups  represented   12  173 

Relatives    interviewed    82  315 

Relatives    not    interviewed •. 14  198 

Family  groups  from  which  examinations  were  made 6  106 

Relatives    tested    11  173 

Positive  cases  found 9  23 

No  record  was  made  of  the  memdbers  of  these  families  that  were  dead  or 
the  disease  causing  death.  Relatives  here  are  understood  to  be  fathers, 
mothers,  brothers  and  sieters  only.  The  survey  of  the  1^  families  from  which 
14  positive  children  came  disclosed  the  fact  that  9  out  of  11  examined  were 
frankly  positive,  in  other  words  in  12  families  consisting  of  60  individuals, 
25  were  examined  and  23  found  infected.  A  further  investigation  may  result 
in  showing  others  infected  but  if  it  should  not  it  is  still  quite  plain  that 
famdlies  where  a  case  of  congenital  syphilis  is  found'  should  be  studied  very 
carefully  for  more  cases. 

It  will  be  observed  that  23  frankly  positive  cases  were  found  annong  173 
relatives  of  those  children  showing  doubtful  reactions  to  the  test  of  their 
blood.    A  further  analysis  of  these  175  relatives  follows: 

Fathers  examined   48 

Fathers  examined  found  positive 7  or  14% 

Mothers   examined    58 

Mothers   examined  found   positive 14  or  24*^ 

Brothers  and  sisters  examined 67 

Brothers  and  sisters  examined  found  positive 2  or     3% 

Total  number  examined    173 

Total  number  examined  found  positive 23  or  13% 

It  is  conceivable  that  not  «l11  of  the  positives  were  found,  since  no  other 
measure  was  taken  than  to  examine  the  blood  and  then  only  one  specimen. 
Although  the  work  is  not  completed  eeveral  important  questions  are  forming 
themselves  which  will  demand  future  investigation ;  namely :  —  Did  the 
"doubtful"  result  of  the  blood  examination  have  any  significance?  Was  the 
blood  test  ever  positive  in  these  children  and  will  it  become  positive  later 
in  life?    Do  these  children  have  syphilis  and  should  they  be  treated? 

Social  or  Community  Work 

Staff:  Mrs.  Edith  J.  Mitchell,  Mrs.  Florence  C.  Cote,  Mrs.  G.  Shafer 
Doyle,  Miss  Beatrice  Pendell,  Mrs.  Anne  CJompton,  Miss  Lucy  A.  Bassett,  Mrs, 
Henry  A.  MacGruer,  Mr.  Gordon  A.  Holder. 
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Tlie  program  outlined  by  this  Division  for  the  control  of  yenereal  diseases 
took  cognizance  of  the  fact  that  physicians  have  always  reported  that  patients 
suffering  with  syphilis  and  gonorrhea  were  prone  to  lose  interest  and  dis- 
continue their  treatment  on  the  dieappearanoe  of  their  symptom's  in  spite 
of  the  fact  that  they  were  not  discharged  by  their  physicians  as  cured.  When 
the  disease  reappeared  in  these  patients  th«y  invariably  forgot  that  they  had 
discontinued  on  their  own  initiative  and  charged  the  physician  with  care- 
lessness in  their  treatment.  It  is  this  delinquency  more  than  anything  else 
that  has  contributed  to  developing  in  the  physician  a  Iwck.  of  interest  in 
venereal  disease  patients  and  a  disinclination  to  treat  them,  or  a  tendency  to 
give  them  only  casual  interest  during  the  time  in  which  they  are  willing  to 
continue  and  pay  their  bills. 

It  was  the  influence  of  this  attitude  tboth  on  the  part  of  the  physician  and 
patient  which  we  feared  would  militate  against  the  success  of  our  clinics. 
Numerous  experiments  had  been  made  to  overcome  this  factor  by  clinics 
and  physicians  in  other  places,  but  none  of  them  met  with  complete  suc- 
cess. After  studying  some  of  them,  namely,  where  the  physician  by  his 
keen  interest  and  sympathetic  advice  exerted  a  strong  influence  over  the 
patient,  where  the  nurse  by  tactful  conversation  and  sympathetic  interest 
stimulated  the  enthusiasm  of  the  patient,  and  where  the  delinauent  patient 
was  returned  to  the  clinic  through  the  police,  it  was  decided  that  we 
should  attempt  a  combination  of  these  methods  with  particular  emphasis 
upon  extension  of  the  influence  possessed  by  the  physician  and  nurse. 
Agents  were  employed  whom  we  called  social  workers  and  for  whom  we 
outlined  work  which  should  make  them  the  individuals  through  whom  the 
influences  of  the  clinic  should  be  carried  to  the  homes  and  whose  first  duty 
it  should  be  to  call  upon  all  patients  in  their  homes  or  at  their  work  who 
without  permission  of  the  clinic  physician,  absented  themselves  from  one  or 
more  treatment  periods.  Considerable  skeptdoism  was  manifested  by  physi- 
cians and  nurses  as  to  the  value  of  work  of  this  character  and  it  was  prophe- 
sied by  certain  ones  that  such  work  was  not  only  impracticable  but  would 
result  in  keeping  patients  away  from  the  clinic. 

Kecognizing  the  force  of  this  opinion  and  appreciating  our  inability  to  find 
facts  controverting  it,  we  were  obliged  to  start  our  extra-clinie  work  as  an 
experiment.  Fancying  that  the  average  patient  would  dbject  to  the  nurse  of 
the  clinic  calling  upon  him  at  his  work  or  in  his  home,  a  certain  number 
of  women  who  were  not  nurses  but  who  had  had  experience  in  some  form  of 
social  work,  were  employed  to  cooperate  with  the  clinic  in  endeavoring  to 
keep  the  patients  in  attendance  upon  their  treatments  until  disoharged  by 
the  clinic  physician.  For  want  vt  a  better  name  these  agents  were  called 
social  workers.  This,  it  was  later  discovered  w«s  an  unfortunate  term 
because  while  their  work  might  be  likened  to  certain  social  work,  it  neverthe- 
less was  really  medical  follow-up  work  since  no  effort  was  made  by  the  agents 
at  any  time  to  discover  the  economic  condition  of  the  family  or  more  of  its 
social  relations  than  its  disease  contacts  from  a  medical  point  of  view. 

It  was  not  found  to  be  so  difficult,  as  it  had  been  pictured,  to  call  upon 
the  patient  at  his  home  or  work,  and  what  is  even  more  surprising,  in  many 
instances  the  visit  was  heartily  welcomed  by  the  patient.  When  the  visit 
was  to  the  home,  and  particularly  is  this  true  of  women,  opportunity  was 
afforded  for  a  discussion  of  their  condition  with  the  result  that  the  patient 
obtained  a  more  satisfactory  idea  of  the  disease  affecting  him  or  her,  and 
also  an  intelligent  idea  of  the  methods  to  be  employed  in  protecting  other 
members  of  the  family  against  their  infection.  In  some  instances  the  visits 
and  the  sympathetic  advice  given  by  the  worker  were  so  acceptable  that  her 
mission  must  have  been  the  subject  for  discussion  among  the  neighbors, 
because  on  succeeding  visits  it  was  not  unusual  for  other  persons  either  to 
meet  her  at  the  houses  where  she  was  callinjr  or  to  stop  her  on  the  way  and 
discuss  with  her  questions  that  arose  in  their  minds  concerning  the  disease. 
Thus,  it  was  observed  that  the  field  of  these  workers  could  be  greatly  extended : 
not  only  by  calling  upon  delinquents  could  they  return  them  to  the  clinic 
but  bv  making  use  of  their  opportunity  to  observe  other  members  while  vi rat- 
ing the  family  they  were  in  position  to  recommend  examination  of  contacts 
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and  give  advioe  leading  to  the  correction  of  insanitary  and  unhygienic  family 
conditions. 

Another  obeervation  at  this  stage  which  had  its  effect  upon  future  plans, 
was  that  the  patient  was  not  opposed  to  the  clinic  nurse  making  these  follow- 
up  visits.  It  was,  therefore,  decided  to  oi^ganize  a  staff  whose  prime  duty  it 
would  be  to  stimulate  and  organize  follow-up  and  investigational  worlc  in 
connection  with  eax;h  of  the  cldnios.  A  director  and  five  assistants  wer« 
selected.  The  State  was  divided  into  five  districts  and  assistants  placed 
locally  over  each  district  and  the  director  given  charge  of  the  entire  work. 
The  program  adopted  for  this  organizational  staff  was  considerably  broader 
than  that  framed  for  the  original  staff. 

In  addition  to  the  medical  follow-up  investigational  work  which  was  prov- 
ing so  valuaible  it  was  planned  that  these  new  agents  should  undertake  some 
of  the  duties  that  are  assigned  to  law  enforcement  agents  but  with  the 
understanding  that  the  approach  should  be  constructive  in  character.  The 
first  move  was  to  have  each  agent  make  a  complete  survey  of  those  cities  in 
which  clinics  were  located,  the  investigation  to  cover  the  field  according  to 
the  following  outline. 

Social  Service  Survey  of  Commimity 

I.     TOWN  OR  CITY 

1.  Population  —  number  and  character 

2.  Most  important  industries 

II.     INSTITUTIONS  AND  ORGANIZATIONS 

1.  Detention  houses 

2.  Charity  organizations 
3w  Settlements 

4.  Women's  Clubs 

5.  Civic  Clubs 

6.  Chamber  of  Commerce 

7.  Courts — probation  department 
8w  Industrial  welfare 

III.    RECREATION 

1.  Dance  halls,  moving  picture  theatres,  amusement  parks,  etc. 

2.  Girls'  clubs,  classes,  settlements,  etc. 

IV.     WORK  OF  OTHER  SOCIAL  HYGIENE  OR  VENEREAL  DISEASE 
ORGANIZATIONS 

1.  Other  hospitals  and  clinics  treating  venereal  disease 

2.  Educaibionail  work 

3.  U.  S.  Interdepartmental  Social  Hygiene  Board  representative 

V.    CLINICS 

1.  Number  of  cases  —  men  and  women 

2.  Principal  sources  of  cases 

(a)  Referred  by  individuals 

(b)  Referred  by  social  agencies 

(c)  Referred  by  Courts 
S.  Records 

4.  Publicity 

5.  Physical  conditions 

6.  Personnel 

VI.    RECOMMENDATIONS 

EXPLANATORY  LETTER  REGARDING   SURVEY  REPORT 

In  writing  this  report  follow  as  closely  as  possible  the  paragraphs  on  the 
enclosed  outline.  In  some  instances  it  will  be  necessary  to  write  quite  an 
extensive  paragraph  on  each  sub-topic,  but  it  is  suggested  that  you  not  only 
follow  the  outline  in  writing  the  report,  but  that  you  place  at  the  beginning 
of  each  paragraph  your  topic  and  sub-topic  on  separate  lines. 
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I.    TOWN  OR  CITY 

(Section  1  should  also  include  the  following  information  with  regard  to 
other  communities  nearby  from  which  patients  are  coming  to  this 
centre. ) 

1.  Population  —  number  and  character  —  Give  here  the  population 
according  to  the  latest  census  report  or  a  later  estimate  by  the  Cham- 
ber of  Commerce  or  similar  examinations.  State  also  the  character  of 
the  population.  Is  it  residential  or  are  there  industries?  What  is 
the  foreign  population?  Are  there  many  negroes?  Is  it  predomi- 
nantly Protestant  or  Catholic? 

2.  Most  imjportant  industries  —  In  reporting  this  indicate  those  indus- 
tries which  are  employing  the  largest  number  of  people  and  state 
whether  they  are  employing  more  men  or  women. 

II.     INSTITUTIONS  AND  ORGANIZATIONS 

This  will  in  some  instances  be  an  extensive  report  in  itself.  In 
reporting  the  various  organizations  in  a  community,  etate  wiiether 
or  not  you  have  interviewed  the  representatives  of  these  organiza- 
tions. Whether  the  statement  you  are  making  regarding  the  agency 
is  from  a  report  by  its  own  representative,  or  your  estimate  gathered 
from  observation  and  from  statements  made  by  other  persons  in  the 
community.  In  describing  the  Charity  Organization  Society  for 
instance,  give  such  facts  as  the  size  of  the  organization,  the  general 
efficiency  of  its  workers,  their  cooperation  with  the  clinics,  i.  e.,  are 
they  in  the  habit  of  sending  the  families  to  the  clinic  when  venereal 
disease  is  suspected?  If  so,  is  this  apparent  at  the  clinic?  If  not, 
what  reaflon  do  they  give  for  not  doing  so?  Do  they  now  agree  to 
do  so?  Do  they  wish  reports?  Will  they  be  helpful  in  encouraging 
the  wider  use  of  the  clinic?  Also  in  the  case  of  women's  dubs,  civic 
clubs,  and  Chambers  of  Commerce,  are  they  active?  Do  they  have 
a  standing  in  the  community?    Will  they  support  the  clinic? 

III.  RECREATION 

1.  Refers  primarily  to  commercial  recreatioui.  State  whether  you  con- 
sider these  places  well  or  badly  conducted  ? 

2.  Refers  to  non-commercial  recreation.  Do  the  people  interested  know 
about  the  clinic? 

IV.  WORK  OP  OTHER  SOCIAL  HYGIENE  OR  VENEREAL  DISEASE 

ORGANIZATIONS 

1.  Other  hospitals  and  clinics  treating  venereal  disease.  State  if  pos- 
sible the  approximate  numlber  of  cases  being  treated  by  other  vene- 
real disease  clinics. 

2.  Educational  work  —  Refers  to  any  educational  work  done  through 
the  U.  S.  Public  Health  Service,  U.  S.  Interdepartmental  Social 
Hygiene  Board,  American  Social  Hygiene  Association,  Y.  W.  C.  A., 
State  Department  of  Health  or  other  agencies. 

3.  Interdepartmental  Social  Hygiene  Board  representative. —  Give  the 
name  of  the  representative  and  state  whether  she  is  working  on  the 
law  enforcement  end  of  the  work  or  whether  most  of  her  work  is 
done  in  securing  the  voluntary  cooperation  of  her  individual  cases. 
Does  she  work  with  the  clinic? 

V.     CLINICS 

1.  Number  of  cases  —  men  and  women. 

2.  Principal  sources  of  cases 

(a)  Referred  by  individuals 

(b)  Referred  by  social  agencies 

(c)  Referred  by  courts 

(If  the  present  records  of  the  clinic  at  which  you  are  working  do 
not  show  the  source,  state  what  you  have  done  or  what  you  could  do 
in  order  to  make  this  information  available.) 
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3.  Records  —  Is  any  social  record  kept  other  tjhan  that  which  appears 
on  the  medical  card? 

4.  Publicity  —  Is  the  clinic  being  brought  to  the  attention  of  the 
public?  If  so,  how?  Would  you  advise  any  other  form  of  pub- 
licity? 

0.  Physical  conditions  —  Describe  the  location  of  the  room  or  rooms. 
Are  there  separate  waiting  rooms  for  men  and  women?  What  about 
heat,  light,  plumbing,  etc.     Is  the  clinic  kept  clean? 

6.  Personnel  —  Does  the  volume  of  work  warrant  a  larger  number  of 
doctors,  nurses  or  social  workers?  Have  you  any  suggestions  with 
regard  to  work  not  already  being  done  by  any  of  these? 

VI.     RECOMMENDATIONS 

This  refers  not  only  to  general  recommendations  with  regard  to  the 
clinic  as  a  whole,  but  to  your  program  of  work  in  this  particular 
clinic. 

The  primary  object  of  collecting  this  information  was  to  inform  ourselves 
upon  the  condition  of  those  factors  which  we  'believed  contributed  either  to  the 
multiplication  or  reduction  of  venereal  diseases  in  the  community.  In  mak- 
ing the  survey  nimierous  points  of  contact  had  to  be  found  and  in  each  in- 
stance a  more  or  less  elaboration  upon  the  general  plan  of  the  Division  was 
given  which  resulted  in  an  expression  of  interest  and  promise  of  more  or  less 
immediate  cooperation  from  their  organizations  or  units.  In  many  instances 
these  contacts  were  developed  and  later  served  us  in  extending  our  work. 
As  an  educational  factor  they  have  proven  most  valuable.  After  the  com- 
pletion of  the  survey  the  plan  of  the  agent  has  been  to  stimulate  through 
the  contacts,  enumerated  above,  such  eonstructi'i'e  measures  as  the  local 
conditions  indicated,  for  instance,  advertisement  and  extension  of  facilities 
offered  by  the  free  clinic,  stimulation  of  proprietors  of  large  industries  to 
establish  suitable  recreational  facilities  for  their  employees,  stimulation  and 
cooperation  with  local  authorities  in  providing  additional  recreational  facili- 
ties for  the  use  of  the  community  as  well  as  effective  supervision  over  existing 
places  of  amusement.  Progress  in  this  work  is  of  necessity  slow  and  difficult 
to  evaluate. 

Medical  Follow'up  Work: 

The  importance  of  medical  follow-up  work  in  connection  with  patients 
with  diseases  that  are  not  totally  incapacitating  or  during  the  period  of 
convalescence  from  severe  illness  no  longer  admits  of  debate  but  there  is 
still  considerable  discussion  over  the  technique  of  accomplishing  it.  Of 
course  the  ideal  scheme  is  for  the  physician  personally  to  visit  the  patient  in 
his  home  or  at  his  work  and  discuss  with  him  in  another  atmos|mere  than 
that  of  the  dispensary  the  effects  of  his  treatment  and  the  importance  of 
measures  of  prophylaxis.  But  this  is  manifestly  imx>os8ible  because  of  the 
time  involved.  It  remains  then  for  the  physician  to  choose  a  representative 
and  he  can  find  no  better  than  a  well  trained  public  health  nurse.  It  cannot 
be  too  forcibly  stated  that  special  qualifications  and  training  are  required  by 
the  nurse  to  lit  her  for  community  work.  Unerring  judgment  and  tact  are 
absolutely  essential;  she  must  be  practical,  optimistic  and  genial.  She 
must  be  able  to  command  the  respect  and  confidence  of  her  patients  and  their 
relatives  or  contacts.  She  must  be  trained  to  observe  ana  report  correctly 
to  the  physician  signs  and  symptoms  of  disease  in  contacts.  She  must  be 
able  and  willing  to  help  the  patient  solve  his  individual  problems  of  thera- 
peusis  and  prophylaxis  as  they  are  affected  by  his  home  or  oocupation.  The 
possession  of  these  requirements  by  a  nurse  engaged  in  venereal  disease 
follow-up  work  is  absolutely  imperative. 

There  are  physicians  who,  although  employing  follow-up  service  with  other 
diseases,  question  the  wisdom  of  attempting  the  same  with  venereal  dis- 
eases^  As  these  men  are  persuaded  to  give  the  procedure  a  fair  trial  they 
are  convinced  of  its  practicability.  Men  or  women  infected  with  a  vene- 
real disease  and  convinced  that  they  are  sick  and  stand  in  need  of  medical 
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care  are  quite  as  eager  to  be  cured  aa  are  other  typee  of  patienta.  To  gain 
this  cooperation,  however,  it  is  eesential  that  the  physician  or  nurse  makes 
especial  effort  to  impress  the  pertient  with  the  seriousness  of  his  infection 
because  he  most  likely  considers  his  infection  merely  a  tenoiporary  incon- 
venience and  has  been  taught  to  believe  himself  completely  cured  when  the 
annoying  symptoms  are  relieved. 

Time  is  required  to  develop  in  the  patient  a  receptive  mood  to  tliis  new 
idea  of  the  venereal  infection.  The  first  approach  must  be  made  in  the  clinic 
where  both  the  nurse  and  physician  should  definitely  instruct  the  patient  as 
to  the  proper  care  of  himself  and  associates  and  at  the  same  time  by  judi- 
cious questioning  learn  what  he  knows  of  the  source  of  his  infection 
:ind  what  other  persons  may  have  been  infected  by  him.  All  patients 
are  not  equally  approachable  and,  therefore,  home  visits  cannot  be  made 
indiscriminately.  The  physician  should  select  those  patients  who  seem 
most  amenable  to  the  new  methods  as  the  first  to  be  visited.  As  the  num- 
ber of  patients  thus  selected  grows  others  less  tractable  will  consent  to  have 
visits  made  to  their  homea 

(The  first  object  of  the  follow-up  work  is  to  retain  the  interest  of  the 
patient  in  his  treatment.  It  follows,  therefore,  that  all  patients  who  absent 
themselves  from  one  or  more  treatment  periods  should  be  visited  promptly 
unless  they  have  submitted  a  satisfactory  excuse.  One  visit  may  be  sufficient 
to  convince  the  patient  of  the  clinic's  interest  in  his  welfare  and  result  in  his 
maintaining  perfect  attendance  subsequently  while  another  may  not  yield 
until  called  upon  ten  or  fifteen  times.  Experience  of  one  nurse  is  shown  in 
the  following  table: 

13   patients 1  visit  2    patients 5  Tlidts 

6    patients 2  visits         1  patient   6  viRlts 

3  patients    3  viilts         2    patients 10  visits 

4  patients 4  visits         1    patient 20  vlsltR 

There  is  no  more  effective  way  of  discovering  congenital  syphilis  and  in 
curbing  the  train  of  disasters  so  often  found  in  syphilitic  families  than  by 
the  sympathetic  visits  and  talks  of  the  visiting  nurse.  Ample  opportunity 
is  given  at  these  times  to  **  talk  it  out "  confidentially  and  this  is  an  invalu- 
able procedure.  It  is  no  difficult  task  to  persuade  a  syphilitic  mother  to 
have  blood  tests  made  on  her  children.  It  is  more  difficult  but  not  less 
important  to  have  the  wife  of  a  syphilitic  husband  have  her  blood  tested 
especially  if  she  has  had  one  or  more  interrupted  pregnancies. 

Analysis  of  the  reports  from  these  clinics  in  which  the  social  records 
have  been  in  use  for  six  months  or  more  gives  the  following  interesting 
information  concerning  the  im/portonce  of  the  nurse  as  a  clinic  builder.  In 
a  measure  this  analysis  is  misleading  because  too  little  credit  is  given  the 
clinic  nurse  in  every  instance,  for  it  was  she  who  collected  the  statistics  and 
she  by  her  activity  was  the  means  of  e8tai>liflihiiig  contact  between  the  clinics 
and  most  of  the  other  factors  mentioned, —  as  for  instance,  a  report  of  death 
due  to  syphilis  was  the  occasion  for  investigation  of  a  family  on  the  part 
of  the  nurse.  A  fj^lance  at  the  table  following  will  show  that  five  factors  are 
at  present  most  potent  in  building  up  the  clinics  and  also  indicaten  ^he  pos- 
sibility of  developing  certain  of  the  others. 
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.c 


Private  physidan 

Cliziic  nurse 

Advertisiiig 

Friend 

Police 

Health  officer 

Social  asenoiea 

Public  health  nurse 

Other  clinics 

Spouse 

F^bation  officer 

Red  cross 

Reoruitinff  station 

State  health  department. 

Death  certificates 

Dentist 

Drusgist 


Albany 


Per  cent. 

27.3 

16.4 

6.6 

14.6 


12.7 


7.3 


7.3 
6.6 
3.6 


Amster- 
dam 


Per  cent. 

43.4 

1.0 

30.3 

14.2 


4.1 


3.0 
3.0 


1.0 


Glens 
Falls 


Per  cent. 
27.8 
12.2 
22.2 
18.9 

"ii'.i 

3.3 
4.6 


Homell 


Per  cent. 

36.2 

17.1 

22.7 

1.1 

4.6 

2.3 

1.1 

8.0 

1.1 

1.1 

4.6 


1.1 


Niaoara 

fSSb 


Per  cent. 

17.7 

27.3 

8.6 

19.2 

23.7 

1.0 

1.0 

0.6 

0.6 

1.0 


Poogh- 
keepsie 


Per  cent. 
33.3 
37.9 
1.6 


9.1 
1.6 
7.6 
6.1 


3.0 


Total 


Per  cent. 

28.8 

19.8 

16.1 

12.6 

9.6 

3.7 

3.0 

2.4 

1.3 

0.8 

0.7 

0.7 

0.6 

0.3 

0.3 

0.2 

0.2 


Community  Work: 

In  addition  to  caring  for  the  infected  there  is  the  obligation  to  prevent 
others  from  being  infected.  Quarantining  those  capable  of  communicating 
the  diseases  is  obviously  not  so  practicable  as  with  other  communicable 
diseases.  Syphilis  and  gonorrhea  have  been  termed  the  "  healthy  diseases." 
It  is,  therefore,  important  that  measures  'be  taken  to  eliminate  conditions 
and*  places  that  may  be  known  to  assist  in  their  spread.  To  help  discover 
such  places  and  conditions  and  to  assist  in  orgajiizing  the  forces  to  combat 
them  has  been  the  program  for  our  community  workers. 

Specially  trained  and  experienced  workers  will  require  considerable  time  to 
work  out  this  program  effectively.  Our  efforts  are  all  too  few  to  embody  them 
in  a  report  but  there  is  an  encouraging  feature  to  the  work  and  that  lies  in 
the  readiness  with  which  certain  communities  are  willing  to  try  parts  of  the 
program.  The  city  of  Yonkers  took  over  as  a  member  of  its  health  depart- 
ment staff  the  community  worker  whom  the  Division  supplied  one  year  ago. 
As  adequately  trained  persons  enter  the  field  the  work  will  grow.  At  present 
it  is  being  developed  in  many  sections  by  the  public  health  nurse  witn  what 
time  she  can  spare  from  her  already  too  large  Held. 

There  remains  to  be  mentioned  another  problem,  social  by  nature,  that  must 
be  taken  up  by  society  with  the  medical  profession  and  a  solution  devised. 
The  infected  servant,  the  infected  unmarried  mother  and  the  prostitute.  They 
differ  from  each  other  in  many  ways  but  present  much  the  same  eort  of  problem 
to  society.  In  some  instances  the  solution  must  be  left  to  the  reformatories 
but  until  society  finds  a  way  definitely  to  investigate  these  variants  to  know 
whether  they  are  defective  or  delinquent  their  number  will  not  be  materially 
reduced.  Every  community  should  provide  a  method  for  freeing  itself  from 
a  condition  which  is  essentially  medical  yet  in  the  past  has  been  considered 
almost  entirely  moral. 

The  following  clinics  are  cooperating  with  the  division  and  submitting 
monthly  report*  of  their  activities: 

Venereal  Disease  Clinics 

1.  Albany  —  South  End  Dibpenbabt  (Albany  Coimty) 

Location 2  Ash  Grove  and  Trinity  Place 

Clinic  Physician Dr.  P.  W.  Harrifi: 

Clinic  Nurse Miss  Lola  Skinkle 

Hours Tuesday  11-12  a.  m,,  Wednesday  7-11  p.  m,,  Saturday  ^-«  p.  m. 

Health  Oflftoer Dr.  Arthur  Sautter 

2.  Albany  —  Albany  Hospital 

Tx)cation  New  Scotland  Avenue 

Clinic  Physician   Dr.  John  E.  Heelin 

Clinic  Hours Wednesday  and  Saturday,  11  a.  m.  to  1  p.  m. 
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3.  Amsterdam—  (Montgomery  County)     Established  September  26,  1919 

Location 22  Market  Street 

Clinic  Physician  Dr.  Howard  W.  Murphy 

Clinic  Nurses Mrs.  Mary  A.  Finnan  and  Miss  Elizabeth  Currie 

Hours Tuesday  and  Friday,  8-10  p.  m.;  Saturday,  2-4  p.  m. 

Health  Oflacer Dr.  H.  31  Hicks 

4.  Beacon —  (Dutchess  County)   Not  completely  established 

Location    Highland    Hospital 

Clinic  Physician Dr.  Julius  B.  Haight 

Clinic    Hours    , 

HealUk  OflScer Dr.  C.  B.  Dugan 

5.  BiNGHAMTOW —  (Broome  County)    Established  April  1,  1919 

Location 71-73  Collier   bt. 

Clinic  Physiician    Dr.  C.  J.  Longstreet 

Clinic  Nurse  Miss  Lela  Bowman,  R.  N. 

Clinic  Hours . .  Mon.  and  Friday,  3-5  p.  m. ;  Wednesday  3-6  and  7-9  p.  m. 
Health  Officer   Dr.  C.  J.  Longstreet 

6.  Buffalo  —  Hbalth  CJdnteb  No.  5  (Erie  County) 

Location    51    Court  8t. 

Clinic  Physician Dr.  A.  J.  Smith 

Clinic  Nurse    Mrs.   K   F.   Busch,   Clerk 

Miss  McClellan,  Follow-up  Worker 
Clinic  Hours  ..Daily,  3-5  and  6-8  p.  m.  (Ehccept  Sunday  and  Holidays) 
Superintendent  of  Hospitals  and  Dispensaries. ..  .Dr.  Walter  S.  Goodale 
Health  Officer   Dr.  F.  E.  Fronczak 

7.  Buffalo  —  Ubolooic  Clinic,  Buffalo  City  Hospital 

Location    4&2  Grider   St. 

Clinic  Physician    Dr.  J.  E.  Slotkin,  Chief 

Clinic  Nurse Misa  Laura  M.  Hamilton,  Registrar 

Clinic  Hours Tuesday,  Thursday  and  S<aturday  3-5  and  6-8  p.  m. 

8.  Buffalo  —  Municopal  Hospital 

Location    770    East    Ferry    St. 

Clinic  Physician    Dr.  J.  D.  White 

Clinic  Nurse    

Hours    Daily 

9.  C6H0ES —  (Albany  County) 

Location    City    Hall 

Clinic  Physician    Dr.  R.  A.  Hebert 

Clinic  Nurse    Miss  Genevieve   T.   Kecfe 

Hours Tuesday,  5-6  p.  m.  (women) ;  8-9  p.  m.  (men) 

Health  OSEkxt    Dr.   John  Archibold 

10.  Cobnu^o  — (Steuben  County) 

Location    City    Hall 

Clinic  Physician   Dr.  Frank  S.  Swain 

Clinic  Nurse    Mrs.  Nona  Voorhees 

Hours   Wednesday,  3-5  and  7-9  p.  m. 

11.  DuiTKisK  —  (Chautauqua  Cbunty) 

Location    554  Deer  St.,  Public  Health  Center 

Clinic  Physician   l>r.  John  F.  Foes 

Clinic  Nurse   Miss  V.  P.  Blatchley 

Hours Tuesday  and  Friday,  6-7 ;  Thursday,  4-6  p.  m. 

Health  Officer   .* Dr.  G.  E.  Ellis 
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12.  Elmi&a.  —  (Chemung  County) 

Location Ea^t  Market  and  William  Sts. 

Clinic  Physician Dr.  S.  S.  Piper 

Clinic  Nurse Miss  Anna  M.  Thompson 

Hours  Wednesday,  3 :30-5  p.  m.;  Friday,  7-8  p.  ul 

Health  Officer Dr.  R.  B.  Howrland 

13.  Geneva —  (Ontario  County)  Not  completely  established 

Location Municipal   Building,  Third  Floor 

Clinic  Physician Dr.  C.  W.  Grove,  Health  Officer 

14.  GiiOviausviLUB —  (Fulton  County) 

Location 19  West  Fulton   St. 

Clinic  Physician   Dr.  V.  R.  Ehle 

Clinic  Nurse Mrs.   Lillian  Haines  Walters 

Hours Tuesday,    7-0 :  30    and    Thursday,    3-5    p.    m. 

Health   Officer Dr.   A.  L.  Jonnson 

15.  Glens  Fau^ — (Warren  CJounty) 

Location Cit^  Hall,   Ridge   St. 

Clinic  Physician Dr.  V.  D.  Selleck,  Health  Officer 

Clinic  Nurses Miss  Grace  C.  Briggs  and  Miss  C.  J.  Chapman 

Hours Monday  and  Thursday,  8-9  p.  m.;  Friday,  2-4  p.  m. 

16.  HoBNELL — (Steuben  CJounty) 

Location  108  Broadway  — Health  Dispensary 

Clinic  Physician Dr.    John    Conway 

Clinic  Nurse Miss  E.  B.  Hopkins,  R.  N. 

Hours Monday,  3>-5  and  7-8 ;  Friday,  3-6  p.  m. 

Health   Officer Dr.   B.   R.    Wakeman 

17.  Hudson —  (Columbia  County)   Not  completely  established 

Location Health  Center 

Clinic  Physician Dr.  John  L.  Edwards 

Health  Officer Dr.  Louis  Van  Hoesen 

18.  Ithaca —  (Tompkins  Cotmty) 

Dr.  M.  A.  Dumond,  125  Farm  St.,  treats  venereal  patients  at  his  private 
office.    Treatments  given  daily. 

19.  Jamestown — (QuMitauqua  County) 

Location Market  Bldg.,  Roosevelt  Square,  2  Forest  Ave. 

Clinic  Physiciaa Dr.  a  F.  Ormce 

Clinic  Nurse Miss  Anderson 

Hours Tuesday  and  Thursday,  7-10  p.  m. 

Health  Officer Dr.  J.  J.  Mahoney 

20.  Kingston —  (Ulster  County) 

Location    271   Fair  Street 

Clinic  Phye&ciaii Dr.  Frank  A.  Johnston 

Clinic  Nuree   Mire.  Mary  O'NeiU 

Clinic  Hours  Tuesday,  9-4  p.  m. ;    8-9  p.  m. 

Health  Officer   Dr.  Frank  A.  Johnston 

21.  Ltttlb  Falls —  (Herkimer  County) 

Location   Health  Center,  539  Al'bany  Street 

Clinic  Physician   Dr.  H.  W.  Vickers 

Clinic  Nurse Mrs.  O.  B.  Mosenthin 

Clinic  Houre Thursday,  9-5  and  8-9  p.  m. 

(Open  every  day  exxjept  Saturday,  9-6  p.  nv.) 
Health  Officer   Dr.  George  S.  Eveleth 

22.  MiDDLETOWN —  (Orange  County) 

Location   35  South  Street 

Clinic  Physician Dr.  H.  J.  Shelley 

Clinic  Nurse   Mies  Harriet  Taylor 

Hours  Tuesday  and  Friday,  7-9  p.  m. 

Health  Officer  Dr.  J.  Lw  Hasmer 
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23.  New  Rochellb —  (Westchester  County) 

Location  N«w  Hochelfe  Hospital,  Union  Street 

Clinic  Phyadcian  Dr.  Fraaik  C.  Ocnnbes 

Clinic  NoiTse    Mifia  Watson 

Clinic  HouiB  —  Tuesday  and  Fridiay,  d-&  p.  m.,  men);    Wednesday  and 

Thursday  3-4  p.  m.,  women 
Health  OflScer  Dr.  E.  H.  Codding 

24.  NiAQABA  Falls —  (Niagara  County) 

Location  606  Pine  Avenue 

Clinic  Physicdan   Dr.  R  S.  Barry 

Clinic  Nurse  Miss  M.  C.  K^ey 

Clinic  hours  —  Monday,  7-9  p.  m.;    Thursday,  7-^  p.  m-j    Wednesday, 

3:30-4:30  p.  m. 
Health  Officer   Dr.  W.  S.  Scott 

25.  NoBTH  ToNAWANDA —  (Niagara  County) 

Location   40  Wetoster  Street 

dimic  Physician   Dr.  H.  0.  Maldinar 

Clmic  Nurse   (Miss  Helen  McGamey 

Clinic  Hours Tuesday  and  Friday,  8:30-10:30  p.  m. 

Health  Officer  — 

Dr.  T.  P.  0.  Barnard  (ill)  Dr.  H.  C.  Lapp,  Acting  Health  Officer 

26.  Clean —  (Cattaraugus  County) 

Location   City  Hall 

Clinic  Physician Dr.  L.  J.  Atkins 

Clinic  Nurse  Miss  E.  Geraldine  Gibbons 

CHinic  Hours Saturday,  ^12  a.  m. ;    Wednesday,  4-^  p.  m. 

Health  Officer  Dr.  J.  A.  Jobnson 

27.  Oswego —  (Oswego  County) 

Location    Oswego  Hospital 

Clinic  Physician "Dr,  A.  0.  Calisch 

Clinic  Nurse  Mise  A.  C.  Hurley 

Clinic  Hours  ....  Monday  and  Friday,  d-6  p.  m.;   Wednesday,  S-9  p.  m. 
Health  Officer   Dr.  J.  E.  Mansfield 

28.  Plattsburo — (Clinton.  County) 

Location   City  Hall 

ainic  Physician  Dr.  L.  F.  Schdff 

Clinic  Nurse  Mias  Irene  F.  Qoddeau 

Hours Monday,  7-0  p.  m. ;    Thursday,  3-6  p.  m. 

Health  Officer  Dr.  J.  H.  LaRocque 

29.  Port  Chester —  (Westchester  County) 

Location   112  Purdy  Avenue 

Clinic  Physician Dr.  Wm.  J.  Sheehon,  Health  Officer 

Clinic  Nurse  Miss  Dearing 

Clinic  Hours  Monday  and  Friday,  4-7 :30  p.  m. 

30.  PouGHKEEPSiE —  (Dutchcss  Couuty) 

Location  24  Waahington  Street 

Clinic  Physician Dr.  Aaron  B.  Sobel 

Clinic  Nurse  Miss  Augusta  Freeman 

Hours Monday  and  Thursday,  7-0  p.  m. 

Health  Officer Dr.  Helen  L.  PalHser 

31.  Rochester  —  Health  Bureau  Consultation  Clinic  (Monroe  County) 

Location  82  Chestnut  Street,  Bocbester  Health  Bureau 

Hours Monday,  3-4  and  7-8  p.  m, ;   Tbarsday,  3-4  p.  m. 

Health  Officer  Dr.  George  W.  Goler 
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32.  BocHKSTEB  —  Baden  Street  Dispensary 

Location   160  Baden  Street 

Clinic  Phyeician   Dr.  Homer  W.  Smith 

GHnlc  Nurse  Miss  Nancy  Stalil 

Clinic  Hours  —  Monday,  7-9  p.  m.;  Tuesday,  9-11  a.  m.  and  7-9  p.  m.; 

Friday,  9-11  a.  m. 
Health  Officer   Dr.  George  W.  Goler 

33.  R00HE8TEB —^  General  Hospital 

Location   601  West  Main  Street 

Clinic  Physician  Dr.  W.  F.  Plundey 

Clinic  Nurse  AGm  Alice  Fulmer 

Clinic  Hours Monday  and  Friday,  10-12;    Thursday,  7  p.  m. 

Health  Officer   .* Dr.  George  'W.  Goler 

34.  RooHESTEB  —  Hahnemann  Hospital 

Location Rockingham  Street 

Clinic  Physician  Dr.  E.  Ruesell  Sprague 

Clinic  Nurse r Mias  Burns 

Houi« Tuesday,  9-11  a.  m.  and  7 :  30-9  p.  m. 

36.  RooHESTES  —  Homeopathic  Hospital 

Location   224  Alexander  Street 

Clinic  Physician Dr.  H.  S.  Hotchklss 

Clinic  Nurse Mrs.  Ruth  H.  Backus 

Clinic  Hours Saturday,  9  a.  m. ;  Thursday,  7  p.  m. 

36.  Rome —  (Oneida  County) 

Location   246  East  Dominick  Street 

Clinic  Physician  Dr.  R.  J.  Marshall 

Clinic  Nurse Miss  M.  Ringrose 

Clinic  Hours  Monday  and  Thursday,  S-lO  p.  m. 

(Health  Officer  Dr.  C.  R.  Mahady 

37.  Sajutooa —  (Saratoga  Ck>unty) 

Location   Saratoga  Hospital 

Clinic  Physicians Dr.  Frederic  Resseguie  and  Dr.  David  C.  Nolan 

Clinic  Nurse Miss  Clothier 

Health  Officer,  Augustus  8.  Downs,  M.  D.,  Dr.  George  Scott  Towne,  acting 

38.  Schenectady —  (Schenectady  County) 

Location  Health  Center  Bldg.,  608  Union  Street 

Clinic  Physician Dr.  W.  H.  Vanderwart 

Clinic  Nurse Miss  Mary  Hemmerling 

Clinic  Hours—- 

Tuesday  and  Thursday,  7:30-8:30  p.  m.;  Thursday,  11>12  a.  m. 
Health  Officer   Dr.  J.  H.  CoUins 

39.  Stsaousb  Fbeb  Disfei^sast —  (Onondaga  County) 

Location  610  East  Fayette  Street 

Clime  Physician  — 

Dr.  C.  H.  Benson,  Registrar;    Dr.  S.  P.  Richmond,  Physician 

Clinic  Nurses Miss  St.  John  and  Miss  Cornell 

Clinic  Hours Daily,  1:30-3:30  p.  m.;    Wednesday,  7:30  p.  m. 

Health  Comimissioner   Dr.  Hexny  A.  MacGruer 

40.  Stbactjse  —  Detention  Hospital 

Location   110  Noxon  Street 

Nurse  in  charge ^bs  E.  Laura  Matthews 
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41.  Tboy —  (Rensselaer  County) 

Location    Samaritan   Hospital 

Clinic  Physician   Dr.  H.  W.  Oarey 

Clinic  Nurse  , Moss  Mary  McLaughlin 

Clinic  Hours  . . .  Monday^  6-S  p.  m.;  Wednesday  and  Friday,  ^11  a.  m. 
Health  Officer Dr.  M.  D.  Dickinson 

42.  Utica  —  Free  Dispensary   (Oneida  County) 

Location 224  Mary  Street 

Clinic  Phyaiciana  — 

Dr.  George  Fisher    (male) ;    Dr.  Asgeline  Martine    (female) 

Clinic  Nurse Mar jorie  M.  Waters,  R.  N. 

Social  Worker   Miss  Etta  Garr 

Director  of  Clinic Dr.  Florence  I.  Staunton 

Clinic  Houra — 

Monday,  Tuesday,  Wednesday,  Thurfday  aind  Friday,  7-9:30  p.  m. 
Health  Officer Dr.  Hugh  H.  Shaw 

43.  Watebtown —  (Jefferson  County) 

Patients  treated  in  office  of  Dr.  W.  D.  Pinsineault,  Cleveland  Building 

44.  White  Plains —  (Westchester  County) 

Location   45  Hamilton  Avenue 

Clinic  Physician    Dr.  H.  Sherman 

Clinic  Nurse  Mrs.  G.  F.  Adcley 

Clinic  Hours Thursday,  4-5  p.  m.  (female) ;  5-6  p.  m.  (male) 

Health  Officer  Dr.  Edfwin  O.  RamBdell 

45.  YoNKEBS —  (Westchester  County) 

Location   City  Hall  Building 

CUnio  Physician Dr.  B.  H.  Belcher 

Clinic  Nurse   Miss  Louise  Landers 

Social  Worker   Mra.  Helen  Mitchell 

Clinic  Hours  — 

Monday  night  —  women,  children  and  boys  under  16;    Tuesday  and 
Friday   evenings,  general   for  men;      Thursday   evening,  salvarsan 
only;   Wednesday  afterntx)n,  2-4  by  appointment 
Health  Officer  Dr.  C.  W.  Buckmaster 
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DIVISION  OF  LABORATORIES  AND  RESEARCH 

Hesmann   M.   Bioos,   M.   D.y   CotnmisBioner,   State  Department   of  Health, 
Albany,  N.  Y. 

81B. —  The  year  1920  has  been  a  year  of  continued  adjustment,  reorgan- 
ization and  standardization  among  the  different  departments  and  groups 
of  the  laboratory,  as  well  as  a  year  of  increased  routine  work. 

Public  health  work  everywhere  has  received  a  great  impetus.  Nearly  five 
million  of  our  men  drawn  into  the  Army  or  Navy  have  seen  and  learned 
much  concerning  modem  methods  of  preventive  medicine.  They  have  returned 
to  their  homes  imparting  this  new  knowledge  to  their  families  and  friends 
and,  consequently,  much  more  than  formerly,  the  laboratory  is  now  generally 
recognized  as  the  foundation  of  all  effective  public  health  work. 

The  lack  of  laboratory  facilities,  however,  has  made  the  practice  of 
medicine  according  to  modem  standards  invpossible  in  rural  districts. 
Capable  young  graduates  in  medicine  stay  in  cities  where  they  can  have  the 
advantage  of  the  best  facilities,  and  rural  communities  suffer  accordingly. 
The  leaders  of  the  profession  recognize  the  situation  as  a  serious  menace  to 
the  public  health  and  have  actively  considered  remedial  measures.  These 
remedies  all  turn  to  legislative  aid  and  follow  in  principle  the  provisions 
of  the  health  center  bill  introduced  last  year  by  Senator  Sage  and  Assembly- 
man Machold.  The  develoi>ment  of  laboratory  and  hospital  facilities  through- 
out the  State  is  the  aim  of  this  legislation,  and  nothing  will  con- 
tribute more  toward  the  health  and  happiness  of  the  people  of  the  State  gen- 
erally than  its  speedy  enactment.  Iowa,  Michigan  and  several  other  states 
have  taken,  or  will  soon  take,  steps  in  this  direction,  and  the  American  Medical 
Association  is  now  considering  the  advisability  of  a  general  campaign  through- 
out the  coimtry  in  support  of  legislation  based  upon  these  principles.  The 
Division  of  Laboratories  and  Research  in  its  present  organization,  if  ade- 
quately supported,  is  fully  prepared  to  aid  in  the  establishment  of  local  labora- 
tories any^ere  in  the  State. 

Dlagiioftio  In  the  meanwhile,  whatever  new  work  is  xmdertaken, 

LaboratorlM  ^^  however  the  laboratory  service  is  extended  through- 

out the  State,  the  routine  procedures,  for  the  performance  of  which  the  Divi- 
sion of  Laboratories  and  Research  is  primarily  established  and  maintained 
must  go  on.  The  standards  of  excellence  must  be  kept  up  and,  more  and  more, 
the  organization  within  the  laboratory  groups  perfected  so  that  the  resources 
at  command  may  be  applied  to  the  best  advantage.  The  growth  in  routine 
activities  may  be  seen  in  the  statistics  from  the  diagnostic  laboratories.  The 
examinations  have  increased  from  146,993  in  1919  to  201,531  in  1920;  the 
distribution  of  diagnostic  outfits  from  169,109  to  190,965.  In  particular,  a 
greater  number  of  complement  fixation  tests  for  syphilis  has  been  made  during 
1920  than  was  made  in  any  other  year  for  all  other  tests  combined.  The 
outfits  for  collecting  specimens  are  expen.(%ive,  and  the  performance  of  the  test 
is  expensive,  but  it  does  not  seem  possible  to  overestimate  the  value  of  these 
examinations  in  connection  with  public  health.  The  large  number  of  examina- 
tions made  during  1920  is  an  important  indication  of  the  way  in  which  the 
expenditure  of  appropriations  has  reacted  in  more  adequate  protection  to  life 
and  health. 

Miss  Gilbert  and  her  competent  assistants  deserve  great  credit  for  perfect- 
ing the  organization  of  the  diagnostic  laboratories  so  that  they  could  handle 
this  large  number  of  examinations,  and  especially  for  their  loyal  service  dur- 
ing the  trying  period  of  the  summer  months  when  the  staff  was  depleted  by 
vacations. 

Antitoxl]!,  Sarnm  and  The  Antitoxin,  Serum  and  Vaccine  Laboratories  show 
Yaoolne  Laboratoriei       very  marked  increase  in  production  and  distribution  of 

nearly    all    biologic    and    chemical    preparations;    this 
increase  is  especially  noteworthy  of  diphtheria  antitoxin,  outfits  for  the  Schick 
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test,  diphtheria  toxin-antitoxin  mixture,  bacterial  vaccina  and  arsphenaanine. 
Improyement  in  techni<!al  prooednres  and  in  organization  of  the  work  of  these 
laboratories  has  gooe  on  in  conjunction  with  routine  production,  but  for 
further  progress  more  trained  workers  with  a  knowledge  of  the  chemical  and 
physiological  problems  connected  with  the  production  of  biol(>gic  and  chemical 
preparations  are  required.  They  cannot  be  secured,  however,  until  the  salaries 
offered  more  nearly  approximate  those  in  other  laboratories. 

The  federal  requirements  for  activities  in  these  laboratories  cannot  be  met 
without  additional  appropriations  to  provide  a  separate  building  for  work 
with  the  pathogenic  spore-bearing  anaerobes,  such  as  Bacillus  tetani  and 
Bacillus  botulinus;  new  stable  units  for  the  horses;  quarters  for  small 
animals;  increased  facilities  for  filtering,  filling,  boxing  and  storing  mate- 
rials; and  sufficient  staff  to  meet  these  requirements  adequately.  The  items 
for  new  construction  in  the  budget  were  requested  largely,  if  not  entirely,  for 
the  purpose  of  conforming  to  these  federal  standards.  Nevertheless,  Miss 
Kirkbride  and  her  staff  have  succeeded  in  attaining  the  highest  standards 
in  quality  despite  the  hazards  which  are  taken  in  the  preparation  of  products. 
Other  states  and  municipalities  and  also  several  foreign  countries  have 
requested  the  privilege  of  purchasing  our  surplus  serums.  None  of  th«  thera- 
peutic 'Products  can  be  sold  in  interstate  commerce  without  a  federal  licenfie. 

Water 'Analysis  In     the     laboratories    for    water     analysis,    also,    an 

increased  number  of  examinations  was  made  in  1920 
as  compared  with  that  of  the  year  1019.  The  laboratory  has  been  able  to 
help  the  Engineering  Division  in  its  inspection  of  water  supplies  which  are 
dependent  upon  artificial  methods  of  sterilization  by  making  frequent  exami- 
nations of  samples  from  such  supplies.  This  work  of  cooperation  can  and 
ought  to  be  most  advantageously  developed. 

Analytioal  Chemical  Besides  the  usual  number  of  special  examinations  made 
Laboratories  |jy   ^j^^   analytical   laboratories  for  health   officers   and 

physicians,  many  analyses  and  tests  of  raw  materials  and  of  finished  products 
have  been  made  for  other  departments  of  the  laboratory.  Much  time  and 
thought  have  also  been  spent  by  Mr.  Wachter  and  his  a;»sistants  in  working 
out  details  and  supervising  the  installation  and  adjustment  of  the  larger 
apparatus  in  the  laboratory. 

Qeneral  Bervloe  In  the  other  laboratory  groups  which  generally  serve 

^"^I'^  the  scientific  staff  —  the  departments  preparing  media 

and  other  supplies,  and  those  recording  and  reporting  results  —  in  fact  every- 
where the  increase  in  the  activities  of  the  scientific  workers  is  especially 
reflected.  Throughout  the  laboratory  improvement  in  organization  is  appar- 
ent. Particularly,  progress  has  been  made  in  systematizing  and  correlating 
various  phases  of  office  and  administrative  management,  and  in  improving 
the  procedure  required  of  those  undertaking  research  work,  the  method  of 
recording  scientific  papers  and  research  work,  and  in  bringing  the  resources 
of  the  library  to  bear  more  directly  and  effectively  upon  the  various  branches 
of  scientific  inquiry. 

Oriraaiiatloii  The  organization  of  an  institution  continually  growing 

Not  Oompleto  ^^d  expanding  in  unforeseen  directions,  to  say  nothing 

of  being  conditioned  by  legislative  restrictions  or  civil  service  regulations, 
can  never  be  considered  coniplete,  but  the  foundations  have  been  securely 
laid,  and  the  work  of  organization  within  the  groups,  correlation  of  the 
laboratory  with  other  divisions  of  the  Health  Department,  and  inspection 
and  supervision  of  local  laboratories  go  steadily  forward. 

Opportunities  for  Exceptional  opportunities  are  provided  in  the  labora- 

Trainlar.  Workers  tory     for     training     laboratory     workers.       Standard 

methods  for  the  technical  procedures  are  available, 
libraiy  facilities  and  opportunities  for  research,  are  given,  and  arrangements 
have  been  made  for  those  coming  from  a  distance  to  familiarize  themselves, 
for  longer  or  shorter  periods,  with  the  work  of  the  laboratory. 
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llaS^t?ri°  *^'  ^^       ^^  Diviaion  of  Laiwratoriea  and  Research  liaa  -thus 
**  been  forced  to  devote  the  major  part  of  its  resources 

and  energy  to  carrying  on  the  increased  work  and  to  perfecting  its  own 
organization,  but  it  nxust  now  turn  more  and  more  actively  to  the  develop- 
ment of  local  laboratories  throughout  the  State. 

Pregcrlbad  by  Law  The  provisions  of  the  Public  Health  Law  and  Sanitary 

Code  of  the  State,  together  with  public  sentiment  and 
the  drift  of  recent  legislation,  impose  upon  the  Division  of  Laboratories  and 
Research  very  definite  obligations.  All  laboratories  handling  pathogenic 
microorganisms  must  re^gister  January  1,  each  year,  with  the  Conunissioner 
of  Health,  and  his  approval  must  be  secured  for  the  shipment  or  distribu- 
tion of  cultures  of  the  virulent,  disease-inciting  microorganisms  to  other 
laboratories  or  to  individuals.  All  the  laboratories  of  IJbe  State,  outside 
the  City  of  Greater  New  York,  that  are  engaged  in  public  health  work  now 
operate  under  the  supervision  and  control,  and  with  the  cooperation  of  the 
central  laboratory  in  Albany.  Standards  of  laboratory  work  must  not  only 
be  maintained  but  also  advanced  whenever  and  wherever  necessary. 

Enconrairinff  Easnlti       During   1920  the   work   of   inspection    and   supervision 

has  been  actively  carried  on  with  encouraging  results. 
The  number  of  local  laboratories  approved  during  1920  was  sixty-seven,  an 
increase  of  thirty-four  over  the  number  in  1919.  This  means  that  these 
laboratories  have  brought  their  activities  into  conformity  with  the  central 
laboratory  standards;  a  fact  to  be  emphasized.  It  is  desirable  that  local 
laboratories,  as  far  as  possible,  perform  the  diagnostic  tests  for  the  physi- 
cians of  their  respective  localities. 

Different  Ways  of  Besides  inspecting  the  local  laboratories  and  advising 

SocalLaboratorlet  ^^®  persons  in  charge,  the  central  laboratory  has  sent 

out  workers  where  for  any  reason  there  has  been  a 
shortage  of  help.  From  time  to  time  representatives  from  these  laboratories 
of  the  State,  and  also  from  other  states,  or  even  foreign  countries,  have  been 
trained  in  the  central  laboratory.  Each  year  several  members  of  «the  staff 
have  taken  important  positions  in  other  laboratories.  Thus,  although  only 
a  beginning  has  been  made,  training  of  laboratory  workers  has  gone  hand  in 
hand  with  the  standardization  and  consolidation  of  all  the  public  health 
laboratory  work  of  the  State,  and  the  laboratory's  sphere  of  influence  has 
also  been  extended  beyond  the  borders  of  this  State. 

New  York  State  The    New    York    State    Association    of    Public    Health 

Pntaio^Heal^  Laboratories  now  holds  two  meetings  each  year ;  one  with 

Labonttorlei  the  State  Medical   Society  at  its  annual  meeting,  the 

other  at  the  State  laboratory  in  Albany. 

Beiearoli  Rcpearch  for  the  year  has  included  more  work  than 

usual  along  inmiediately  practical  lines,  namely, 
investigations  toward  the  improvement  of  technical  procedures,  such  as  the 
preparation  of  media,  the  production  of  biologic  and  chemical  products,  and 
the  performance  of  the  complement  fixation  test.  Besides,  studies  have  been 
completed  on  the  classification  of  the  meningococcus,  and  the  preparation  of 
antimeningococcus  serum. 

Twelve  papers  were  prepared  and  accepted  for  publication  and  a  number 
of  others  will  be  ready  in  the  near  future.  So  far  as  possible  the  work  in 
connection  with  research  and  investigation  —  the  requir^  forms  for  prelimi- 
nary outlines,  for  reports  of  progress,  and  for  the  finished  papers  —  has  been 
formulated. 

Not  only  for  the  effect  of  research  upon  the  work  of  the  laboratory  but 
because  many  laboratory  questions  relating  to  the  causes,  prevention  or  cure 
of  the  infectious  disease®  are  still  unsettled,  the  laboratory  is  continually 
obliged  to  plan  for  some  researches  in  order  to  determine  the  facts  upon 
which  action  should  be  based. 
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Work  of  ttia  No  suminary,  however  brief,   of   the  laboratory  work 

ABtUtont  Director  ^^^    ^ggO  would   be   complete  without  mention   of   the 

valuable  aid  given  by  the  Assistant  Director,  Dr.  Paul  B.  Brooksf,  who  has 
had  general  supervision  of  the  various  field  activities,  and  has  increased  the 
usefulness  of  the  laboratory  service  in  many  directions  throughout  the  State 
by  promoting,  organizing  and  extending  the  activities  of  local  laboratories 
whenever  occasion  offered.  He  has  represented  the  laboratory  at  numerous 
official  conferences,  assisted  during  the  year  in  connection  with  three  courses 
in  public  health  and  served  with  the  group  consultation  clinics  held  under  the 
auspices  of  the  Department  of  Health.  He  has  cultivated  generally  a  spirit 
of  friendliness  and  cooperation  on  the  part  of  health  officers  and  other  physi- 
cians who  look  to  the  main  laboratory  for  service. 

Besides  these  outside  activities,  he  has  taken  charge  of  a  number  of  routine 
matters  and  administrative  duties  connected  with  the  laboratory  in  Albany 
and  been  active  in  promoting  cooperation  between  the  Division  of  Laboratories 
and  Besearch  and  the  other  divisions  of  the  Department. 

The  growth  of  the  laboratory  work  as  a  whole  and  in  its  main  departments 
is  best  seen  in  the  summarized  reports  from  the  different  departments  which 
are  appended,  and  in  the  results  charted  year  by  year,  as  shown  on  page  ld5. 
The  continuous  increase  and  the  exceptionally  marked  increase  during  the 
past  two  years  in  the  face  of  steadily  mounting  costs,  with  appropriations 
always  six  months  to  a  year  behind  the  increase  in  work,  has  forced  the 
laboratory  into  a  retrenchment  such  as  Governor  Miller  in  his  message  now 
demands  of  all  State  departments. 

Early  in  the  year  an  attempt  was  made  to  conserve  the  appropriation  for 
equipment  and  supplies  by  holding  a  reserve  and  keeping  to  a  monthly  allow- 
ance, 'but  despite  this  retrenchment,  January  1,  $53,306.6>8  had  been  spent, 
leaving  a  balance  of  $30^&S.3&,  and  thus  an  unavoidable  minimum  deficiency 
of  $23,000.  No  new  technical  positions  have  been  allowed  and  all  outside 
supplementary  funds  have  been  devoted  to  providing  the  scientific  staff  with 
clerical  and  library  assistance  to  conserve  their  time  for  their  technical  and 
scientific  work.  Inspection  and  supervision  of  the  approved  local  laboratories 
has  beep  temporarily  dropped.  The  upkeep  of  the  buildings  and  grounds  has 
been  reduced  to  a  minimum,  below  the  allowance  for  safety  if  continued. 
The  entire  staff,  numbering  215,  has  been  put  on  an  eight-hour  day  instead 
of  the  usual  seven-hour  day  of  all  other  State  departments.  The  stress  of 
this  situation  has  left  the  laboratory  with  a  deficiency  for  supplies,  and  an 
average  salary  of  $1,257,  which  when  compared  with  the  present  average 
salary  of  six  other  State  departments,  $1,S56,  accounts  for  a  labor  turn- 
over during  1920  of  61  per  cent. 

Without  the  loyal  and  able  assistance  of  the  staff  and  even  great  sacrifices 
on  the  part  of  many  of  them,  it  would  have  been  utterly  impossible  to  accom- 
plish the  tasks  that  have  been  set  before  us  during  the  last  two  years. 

The  work  of  Dr.  Brooks  has  relieved  the  director  of  the  care  of  many 
details  and  made  it  possible  for  him  to  devote  more  time  not  only  to  the 
scientific  work  of  the  staff,  but  also  to  the  larger  aspects  of  laboratory 
service  which  are  rightly  demanded  from  the  representative  of  a  progres- 
sive state  public  health  laboratory. 

During  the  year  the  director  has  attended  the  meetings  of  twenty-five 
different  associations  or  other  gatherings,  taking  part  or  giving  addresses  at 
a  number  of  them.  He  has  visited  laboratories  and  other  institutions  in 
various  cities.  In  September  he  attended  the  meeting  of  the  American  Public 
Health  Association  on  the  Pacific  coast,  presiding  as  chairman  of  the  Labor- 
atory Section.  His  trip  through  the  western  states  afforded  an  excellent 
opportunity  of  studying  the  difficult  situation  there,  where  a  large  number 
of  private  laboratories  have  developed  without  any  supervision  of  their 
efficiency,  and  where  the  public  health  laboratory,  a  comparatively  new  insti- 
tution, is  developing  under  great  difficulties.  There  is  no  standardization  of 
laboratory  work  anywhere  comparable  to  that  of  New  York  State. 
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The  chief  problem  of  the  future  is  now  clearly  defined.  Every  effort  should 
be  directed  toward  the  development  of  local  laboratories,  the  establishment  of 
new  ones  in  inaccessible  districts,  the  expansion  of  those  which  have  been 
longer  established  and  more  efficient  to  serve  larger  districts,  and  the  support 
of  the  smaller  local  laboratories  which  are  continuing  their  work  under  great 
handicaps.  The  Division  of  Laboratories  and  Research,  with  adequate  sup- 
port, is  now  prepared  to  cooperate  in  this  important  work. 

Respectfully  submitted 

AUGUSTUS    WADSWORTH 
May  6,  192L  Director 


Antitoxin,  Serum  and  Vaccine  Laboratories 

M.    B.    KiRKBBIDE 

During  1920  there  was  marked  increase  in  the  production  and  distribution 
of  nearly  all  biologic  and  chemical  preparations.  This  was  accomplished 
with  practically  no  increase  in  staff  except  in  the  group  concerned  with  the 
production  of  arsphenamine,  which  previously  had  been  on  an  experimental 
basis.  Considerable  progress  has  thus  been  made  in  standardization  and 
more  efficient  organization  of  the  work.  At  the  same  time  special  effort  was 
directed  toward  improving  the  quality  of  the  preparations  through  investiga- 
tions carried  on  in  conjunction  with  routine  production. 

IMphthelia  and  Tetanus  Antitozina 

The  prevalence  of  diphtheria  in  different  sections  of  the  State  and  the 
active  educational  campaigns  carried  on  during  the  autumn  by  two  of  the 
largest  cities  developed  an  unprecedented  demand.  The  distribution  of  diph- 
theria antitoxin  exceeded  by  over  thirteen  million  units  that  of  1919,  when 
more  than  twice  as  much  antitoxin  was  sent  out  as  in  1918.  Similarly  an 
increase  of  over  100  per  cent  in  distribution  was  shown  in  outfits  for  the 
Schick  test  and  of  978  per  cent  in  diphtheria  toxin-antitoxin  mixture. 

The  necessity  for  an  ample  reserve  supply  of  all  products  which  require 
weeks  or  even  months  in  preparation,  and  for  adequate  facilities  for  their 
production,  storage  and  rapid  preparation  for  shipment,  is  evident.  One 
large  city  asked  for  and  received  in  less  than  four  weeks  more  diphtheria 
toxin-antitoxin  mixture  than  was  sent  out  during  the  twelve  months  of  1919, 
while  in  November  and  Decemiber  more  than  seventeen  thousand  packages, 
containing  one-third  of  the  entire  year's  output  of  diphtheria  antitoxin, 
were  distributed.  Although  in  these  instances  the  emergencies  were  success- 
fully met,  additional  facilities  are  essential  if  the  laboratory  is  to  be  in  a 
position  to  give  unfailing  service  and  cooperation  when  most  needed. 

Fewer  therapeutic  dosea  but  more  of  the  prophylactic  packages  of  tetanus 
antitoxin  have  been  sent  out.  This  is  mainly  due  to  a  better  adjustment  of 
distribution  to  the  actual  requirements  throughout  the  4State. 

Production  of  antitoxins  and  serums  has  been  hampered  in  the  past  not 
only  by  totally  inadequate  accommodations  for  the  horses,  but  also  by  the 
limited  number  of  animals  which  could  be  purchased  and  the  frequently 
undesirable  type  which  was  alone  available.  During  1920  these  difficulties 
have  in  part  been  met;  in  January  a  gift  of  five  actively  immunized  horses 
was  received  from  the  Rockefeller  Institute,  which  had  discontinued  the  pro- 
duction of  serums.  Later,  through  the  interest  and  cooperation  of  Major 
Chandler  seven  horses  were  obtained  from  the  State  Constabulary  at  a 
nominal  charge.  Three  horses  were  also  received  from  the  State  militia  as 
a  result  of  the  new  law  which  permits  of  such  transfers,  and  arrangements 
are  under  way  for  transferring  ten  additional  animals.  Though  it  is  too 
soon  for  the  final  products  to  show  the  full  benefit,  with  more  choice  in  the 
selection  of  horses  and  the  painstaking  study  now  made  of  each  during 
immunization,  the  average  antitoxic  content  of  the  diphtheria  horses  has 
risen  rapidly  during  the  last  six  months. 
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Antimeningococcua,  Antidysenteiyy  Antipnemnococcus  Semnu 

Steady  increase  in  requests  for  antimeningococcus  serum  indicates  a  grow- 
ing appreciation  of  its  therapeutic  value  by  physicians.  It  is  to  be  regretted, 
however,  that  their  failure  to  supply  information  asked  for  on  the  report 
slips  accompanying  each  package  has  prevented  the  collection  of  accurate 
statistics.  Distribution  in  the  State  of  antidysentery  and  Type  I  antipneu- 
mococcus  serums  has  remained  practically  stationary.  The  apparent  decrease 
in  the  latter  is  caused  by  the  large  amounts  requisitioned  by  the  War  Depart- 
ment for  the  Army  in  1918  and  1910. 

Diagnostic  Immune  Serums 

The  demand  from  laboratories  outside  the  State  for  inunune  serums  used 
in  diagnoses  has  increased  rapidly.  Since  it  is  always  necessary  to  produce 
a  surplus  for  possible  emergencies  and  easy  to  increase  it  once  the  horses 
have  reached  a  high  degree  of  immunity,  this  outlet  serves  the  double  pur- 
pose of  reimbursing  the  state  treasury  and  at  the  same  time  of  performing 
a  definite  public  service  beyond  the  limits  of  the  State.  The  extent  of  this 
service  is  shown  by  the  fact  that  110  laboratories  in  31  states  (not  including 
New  York)  procured  standard  antipneumococcus  serums  during  1920.  In 
addition  19  laboratories  in  9  foreign  countries  —  among  them  Africa,  Brazil, 
China,  India  and  Peru  —  were  supplied  with  these  serums.  It  is  much  to  be 
regretted  that  frequent  and  urgent  requests  for  the  laboratory's  surplus  of 
therapeutic  serums  must  be  refused  and  the  serums  allowed  to  deteriorate 
owing  to  the  absence  of  a  federal  license. 

Bacterial  Vaccines 

During  the  year  twice  as  many  packages  of  combined  typhoid-paratyphoid 
vaccine  and  of  pertussis  vaccine  were  distributed  as  in  1919.  While  the 
laboratory  continues  to  send  out  the  monovalent  typhoid  vaccine,  the  prepara- 
tion of  a  separate  paratyphoid  vaccine  has  been  discontinued  as  unnecessary. 

Arsphenamine 

The  distribution  of  arsphenamine  to  approved  clinics  and  institutions  has 
increased  83  per  cent.  The  actual  production  of  arsphenamine  by  the  labora- 
tory, however,  was  less  than  had  been  anticipated.  This  was  due  chiefly  to 
delay  in  the  preparation  of  large  batches  caused  by  the  inadequate  lacilities 
of  the  Yates  Street  laboratory,  exceptionally  difiicult  problems  met  with  in 
production  and  constant  delay  in  obtaining  essential  equipment  and  supplies. 

In  September,  however,  the  general  distribution  of  the  laboratory  product 
was  commenced,  after  a  year's  satisfactory  observation  of  its  use  in  State 
institutions.  This  material  is  subjected  to  the  most  rigid  tests  before  dis- 
tribution. Not  only  must  each  lot  conform  to  standards  set  by  the  State 
laboratory  and  pass  the  United  States  Public  Health  Service  tests  in  Wash- 
ington; it  must  also  have  been  tested  clinically.  The  output  can  undoubtedly 
be  greatly  increased  early  in  1921,  but  the  Yates  Street  building  will  con- 
tinue to  be  a  hazard  for  the  workers  and  an  almost  insurmountable  obstacle 
to  production. 

MisceUaneous  Preparations 

Two  thousand  more  small  silver  nitrate  outfits  for  the  prevention  of 
ophthalmia  neonatorum  were  distributed  than  in  1919.  A  special  large  con- 
tainer for  use  in  hospitals  or  by  physicians  requiring  the  solution  frequently 
has  been  added  to  the  laboratory's  supplies.  A  small  supply  of  antianthrax 
serum  was  procured  for  emergency  use.  Fewer  requests  for  antirabic  vaccine 
have  been  received  than  for  several  years. 

Farm 

Physical  conditions  at  the  farm  have  grown  worse  rather  than  better 
during  the  year.  This  was  to  be  expected.  The  roofs  and  floors  of  the  old 
barns  and  stables  have  been  patched  and  repaired  but  are  neither  satisfactory 
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nor  safe  for  storage  of  crops  or  accommodation  of  animals.  Highly  immun- 
ized and  productive  horses  are  constantly  subjected  to  possibility  of  injury 
because  there  are  not  enough  stalls.  The  prevailing  wages  for  farm  and 
other  labor  made  it  impossible  to  get  or  hold  the  minimum  staff  required. 
The  average  for  the  year  —  exclusive  of  Mr.  Schadler  —  was  approximately 
5.7  men.  It  is  therefore  remarkable  that  besides  the  care  and  immunisuition 
of  about  forty  horses,  which  entailed  more  than  2,400  injections  and  nearly 
900  trial  and  whole  bleedings,  the  value  of  the  crops  raised  is  roughly.  $8,000. 
This  is  the  same  as  last  year  but  actually  represents  a  marked  increase  in 
production  owing  to  the  present  drop  in  prices.  In  addition  it  is  estimated 
that  small  laboratory  animals  valued  at  $2,000  were  bred  at  the  farm  and 
Yates  Street  laboratory.  If  adequate  quarters  and  care  were  provided  the 
number  of  animals  raised,  could  be  much  larger,  which  should  give  better  and 
more  economical  service  to  the  laboratory  than  is  now  possible  when  it  must 
depend  to  a  large  extent  on  outside  dealers. 

Pnenmococcus  Type  Differentiation 

This  dia^ifnostic  procedure  was  first  undertaken  by  the  laboratory  in 
1915  in  conjunction  with  the  production  of  antipneumococeue  serum  and  the 
work  has  remained  in  the  antitoxin,  serum  and  vaccine  laboratories  since 
that  time.  It  will  be  transferred  to  the  diagnostic  laiboratories  early  in  1921. 
Last  winter  many  specimens  from  State  institutions  were  examined  in  con- 
nection with  the  United  States  Public  ^Health  Service  investigation  of  the 
preventive  value  of  polyvalent  pneumococciis  vaccine,  in  which  study  this 
laboratory  took  an  active  part.  Mrs.  Botsford,  who  had  been  in  charge  of 
the  work  here,  was  released  to  accept  a  federal  position  at  the  Willard  State 
Hospital,  where  an  intensive  study  was  made  while  specimens  from  the  other 
institutions  were  examined  here  and  at  the  Branch  Laboratory  in  New  York 
city. 

Special  Investigations 

Bacteriological  investigations  of  foodstuffs  in  connection  with  several  sus- 
pected cases  of  food  poisoning  were  made.  Fourteen  samples  of  hair  bristles 
used  in  shaving  brushes  were  examined  and  B.  anthracis  isolated  from  two. 
Various  studies  connected  with  improvement  in  technical  procedures,  develop- 
ment of  methods  for  hydrogen  ion  estimations,  etc.,  were  also  carried  on. 

Staff  and  Future  Work 

More  efficient  work  has  been  possible  during  the  year  as  a  result  of  the 
fine  team-work  and  zeal  of  the  heads  of  groups  and  their  assistants.  When, 
however,  among  an  average  staff  in  1920  of  ajbout  forty-five,  thirty-two 
resignations,  transfers  and  dismissals,  and  twenty-eight  appointments  have 
occurred,  a  thoroughly  efficient  organization  cannot  be  developed.  A  perma- 
nent staff  and  more  workers  with  a  thorough  chemical  and  physiological 
training  are  needed.  The  products  used  in  serum  and  cherao-therapy  are  still 
imperfect.  Practical  studies  should  be  concentrated  upon  such  as  that 
already  in  progress  on  the  further  purification  and  concentration  of  antitoxic 
serums  in  order  to  reduce  or  eliminate  the  distressing  serum  rashes  and 
reactions  not  infrequently  occurring  after  injection  of  antitoxin. 

While  in  the  new  laboratory  facilities  are  enormously  increased,  the  con- 
ditions under  which  the  various  curative  and  preventive  products  are  pre- 
pared still  fall  far  below  the  minimum  federal  requirements  on  account  of 
overcrowding.  These  should  be  met  by  providing  (1)  a  special  building  fcr 
work  with  pathogenic  spore-bearing  anaerobes  (B.  tetani,  B.  botuliiiuf«,  etc.) 
(2)  new  stable  units,  (3)  quarters  for  small  animals,  (4)  increased  facili- 
ties for  filtration,  filling,  boxing  and  storing  of  materials,  (5)  sufficient  staff 
to  meet  these  requirements  adequately. 
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Report  of  the  Diagnostic  Laboratories 

Ruth  Gilbert 

The  following  report  Bumxaarizes  the  activities  in  the  diagnostic  depart- 
ment during  1920.  It  showjs  the  increase  or  decrease  in  work,  the  new 
methods  employed,  the  ways  in  whidh  the  central  laboratory  has  cooperated 
with  other  laboratories  and  also  outlines  some  of  the  investigations  under- 
taken by  members  of  the  diagnostic  department. 

The  number  of  specimens  received  for  the  complement  fixation  test  for 
syphilis  and  for  miscellaneous  and  cultural  examinations  for  enteric  diseases, 
has  markedly  increased,  while  the  number  for  the  agglutination  test  for 
typhoid  and  for  tubercle  bacilli  ha9  remained  practicaUy  the  same  ps  for 
1919.  Fewer  specimens  were  sent  to  be  examined  for  gonococci  and  diphtheria 
bacilli.  The  total  number  of  specimens  for  the  year,  however,  shows  a 
decided  increase. 

During  the  past  year  we  have  been  compiling  the  monthly  statistical 
reports  from  the  accession  book.  In  making  reports  in  this  way  we  are 
able  to  compute  readily  the  nimiber  of  examinations  made  on  each  specimen 
and  to  check  our  results  with  the  serial  number. 

Recently  we  have  undertaken  tbe  listing  of  results  of  specimens  taken  as 
a  routine  in  institutions  and  schools  when  large  numbers  of  specimens  are 
received  at  one  time,  thus  saving  considerable  time  in  making  out  individual 
reports. 

This  year  we  have  sent  Keidel  blood  culture  outfits  to  physicians  requesting 
containers  for  this  purpose.     These  outfits  seem  to  be  very  satisfactory. 

The  heavy  demand  for  virulence  tests  seems  to  indicate  that  physicians 
appreciate  their  value,  and  realize  since  few  of  the  local  laboratories  make 
the  test,  that  specimens  must  be  sent  to  the  State  Laboratory.  The  majority 
of  the  specimens  came  from  institutions  or  schools  where  throat  cultures  were 
taken  as  a  routine. 

As  a  result  of  the  special  investigations  made  throughout  the  year  by  the 
Division  of  Venereal  Diseases,  large  numbers  of  specimens  were  sent  to  the 
laboratory  for  the  complement  fixation  test  for  syphilis,  taken  chiefly  from 
institutions  for  children  and  yotmg  people.  Among  these  specimens  a  small 
percentage  of  positives  was  found 

Specimens  of  sputimo.  to  'be  tested  for  the  presence  of  tubercle  bacilli  are 
now  heated  as  a  matter  of  routine  procedure  before  being  examined.  By 
this  treatment  the  danger  to  persons  handling  the  specimens  is  lessened,  and 
the  sputum  is  in  better  condition  to  be  concentrated  by  centrifugalization 
so  that  in  doubtful  cases  the  chances  of  finding  the  organisms  are  increased. 

From  the  routine  examinations  that  have  been  ma^e  several  interesting 
cultures  for  study  have  been  obtained.  A  culture  of  B.  dysenteriae  of  the 
Shiga  type  was  isolated  from  a  specimen  of  feces.  The  physician  sending 
the  specimen  reported  that  the  symptoms  of  the  patient  were  similar  to 
those  of  several  patients  who  had  died. 

An  unusually  interesting  culture,  isolated  from  water,  was  received  from 
another  laboratory.  A  number  of  persons  who  used  the  water  from  which 
this  culture  was  isolated  had  clinical  symptoms  of  typhoid  fever.  The  culture 
was  motile,  liquefied  gelatine  fairly  rapidly,  gave  the  sugar  reactions  of  B. 
typhosus,  with  the  exception  of  the  fermentation  of  saccharose,  and  agglu- 
tinated readily  in  the  typhoid  immune  serum,  but  did  not  absorb  t^^phoid 
agglutinins.  It  is  to  be  regretted  that  the  State  Department  of  Health 
laboratory  was  not  notified  in  season  to  make  a  careful  study  of  this  epidemic. 

In  connection  with  the  diphtheria  examinatiors.  a  very  atypical  culture 
was  isolated.  It  was  found  that  practically  all  of  the  forms  in  the  cultures 
were  diphtheria-like  after  a  very  short  period  of  incubation.  After  longer 
incubation  more  of  the  forms  present  were  coccoid  and  after  still  longer 
incubation  very  few  diphtheria-like  bacilli  were  present.  The  culture  reacted 
on  both  the  control  and  the  test-pig  when  its  virulence  was  being  determined, 
and  it  proved  pathogenic  when  inoculated  subcutaneously.  At  first  it  was 
thought  that  the  culture  might  be  contaminated,  but  this  proved  not  to  be 
the  case. 
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A  pure  culture  of  Gram  negative  cocci  wMch  proved  to  be  Micrococcus 
catarrhalia  was  isolated  Irom  a  specimen  of  spinal  fluid  containing  large 
Dumber  oi  pus  cells,  i^'rom  tbe  pbysician  sending  this  specimen  we  later 
learned  that  after  the  use  of  antimenin^ocoocus  hierum  the  patient  had 
recovered.  Since  the  Micrococcus  catarrhahs  is  an  aerobic  organism  it  might 
have  been  present,  in  this  instance,  as  a  contaminant  and  developed  during 
transit. 

In  addition  to  the  routine  examinations  of  specimens  there  has  been  some 
time  for  investigations.  Two  papers  were  read  at  the  March  meeting  of  the 
New  York  State  Association  of  Public  Health  Laboratories,  one  by  Mise 
Stewart  on  "  €k>nfirmatory  Tests  on  Throat  Cultures  Reported  as  Unsatis- 
factory Owing  to  the  Presence  of  Organisms  Morphologically  Atypical,"  and 
the  other  by  Dr.  Youland  on  "  Identification  of  B.  diphtheriae  and  Diptheria- 
like  Organisms." 

For  more  than  a  year  tests  have  been  made  to  determine  the  efficiency 
of  killed  cultures  of  typhoid  bacilli  for  use  in  the  agglutination  test  for 
typhoid  fever.  It  has  been  found  that  killed  cultures,  after  being  kept  for  a 
few  months,  are  not  satisfactory  for  miscroscopic  agglutination  tests,  but  are 
apparently  satisfactorv  for  macroscopic  tests. 

Considerable  difficulty  has  been  experienced  with  group  agglutinins  in 
serums  used  as  controls  in  the  agglutination  tests.  By  absorbing  the 
group  agglutinins,  in  some  cases  satisfactory  results  could  be  obtained  with 
serums  that  have  fairly  large  amounts  of  group  agglutinins  before  the 
absorption. 

Cell  counts  have  seldom  been  made  on  specimens  of  spinal  fluid  unless  the 
specimens  are  fresh,  since  it  has  been  thought  that  the  cells  disintegrate  rather 
rapidly  after  the  fluid  is  drawn.  When  Dr.  Koby  of  Rochester  visited  the 
laboratory  we  discussed  this  problem  with  him.  He  considered  the  cells  in 
these  specimens  to  be  quite  resistant  and  suggested  that,  after  making  the 
cell  counts,  he  send  part  of  each  specimen  to  Albany.  The  counts  on  the  few 
specimens  examined  in  the  two  laboratories  were  almost  identical,  indi- 
cating that  in  some  cases  at  least  the  cells  in  spinal  fluid  do  not  disintegrate 
rapidly. 

Miss  Langworthy  and  Miss  Willson  have  found,  from  a  study  of  the  com- 
parative value  of  testing  complement  and  amboceptor  for  routine  complement 
fixation  tests,  that  the  titration  of  complement  for  adjusting  the  hemolytic 
system  is  more  satisfactory  than  the  use  of  a  fixed  quantity  of  complement  and 
the  adjustment  of  amboceptor.  Since  July,  1920,  the  titration  of  complement 
for  adjusting  the  hemolytic  system  has  been  adopted. 

The  preservation  of  amboceptor  with  glycerine  is  being  tested  and  seems 
highly  satisfactory.  Through  the  use  of  glycerine  as  a  preservative,  there  will 
be  little  danger  of  amboceptor  sent  to  approved  laboratories  becoming  con- 
taminated after  the  containers  have  been  opened. 

In  studying  different  methods  for  the  preparation  of  antigen,  the  one 
described  by  •Neymann  and  Gager  has  proved  of  special  interest. 

Data  relative  to  the  tests  made  in  1919  in  which  there  was  a  marked  dis- 
crepancy between  the  results  obtained  with  the  plain  alcoholic  and  the  chol- 
esterinized  antigen  have  been  tabulated  in  the  hope  of  determining  why  speci- 
mens occasionally  give  different  reactions  when  tesrted  with  these  antigens. 

It  has  seemed  desirable  to  institute  in  the  lalmratory  here  the  procedure, 
used  in  some  of  the  laboratories  in  California,  of  diluting  specimens  of  serum 
that  proved  anticomplementary  in  the  routine  complement  fixation  tests.  In 
tests  on  sfpecimens  m  spinal  fluid,  controls  are  being  used  in  a  wider  range, 
f^maller  amounts  being  added  to  the  series.  Specimens  of  spinal  fluid  that 
prove  strongly  positive  may  thus  be  reported  even  if  in  the  larger  amounts 
tested  tiiey  are  anticomplementaiy. 

The  effect  of  natural  amboceptor  on  the  complement  fixation  test  for  syphilis 
i<i  under  investigation.  Progress  is  also  being  made  in  testing  the  effect  of 
different  hydrogen  ion  concentrations  on  the  reagents  used  in  this  test. 

From  an  attempt  to  imimuniee  a  horse  with  sheep  cells,  it  was  found  that 
the  animal  inoculated  did  not  have  an  amboceptor  titer  sufficiently  high  for 
practical  use.    When  the  serum  was  fractionated  the  amboceptor  was  present 
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in  the  euglobulin  and  pseudoglobulin  f  ractionB,  and  a  trace  only  was  present 
in  the  albumin  fraction.  These  findings  correspond  to  the  results  Miss  van 
Sann  and  the  writer  obtained  in  attempting  to  concentrate  amboceptor  made 
by  immunizing  rabbits.  In  the  case  of  the  amboceptor  from  the  horse,  the 
agglutinins  for  sheep  red  blood  cells  were  found  to  be  present  in  large  amounts 
and  alter  fractionation  were  present  in  the  same  fraction  of  the  serum  as  tiie 
amboceptor.  Fractionating  by  the  methods  employed  for  antitoxin  does  not, 
therefore,  appear  satisfactory  for  separating  the  amboceptor  from  the 
agglutinins. 

Various  methods  have  been  tried  for  staixung  Treponema  pallidum  in  dried 
smears.  We  found  that  the  Fontana  stain  gave  the  best  results  if  the  smears 
were  properly  made.  It  is  doubtful,  however,  if  the  staining  of  dried  smears 
will  ever  be  wholly  satisfactory  for  the  early  diagnosis  of  syphilis. 

In  order  to  arrange  for  field  work  the  members  of  the  diagnostic  department 
so  far  as  possible  have  been  given  experience  in  all  of  the  different  types  of 
laboratory  work  that  we  are  doing  so  that  changes  in  assignment  might  be 
readily  effected. 

Throughout  the  year  we  have  been  able  to  meet  requests  from  local  labora- 
tories for  workers  to  serve  either  during  the  illness  of  some  member  of  their 
staff  or  at  other  times  of  emergency.  The  time  that  the  different  workers  have 
been  away  for  this  purpose,  when  added  together,  amoimts  to  seven  months 
and  a  half. 

Under  the  direction  of  the  State  Department  of  Health  five  group  consulta- 
tion clinics  have  been  held,  for  which  the  necessary  supplies  and  equipment 
have  been  furnished  by  the  laboratory.  Since  the  complement  fixation  test  for 
syphilis  was  not  made  at  the  clinics,  the  specimens  were  mailed  each  day  by 
special  delivery  to  the  central  laboratory.  Specimens  of  blood  for  chemical 
examination  were  sent  to  the  Albany  Hospital  laboratory.  All  the  other 
routine  examinations  were  made  at  the  climes.  The  work  of  these  clinics 
proved  interesting  and  helpful  to  the  mem'bers  of  the  staff  in  charge,  but  it 
was  frequently  difficult  to  spare  them  from  the  central  laboratory. 

A  number  of  workers  from  other  laboratories  have  visited  us  to  learn  our 
methods;  some  of  them  have  come  from  other  countries.  Most  of  them,  how- 
ever, were  either  sent  from  local  laboratories  or  were  preparing  to  take  posi- 
tions in  local  laboratories. 

Of  special  interest  is  the  marked  increase  in  the  number  of  laboratories 
applying  for  approval  —  sixty-seven  were  approved,  an  increase  of  thirty-four 
over  the  number  approved  in  19 1©. 

In  many  cases  where  members  of  the  staff  were  unable  to  visit  laboratories 
seeking  approval,  unstained  smears  were  sent  to  be  examined  for  diphtheria 
bacilli,  tubercle  bacilli  and  gonococci.  The  laboratories  were  requested  to 
examine  these  smears  and  return  them  together  with  the  reports  of  their 
findings.  In  this  way  we  were  able  to  judge  the  character  of  the  stains  used  as 
well  as  the  correctness  of  the  reports. 

Specimens  of  dried  blood  were  sent  in  November  to  all  of  the  laboratories 
approved  for  the  agglutination  test  for  typhoid  fever.  The  results  reported 
were  so  discrepant  that  it  seemed  wise  to  send  them  specimens  again  and  use 
a  measured  amount  of  serum  incrtead  of  drops  of  dried  blood.  It  is  hoped  that 
this  method  will  prove  more  satisfactory. 

Specimens  for  diagnosis  were  likewise  sent  to  all  laboratories  desiring 
approval  for  the  complement  fixation  test  for  syphilis.  The  results  of  these 
tests  in  the  laboratories  that  were  approved  have  been  most  satisfactory. 

In  December  the  suggestion  was  made  to  the  directors  of  approved  labora- 
tories that  they  present  a  r^sum^  of  their  year's  work.  A  number  complied 
with  this  request.  In  many  instances  they  reported  an  increase  both  in  the 
scope  of  the  work  and  in  the  number  of  specimens  examined.  Of  the  new  work 
that  is  being  undertaken,  blood  chemistry,  special  spinal  fluid  examinations 
and  virulence  tests,  in  a  few  cases,  are  deserving  of  mention.  Several  labora- 
tories reported  additions  to  their  equipment  and  some  have  obtained  appro- 
priations for  additional  workers. 

In  conclusion  it  may  be  said  that  the  opportunities  during  the  year  for 
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special  investigation  have  added  interest  and  enjoyntent  to  the  performance 
of  the  daily  routine,  and  results  from  this  study  and  investigation  have  led 
in  some  instances  to  changes  in  technical  methods  which  simplify  and  improve 
the  work. 

Also,  it  is  especially  gratifying  to  note  the  cordial  spirit  of  co(>peration 
shown  by  the  workers  of  the  approved  laboratories.  It  is  noped  that  the  rela- 
tions which  have  been  established  are  as  suggestive  and  helpful  to  these  labora- 
tories as  they  have  been  to  the  central  laboratory  at  Albany. 


Water  and  Analytical  Chemical  Laboratories 

L.  M.  Waghteb 
Water  Examinationa 

The  number  of  water  examinations  made  by  the  laboratory  is  an  increase 
over  that  of  last  year.  Since  most  of  the  water  examinations  are  made  of 
samples  collected  by  members  of  the  staff  of  the  Engineering  Division  in  con- 
nection with  its  inspections  and  investigations  of  public  water  supply  problems, 
the  increase  in  the  number  of  samples  reflects  the  increased  activity  of  the 
Engineering  Division  in  this  particular  field. 

A  recent  review  made  by  the  Engineering  Division  of  typhoid  fever  attrib- 
uted to  polluted  water  supplies  very  definitely  indicates  tnat  there  have  been 
a  number  of  outbreaks  where  there  were  installations  for  disinfection  of  the 
water  supply  by  the  use  of  liquid  chlorine  or  of  hypochlorite  of  lime,  despite 
the  effective  work  that  has  been  aocomplished  by  the  investigation  of  public 
water  supplies.  These  outbreaks  evidently  resulted  from  some  of  the  follow- 
ing causes:  The  use  of  unsatisfactory  equipment;  the  breaking  down  of  the 
equipment  at  intervals;  the  use  of  the  sterlizing  apparatus  only  intermit- 
tently; and  the  careless  or  inefficient  operation  of  the  equipment.  These  facts 
emphasize  the  desirability  of  more  frequent  inspection  and  closer  control  of 
such  supplies.  It  is  possible  for  the  laboratory  to  handle  a  larger  volume  of 
water  work  and  it  could,  therefore,  materially  assist  the  Engineering  Division 
in  more  frequent  control  of  such  water  supplies. 

For  the  information  of  health  officers  it  seems  desirable  to  repeat  the  sub- 
stance of  statements  made  in  previous  reports  in  reference  to  water  examina- 
tions. The  laboratory  is  prepared  to  make  examinations  of  water  samples 
from  private  supplies  for  any  health  officer  when  in  his  judgment  such 
examinations  are  desirable,  if  he  will  make  an  ins^pection  of  the  source  of  the 
water  to  be  examined  and  will  report  the  results  of  his  inspection  upon  the 
proper  cards  furnished  with  the  water  containers  by  the  laboratory.  Statis- 
tical tables  of  the  number  of  water  examinations  and  tables  of  the  results  of 
examinations  of  water  samples  from  public  supplies  or  from  sources  involved 
in  public  supply  investigations  are  to  be  found  on  pages  181-218. 

Special  Chemical  Examinations 

There  has  been  no  appreciable  increase  during  the  year  in  the  number  of 
special  chemical  problems  studied  by  the  analvsts  of  the  water  laboratory  for 
health  officers,  physicians  and  the  Engineering  Division.  Among  the  studies  was 
one  on  the  different  wastes  from  the  Solvay  Gas  Works  located  on  the  (N'iagara 
River,  below  Buffalo.  Tests  were  conducted  to  determine  if  the  wa*^tes  pro- 
duced a  noticeable  taste  or  odor  when  mixed  alone  with  Niagara  River  water 
in  different  dilutions  and  also  when  mixed  with  Niagara  River  water  and 
then  treated  with  different  amounts  of  chlorine. 

Materials  for  the  treatment  of  the  water  supplies  at  some  of  the  state  insti- 
tutions were  tested  in  connection  with  investigations  of  the  Engineering 
Division. 

In  connection  with  special  problems,  tests  were  made  of  preparations  for 
the  presence  of  narcotics.  Proprietary  remedies  were  tested  for  the  presence 
of  methyl  aJcohol.  Pills  that  were  suspected  of  having  been  used  for  an 
illegal  purpose  were  tested  and  found  to  contain  only  a  diuretic. 
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Much  of  the  time  of  the  analystfi  has  been  devoted  to  making  standard  solu- 
tions for  other  groups  in  the  laboratory  and  in  cooperating  in  the  manuiacture 
of  arsphenamine  by  analyzing  the  raw  materials  and  intermediate  products, 
in  testing  the  finished  product  and  in  trying  out  and  modifying  methods  for 
this  ana^tlcal  work. 

Apparatus  and  Equipment 

The  development  of  the  details  of  much  of  the  larger  apparatus  and  equip- 
ment in  the  new  laboratory  and  its  installation  and  adjustment  by  the  con- 
tractors has  required  a  large  amount  of  study  and  supervision.  Most  of 
this  detail  work  has  been  carried  out  by  the  head  of  the  group. 

It  has  been  demonstrated  that  it  is  thoroughly  practical  to  use  for  dry  air 
sterilization  at  temperatures  between  150*  C.  and  100* -C.  large  chambers 
heated  by  high  pressure  steam  (110  to  115  pounds)  circulating  in  the  hollow 
walls  of  the  chambers.  The  method  assures  that  a  sufficiently  high  tempera- 
ture is  reached  and  eliminates  all  danger  of  burning  the  material  to  be  steril- 
ized. This  danger  is  well  recognized  as  an  inherent  defect  in  all  gas  heated 
dry  air  sterilizers.  However,  the  installation  of  apparatus  that  would  with- 
stand the  high  steam  pressure  without  developing  minor  leaks  within  the 
sterilizing  chamber  presented  new  problems  to  the  contractor  and  required 
close  cooperation  on  the  part  of  the  laboratory  in  order  to  be  assured  that  the 
apparatus  as  finally  installed  would  permanently  fulfill  the  requirements  of 
the  service. 

The  installation  of  a  battery  of  ten  autoclaves  arranged  in  a  compact  unit 
also  presented  a  problem  with  many  details  to  be  worked  out  before  the  work 
was  satisfactorily  completed.  These  autoclaves  are  equipped  with  recording 
temperature  gauges  and  with  air  pressure  and  vacuum  systems,  also  with  all 
necessary  controls.  This  makes  it  possible  to  accurately  vary  the  temperature 
of  sterilization  over  a  long  range  from  low  temperatures  to  120*  C.  and  to 
quickly  cool  the  material  after  sterilization  when  it  is  desirable  to  do  so. 

The  experimental  fractionating  still  and  extraction  apparatus  designed  to 
make  it  possible  to  use  it  for  many  different  purposes,  the  alcohol  anS  ether- 
recovery  still,  and  the  distilled  water  apparatus  with  its  storage  and  block-tin 
distribution  systems,  were  installations  that  have  also  required  close  super- 
vision. 

Luncheon  Room 

Owing  to  the  fact  that  there  are  practically  no  restaurants  or  lunch  rooms 
easily  accessible  to  the  laboratory  building  it  became  apparent,  soon  after 
moving  into  new  quarters,  that  some  provision  for  furnishing  noon  luncheons 
at  moderate  cost  would  be  necessary.  There  being  no  other  place  available, 
one  of  the  laboratory  work  rooms  was  temporarily  set  aside  for  this  purpose 
and  ultimately,  with  the  approval  of  the  Civil  Service  Commission  and  Comp- 
troller, a  competent  superintendent  was  appointed  and  essential  equipment 
secured. 

Under  the  direction  of  Miss  Alice  Humiston,  regular  luncheons  have  been 
furnished  to  members  of  the  staff  for  thirty-five  cents,  and  the  large  number 
of  employees  who  bring  their  own  lunches  have  been  able  to  supplement  them 
with  coffee,  cocoa,  soup,  or  other  articles  from  the  daily  menu  at  small  cost. 
Aside  from  the  salary  of  the  superintendent  and  the  cost  of  gas  used  in  cook- 
ing, the  limcheon  room  has  at  all  times  been  self-supporting  and  the  super- 
intendent has  been  able  to  maintain  a  small  balance  to  cover  emergencies. 

In  many  respects  the  present  arrangement  is  unsatisfactory  and  hence  is 
regarded  as  a  temporary  expedient.  Owing  to  the  demands  upon  the  labora- 
tory, the  Bpace  set  aside  for  the  luncheo^  room  is  seriously  needed  for  other 
purposes.  In  the  one  small  room  available,  lunches  are  prepared  and  served 
and  dishes  washed:  confusion  is  reduced  to  a  minimum  only  through  the  skill- 
ful management  of  the  superintendent.  In  order  to  serve  all  of  the  applicants, 
four  "  shifts  "  are  necessary,  service  beginning  at  11 :30  a.  m.,  the  last  luncheon 
being  served  at  1:15  p.  m.  On  an  average,  ninety  persons  use  the  luncheon 
room  daily. 


Division  of  Labobatobies  and  Researc^h  161 

Laundxy 

The  two  new  positions  for  lauiidred«e8  allowed  by  the  Legii^lature  made  it 
possible  to  operate  our  own  laundry.  This  has  resulted  not  only  in  a  financial 
saving,  &o  far  as  laundry  bills  are  concerned,  but  the  laiboratory  gowns,  for  the 
better  care  they  receive,  are  giving  longer  service. 

Preparation  of  Media  and  GUuware 

A.  L.  Bailey 

In  looking  over  the  year's  work  of  the  Media  and  GUnssware  Department, 
it  may  be  seen  that  as  a  general  service  group  its  routine  work  has  increased 
as  the  need  throughout  the  laboratory  for  all  kinds  of  media  and  glassware 
has  increased.  Also  much  has  been  accomplished  during  1920  in  the  way  of 
systematizing  and  adapting  the  work  to  new  equipment  and  surroundings. 
The  most  important  improvement  has  been  made  in  the  work  of  sterilization. 
The  American  sterilizers  installed  in  December  make  it  possible  by  means  of 
a  steam-heated  jacket  to  obtain  a  dry  heat  of  l^SO-l'OO*'  C.  in  the  inner  cham- 
ber. By  means  of  this  new  apparatus,  together  with  a  battery  of  ten  Bram- 
hall,  Deane  Co.  autoclaves,  added  in  May,  all  the  sterilizing  of  the  depart- 
ment is  done  during  the  daytime. 

In  April  our  electric  meat-grinder  was  set  up.  Since  then  all  meat  has 
been  bought  in  chunks  and  trimmed  by  workers  in  the  group.  By  this  pro- 
cedure a  fat  free  medium  is  ineured  and  valuable  data  in  regard  to  the  condi- 
tion of  the  meat  before  trimming  is  obtained  for  our  media  records.  The 
information  is  especially  useful  in  connection  with  the  preparation  of  toxin 
and  pneumococcus  broths.  A  record  system  for  the  media  work  has  been  care- 
fully woiiced  out  so  that  each  step  nmy  be  checked  and  a  permanent  record 
kept.  Various  other  adjustments  and  changes  have  been  made  to  facilitate 
the  work. 

Preparation  of  Glussware 

In  the  glassware  department  new  cupboards  have  been  built.  The  stock 
supply  is  kept  in  one  cupboard  and  the  sterilized  glassware  for  distribution 
in  the  other.  Specially  designed  sinks  and  the  Leonard  valve  apparatus, 
vhich  mixes  hot  and  cold  water,  have  improved  and  made  the  work  easier. 
The  whole  procedure  of  washing,  sterilizing  and  distributing  glassware  has 
been  systematized  and  correlated  with  that  of  the  diagnostic  boxing  group, 
and  the  direction  of  the  work  aj^signed  to  responsible  persons.  As  far  as 
possible  workers  are  to  stand  at  the  sinks  only  half  a  day,  and  prepare  diag- 
nostic outfits  during  the  other  half. 

Special*  Work 

In  addition  to  titration  with  plienolphthalein,  the  hydrogen  ion  concentra- 
tion reactions  have  been  taken,  both  initial  and  final,  on  all  media,  since  last 
March.  In  most  cases  the  standard  recipes  have  not  yet  been  changed  to 
include  adjustment  to  the  required  pH. 

Tests  on  washed  glassware  for  use  in  serological  work  have  covered  a  long 
period  of  time.  This  glassware  had  previously  been  treated  with  hydrochloric 
acid  to  neutralize  any  alkali  set  free  from  the  glass.  It  was  found  that  the 
final  degree  of  alkalinity  depended  on  the  quality  of  the  glass  and  the  method 
of  sterilization.  Since  acid-treated  glassware  was  no  less  alkaline  after  steril- 
ization than  glassware  which  had  not  been  **  neutralized,"  this  step  was  elimi- 
nated with  a  saving  in  both  time  and  materials. 


Executive  and  Secretarial  Offices 

I.  M.  DmoN 

The  work  of  improving  the  office  organization  and  of  correlating  the  various 

activities  embraced  by  tnis  group  has  made  encouraging  progress  during  1920. 

After  widely  canvassing  the  colleges  and  viocational  bureaus  two  new  workers 
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with  excelleiit  training  were  secured.  By  thus  supplementing  its  staff  w^lth 
adequately  trained  secretaries  the  ottice  has  handled,  w^ith  but  few  additions 
to  its  clerical  staff,  the  greatly  increased  work  represented  in  the  keeping  and 
filing  of  the  records  necessitated  by  the  activities  of  the  individual  laboratories 
and  in  the  purchase  of  equipment  and  supplies  for  the  maintenance  of  their 
work- 
All  this  progress  has  been  made  in  spite  of  the  difficulty  of  securing  candi- 
dates for  positions.  The  labor  turnover  for  the  entire  laboratory  staff  during 
1^0  was  6*1  per  cent.  The  office  staff  figured  largely  in  this  turnover  and  it 
has  been  found  exceedingly  difficult  to  fill  vacancies  when  commercial  enter- 
prises offer  higher  salaries  for  work  of  a  much  less  exacting  nature 

The  law  passed  by  the  Legislature  requiring  the  rating  of  all  civil  service 
employees  holding  competitive  positions  has  met  with  much  opposition  and 
some  sharp  criticisms  from  the  vaxious  State  departments.  The  efficiency 
rating  system  in  effect  in  the  laboratory,  developed  according  to  specified 
regulations,  after  revisions  and  discussions  open  to  the  entire  staff,  is  now 
accepted  as  a  matter  of  course,  and  keen  interest  is  shown  when  the  averages 
are  posted  three  times  a  year.  The  individual  record  cards  are  kept  open 
for  inspection  and  indicate  clearly  just  where  a  worker's  strength  or  weak- 
ness lies,  and  the  various  reasons  for  the  resultant  averages.  These  averages 
are  used  by  the  Civil  Service  Commission  in  making  competitive  promotions, 
and  within  the  laboratory  to  decide  upon  the  promotion  or  demotion  of  non- 
competitive workers.  An  interesting  comparison  has  been  made  between  civil 
service  examination  results  and  rating  averages,  the  competitors  standing  in 
practically  the  same  relation  to  one  another.  The  effects  of  this  system  are 
seen  in  prompt  attendance  by  the  staff  as  a  whole,  regular  attendance,  except 
when  it  is  absolutely  unavoidable,  introspection  with  regard  to  duties  per- 
formed—  such  results  proving  the  efficacy  of  a  much  discussed  innovation. 
The  system  also  gives  to  the  superiors  in  charge  an  opportunity  for  a  periodic 
review  and  comparison  of  workers  to  one  another  and  to  a  standard. 

The  problem  of  the  storage  of  material  has  been  somewhat  simplified  since 
the  lalH>ratory  stock  room  was  completed.  This  was  planned  and  equipped 
so  that  it  embodies  all  the  best  features  of  approved  laboratory  stock  rooms. 
Under  the  new  storage  system  it  is  possible  to  keep  the  stock  in  good  condi- 
tion and  its  distribution  to  the  staff  is  greatly  facilitated. 

The  office  of  the  Branch  Laboratory  is  governed  by  the  same  standard 
methods  under  which  the  central  laboratory  operates  and  it  is  hoped  that 
the  improvement  in  its  organization  may  be  more  fully  developed  during  the 
coming  year. 

The  laboratory  has  been  planned  and  equipped  as  a  model  state  public 
health  laboratory,  and  interest  in  its  building  and  organization  is  not  confined 
to  New  York  State.  Representatives  from  institutions  in  other  states  and  in 
foreign  countries  visit  the  laboratory  to  inspect  the  equipment  and  to  see  the 
sort  of  work  which  is  done.  The  construction  and  equipment  of  the  laboratory 
is  of  great  interest  to  municipalities  and  institutions  planning  similar  enter- 
prises, and  through  the  co&peration  of  Mr.  Lewis  Pilcher,  State  Architect, 
blue  prints  of  the  plans  of  the  building  have  been  sent  to  persons  here  and 
abroad  who  have  asked  for  infornuition  in  regard  to  the  laboratory. 

Library 

Mart  Wh^liams 

The  library  has  shared  in  the  generally  increased  activity  which  has 
characterized  the  work  throughout  the  laboratory  during  1920.  Better  service 
than  hitherto  is  being  given,  for  the  library  material  has  been  conveniently 
arranged  in  the  new  library  rooms,  and  all  the  literature  is  immediately 
available.  The  library  now  gives  a  certain  desirable  tone  to  the  whole 
institution,  and  stimulates  tbe  members  of  the  scientific  staff  to  study  the 
problems  connected  wnth  their  work.  Hie  director  has  deemed  it  wiser  to 
extend  the  library  influence  by  providing  further  necessary  trained  service, 
rather  than  to  form  a  separate  group  to  take  charge  of  the  scientific  paperb 
produced  by  the  members  of  the  staff. 
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Ab  now  organized,  the  library  work  divideg  itself  into  two  distinct  parts: 
The  librarian  collects,  records,  arranges  scientific  literature  and  every  other 
sort  of  material  useful  to  the  staff  —  such  as  photographs,  lantern  slides, 
museum  specimens,  and  so  forth.  She  helps  the  memft)ers  of  the  staff  to 
look  up  and  to  obtain  references,  and  brings  literature  appearing  in  the 
current  journals  to  their  notice.  On  the  other  hand,  a  scientific  secretary 
keeps  in  touch  with  the  work  which  the  members  of  the  staff  are  doing  in  the 
way  of  research  and  investigation,  supervises  the  form  in  which  outlines, 
reports,  and  finished  papers  are  handed  in,  has  the  reports  typed,  filed  and 
indexed  for  reference,  and  is  responsible  for  the  form  of  papers  sent  for 
publication.  All  papers  prepared  by  members  of  the  staff  are  kept  in  a 
special  sclent rflc  file. 

The  strictly  library  work  is  well  developed,  and  will  be  more  and  more 
satisfactorily  performed-  as  the  librarian  in  charge  becomes  better  acquainted 
with  the  scientific  papers  which  are  on  file,  and  with  the  special  subjects  of 
interest  to  the  staff.  The  library  does  not  and  never  will  contain  many 
books,  but  it  aims  to  have  as  complete  a  collection  of  literature  as  possible, 
bearing  on  a  very  limited  field.  According  to  the  judgment  of  librarians 
experienced  in  such  matters,  a  small  amount  of  money  spent  intelligently  and 
regularly  during  a  number  of  years  will  result  in  a  noteworthy  reference 
library.  There  is  lack  in  our  country  of  reasonably  complete  reference  libraries 
on  speciai  subjects. 

The  second  division  of  the  library  work,  the  extension  of  the  service  to 
include  gathering,  classifying  and  preserving  the  results  of  the  study  and 
research  work  of  the  scientific  staff,  and  supervising  the  preparation  of  out- 
lines, reports  and  of  scientific  papers  for  publication  —  all  this  work  is  in  the 
experimental  stage — but  even  now  a  distinct  improvement  may  be  seen  in 
the  form  and  in  the  clearness  and  conciseness  of  the  various  papers  prepared 
by  members  of  the  staff. 

In  a  scientific  institution  supported  by  the  people  and  pledged  to  perform 
certain  definite  services,  not  only  the  results  of  routine  work  are  to  be 
tabulated  so  that  they  may  be  compared  and  discussed,  but  also,  so  far  as 
possible,  the  less  tangible  results  should  be  put  into  a  form  that  will  be 
suggestive  and  helpful  to  the  cause  of  public  health  and  that  will  fully  justify 
the  necessary  expenditure  of  time  and  thought  and  money.  In  short,  the 
library  is  taking  its  place  as  an  integral  part  of  the  laboratory  organisation. 
On  the  one  hand  it  serves  the  laboratory  staff  in  its  ordinary  library  capacity, 
and  on  the  other  it  cooperates  with  the  secretarial  unit  to  gather  up  and 
to  evaluate  the  results  of  scientific  investigation  and  research  carried  on  in 
the  laboratory. 

Field  Activities  and  CorreUtion  with  Other  Dlvitiont  and  AgMieies 

Paul  B.  Brooks,  M.  D.,  Assistant  Director 

Undoubtedly  the  most  important  functions  of  the  assistant  director  are 
those  which  relate  to  the  various  field  activities  of  the  laboratory,  over  which 
he  has  had  general  supervision,  and  to  the  correlation  of  the  activities  of  the 
laboratory  with  those  of  other  agencies,  including  other  divisions  of  the 
department  and  local  health  organizations. 

Special  effort  has  been  made,  with  the  cooperation  and  assistance  of  the 
district  sanitary  supervisors,  to  stimulate  interest  in  the  development  of 
new  local  laboratories  where  needed,  to  extend  the  field  and  scope  of  those 
already  established  and  efficient,  and  to  encourage  improvement  in  standards 
maintained. 

There  are  at  present  sixty-seven  approved  laboratories  in  the  State,  includ- 
ing six  in  New  York  City,  besides  several  others,  the  anproval  of  which  is 
pending  or  under  consideration.  There  is  evidently  a  gradual  development  in 
standards  and  an  increase  in  uniformity  of  results  obtained  in  diagnostic 
exaxninations.  During  the  year  this  division  has  been  cooperating  with  the 
State  Hospital  Commission  in  an  effort  to  make  the  facilities  of  laboratories 
maintained  by  State  hospitals  for  the  insane  available  for  local  public  health 
laboratory  work  in  selected  instances.     On  several  occasions  workers  have 
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been  assigned  to  assist  in  local  laboratories  in  emergencies,  and  upon  request, 
local  laboratories  have  been  furnished  with  culture  media  and  certain  other 
products  for  emergency  use.  Field  laboratory  service  has  been  organized  in 
connection  with  five  group  consultation  clinics  held  under  the  auspices  of  the 
State  Department  of  Health. 

During  the  year  a  much  needed  improvement  has  been  initiated  in  the 
system  of  distribution  of  laboratory  supplies,  which  in  the  past  has  not  been 
relatively  economical  and  in  certain  respects  has  been  unsatisfactory.  The 
last  Legislature  enacted  a  law  authorizing  the  State  Commissioner  of  Health 
to  establish  district  laboratory  supply  stations,  to  fix.  the  limits  of  districts 
to  be  served  by  them  and  to  appoint  a  custodian  for  each.  Inasmuch  as  the 
success  of  the  new  system  of  distribution  depends  in  large  measure  upon  the 
care  with  which  districts  are  arranged  and  custodians  selected,  ample  time 
has  l>een  given  to  consideraticm  of  local  conditions  and  to  consultation  with 
sanitary  supervisors.  The  State  has  been  tentatively  divided  into  approxi- 
mately one  hundred  and  fifty  districts  and  it  is  planned  to  proceed  with 
organization  immediately.  It  is  believed  that  the  new  arrangement  will  make 
it  possible  for  physicians  using  laboratory  supplies  to  obtain  them  much  more 
easily  and  promptly  and  for  much  better  control  to  be  maintained  over  con- 
ditions under  which  such  supplies  are  cared  for  and  distributed. 

It  has  always  been  recognized  that  a  cordial  spirit  of  cooperation  auKuig  all 
workers  concerned  is  necessary  if  the  laboratory  is  to  be  of  the  most  service 
to  the  various  communities,  and  this  year  it  has  been  possible  as  never  before 
to  bring  the  laboratory  into  contact  with  field  workers  and  to  give  sufficient 
attention  to  their  individual  problems. 

Talks  and  addresses  have  been  given  on  various  occasions  by  members  of  the 
staJff,  including  the  assistant  director,  with  a  view  to  disseminating  popular 
information  regarding  the  value  of  public  health  laboratory  service  to  the 
State  and  the  community.  Plane  are  under  way  for  a  series  of  stereopticon 
slides  to  be  used  in  connection  with  popular  lectures  on  this  subject. 

During  the  year  a  special  effort  has  been  made  to  keep  fully  informed 
r^arding  the  activities  of  other  divisions  of  the  State  Department  of  Health 
in  so  far  as  these  activities  bear  any  relation  to  those  of  the  Division  of 
Laboratories  and  Research  and  to  keep  the  directors  of  other  divisions  more 
closely  in  touch  with  the  work  of  the  laboratory  than  has  been  possible  in 
the  past.  The  most  important  development  in  this  connection  has  been  that 
of  a  weekly  *'  interdi visional "  conference,  at  which  related  activities  of  the 
various  divisions  for  the  week  have  been  discussed.  The  writer,  having  had 
occasion  to  take  the  first  official  steps  in  connection  with  the  project,  has 
been  called  upon  to  preside  at  the  conferences. 

Since  it  has  been  possible  to  maintain  closer  relations  with  field  workers, 
the  department's  corps  of  district  sanitary  supervisors  has  rendered  services 
of  the  greatest  value  in  connection  with  the  orfi^anization  and  supervision  of 
supply  stations,  the  promotion  and  extension  of  local  laboratory  service  and 
other  work  in  the  field. 

Tlie  various  administrative  activities  of  the  assistant  director  for  the  year 
—  during  a  part  of  which  he  was  also  serving  as  acting  secretary  of  the 
State  Departanent  of  Health  —  which  do  not  fall  within  the  scope  of  this 
summary,  are  referred  to  elsewhere  or  covered  by  various  reports  in  the 
official  files. 
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Rbcobd^of  Mxdia  Pbbpabatiok 


Mbdiuki  (routine) 


Agar  beef  eztraot 

Agar  beef  inf  uaion 

Agar  veal  infusion 

Beef  infueion 

Broth  beef  eztraot 

Broth  beef  infuaion 

Broth  real  infuaion* 

Bordet-Gengou  medium . . . . 
Carbohydrate  serum  waters , 

Dunham's  solution 

Gelatin 

Nitrate  solution 

Veal  infusion 


Total. 

Solutions 

Aqueous  carbohydrate  solutions 

Phenol 

Sodium  chlmide  (0.85  pw  cent) 

Sodium  ohlorlde  (0.5  per  cent) 

Sodium  dtrate 

Sodium  chloride,  glycerin  (typhoid) . . 


Total. 


MiSCBLIiAinBOUS 

Milk 

Andrade  indicator 

Phenolphthalein  indicator 


Total. 


Mbdhtm  (combined) 

Ascitic  fluid  semi-solid 

Blood  plates *. 

Blood  slants 

Blood  slants  (influensa) , 

Blood  slants  (pertussis) 

Dextrose  serum  agar , 

Loeffler's  blood  serum  medium 

FetrofiTs  egg  medium 

Senmi  semi-solid 


Total. 


1918 


1,206.000  cc. 
760,600 
168,700 
587,600 
440.400 
692.000 
372.700 


9.150 
166,566 


169,000 


4.518.450 


145,400  00. 


145,400 


53.950 


53.950 


1919 


573.500  oc. 

737.000 

219.500 

774.000 

278.500 

744.250 

965.000 


13.100 

i3ii666 


211.000 


4,646.860 


29.600  cc. 


29.500 


50.200 


50.200 


1920 


888.060  ce. 

660.950 

134.564 

1.341.670 

322.650 

867.915 

1.605.129 

100 

20.130 

15.000 

131.307 

16.000 

181.622 


6.085.097 


58.170  cc 
189,700 
707.700 

88.400 
298.200 

50. 141 


1.401.311 


11.450  cc 
2.800 
1.108 


15.358 


3.744  tubes 
3.858 
2.005 
7,8«2 
1.027 
8.086 
91.922 
832 
2.705 


122.021 


*  Includes  toxin  broths. 
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.678 
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.878 
.586 
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828 

.621 

804 

,910 

840 


.714 
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080 

427 
489 

884 

458 

628 
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000 
005 

651 

620 
B51 
146 

580 


524 

250 
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186 
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SUMMABT  OF  DIAGNOSTIC  EXAMnfATfONS   MaDX  BT  THI  ApPBOVXD  LaBOBATOBIBS 

or  Nbw  Yobk  Statb  Since  1916 


DiTiaion  of  LabormtoriM  and  Research 
New  York  State  Department  of  Health 

Central  Laboratory  in  Albany 

Branch  Laboratory,  New  York  City 

State  Inetituto  for  Study  of  MaUcnant  DiMase, 

Buffalo 


1015 


4.457 


COVNTT  LaBOBATORZBS 

Anuterdam  —  Julius      Wanerman      Laboratory 

gdontgomery  County) 
urn -Cayuga    County  Laboratory;  also  mu 
nioipal  and  private  work 

Batavia  —  Qenesee  County  Laboratory;  also  mu- 
nicipal hospital  andprivate  work 

Belmont  —  AUegany  County  Hycienio  Laboratory 

Canandaifua  —  Ontario  County  Laboratory 

Corning  —  Steuben  County  Hygienic  Laboratory. 

Qeneseo  —  Livingston  County  Laboratory 

Glens  Falls  — Warren  County  Laboratory;  also 
hospital  work 

Oneida  —  Madison  County   Bacteriological  Lab 


oratory. 


Municipal  Lasobatobibb 

Buffalo  —  Bureau  of  Laboratories;  also  county 
work 

Elmira  —  Elmira  City  Laboratory;  also  county, 
hospital  and  private  work 

Geneva  —  Geneva  City  Laboratoiy 

Qloversville  —  Qloversville  City  Laboratory;  also 
oounty,  hospital  and  private  work 

Jamestown  —  Jamestown  City  Laboratory 

Kingston  —  City  of  Kingston  Laboratory;  also 
county  and  private  work 

Middletown  —  Laboratory  City  Department  of 
Health 

Niagara  Falls  —  Laboratoiy  City  Department  of 
Health 

Olean  —  Clean  City  Laboratorv 

Poughkeeosie  —  Laboratory  of  the  City  Depart- 
ment of  Health 

Rochester  —  City  Health  Department  Laboratory. 

Rome  —  Rome  City  Laboratory 

Schenectady  —  Pathological  Laboratoiy  of  the 
City  and  County  of  Schenectady;  also  hospital 
and  private  work 

Syracuse  —  City  Department  of  Health  Labora- 
tory; also  county  work 

Troy  —  City  Laboratory;  also  private  work 

Utica  —  Utica  City  Laboratorv;  also  private  work. 

Yonkers  —  Laboratory    of    the 
Health 


1916 


74,631 
6.524 

2.120 


2,420 

107 

1.607 

4.268 

739 

8.520 

436 


83.336 
3.981 


277 
2,840 


794 


2.182 
488 

1,379 

5,617 

584 

6.263 

523 


35.606 
4.520 


1917 


82.693 
13.485 

2.880 


1,482 


1918 


69,396 
18.468 

2.282 


1,472 


1919 


121.288 
27.071 

3.387 


8,278 


1920 


2.648 
588 

1,408 

7,536 

441 

5.205 

331 


47.923 
4,688 


421 
3.212 


3,297 


Depsxtment    of 


H08FJTAI<  LaBOBATOBIBS 

Albany  —  Albany  Hospital  Laboratory;  also  pri- 
vate work 

Buffalo  —  Laboratory  of  Clinical  Pathology,  Buf 
falo  General  Hospital 

Newburgh  — St.    Luke's    Hospital.    Pathological 
Laboratory 

Pooghkeepsie  —  Vassar    Brothers    Hospital    Lab- 
oratory; also  private  work 

Rochester  —  Hahnemann  Hospital  Diagnostic  and 
Research  Laboratory 

Rochester  —  Patholo^cal  Laboratory  of  Rochester 
Homeopathic  Hospital 

Utica  —  Clarke  Memorial  Laboratory 

Yonkers  —  St.  Joseph's  Hospital  Clinical  Labors 
tory 


2.545 
258 


1.345 

11,623 

1.372 

643 

3.768 


858 

3.596 

631 


3.077 

15.853 

1.888 

765 

3.709 


967 
3.204 


7,367 
1.080 

1.925 

7.058 

522 


7.124 

16,918 
1.766 


2.948 
648 
934 

7.055 
845 

1.875 


49.115 
3.658 


1,606 
987 


3.554 

618 
1.544 
9.147 

291 

4,826 


98.222 
2,639 


36 


4.672 


2.115 

7.727 

569 


8.249 

13.215 
2.487 
2.506 

8.392 


11.462 


415 
1.580 

1.651 

308 


676 

6,450 

11,296 

220 


1.806 

14,907 
4,000 
5.594 

6,612 


10,360 


162.416 
40,678 

3,909 


1.878 

8.586 

3,360 
1.888 

828 
8,521 

804 

4,910 
849 


100,714 

3.007 
8,989 

427 
1.489 

8.834 

458 

9.628 
1.906 

2.668 

19.099 

995 


17.651 

17.820 
8.861 
5.446 

6.689 


13.524 

5,259 

2.058 

5.186 

5.962 

9.161 
1,015 

99^ 
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Statbhbnt  of  Diagnostic  Exahikahoiib  —  (fionduiei) 


iNBTmrnoNAL  Laboratories 

Binchamton  —  BinchAmton  Stote  Hospitol  L*b- 
oratory 

Clifton  Springs  —  Laboratory  of  the  Clifton 
SiningB  Banatorium;  also  oounly,  municipal  and 
private  work 

Pomona  —  Rockland  County  Tuberculosis  Hoepi- 
tal  Laboratory:  also  county  and  private  work. . . 

Poushkeepsie  —  Laborat(»y  of  Hudson  River  State 
Hospital 

Saranao  Lake  —  Saranac  Laboratory  for  the  Study 
of  Tuberculosis:  also  municipal  and  private  work 

Sonyea  —  Craig  Colony  Laboratory 

Trudeau  —  Trudeau  Sanatorium  Research  and 
Cliniosl  Laboratory 

White  Plains  —  Bloomingdale  Hospital  Labora- 
tory; also  private  work 


Prxvaiv  Laboratorzxb 

Albany  —  Bender  Hygienic  Labwatoiy;  also  hos- 
pital and  municipal  work 

Amsterdam  —  Laboratory  of  Dr.  TiOw  H.  Finch. . 

Auburn  —  Laboratories  of  Chemical  and  Micro 
scopical  Diagnosis , 

Binghamton  —  Nelson  A  Lauder  Laboratory;  also 
municipal  work 

Binghamton  —  Kilmer  Pathological  Laboratory. . . 

Clayton  —  Clavton  Laboratory. 

Dobbs  Ferry,  Mew  Rochelle,  white  Plains  —  von 
Wedel  Laboratories:  also  institutional  work 

Jamaica  —  Jamaica  Laboratories;  also  county  work 

Mamaroneck  —  Cappus  Laboratories;  atoo  county, 
hospital  and  municipal  work 


W. 


Peekskill  —  Lent  CUmcal  Laboratory 

Poughkeepsie  —  Laboratory  of  Dr.  Sanderson . 

Rochester  —  Laboiatorv  of  Dr.  Boewell 

Rochester  —  Medical  Laboratory  of  Dr.  Q. 

O'Qrady 

Tuxedo  Park  —  Tuxedo  Lab<vatoiy;  also  hospital 

and  municipal  work 

Watertown  —  Calkins  ft  Farmer  Laboratory;  also 

county  and  municipal  work 

Watertown  —  Isabel  M.  Meader  Laboratory 

Yonkers  —  Sloan  Laboratory 


Hospital  for    Ruptured  and 


Afprovxd  Laboratoribb  —  Nbw  York  Crrr 

Horstman  Laboratory.  (Fordham  University  Col- 
lege Pharmacy) . . 

Laboratory  of  the 
Crippled 

St.  Mark's  Clinical  and  X-Ray  Laboratories. 

Clinical  Laboratonr  of  Frederic  E.  Sondtrn. . 

Sero  Pathological  Laboratory 

T.  8.  Winslow  Laboratory 


1915 


9.836 


4.143 


1.621 


1916 


12.898 


7.229 


1.642 


1917 


14.588 


5.620 


6.766 


1.585 


1918 


1,806 


5.557 


4.658 


7.217 


2.218 


840 


1919 


2.120 


17.488 


4.967 
826 


11,717 
2,726 


1.195 
808 


1920 


1,015 

16.005 

1.537 

4,729 

3.602 
917 

4,609 

2,996 


22.620 
5,233 

569 

5.030 

4.002 

307 

16.729 
720 

8.015 

1.107 

217 

41 

1,067 

2.384 

6.865 

2.611 

894 


65 

27 

1,896 

960 

2.882 

1.209 
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Albany,  N.  Y.,  June  1,  1922 
Hebmakn  M.  Bio<3S,  M.  D.,  State  Commiaaioner  of  Health,  Alhanif,  N.  Y,: 

DlUB  Sib. —  It  is  my  privilege  to  transmit  herewith  the  annual  report  of 
the  Division  of  Vital  Statistics  for  the  calendar  year  1920,  which  is  the  forty- 
first  annual  report  of  the  State  Department  of  Health  on  the  registration 
of  births,  marriages,  and  deaths,  and  its  thirty-sixth  annual  compilation  of 
statistics  of  same. 

I  beg  your  attention  to  the  special  tables  on  Birth  Statistics  and  Infant  Mortality 
which  appear  for  the  first  time  in  the  present  report.  These  tables  are  very  compre- 
hensive, giving  births  by  age,  color,  nativity,  and  fecundity  of  mother;  stillbirths  by 
sex,  legitimacy,  age  and  nativity  of  mother;  deaths  of  infants  by  important  causes, 
for  certain  subdivisions  of  the  first  year  of  life,  etc.,  etc.  Many  of  these  tables  are 
correlations,  i.  e.,  age  of  mother  according  to  age  of  father,  number  of  child  in  order 
of  bir(h  according  to  country  of  birth  of  mother,  etc. 

Very  truly  yours 

OTTO  R.  EICHEL 

Director 
ri21] 
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TABLfe  BiBTHB,  DbATHS,  AND  MaSBIAQIB 

1  Annual  number  of  births,  deaths,  and  marriages  in  the  State  of  New  York, 

with  rates  per  1,000  estimated  population:  1886-1020 239 

2  Annual  number  of  deaths  in  New  York  City  and  rest  of  State  with  death  rates 

per  1,000  estimated  population:  1898-1920 240 

3  Deaths  in  the  entire  State,  New  York  City,  and  rest  of  State  by  sex,  color, 

marital  condition  and  general  nativity:  1920 241 

4  Number  and  percentage  of  deaths  at  each  age  period  in  the  entire  State,  New 

York  City  and  rest  of  the  State:  1920 241 

5  Number  of  deaths  in  the  State  (exclusive  of  New  York  City)  by  age  period, 

sex,  color,  general  nativity,  and  marital  condition:  1920 243 

6  Number  of  births,  stillbirths,  and  deaths,  with  birth,  death  and  infant  mortality 

rate  by  months;  deaths  by  broad  age  periods,  and  important  causes  by 
months;  in  entire  State,  New  York  City,  and  rest  of  the  State:  1920 244 

Gbnxral  Tables  or  Bibths  akd  Intant  Mobtalttt 

7a  Total  births  in  the  State  (exclusive  of  New  York  City) :  showing  sex,  month 
of  birth,  attendant  at  birth,  age  of  mother,  order  of  birth,  legitimacy, 
and  plural  births,  by  color,  nativity  of  mother  and  country  of  birth  of 
white  foreign-born  mothers:  1920 251 

7b  Similar  data  for  illegitimate  living  births:  1920 253 

8  Number  of  births  each  month  in  the  entire  State,  New  York  City  and  rest  of 

State  by  sex  and  color;  also  number  of  stillbirths  by  months:  1920 254 

9  Movement  of  infant  and  childhood  mortality  in  the  State  of  New  York; 

showing  annual  number  of  births  registered,  deaths  at  all  ages,  deaths  of 
infants  under  1  year  of  age,  deaths  unde  *  5  years,  infant  mortality  rate 
and  percentage  of  all  deaths  occurring  under  1  year  and  under  5  years  of 
age:  1885-1920 256 

10  Movement  oi  infant  and  childhood  mortality  in  New  York  City  and  rest 
of  State,  showing  annual  number  of  births  registered,  birth  rates,  deaths  at 
all  ages,  deaths  under  1  year  of  age  and  under  5  years,  and  infant  mortality 
rates:  1906-1920 257 
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Detailed  Tables  fob  Citibs,  Counties  and  Individual  Registbation 
TABLE  Districts  page 

11  General  sumnuuy  for  New  York  City  ftnd  rest  of  the  State  by  individual 

counties:  showing  the  number  of  births,  stillbirths,  deaths,  and  marriages 
with  annual  birth,  death  and  marriage  rates  per  1,000  estimated  population : 
1920 268 

12  General  summary  for  each  city  of  the  State:  showing  the  number  of  births, 
.  stillbirths,  deaths,  and  deatl^  imder  1  year  during  1920  with  corresponding 

birth  and  death  rates  for  1920  in  comparison  with  1913-1917;  also  infant 
mortality  rates  for  1920  and  1919 260 

13  Deaths  in  each  city  of  the  State:  classified  by  broad   age   periods   and 

important  causes;  also  by  groups  of  cities  and  for  total  rural  and  urban 
areas  outside  New  York  City:  1920 264 

14  Number  of  deaths  from  typhoid  fever  in  each  city  of  the  State  with  annual 

death  rates  per  100,000  population:  1916-1920. 274 

15  Number  of  deaths  from  pulmonary  tuberculosis  in  each  city  of  the  State  with 

annual  death  rates  per  100,000  population:  1916-1920 276 

16  Number  of  deaths  in  each  city  and  village  of  2500  and  over  in  the  State  with 

total  for  other  villages  and  towns  in  each  county,  classified  by  broad  age 
periods  and  important  causes:  1920 27S 

17  Births,  stillbirths,  total  deaths  by  selected  age  groups,  and  cases  and  deaths 

from  important  reportable  and  other  dieeasftB  for  each  registration  district 
(city,  village  and  town)  with  separate  statement  for  each  State  institution 
State  of  New  York  (exclusive  of  New  York  City):  1920 326 

18  Deaths  in  State  institutions  (exclusive  of  New  York  City)  classified  by  broad 

age  periods  and  important  causes:  1920 3S6 

COMPABATIVB  AND   DETAILED  TABLES  OF  BiBTHS  AND  DEATHS 

19  Movement  of  mortality  from  the  chief  communicable  diseases  in  New  York 

State  showing  annual  number  of  deaths  and  death  rates  per  100,000  popu- 
lation, 18S5-1920;  als3  for  New  York  City  and  rest  of  State,  1898-1920. .  .   392 

20  Movement  of  mortality  from  certain  important  causes  of  death  in  New  York 

State  showing  annual  number  of  deaths  and  death  rates  per  100,000  popu- 
lation: 1900-1920 396 

21  Movement  of  mortality  from  cancer  and  other  malignant  tumors  in  New  York 

State  showing  the  number  of  deaths  and  annual  death  rates  per  100,000 
popula  ion  according  to  the  organ  or  part  of  body  affected:  1907-1920. . . .   397 

22  Number  of  deaths  from  each  cause  in  the  entire  State,  New  York  City  and  rest 

of  State  according  to  the  Detailed  International  List  of  Causes  of  Death: 
1920 398 
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23  Daathfl  from  each  cause  (Detailed  International  List)  in  the  State  outside  of 

New  York  City,  classified  by  age  at  death  (5  year  age  periods)  for  each  sex: 
1920 402 

24  Number  of  births  in  each  city  and  the  rest  of  each  county  in  the  State  (outside 

of  New  York  City)  classified  by  nativity  of  white  mothers  and  country  of 
birth  of  foreign-bom  mothers;  also  births  to  colored  mothers:  1920 418 

25  Number  of  births  in  each  city  and  the  rest  of  each  county  in  the  State,  classified 

by  sex,  legitimacy,  plural  births,  attendant  at  birth,  and  month  of  occur- 
rence; also  for  the  entire  State,  New  Y(xrk  City  and  rest  of  State:  1920 —  426 


Spbcial  Tables  on  Bibthb  and  Intant  Mobtalitt 

I  Number  of  deaths  (exclusive  of  stillbirths)  by  age,  sex,  color,  general 
nativity  and  by  country  of  birth  of  foreign-bom  in  the  entire  State  (ex- 
clusive of  New  York  City):  1920 444 

II  Number  of  births  (exclusive  of  stillbirths)  to  native  white  mothers  by  age 
of  mother  according  to  the  number  of  child  in  order  of  birth,  for  cities,  etc., 
of  New  York  State  (exclusive  of  New  York  City)  grouped  according  to 
in  population:  1920 446 


III  Number  of  births  (exclusive  of  stillbirths)  by  color,  general  nativity  of  white 

mothers,  and  the  country  of  birth  of  foreign-bom  white  mothers  according 
to  the  number  of  children  bom  and  the  number  of  hving  at  the  time  of, 
and  including  the  1920  birth  in  the  entire  State  (exclusive  of  New  York 
City):  1920 \ . . .  466 

IV  Number  of  births  (exclusive  of  stillbirths)  by  sex  and  by  the  color,  nativity 

and  age  of  mother  according  to  age  of  father  in  the  entire  State  (exclusive 
of  New  York  City):  1920 484 

y  Number  of  births  (exclusive  of  stillbirths)  with  number  of  child  in  order  of 
birth,  by  color  and  age  of  mother  and  for  white  children  by  country  of 
birth  of  mother  in  the  entire  State  (exclusive pf  New  York  City):  1920.  508 

VI  Number  and  distribution  of  stillbirths  by  sex,  month  of  birth,  attendant  at 
birth,  number  of  child  in  order  of  birth,  age  of  mother,  legitimacy  and 
plural  births,  according  to  color  and  for  white  children  by  country  of  birth 
of  mother  m  the  entire  State  (exclusive  of  New  York  City) :  1920 544 

VII !  Number  of  deaths  under  one  year  of  age  from  important  causes,  by  sex,  and 
for  certain  subdivisions  of  the  first  year  of  life  in  the  entire  State  (exclusive 
of  New  York  City):  1920 548 

VIII  Number  of  births,  stillbirths,  and  deaths  under  one  year  of  age;  birth  rate 
per  1,000  total  population;  stillbirths  and  death  rates  per  1,000  living 
births;  infant  mortality  rates  from  important  causes  and  for  certain  sub- 
divisions of  the  first  year  of  life  in  certain  areas  of  New  York  State:  1920 
and  1915-1919  average 550 
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IX.  Number  of  deaths  (exclusive  of  stillbirths)  from  important  causes  and  for 
certain  subdivisions  of  the  first  year  of  1  fe  by  sex  and  color,  and  for  chil- 
dren of  white  mothers  by  country  of  birth  of  mothers  in  the  entire  State 
(exclusive  of  New  York  City):  1920 582 


Population  of  counties  and  each  primary  registration  district  in  New  York 
State  (exclilsive  of  New  York  City)  by  censuses  of  1920,  191^  and  1910 
with  district  numbers  prefixed 586 
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Population 

The  Federal  census,  taken  ^s  of  January  1,  1920,  showed  a  population  of 
10,385,227  for  the  State  of  New  York,  an  increase  of  1,271,613  or  14  per  cent 
over  1910.  While  the  percentage  increase  of  1910  over  1900  was  26.4,  this 
slowing  up  in  the  last  decennium  was  caused  by  the  war  and  special  immi- 
gration laws.  This  same  slowing  up  was  apparent  in  the  Agures  for  the 
United  States  as  a  whole. 

POPULATION  OF  NEW  YORK  — 1790  to   19S0* 


Census  Year 

Population 

Incrxasb  over  Prbcedinc 
Cbnsub 

Per  oent  of 

increase  for 

the  United 

States 

Number 

Per  oent 

1920 

10.386.227 

9.113.614 

7.268.894 

6,003,174 

5,082,871 

4,382,759 

3,880,735 

3,097,394 

2,428,921 

1.918,608 

1,372,812 

959.049 

589.051 

340.120 

1.271,613 
1,844,720 
1.265,720 
920,303 
700,112 
502.024 
783,341 
668.473 
510,313 
545.796 
413.763 
369.998 
248.931 

14.0 
25.4 
21.1 
18.1 
16.0 
12.9 
25.3 
27.5 
26.6 
39.8 
43.1 
62.8 
73.2 

14.9 

1910 

21.0 

1900 

20.7 

1890 

25.5 

1880 

30.1 

1870 

22.6 

1860 

35.6 

1850 

35.9 

1840 

82.7 

1830 

33.6 

1820 

33.1 

1810 •. 

36.4 

1800 

85.1 

1790 

*  From  New  York  State  Legvilatave  Manual,  1922,  p.  190 

The  population  of  the  State  for  the  mid-census  years  has  been  revised  on 
the  1910-1920  basis  and  new  mortality  rates  have  been  figured  on  these 
revised  population  estimates.  The  estimates  are  made  as  of  July  first  and 
the  simple  arithmetic  method  has  been  used. 


Births 

In  1920  there  were  registered  295,460  births  in  the  entire  State,  0,191 
more  than  in  1919.  The  rates  per  1,000  of  the  estimated  population  were 
22.5  and  21.9  respectively  —  the  increase  in  1920  being  0.6  per  thousand. 
This  increase  in  the  birth  rate  is  the  natural  reaction  after  the  war, —  and 
it  is  manifest  in  the  U.  S.  Registration  Area  and  in  England  and  Wales. 
However,  our  rate  for  1920  is  not  as  high  as  it  was  in  any  year  between 
1907  and  1919.    The  average  annual  rate  for  1913-17  was  24.5. 

The  falling  off  in  the  rate  during  the  war  years  will  doubtless  be  compen- 
sated by  an  increase  in  the  rate  in  the  next  few  years. 
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Marriages 

In  1920  there  were  roistered  in  the  State  111,280  marriages,  7,565  more 
than  in  1919.  The  rate  in  1920  was  21.3  persons  married  per  thousand  total 
population  which  is  the  highest  rate  on  record  for  the  State,  except  for  the 
year  1907  when  it  was  21.5^  This  again  shows  the  natural  reaction  from 
the  war  and  corresponds  with  the  increase  in  the  hirth  rate. 

For  1920  England  reports  its  highest  marriage  rate  on  record  —  a  rate  of 
20.1  per  1,000  of  estimated  population. 

Deaths 

Oeneral  mortality.  The  total  number  of  deaths  in  the  entire  State  of 
New  York  in  1920  from  all  causes  was  144,466.  The  corresponding  death 
rate  was  13.8  per  1,000  population,  based  upon  an  estimated  mid-year  popu- 
lation of  10,450,716.  This  rate  is  the  lowest  on  record  for  the  State  —  and 
while  it  is  only  one-tenth  of  a  point  below  that  of  1919  (rate  of  13.9), 
this  represents  a  saving  of  1,046  lives  for  this  year.  The  annual  average 
death  rate  for  1913-1917  is  15.2.  If  this  rate  had  prevailed  in  1920  there 
would    have    been    14,631    more   deaths. 

The  relative  importance  of  the  leading  causes  of  death  in  1920  was  as 
follows: 


Causb 


Organic  heart  disease  and  endocarditis, 

Pulmonary  tuberculosis 

Cancer  (all  forms]) 

Nephritis  and  Bright's  disease 

Lobar  pneumonia  and  unqualified 

Bronchopneumonia 

Accidents 

Congenital  debility  and  malformations 
Cerebral  hemorrhage  and  apoplexy. . . . 

Influenza 

Arteriosclerosis 

Diarrhea  and  enteritis  (under  2  years). 
Diabetes 


Number 

of 
deaths 
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11 
10 
10 
8 
7 
7 
7 
6 
5 
4 
4 
2 


Rate  per 

100.000 

population 


Per  cent 
of  change 

of  rate 
1920  from 

1913-17 


.657 

216.8 

.030 

105.5 

.539 

100.8 

.481 

100.8 

.907 

85.2 

.568 

72.4 

.351 

70.8 

.115 

68.1 

.852 

65.6 

,890 

56.4 

.883 

46.7 

,662 

44.6 

.188 

20.9 

+3.2 
—28.3 

+7.6 
—18.9 
—17.4 

+2.3 
—15.1 
—18.4 

—0.2 
+259.2 

+4.0 
—29.0 

—0.9 


Infant  mortality.  The  number  of  deaths  under  1  year  of  age  in  1920, 
for  the  entire  State,  was  20,326,  and  the  rate  in  proportion  to  each  1,000 
live  births  was  86  as  compared  with  18,976  deaths  in  1919  and  a  rate  of  84. 
The  number  of  deaths  from  diarrhea  and  enteritis  under  one  year  increased 
from  3,661  in  1919  to  3,947  in  1920;  measles  increased  from  105  to  306; 
and  whooping  cough  from  156  to  520. 

Diarrhea  and  enteritis,  {under  2  years),  which  is  a  very  important  cause 
of  infant  mortality,  resulted  in  4,662  deaths  in  1920,  corresponding  to  a 
mortality  of  44.6  per  100,000  population.  In  lO-l^  it  caused  4,191  deaths  — 
a  rate  of  40.6.  Of  the  4,662  deaths  in  1920,  3,947  were  under  one  year 
of  age;  therefore,  diarrhea  and  enteritis  comprised  19.4  per  cent  of  the  total 
infant  mortality  of  the  State.    Of  the  3,947  deaths  under  1  year  of  age. 
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2,174  occurred  in  New  York  City  and  1,773  in  the  rest  of  the  State.    This 

death  rate  has  been  declining  rapidly  in  recent  years,  aa  may  be  seen  in  the 

following  data: 

Rate  per  100,000 
Year  Deaths     population 

1913-1917  (annual  average) 6, 164  62.8 

1918 6, 122  60.3 

1919 4, 191  40.6 

1920 4,662  44.6 

Congenital  debility  and  malformations  caused  7,115  deaths  in  1920,  repre- 
sented by  ai  rate  of  68.1  per  100,000  population.  Of  the  total  7,115  deaths, 
7,047  occurred  in  the  first  year  of  life  —  which,  therefore,  comprised  34.7 
per  cent  of  the  total  infant  mortality  of  the  State.  Of  the  7,047  deaths 
under  1  year  of  age  from  these  conditions,  3,584  occurred  in  New  York  City 
and  3,463  in  the  rest  of  the  State.  This  mortality  has  also  been  declining 
in  recent  years: 

Rate  per  100,000 
Year  Deaths     population 

1913-1917  (annual  average) 8.178  83.6 

1918 7,995  78.6 

1919 7.135  69.1 

1920 7 .  115  68 . 1 

Important  Causes  of  Death 

Typhoid  fever.  The  number  of  deaths  allocated  to  this  disease  in  1920 
was  371,  only  3  less  than  in  1919.  The  average  annual  number  of  deaths 
in  1913-1917  was  773  and  the  rate  7.&  per  100,000  population.  Therefore, 
in  1920  the  number  of  deaths  was  402  below  this  five-year  average,  and  the 
rate  was  4.4  points  less. 

Measles,  The  deaths  ascribed  to  measles  in  1920  were  1,101  in  number, 
corresponding  to  a  mortality  rate  of  10.5  per  100,000  population.  This  is 
considerably  higher  than  the  rate  for  1919  which  was  3.4  with  a  total  of 
355  deaths.    The  average  annual  rate  for  1913-17  was  9.4  with  917  deaths. 

Bcarlet  fever  caused  450  deaths  this  year,  the  mortality  being  4.3  per 
100,000  population, —  an  increase  over  19-19  of  182  in  number  and  of  1.7 
points  in  rate.  As  compared,  however,  with  the  1913-17  average,  the  num- 
ber of  deaths  decreased  25  and  the  rate  0.5. 

Whooping  cough  in  1920  caused  1,007  deaths,  the  mortality  being  9.6  per 
100,000  population.  The  rate  for  1919  was  only  2.8  with  292  deaths  and  the 
1013-17  average  was  8.1  with  790  deaths. 

Diphtheria  caused  1,904  deaths  this  year,  a  mortality  rate  of  18.2  per 
100,000  population.  This  is  below  the  1919  rate  which  was  19.9  with 
2,055  deaths,  and  it  is  the  same  as  the  average  annual  rate  for  1913-1917. 

Cerebrospinal  meningitis,  T!he  deaths  classified  to  this  heading  during 
1020,  numbered  190,  corresponding  to  a  rate  of  1.8  per  100,000  population. 
It  shows  a  decrease  over  1919  when  the  rate  was  2.9  and  the  number  of 
deaths  300. 

Acute  anterior  poliomyelitis  (infantile  paralysis)  was  the  cause  of  50 
deaths  in  1920,  corresponding  to  a  mortality  of  0.5  per  100,000  population. 
During  the  year  1916,  when  an  epidemic  of  this  disease  occurred  there  were 
3,351  deaths  from  this  cause. 
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Rate  per  lOaOOO 
Year  Deaths     population 

1913-1917  (annual  average) 

1918 

1919 

1920 

Influenza  caused  5,890  deaths  this  year  corresponding  to  a  mortality  of 
56.4  per  100,000  population.  There  were  2,1617  fewer  deaths  this  year  than 
last  even  though  there  was  a  slight  recurrence  of  the  epidemic  in  February 
of  this  year.  In  comparing  the  rates  with  the  1913-17  average  it  can  be 
seen  that  the  rate  has  not  yet  returned  to  normal,  viz.: 

Rate  per  lOO.OOO 
Year  Deaths     population 

1913-1917  (annual  average) 1 .534  15.7 

1918 26,502  260.1 

1919 8.047  78.0 

1920 5,890  66.4 

Pulmonary  tuberculosiSy  including  acute  miliary,  caused  11,030  deaths  in 

the  State  this  year, —  a  rate  of  105.5  per  100,000  population.     The  number 

of  deaths  from  this  disease  has  decreased  extraordinarily  in  the  last  two 

years.     This  can  be  seen  from  the  following  tabulation: 

Rate  per  100.000 
Year  DeatlvB     population 

1913-1917  (annual average) 14,412  147.1 

1918 15 ,052  147 . 1 

1919 12,814  124.2 

1920 11 .  030  105 . 5 

Since  1895  the  mortality  from  this  disease  has  been  declining  slowly  — 
on  the  average  of  2  points  per  year.  The  abrupt  drop  of  23.5  points  in 
1919  and  then  of  18.7  in  1920  is  very  remarkable,  especially  from  a  disease 
which  causes  about  14,000  deaths  annually. 

Tuberculous  meningitis  has  also  decreased  from  an  average  of  11.3  in 
1913-1917  to  8.9  in  1919  and  7.8  in  1920. 

The  trend  of  all  forms  of  tuberculosis  is  shown  by  the  following: 

Rate  per  100,000 
Year  Deaths     population 

1913-1917  (annual  average) 16,322  166.6 

1918 16,973  166.6 

1919 14,478  140.3 

1920 12,543  120.0 

Cancer   (all  forms  combined)   caused  10,539  deaths  in  1920,  corresponding 

to  a  rate  of  100.8  per   100,000  population.    This  mortality  rate  has  been 

increasing  steadily: 

Rate  per  100,000 
Year  Deaths     population 

1913-1917  (annual  average) 9.180  93.7 

1918 9,876  96.9 

1919 10,166  98.5 

1920 10,539  100.8 
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Diabetes  which  caused  2,188  deaths  in  1920,  corresponding  to  a  rate  of 
20.9  per  100,000  population,  shows  but  little  change  during  a  period  of  years: 

Rate  per  100,000 
Year  Deaths     population 

lOia-1917  (annual  average) 2,067  21. 1 

1918 2,076  20.4 

1919 1,972  19.1 

1920 2,188  20.9 

Cerebral  hemorrhage  and  apoplespy  (combined)  caused  6,852  deaths  in 
1920,  an  increase  of  214  deaths  from  this  cause  over  1919.  The  mortality 
has  shown  a  slight  upward  trend  since  1909.  However,  the  rates  for  1919 
and  1920  are  below  the  five-year  average  1913-1917,  viz.: 

Rate  per  100,000 
Year  Deaths     population 

19ia-1917  (annual average) 6,436  66.7 

1918 7.019  68.9 

1919 6,638  64.3 

1920 6,862  66.6 

Organic  heart  disease  and  endocarditis  (combined)  caused  more  deaths 
in  1920  than  any  other  cause  of  death,  22,667  in  number,  a  rate  of  216.8 
per  100,000  population.  There  were  2,013  more  deaths  from  this  disease  in 
1920  than  in  1919.  lliis  mortality  rate  showed  a  continuous  increase  from 
1908  to  1918, —  the  average  yearly  increase  being  7.5  points. 

Rate  per  100,000 
Year  Deaths     population 

1913-1917  (annual  average) 20.581  210. 1 

1918 23,456  230.2 

1919 20.644  200.0 

1920 22,657  216.8 

Arteriosclerosis,  In  1920  arteriosclerosis  was  the  cause  of  4,883  deaths, 
the  rate  per  100,000  population  being  46.7.  The  mortality  from  this  cause 
has  shown  ai  tendency  to  increase  recently. 

Rate  per  100,000 
Year  Deaths     population 

^913-1917  (annual average) 4.402  44.9 

1918 4,616  46.8 

1919 4,685  45.4 

1920 .• 4,883  46.7 

Bronchitis  (acute  and  chronic  combined)  which  caused  1,769  deaths  in 
1920,  has  been  decreasing  of  late  years.  However,  there  were  262  more  deaths 
this  year  than  in   1919: 

Rate  per  100,000 
Year  Deaths     population 

1913-1917  (annual  average) 1.808  18.5 

1918 1 ,  839  18 .0 

1919 1.497  14.5 

1920 1 .769  16.8 

Pneumonia.  The  total  deaths  assigned  to  pneumonia  in  its  various  forms 
numbered  16,475  in  1920,  correepondix^  to  a  mortality  of  1&7.6  per  100,000 
population.     The  deaths  from  this  cause  have  been   increasing  since   1914, 
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but  have  shown  a  falling  off  during  the  last  two  years.  The  deaths  from 
bronchopneumonia,  alone,  in  1920  were  7,668  in  number,  an  increase  of  184 
over  1910: 


YSAB 


1913-1917  (annual  avov 

ace) 

1918 

1919 

1920 


Lobar  PNxniioirLA. 
▲ND  Unqualified 


Deaths 


10.108 

23.949. 

9.712 

8.907 


Rate 


103.2 

235.0 

94.1 

85.2 


BRoiccno 

pNBUMOlfIA 


DeatlM 


6,939 

10.564 

7.384 

7.568 


Rate 


70.8 

103.7 

71.6 

72.4 


All  FoBiia 

COMBINK) 


Deatlv 


17,047 
84.513 
17,006 
16.475 


Rata 


174.0 
388.7 
166.7 
167.6 


Appendioitia  caused  1,406  deaths  in  1020,  an  increase  of  176  deaths  over 
1010  and  of  187  over  the  annual  average  for  1013-1017: 

Rate  per  100,000 
Year  Deatha    population 

191&-1917  (annual  averace) 1.219  12.4 

1918 1 .  188  11.2 

1919 1.231  11.9 

1920 1.406  13.5 

Hernia  and  intestinal  ohstruciion,  1,214  deaths  were  reported  in  1020, 
represented  by  a  ntortality  of  11.6  per  100,000  population.  This  cause  shows 
very  little  change  from  year  to  year,  viz.: 

Rate  per  100,000 
Year  Deaths    population 

1913-1917  (annual  average) 1 .227  12. 5 

1918 1,317  12.9 

1919 1,222  11.8 

1920 1 .  214  11.6 

Oirrhoais  of  the  liver  caused  770  deaths  in  1020,  a  decrease  of  63  over 
1010.  The  number-  of  deaths  allocated  to  this  title  has  been  decreasing  rap- 
idly in  recent  years,  viz.: 

Rate  per  lOO.OOO 
Year  Deaths    p(q[>ulation 

1913-1917  (annual  average) 1 ,438  14.7 

1918 808  9.8 

1919 842  8.2 

1920 779  7.5 


Nephritis  and  Bright's  disease  (acute  and  chronic  B right's  diseajqe)  caused 

10,481  deaths  in  1020  and  ranks  fourth  among  the  leading  causes  of  death. 

This  death  rate  varied  but  little  during  a  long  course  of  years;  from  lOOO 

to  1017  the  rate  fluctuated  between  112.6  and  130.6.    It  declined  sharply  in 

1018  and  again  in  1010. 

Rate  per  100,000 
Year  Deaths     population 

1913-1917  (annual  averace) 12.113  123.7 

1918 11 .315  111  .1 

1919 10. 540  102 . 1 

1920 10,481  100.3 
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Puerperal  causes.  The  number  of  deaths  assigiied  to  pregnancy  or  child- 
birth was  1,424  in  1920,  .an  increase  of  150  over  1919.  This  death  rate  has 
remained  practically  stationary  for  the  last  ten  years: 

Rate  per  100,000 
Year  Deatha    population 

1913-1917  (annual  ayerage) 1.306  13.3 

1918 1,M3  16.8 

1919 1 ,274  12.3 

1920 1 .424  18.6 

Puerperal  aepiicemia  caused  384  or  27  per  cent  of  the  1,424  deaths  from 
all  puerperal  causes.  This  death  rate  has  shown  a  tendency  to  decrease 
within  the  last  ten  years,  but  there  were  32  more  deaths  from  this  cause  in 
1920  than  in  1919: 

Rate  per  100,000 
Tear  Deatha     population 

1913-1917  (annual  averace) 470  4.8 

1918 410  4.0 

1919 852  3.4 

1920 384  3.7 

Old  age,  to  which  838  deaths  were  allocated  in  1920,  showed  a  rate  of  8.0 
per  100,(K)0  population.  This  title  may  be  regarded  as  an  index  of  the 
accuracy  of  statements  as  to  the  cause  of  death  of  aged  people,  and  as  such 
it  indicates  constant  improvement  in  certification  during  recent  years,  viz.: 

Rate  per  100,000 
Year  Deatha     population 

1913-1917  (annual  average) 1,208  12.3 

1918 826  8.1 

1919 873  8.5 

1920 838  8.0 

Accidents    (all  external  causes  except  suicide  and  homicide)    resulted  in 

7,351  deaths  in  1920,  the  rate  per  100,000  population  being  70.3.     During 

recent  years  a  decline  in  this  rate  can  be  noticed,  viz.: 

r  Rate  per  100.000 

Year  Deatha     population 

1913-1917  (annual  average) 8.112  82.8 

1918 8,448  82.9 

1919 7 .  433  72 . 0 

1920 , 7,351  70.3 

Autofnobile  accidents,  which  caused  1,439*  deaths  in  1920  are  steadily  in- 
creasing in  importance  relative  to  other  causes  of  deaths,  viz.: 

Rate  per  100,000 
Year  Deatha     population 

1014-1917  (annual  average) 608  6.2 

1918 1 .216  11 .9 

1919 1,361  13.2 

1920 1 ,439  13.8 

AocidentaX  drowning  has  shown  a  tendency  to  decline  within  the  last  few 
years: 

Rate  per  100,000 
Year  Deaths    population 

1013-1917  (annual  average) 1.042  10.6 

1918 909  8.9 

1919 869  8.4 

1920 726  6.9 
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Suicide  has  declined  continuously  in  recent  years: 

Rate  per  100,000 
Year  Death*     population 

1913-1917  (annual  average) 1.521  16.6 

1918 1,302  12.8 

1919 1.294  12.6 

1920 1,180  11.4 

Homicide  resulted  in  448  deaths  in  1020,  18  more  than  1919.    With  slight 
variations  this  rate  has  been  fairly  stationary  during  recent  years: 

Rate  per  100,000 
Year  Deaths     population 

1913-1917  (annual  averase) 425  4.3 

1918 385  8.8 

1919 430  4.2 

1920 : 448  4.3 
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MOVEMENT  OB"  NATAUTV,  AND  OF  MORTAUTY  BY  CEKTAIM  AQE8  AMD  FROM 
IMPORTANT  CAU3E3  IS  NBW  YORK  STATE:  1900  COMPARED  WITH  1919  AND 
WITH  THE  AVBRAOE  FOE  THE  QUINQUENNIUM  »13'19I7 
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MOVEMENT  OF  DEATH  RATES  PER    100,000  POPULATION  FROM 
PORTANT  CAUSES,  ENTIRE  STATE  OF  NEW  TORK 

500 


400 
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200 


1885 


1890 


1893 


1990 


1905 


1910 


1916 
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192S 


« This   title  includes   Cerebral   Hemorrhage,   Apoplexy,   Organic   Heart    IMaease, 
Endocarditis,  and  ArterioscleroslB. 


STATISTICAL  TABLES 


Pbebenting  and  Analyzing  the  Results  of  Registration  of 
BiBTHB,  Deaths  and  Marriages  in  the  State  of  New  York 
AND  Its  Subdivisions  During  the  Year  1920,  with  Com- 
parative Data  for  Previous  Years* 


*  Prior  to  1914  the  original  certificates  of  births  and  deaths  were  not  filed  with  the 
State  Department  of  Health  from  the  cities  of  New  York,  Albany,  Buffalo  and  Yonk- 
ers,  the  (&ta  for  those  cities  included  in  the  reports  of  the  State  Department  being 
based  upon  the  compilations  prepared  monthly  by  the  respective  loci&l  registrars  of 
these  cities. 

Beginning  January  1, 1914,  the  State  Department  of  Health  has  been  receiving  the 
original  certificates  of  births  and  deaths  from  all  cities,  towns  and  villages  in  the  State, 
excepting  only  New  York  City.  Unless  otherwise  indicated,  therefore,  the  compila- 
tions presented  in  the  monthly  bulletins  and  annual  reports  of  the  Department  since 
1914  are  based  upon  the  data  given  on  the  original  certificates,  except  for  New  York 
City,  the  figures  for  which  are  supplied  montUy  by  the  Registrar  of  Records  of  the 
New  York  City  Department  of  H^th. 
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TaUe  1  —  Nsw  Tobs  Stati:  Annual  number  of  births,  deaths,  and  marriagee,  with 

raiet  per  l,qOO  popuiaHon:  1885-1920 


YSAB 


1885. 
18». 
1S87. 
1888. 
1880. 

1890. 
1801. 
1802. 
1803. 
1804. 


1886. 
1807. 
1808. 
1800. 

1000. 
1001. 
1002. 
1003. 
1004. 


1005. 
1006. 
1007. 
10O8. 
1000. 

1010. 
1011. 
1012. 
1013. 
1914. 


1015. 
1016. 
1917. 
1018. 
1010. 


Population* 


1806 6,646,682 


6,550,600 
6.642,720 
6,784,761 
6,826,782 
6,018,813 

6,018,722 
6,140,204 
6,266,866 
6,303.488 
6,620,010 


Biitlii 
(stillbirths 
esdudad) 


Dsatlis 
(stiUbirths 
ezduded) 


6.773,164 
6,800,726 
7.026,208 
7,162,870 

7,284,461 
7,471.268 
7,668.076 
7.844,882 
8,031,680 

8,218,406 
8,405.303 
8.502,110 
8,778.017 
8.066,724 

0,140,002 
0.271,883 
0,402,866 
0.633.847 
0,664,828 

0,705,810 

0.026,701 

10,057,773 

10.188.756 

10.310,736 


1020 10,450,716 


68,686 

80,828 

102,088 

103.060 

114,804 

112,672 
125.009 
130.143 
136.207 
141,827 

142,311 
147.327 
144,631 
138,702 
136.778 

143,166 
140,580 
146,740 
158.343 
166.014 

172,250 
183,012 
106.020 
203,160 
202.666 

213,235 
221,678 
227,120 
228.713 
240.038 

242,050 
240.817 
246.463 
242.704 
226,260 

235,460 


180.407 
> 86,801 
108,260 
114.684 
113,166 

128,648 
120.850 
131,388 
120,660 
123,423 

128.834 
126,253 
118,526 
122.584 
121.831 

182,080 
131,635 
124,830 
127,408 
142,217 

137,436 
141,000 
147,130 
138,012 
140,261 

147.710 
146,012 
142,377 
145.274 
145,476 

146.802 

151.543 

154.127 

102.318t 

143.401 


Maniacfls 


I 


24.400 
36,764 
44,488 
43.683 
60.060 

41.106 
61.458 
62.725 
62,806 
52,530 

60,050 
68,000 
57,530 
67.302 
61,167 

63,225 
65,216 
68.003 
73.011 
74,677 

78,261 
87.870 
02,421 
73.644 
80,000 

85,400 
86.463 
07.427 
02,343 
03.793 

01.102 
07.474 

104.800 
04.107 

103.715 


Births 


11.4 
16.0 
17.8 
17.7 
10.4 

18.7 
20.6 
20.8 
21.3 
21.8 

21.4 
21.8 
21.0 
10.7 
10.1 

10.7 
18.8 
10.2 
20.2 
20.6 

21.0 
21.8 
22.8 
23.1 
22.6 

23.3 
23.9 
24.2 
24.0 
24.8 

24.8 
24.3 
24.5 
23.8 
21.0 


144.466        111,280         22.6 


IUtbs 


Deaths 


14.6 
16.4 
18.0 
10.7 
10.1 

21.4 
21.1 
21.0 
20.3 
18.0 

10.4 
18.6 
17.2 
17.4 
17.0 

18.1 
17.6 
16.3 
16.3 
17.7 

16.7 
16.8 
17.1 
16.8 
16.6 

16.2 
16.7 
16.1 
15.2 
16.1 

16.0 
15.3 
15.3 
18.0 
13.0 

13.8 


Persons 
marxyinc 


8.8 
13.0 
15.6 
16.0 
17.2 

13.7 
16.8 
16.8 
16.6 
16.1 

17.8 
17.4 
16.7 
16.3 

17.1 

17.4 
17.6 
18.0 
18.6 
18.6 

10.0 
20.0 
21.6 
16.8 
17.0 

18.7 
18.7 
20.7 
10.4 
10.4 

18.6 
10.6 
20.8 
18.6 
20.1 

21.3 


*  Rates  are  based  upon  populations  unifonnly  estimated  as  of  July  1  of  eaoh  year  and  supplied 
to  lOlO  by  the  United  States  Bureau  of  theCensua. 

In  the  abore  and  following  tables  populations  from  1010  to  1020  inoluaive  have  been  revised  by 
this  Division  upon  the  basis  of  the  Feaeral  Census  enumerations  of  1010  and  1020. 

Ratea  from  lOlO  through  1020  hare  been  oomputed  on  the  reipeotive  revised  estimated  popu- 
lation for  these  yean. 

t  Civilian  deaths  only,  eze jpt  for  New  York  aty. 
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Table  2  —  Naw  Yobk  Citt  aad  Rsst  ot  Statb:  Annual  number  of  deaths  mih  deaOi 

raies  per  1,000  popukOhn:  1898-1920 


TSAB 


1898 
1899 

1900 
1901 
1902 
1903 
1904 

1905 
1900 
1907 
1908 
1909 

1910 
1911 
1912 
1918 
1914 

1915 
1916 
1917 
1918 
1919 

1920 


Nbw  York  CiTTt 


Population* 


8,266,149 
3.350.611 

3.448.423 
3.583.074 
3.717.725 
3.852,376 
3,987,027 

4.121.678 
4.256.329 
4.390,980 
4,525,681 
4,660,283 

4,785,191 
4,873.071 
4,960.951 
5.048,830 
5,136,710 

5,224,500 
5.312,469 
5,400.349 
5,488,228 
6.576,108 

5,663.988 


Deatba 

(8tUl- 

birtha 
excluded) 


66.380 
66,347 

70,870 
70,722 
68,131 
67.808 
78.043 

73,714 
76,203 
79.206 
78,076 
74,106 

76.750 
75.423 
73,019 
73.903 
74,803 

76,193 
77,800 
78,675 
98.119 
74,433 

73,249 


Ratet 


20.4 
19.5 

20.6 
19.7 
18.3 
17.6 
19.6 

17.9 
17.9 
18.0 
16.1 
15.9 

16.0 
16.5 
14.7 
14.6 
14.6 

14.6 
14.6 
14.5 
17.9 
13.3 

12.9 


Rb9t  or  Statb 


Population* 


8,770,149 
3,802,269 

3,836,028 
3.888,194 
3,940.360 
3,902,606 
4,044.662 

4,006.818 
4,148.974 
4,201,130 
4,263.286 
4.306,441 

4,356,711 
4.308,812 
4.441,914 
4,486.017 
4,628,118 

4,571,220 
4,614.322 
4,667,424 
4,700,627 
4,743,628 

4,786,728 


Deatiis 

(•till- 

births 

excluded) 


66,254 
66,484 

61,219 
60.613 
66,680 
69.690 
64,174 

08,721 
04,896 
67,925 
66,837 
66,166 

70,960 
70,489 
69,368 
71,371 
70,673 

70,699 
78,743 
75,652 
194,190 
68.968 

71.217 


Batot 


14.9 
14.0 

16.0 
16.6 
14.4 
15.0 
16.9 

16.6 
15.6 
16.2 
15.6 
16.4 

16.3 
16.0 
16.6 
16.9 
15.6 

16.6 
16.0 
16.3 
20.0 
14.6 

14.9 


*  Rates  are  based  upon  populations  uniformly  estimated  as  of  July  1  of  each  year  and  supi^ed 
to  1910  by  the  United  States  Bureau  of  the  Census. 

In  the  above  and  following  tables  populations  from  1910  to  1920  inclusive  have  been  revlaed 
by  this  Division  upon  the  basis  of  the  Federal  Census  enumerations  of  1010  and  1020. 

Rates  from  1910  through  1920  have  been  computed  on  the  respective  revised  estimated  popu- 
lations for  these  yean. 

t  Previous  to  1910,  the  local  figures  for  New  York  City  differ  somewhat  from  the  State  figures 
here  given,  but  the  divergences  in  rate  are  slight. 

X  Crude  rates,  taking  no  account  of  the  more  favorable  age  constitution  of  New  York  City . 
For  standardised  rates,  see  discussion  of  this  subject  in  report  for  1915,  pages  312-316,  652-6ol 
and  accompanying  charts. 

{  Civilian  deaths  only.j 
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TaUe  3  —  Nbw  York  Stats,  Nbw  York  Cmr,  and  RasT  of  Statb:  Deaths  hy  sex 

coloTf  marital  eandUion  and  general  naiioUy:  1920 


Sax,  Color,  Mautal  Comdition,  QsinnuL  Natxtitt 


Nbw 

YOBX 

Statb 


New  York 


Rati  of 
State 


Total  deaths , 

Male 

Female , 

Color  or  raoe: 

WWte 

Ne^ , 

Chinese , 

Japaneee , 

Indian , 

Marital  condition: 

Sincle , 

Married , 

Widowed  and  diyonsed 
Unknown 

Q  eneral  nativity : 

Native 

Foreicn-bom 

Unknown 


144,460 


74.728 
69,738 


140.026 

4,184 

148 

34 

76 


66,976 

64.636 

82,138 

717 


98,177 

44.884 

1,406 


73,249 


88.270 
34,979 


69,870 

3,214 

181 

34 


31,970 

26.647 

14,169 

463 


43,122 

29,191 

936 


71.217 


36,468 
84,759 


70.166 

970 

17 

75 


25,006 

27.989 

17,969 

254 


56,056 

15,693 

469 


Table  4  —  Naw  York  Statb,  Nbw  York  Citt,  and  Rbst  of  State:  Number  and 

percentage  of  deaths  at  each  age  period:  1920 


AoBS  AT  Dbatb 


Total  deaths  —  all  ages 

Under  1 
1.... 

2 

3 

4 

Total  under  5  years 

6-9 

10-14 

1&-19 

20-24 

26-29 

30-34 

36-39 

40-44 

46-49 

60-64 

6^59 

60-64 

66-69 

70-74 

76-79 

80-84 

86  years  and  over. . 
Unknown 


Naw  YoBK  Statb 


Deaths        Per  oent 


144,466 


20,326 
4.798 
2.100 
1.833 
1.027 


29,584 

3,144 
2,038 
2,973 

4.706 
5.897 
6.091 
6.336 

6.268 
7.240 
8.625 
9,147 

10,439 

10,672 

10.422 

9.356 

6,482 

6,077 

69 


100.0 


14.1 
3.3 
1 
0 
0 


20.5 

2.2 
1.4 
2.1 

3.3 
4.1 
4.2 
4.4 

4.3 
6.0 
5.9 
6.3 

7.2 
7.4 
7.2 
6.6 
4.6 
3.5 


Nbw  York  Crrr 


Deaths        Per  cent 


73,249 


11,340 

3.205 

1.349 

777 

617 


17,288 

1,831 
1,115 
1,645 

2.763 
3,421 
3,423 
3,668 

3.608 
4,212 
4,833 
4,920 

5,182 
4,740 
4,166 
3,151 
1,950 
1,333 


100.0 


15.5 
4.4 
1.8 
1.1 
0.8 


23.6 

2.5 
1.6 
2.2 

3.8 
4.7 
4.7 
5.0 

4.9 
5.8 
6.6 
6.7 

7.1 
6.5 
5.7 
4.3 
2.6 
1.8 


Rbst  or  Statb 


Deaths        Per  cent 


71,217 


8.986 

1.593 

761 

556 

410 


12,296 

1.313 

923 

1.328 

1.943 
2.476 
2.668 
2,668 

2,660 
3,028 
3.692 
4.227 

6,257 
5,932 
6,256 
6,206 
4,632 
3.744 
69 


100.0 


12.6 
2.2 
1.1 
0.8 
0.6 


17.3 

1.8 
1.3 
1.9 

2.7 
3.6 
3.7 
3.7 

3.7 
4.3 
5.2 
5.9 

7.4 
8.3 
8.8 
8.7 
6.4 
6.3 
0.1 


242  State  Depaetmbnt  of  Health 

Table  5  — Nbw  Vobk  State  (excliuive  of  Mew  York  City)  —  DeaAiby 


J.J.JSHLI L..L..I... 


p^ii 

i 

sisiz 

714 

157 

ISO 

iOS 

»;j7» 

«0I 

410 

34 

5 
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Table  6  —  Nbw  Yobx  Statb,  Nbw  Yobx  Citt,  and  Rasr  or  Stact:  Birtht,  Ml- 
birthif  and  dwUhs,  vrith  birth,  death,  and  infant  mortality  rates  by  monihe;  also  deatha 
by  broad  age  groupa  and  important  eatwes,  by  months:  1920 


MONTH 


New  York  State.. 

New  York  at7. 
Beat  of  State... 

Januatjr,  total — 
New  York  City 
Rett  of  State. . . 

Fthmary,  total... 
New  York  City 
Rest  of  State... 

Maroh,  total 

New  York  City 
Rest  of  State. . . 

April,  total 

New  York  City 
Rest  of  State... 

May,  total 

New  York  City 
Rest  of  State... 

June,  total 

New  York  City 
Rest  of  State... 

July,  total 

New  York  City 
Rest  of  State... 

August,  total 

New  York  City 
Rest  of  State... 

September,  total . 
New  York  City 
Rest  of  State... 

October,  total. . . . 
New  York  City 
Rest  of  State... 

November,  total. . 
New  York  City 
Rest  of  State. . . 

December,  total . . 
New  York  aty 
Rest  of  State... 


Births 
(stillbirths 
excluded) 


1S2,8W 
102,604 


Stillbirths 


20,070 

11.280 

8,700 

20,011 

11,266 

8.756 

21,105 

12,147 

0,048 

10,712 

11.206 

8,506 

10.261 

10,364 

8.807 

20.374 

11.810 

8,564 

20,645 

11.616 

0,020 

20.263 

11.150 

0,113 

10,530 

10,869 

8,661 

18,391 

10,350 

8,041 

17,272 
0,932 
7,340 

18,736 

10.877 

7.859 


10,182 
6,232 

S.950 


Deaths 
(stUlbirths 
excluded) 


005 
538 
367 

071 
557 
414 

862 
537 
825 

838 
501 
332 

873 
525 
348 

791 
499 
292 

827 
509 
318 

781 
469 
312 

807 
520 
287 

803 
485 
318 

835 
508 
327 

894 
584 
310 


144,466 
78,240 

71,217 


Raivs 


Birth 


14.736 
8,330 
6,406 

21,426 

11,523 

9,903 

14,051 
7.128 
6.923 

12,320 
6,321 
5.999 

11,952 
5.798 
6.154 

9,966 
4.863 
5,103 

9.383 
4,566 
4,817 

9.900 
4.830 
5.070 

9.647 
4.640 
5,007 

9,850 
4.646 
5.204 

10,000 
5,045 
4,955 

11,285 
5.559 
5.676 


22.5 
28. 6 

21.4 


22.7 
23.5 
21.7 

24.1 
25.0 
28.0 

23.9 
25.3 
22.3 

23.0 
24.1 
21.7 

21.7 
21.6 
21.9 

23.8 
25.4 
21.8 

23.3 
24.2 
22.3 

22.9 
23.2 
£2.5 

22.8 
23.4 
22.1 

20.8 
21.6 
19.8 

20.2 
21.4 
18.7 

21.2 
22.7 
19.4 


Death 


18.8 
12.0 
14.9 


16.6 
17.4 
15.8 

25.8 
26.6 
26.1 

15.9 
14.8 
17.1 

14.4 
13.6 
15.3 

13.5 
12.1 
15.2 

11.6 
10.5 
13.0 

10.6 

9.5 

11.9 

11.2 
10.1 
12.5 

11.3 
10.0 
12.8 

11.1 

9.7 

12.8 

11.7 
10.0 
12.6 

12.7 
11.6 
14.0 


Infant 
mor- 
tality 


86 


03 
83 

127 
137 
115 

04 
97 
91 

00 
87 
04 

88 
80 
00 

68 
65 
72 

67 
71 
63 


02 
86 

86 
76 
07 

85 
74 
06 

73 
70 
76 

70 
74 
85 
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Table  6  —  Nbw  Yobx  Statb,  Nbw  Yobk  Citt,  and  Rbst  of  Statb:  BitihSf  «(ia* 
hirthBy  and  deaihSf  vfUh  hirth,  deaihf  and  infant  mortahty  rale$  by  monUu;  also  deaths 
by  broad  age  groupe  and  important  causes,  by  months:  1920  —  (Continued) 


MONTH 


NewTorkSteto. 
New  York  atjr 
RmI  of  State.. 


January,  total 

New  York  Cily.. 
Rest  of  State 


February,  total 

New  York  City... 
Rest  of  State 


March,  total 

New  York  City... 
Rest  of  State 


Aoas  AT  Dbath 


Under 
1 


20,828 
11.840 

8.980 


AprU.  total 

New  York  City.. 
Rest  of  State 


May.  total 

New  York  City... 
Reet  of  State 


June,  total 

New  York  City . . . 
Rest  of  State 


July,  total 

New  York  City... 
Reet  of  State 


Auffust,  total 

New  York  City... 
Reet  of  State 


September,  total. . . 
New  York  City.. 
Rest  of  State 


October,  total 

New  York  City.. 
Rest  of  State.... 


November,  totsl 

New  York  City... 
Rest  of  State 


December,  total. . . . 
New  York  City... 
Rest  of  State 


1,779 

1,048 

731 

2,546 
1.640 
1,008 

1,998 

1.174 

824 

1,768 
972 
796 

1.693 
802 
801 

1,378 
764 
614 

1,389 
821 
668 

1.813 

1.026 

788 

1.676 
881 
844 

1.666 
769 
786 

1.269 
700 
669 

1.473 
804 
669 


1-4 


0.258 

5.048 
8,810 


5-9 


8.144 
1,881 
1.818 


917 
669 
268 

1.818 

1,286 

632 

1.067 
700 
367 

861 
682 
279 

761 
600 
261 

660 
827 
223 

496 
309 
186 

693 
367 
236 

661 
303 
248 

479 
266 
214 

629 
309 
220 

637 
361 
286 


10-14 


2.038 
1.115 
928 


292 
167 
126 

403 
241 
162 

283 
172 
111 

260 
160 
100 

292 
180 
112 

274 
171 
103 

233 

139 

94 

208 
106 
102 

189 

115 

74 

241 
122 
119 

236 
131 
104 

244 
137 
107 


15-19 


2.078 
1.645 
1.828 


193 

114 

79 

248 
128 
120 

169 
91 
78 

172 

102 

70 

182 
96 
87 

171 

104 

67 

172 
88 
84 

162 
76 
76 

140 
74 
66 

128 
72 

66 

165 
88 
67 

166 
83 
73 


20-29 


10.008 
0.184 
4.410 


334 
216 
118 

484 
269 
216 

271 
160 
121 

241 

143 

98 

218 

122 

96 

226 
116 
110 

238 
117 
121 

235 
116 
119 

200 

113 

87 

184 
98 
86 

166 
90 
76 

178 
96 
82 


30-39 


12.427 
7.001 
5,880 


1,277 
903 
374 

2.453 
1.437 
1.016 

960 
534 
426 

707 
438 
269 

748 
423 
326 

696 
360 
336 

642 
346 
297 

712 
376 
337 

696 
346 
260 

696 
3?9 
267 

664 
828 
236 

664 
367 
287 


1.366 
917 
449 

2.683 
1.473 
1.210 

1.111 
612 
499 

941 
642 
399 

934 
631 
403 

804 
442 
362 

739 
400 
339 

726 
398 
327 

743 
434 
309 

776 
396 
380 

738 
447 
291 

868 
600 
368 


40-49 


18.508 
7.820 
5.688 


50-69 


17.072 
0.753 
7.010 


1.308 
834 
474 

1.948 

1.126 

822 

1.331 
768 
573 

1.174 
679 
495 

1.098 
594 
604 

974 
577 
397 

894 
622 
372 

894 
614 
380 

881 
477 
404 

906 
606 
400 

995 
687 
408 

1.106 
646 
469 


1.840 

1.126 

716 

2.264 
1.226 
1.028 

1.634 
890 

744 

1.697 
904 
693 

1.443 
762 
681 

1.269 
687 
682 

1.203 
661 
662 

1.213 
665 
568 

1.138 
690 

648 

1,231 
669 
662 

1.340 
764 
576 

1.610 
830 
680 


60 
and 


52 

20 
81 


448 
522 
026 


423 
347 
076 

677 
797 
780 

221 
047 
174 

600 
809 
791 

677 
699 
878 

623 
316 
307 

371 
174 
197 

361 
208 
143 

630 
368 
172 

762 
421 
331 

010 
601 
418 

404 
745 
660 


I 


7 
7 
12 
i2 
6 
6 
9 
9 
6 
6 
8 
3 
7 
7 
4 
4 
5 
5 
8 
3 
1 

1 

6 

•  •  • 
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TaMe  A  — Nbw  Ydbz  Stati,  Nzw  York  Cnr,  and  Rbst  of  State:   Birliu,  ■<■(.'• 
'   birAt,  and  dtoAi  viA  birth,  dtath,  and  infant  mortaiity  toUs  by  motUlu;  alto  deaOit, 
by  broad  age  groupi  and  importanl  eautet,  by  morula:  1920  —  (Continued) 


iuu<  or  Dbatb 


■a 


R»t  of  State. . 

Fsbnury,  total . . . 
N»w  York  aty 


Mwali,  total 

New  York  City., 
RMt  of  State... 


Mu,  total 

SEew  York  City 
Reatof8Mt«... 


Nw  York  City.. 


Auffuat,  total.  - . . . . 
New  YoritCi^.. 
Rest  gI  State.... 

September,  total-. . 
New  York  City.. 
R«t  ol  Bute. . . . 


NoTBmber.  total. . . 
New  York  City.. 
RMt  of  State.... 

December,  total. . . 
New  York  City  . 
Bart  of  State.... 


S.330 

6.*oe 

i; 

13 

3 
2 

42      131 
IB       lot 

n 

'67! 

604 
391 

21,42« 

i; 
i 

41 

3 

149      249 

3,700 
3.220 
1,480 

■771 

'701 
529 

j'.ii 

e.fl23 

1 

1 

1. 

114    22; 

i 

1,26- 

'm. 

Is 

2 

m 

H 

S4      170 

M      111 
34        57 

202 

1.19< 
tit 

'69 
469 

•IS 

li 

•i 

21 

74      136 
24        55 

62 
60 

1.057 

9,9M 
4,863 
S,103 

M 

80 
4fi 
35 

3i 

78      127 
3S        48 

48 
24 

1.042 

47C 

904 

6.383 
1,817 

*'. 

a. 

2^ 

fll        74 

38       3; 

2 

66C 

843 
365 

B.07O 

40 

as 

24 

z 

II 

1 

iOS        74 

I 

i 

3M 

B.947 

4,640 

33 

8 

11 

101      e& 

s  r, 

li 

471 

418 

e.8A0 
4.646 
S.2D4 

15 

^ 

2B 
1' 

21        92 

1; 

s 

i 

10,000 

4;bm 

24 

31 

i 

34      179 

47 

25 

852 

361 

767 
44C 
317 

11,235 

IS 

33 

ai 

.,' 

S2 

40 

i 

62      229 
46      113 

63 

S22 

SIS 

i 
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Table  6  — Niw  Ydkk  State,  Nkw  Yobx  Cttt,  and  RasT  or  State;  BirOu,  «(tBr 
UriA*,  ami  dtaHu,  wUh  Mrlft,  death,  and  infant  moTiaiiij/  raiet  by  monOu;  alto  deaOu 
by  broad  agt  groupt  and  important  caiusf,  by  monllu:  1920  —  (Continued) 


248  State  Dbpabtubht  of  Health 

TsHe  «i  — New  Yok  Statb,  Naw  YoM  Citt,  and  Rbbt  qw  Stati:  Birttu,  ttiU- 
birllu,  and  dMtfw,  with  birA,  death,  and  infant  morfoJtly  rata  by  monAi;  atao  death* 
bg  broad  agt  groupi  and  important  carua,  by  "umtha:  1920  —  (ContiDued) 
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TaUe  6  — Kbw  Yosx  Stati,  Nnr  Yobe  Crrr,  and  Rest  of  Bvan:  BirAt,  rtW- 
birlht,  and  deoAt,  mth  btrih,  death,  arid  ii^onl  mortojtty  rate*  bj/  monOu;  aito  dtath* 
bjl  broad  aga  group*  and  important  eaiua,  bg  n«nilu:  1920  —  (Concluded) 


250  State  Depabtment  of  Health 

Table  7  —  (a)  Niw  Yobs  Stati  (exclumve  of  New  York  CSty):    Birlht,  t 

Ugilimaey,  and  plurai  birOu,  by  eohr,  noCmtir  of  taolhtr 


N.  B.     In  d«t«rnunia(  tba  numtwr  Ot  ohild  in  onler  of  birth' 


**"48, 
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fnonih  of  birih,  tUUndani  at  birthf  order  of  births  age  of  mother, 
white  foreignrbom  mothere:  1920 
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Table  7  —  (h)  Nbw  York  State  (exclusive  of  New  York  City) :  lUegitimaU  living 

plural  hirthSf  by  color,  ruUwUy  of  mother,  and  country  of  hirlh  of 


Total    illegitimate    living 
births 

^ 

WHim 

Total  births  to  white 
mothers 

xz.   Month  ov   Birth, 
ov     MoTHBB,     Lxorri" 

liACT,        AND        PlUBAL 
BZBTBS 

J 

03 

1 

1 

1 

Countoy  of 

England    Scot- 
land. Wales 

1 

1 

•9 
q 
« 

q 

« 

O 

1 

•pa 

03 

Total  Uring  Mrtlis 

•99 

9S4 

804 

149 

16 

IS 

8 

1 

12 

6 

Sex: 

Males 

518 
481 

494 
460 

413 
391 

80 
69 

5 
11 

6 
7 

4 
4 

>  «  ■  ■ 

1 

6 
6 

2 

Females 

4 

Month  of  birth:. 

January 

96 
86 
110 
94 
80 
91 
99 
88 
64 
64 
52 
75 

92 
81 
105 
87 
79 
89 
92 
87 
59 
64 
47 
72 

79 
67 
85 
69 
71 
80 
80 
76 
52 
51 
34 
60 

13 

14 

20 

18 

8 

9 

12 

11 

7 

13 

13 

11 

2 

1 
2 

1 
1 
1 
1 
4 

3 

1 
3 
2 
2 

FebruBxy 

Maroh 

1 
1 
2 
2 
1 

1 
1 

.... 

2 

April 

1 

May 

June 

1 
1 

July 

3 

1 

August 

September 

October 

2 
1 

1 

2 

1 

November 

3 

De<?ember. 

2 

1 

1 

Attendant  at  Mrlh: 

physician. 

947 

40 

6 

6 

903 

39 

6 

6 

780 
14 

4 
6 

122 

25 

2 

16 

13 

7 

10          4 

Midwife 

2 

2 

Other 

1 

None  or  not  stated 

Older  of  birth: 

l8t 

827 

95 

20 

23 

10 

6 

8 

2 

792 

88 

19 

21 

10 

6 

8 

2 

692 

67 

12 

13 

8 

6 

99 
21 
7 
8 
2 
6 
2 
2 

13 
2 

1 

10 
2 

1 

5 

1 
2 

1 

5 
2 

4 

2nd 

1 

3rd 

1 

4th 

3 

1 
1 

6th 

6th 

7th 

8th 

9th 

10th 

3 

3 

2 

1 

nth 

12th 

13th 

14th 

15th 

1 

1 

1 

16th 

17th 

18th 

19th 

20th  or  more 

Unknown  or  not  stated . 

4 

4 

3 

1 

Age  of  mother: 

Under  15  y^trs 

21 

437 

336 

114 

50 

34 

6 

17 

412 

325 

111 

48 

34 

6 

16 

876 

275 

79 

30 

24 

4 

1 
36 
60 
32 

\l 

2 

15-19 

5 
5 
5 

1 

"6 

7 

2 
2 
2 

■    a    •    • 

1 

•    •    •    • 

3 
8 
2 
3 

1 

8 

20-24 

1 

25-29 

2 

30-34 

85-39 

1 

1 

•    •    ■    > 

40-44 

45-49 

50  and  over 

Ajre  not  stated 

1 

i 

1 

Plural  births  r 

Twins  (individuals) .... 

17 

17 

11 

3 

1 

TnnlAtH  (indivirIii(Ll||)  ,  . . 

N.  B.  In  determining  the  number  of  ehild  in  order  of  birth 
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birOu,  showing  sex,  morUh  of  birih,  aUendarU  at  birth,  order  of  hvih,  age  of  mother,  and 
while  foreign-bom  mothers:  1920  —  (Concluded) 


MomBS 

1 

COLOBBD  MOTBUGB 

or  WnrnD  Mothsbs 

1 

i 

44 

24 
20 

5 

9 

1 

1 

Birth  of  Foreign-Born  Mothers                                                              1 

1 

1 
1 

i 

1 
03 

< 

Austrian 

Poland 

1 

fied 

•9 
g 

< 

} 

(Fceneh) 

1 

e 

Norway,     Swe- 
den, Denmark 

Other     foreign 
countries 

*9 

Chineee,    Japan 
andothen 

1 

17 

6 

19 

21 

2 

98 

4 

1 

45 

24 
21 

1 

•  •  •  • 

1 

9 
8 

2 
3 

15 

4 

16 
6 

1 
1 

22 
16 

23 
17 

2 
2 

6 
2 

1 

1 

•  •  •  • 

2 

1 
2 

1 
2 
2 
3 
2 
1 

1 
2 
2 

4 
3 

1 

"*"i 

4 
6 
8 
6 

4 
6 
8 
6 

4 
5 
5 
7 
1 
2 
7 
1 
5 

1 

1 

..... 

2 
1 

1 

2 

2 
2 

1 

1 
3 
3 
2 
2 
3 
1 

2 
3 
8 
2 
2 
3 
1 

1 

1 

4 

1 
4 

1 

3 
2 
1 

1 
1 

1 
1 
1 

2 

1 

2 

1 

j 

5 
3 

5 
3 

4 

1 

7 
10 

2 
3 

12 

7 

14 

7 

2 

37 
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Table  8  —  Nbw  Yobk  State,  Nbw  Yobx  Citt,  and  Rust  of  Statb:  Births  each 
monihf  by  tez  and  color;  aUo  sUUbirtha,  by  moniha:  1920 


MONTH 


IjTvinq  Bxhths 


Nkw  York  Statb 
New  York  City, 
Bestof  Stote.. 

January,  total.... 
New  York  aty 
Rest  of  State.. 

February,  total. . . 
New  York  City. 
Rest  of  State.. 

March,  total 

New  York  City, 
Rest  of  State.. 

April,  total 

New  York  aty. 
Rest  of  State.. 

May,  total 

New  York  City. 
Rest  of  State.., 

June,  total 

New  York  aty. 
Rest  of  State... 


Total 


286,460 
1S2,85€ 
102,604 


20.070 

11.280 

8,790 

20,011 

11.255 

8,756 

21,105 

12,147 

0,048 

10,712 

11,206 

8,506 

19.261 

10.364 

8,807 

20,374 

11,810 

8,564 


Male 


121,414 
68.662 

62,862 


10,349 
5.800 
4,549 

10,177 
5,747 
4.430 

10,978 
6,291 
4.687 

10.300 
5.852 

4.448 

9,971 
5,365 
4,606 

10.500 
6,090 
4,410 


Female 


114.046 
64,204 
49,762 


0.721 
5.480 
4.241 

9.834 
5.508 
4,326 

10.217 
5.856 
4.361 

0.412 

5.354 

.4,058 

9.290 
4.999 
4.291 

9,874 
5,720 
4,154 


COLOB 


White 


230,411 
128,646 
101,766 


19.630 

10.927 

8.703 

19,618 

10.941 

8,677 

20.740 

11,776 

8,964 

19.319 

10.884 

8.435 

18,880 

10.052 

8.828 


19.909 

11.408 

8.501 


Necro 


4.878 

4,129 

740 


430 

347 

83 

377 

312 

65 

432 

359 

73 

376 

812 

64 

371 

309 

62 

451 

391 

60 


Indian 


83 

83 


4 
'4 
13 


13 

10 

16 

7 
7 
7 

*7 
2 

'2 


84 

81 

8 


•  »  •  • 


i 

I 


64 
60 

4 


Still, 
births 


10,182 
6.282 

8.) 


905 
638 
367 

971 
557 
414 

862 
537 
325 

833 
501 
332 

873 
625 
348 

791 
499 
292 
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Table  8  —  Nxw  York  State,  Nbw  York  Citt,  and  Rbst  of  Statb:   BtrOia  each 
morUhj  by  sex  and  color;  also  stiUbirthSf  by  months:  1920  —  (Concluded) 


MONTH 


July,  total 

New  York  aty 
Rest  of  State.. 

Aucust,  total. . . . 
New  York  City 
Rest  of  State.. 

September,  total . 
New  York  City 
Rest  of  State.. 

October,  total... . 
New  York  City 
Rest  of  State.. 

November,  total . . 
New  York  City 
Rest  of  State.. 

December,  total. . 
New  York  City 
Rest  of  State.. 


LzvxNG  Births 


Total 


20.645 

11,616 

0.029 

20,268 

11.150 

0.113 

10,530 

10,860 

8.661 

18.301 

10.350 

8.041 

17.272 
0,032 
7,340 

18,736 

10.877 

7.850 


ttBX 


Male 


10.634 
5.043 
4.601 

10,431 
5.717 
4,714 

0,056 
5,572 
4,384 

0.406 
5.208 
4,108 

8,065 
5,171 
3.704 

0,747 
5,716 
4,031 


Female 


COLOB 


White 


10,011 
5,673 
4,338 

0.832 
5.433 
4,300 

0.574 
5.207 
4,277 


8.085 
5,052 
3,033 

8.307 
4,761 
3,546 

8.080 
5,161 
3,828 


20,136 

11.182 

8,054 

10,802 

10.830 

0.062 

10.101 

10.503 

8.508 

18.006 

10.007 

7,000 

16,800 
0.620 
7,270 

18.281 

10,516 

7,765 


Negro 


406 

420 

67 

362 

316 

46 

410 

364 

55 

376 

330 

37 

356 

300 

56 

432 

351 

81 


Indian 


5 
7 
7 
5 
6 
5 
5 
11 

ii 


I 


o 


4 
8 


I 


10 
10 


still- 
births 


827 
500 
318 

781 
460 
312 

807 
520 
287 

803 
485 
818 

835 
508 
827 

804 
584 
310 
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Table  9  —  New  York  Statb:  Movement  of  itifarU  and  childhood  mortality, \  fuming 
annual  number  of  birthe  regietered,  deaths  at  aU  ages,  deaths  under  one  year  of  age 
with  rate  per  1,000  living  birOUf  and  deaths  under  five  years  of  age;  Vfiih  percentages 
of  all  deaths  occurring  under  one  year  and  under  five  years  of  age:  18S5-1920 


YEAR 


1885 
1886 
1887 
1888 
1889 

1890 
1891 
1892 
1893 
1894 

1895 
1896 
1897 
1898 
1899 

1900 
1901 
1902 
1903 
1904 

1905 
1906 
1907 
1908 
1909 

1910 
1911 
1912 
1913 
1914 

1915 
1916 
1917 
1918 
1919 

1920 


BZBTHB 


Number 
registered* 
(stillbirths 
excluded) 


Dbaths 


63,586 

89,828 

102,038 

103,089 

114,804 

112,572 
125.909 
130,143 
136,297 
141,827 

142.311 
147.327 
144.631 
188.702 
136,778 

143,156 
140.539 
146,740 
158,343 
165.014 

172,259 
183,012 
196,020 
203.150 
202,656 

213,235 
221,678 
227,120 
228.713 
240.038 

242,950 
240,817 
246.453 
242,704 
226,269 

235,460 


Total 

at  all 

axes 

(stillbirtha 

excluded) 


80,407 

86,801 

108,269 

114,584 

113,155 

128,648 
129.850 
131.388 
129,659 
123,423 

128,834 
126,253 
118,525 
122,584 
121,831 

132,089 
131,335 
124,830 
127.498 
142.217 

137,435 
141,099 
147,130 
138.912 
140,261 

147,710 
145,912 
142,377 
145,274 
145.476 

146.892 
151.543 
154.127 
1192,318 
143,401 

144,466 


T7MDBB   1  TBAB 


Number 


24.909 

25,827 
27,114 
28,011 
26.561 
26,077 

27.534 
25.316 
24,681 
25,044 
23,731 

24.079 
22,731 
22.473 
23.524 
18,976 

20,326 


Per 
1,000 

liviuc 
births 


151 

150 
148 
143 
131 
129 

129 
114 
109 
109 
99 

99 
94 
91 
97 
84 

86 


Percent 
of  deaths 
under  1 
to  total 
deaths 


17.5 

18.8 
19.2 
19.0 
19.1 
18.6 

18.6 
17.3 
17.3 
17.2 
16.3 

16.4 
15.0 
14.6 
12.2 
13.2 

14.1 


UHDXB  5  TXABS 


Number 


30,027 
82,928 
35,114 
38.345 
40,248 

37,892 
42.740 
42,434 
41,643 
41.472 

42.002 
40.136 
35.771 
37.113 
35.386 

39,204 
35,775 
81,215 
82.768 
39.086 

38.045 
89.290 
40,168 
87.941 
38,278 

39,848 
36.156 
34,787 
35,596 
83.082 

33.584 
83.618 
31,428 
37.429 
27,048 

29.584 


Percent 

of  deaths 

under  5 

to  total 

deaths 


87.8 
37.9 
82.4 
83.5 
35.6 

29.1 
82.9 
82.8 
82.1 
33.6 

82.6 
31.7 
30.1 
80.2 
29.0 

39.6 
27.2 
25.0 
25.7 
37.5 

27.7 
27.9 
27.3 
27.3 
27.3 

27.0 
24.6 
24.4 
24.5 
22.7 

22.9 
20.2 
20.4 
19.5 
18.9 

30.5 


*  Deaths  under  one  year  were  not  compiled  separately  until  1904.  The  registration  of  births 
was  very  incomplete  for  the  early  years  and  can  scarcely  be  token  as  approximately  complete 
prior  to  1908.  On  this  account  even  for  later  years  the  infant  mortality  (».  e.  ratio  of  deaths 
under  one  year  per  1,000  living  births)  is  too  hign. 

t  Similar  dato  for  New  Y^  City,  and  rest  of  State,  for  1905-1920  shown  in  Uble  10. 

I  Civilian  population  only,  except  for  New  York  City. 
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TaM»  la— Nsw  YoBKGvrrttulBnvoFftKi/iB:  If dwwnt  tf  infnd' and  ehiUkBoi 
mortaUigff  sktfmn^  ammuU  numbtr  •/  MrA«  regiitend,  Mrtf^ralM^dMlM  at  A  offut 
d$ath8  ufidbr  one  year  of  aye,  wUh  ntlu  per  IfiOOHMng  bir^  md  deMm  tmder  fieo 
years  0/  ogB:  190^1999 


YEAR: 


New  York  (Sty. 
Rest  of  State... 
1906: 
New  York  CSty. 
Rest  of  State... 
1907: 
New  York  City. 
Rest  of  Stata. . . 
1908: 
New  York  City. 
Restof  Stote... 
1909: 
New  York  City. 
Reet  of  Stote... 
1910: 
New  York  City. 
Reatof  Stote. ., 
1911: 
New  York  City. 
Reat  of  Stote... 
1912: 
New  York  City. 
Reat  of  Stote. .. 
1913: 
New  York  City. 

Reatof  Stoto 

1914: 
New  York  City., 

Reatof  Stoto 

1916: 
New  York  City. , 

Reatof  Stote 

1916: 
New  York  City. . 

Reatof  Stoto 

1917: 
New  York  City.. 

Reatof  Stoto 

1918: 
New  York  City.. 

Reatof  Stote 

1919: 
New  York  City. . 

Reet  of  Stote 

1920: 
New  York  City.. 
Reat  of  Stoto 


NomlMBr 


(stiUbifthfl 
ezdudad) 


103,881 
68,378 

111,773 
71.389 

120,716 
76,304 

126, 86d 
76,297 

122.867 
80.289 

129.081 
84.164 

134.641 
87.137 

136.681 
91.669- 

136.133 
93,690 

140,638 
99,610 

141,354 
101,596 

137,287 
103,630 

141,664 
104.889 

138.046 
104,668 

130.377 
96.892 

132.866 
102.604 


RAter 

1,600 
poindatioa 


26.2 
16.7 

36^.2 

vr.2 

27.5 
17.9 

28.0 
17.9 

36.3 
18.6 

37.0 
19.3 

27.6 
19.8 

27.3 
30.6 

36.8 
20.9 

37.4 
28.0 

27.1 
23.2 

26.8 
22.4 

26.2 
22.6 

26.2 
22.8 

23.4 
20.2 

23.6 
21.4 


DSATHB 


Total 
ataU 


(atiUbirthi 
exeluded)! 


73.714 
63.721 

76,208 
64.896 

79.206 
67,920 

73,075 
66.837 

74.106 
66.166 

76.760 
70,960 

76,423 
70,489 

73,019 
69,368 

73.903 
71,371 

74.808 
70.673 

76.198 
70.699 

77.800 
73.748 

78,575 
76.562 

98,119 
194.199 

74.433 
68.968 

73.249 
71.217 


mn>mL  1  tmam 


Number 
(stillbirtliB 
exoluded) 


1 


16.436 
9.392 

17.166 
9,949 

17.613 
10.498 

16,211 
10,360 

16.944 
10,138 

16,302 
Il,33e 

16.016 
10,300 

14,966 
10.416 

13.788 
11,362 

13,296 
10.436 

13,866 
10,214 

12.819 
9,912 

12.665 
9.908 

12.657 
10,867 

10,639 
8.337 

11.340 
8.986 


Per 
1.000 
livinc 
birtha 


UNDBft 
6TBAJUI 


Nttmber 


168 
137 

164 
140 

146 
139 

128 
136 

130 
126 

126 
136 

112 
118 

106 
114 

103 
130 

05 
105 


100 

93 
96 

89 
94 

92 
104 

82 
87 

86 

88 


24,639 
13,606 

36,763 
13r638 

26,812 
14.366 

34.134 
13.807 

34.496 
13,782 

34,278 
16,670 

22.233 
13,923 

30,984 
13,803 

30.716 
14,8U 

.  19.631 
13.561 

30,200 
13.294 

19,967 
18,661 

18,363 
13,166 

81,019 
16,410 

16,744 
11.304 

17,388 
12,296 


*  Regiatratioa  of  birtha  known  to  be  inoomplete  until  recent  yeara,  particularly  in  the  Stoto 
outside  of  New  York  CSty.  Conaequentlv  reoonled  birth  ratea  in  earlier  yeara  for  reet  of  Stote  are 
too  low  and  corresponding  infant  mortauty  ratea  (ratio  of  deaths  under  1  year  per  1,000  liviiis 
birtha)  too  HigH 

ISinular  date  for  entire  Stote  for  1885-1920  shown  in  toble  9. 
Civilian  population  only. 
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Table  1 1  —  Nbw  Yobk  Gitt  and  Rbst  of  Statb,  by  indioidtud  counties:  Omera 
summary  showing  populaHony  birtha,  sliiUbirthSf  deaths,  and  marriagss,  wUh  oniuioZ 
hirlhf  death,  and  marriage  rates  per  1,000  esUmaUd  population:  1920 


o 

a 


1 

2 
3 


24 
25 
26 
27 
28 

20 
33 
31 
32 
83 


AREA 


Popula- 
tion* 

(esti- 
mated) 

1920 


Nbw  York  Stats.. 
New  York  City... 
Rest  of  State 


Albany 

Allegany . . . . 
Broome .... 
Cattarausus, 
Cayuga .... 


Chautauqua 
Chemung .  . . 
Chenango. . 

Clinton 

Columbia. . . 


i 

5 
6 
7 
8 

9 
10 
11 
12 
13 

14 
15 
16 
17 
18 

19 
20 
21 
22 
23  I  Hamilton. 


Cortland . 
Delaware . 
Dutchess. 

Erie 

Essex . . . . 


Franklin 
Fulton . . 
Genesee . 
Greene. 


Herkimer.. 
Jefferson.  . 

Lewis 

Livingston. 
Madison.  . 


Monroe 

Montgomery. 

Nassau 

Nia^^a 

Oneida 


10.450.716 
6.66S.988 
4.786.728 


186,746 
36.607 

115.402 
71.601 
65,124 

115.874 
66.449 
34,938 
43,675 
38.687 

29.644 
42,630 
91.957 
640,132 
31,789 

43.429 
44.947 
37,994 
25,569 
3,949 

65.405 
82.346 
23.645 
36,768 
39.548 

355.. 578 
57.946 
128,293 
120,078 
184,310 


Births 
(stiU- 
births 

ex- 
cluded) 


Still- 
births 


2S6.460 
182.866 
192,604 


10.182 
6.2S2 
S.950 


Deaths 
(still- 
births 

ex- 
cluded) 


3,543 
647 
2.867 
1.553 
1.191 

2.444 
1.462 

620 
1,146 

735 

616 

813 

1,693 

16.457 

746 


1,096 

846 

778 

436 

79 

1.436 

1,722 

489 

686 

828 

7.68S 
1.271 
2,7S^ 
2,92: 
4,32 


144.466 

7S,24S 
71.217 


Mar- 


129 
30 

109 
00 
42 

86 
56 
26 
57 
25 

28 
17 
53 
663 
27 

42 
26 
23 
13 


44 

77 
21 
28 
33 


i 


2.771 


111.280 
64,422 
46,858 


1.612 
860 
597 
700 
638 

480 

662 

1,774 

9.190 

546 

867 
751 
559 
450 
49 

860 
1,356 
340 
597 
629 

4.53S 
794 
1.343 
1,569 
2,839 


RA-IBSf 


1.930 
396 

1.387 
865 
621 

1.764 
790 
309 
369 
300 

319 
385 
881 
7.887 
207 

347 
445 
889 
195 
19 

683 
824 
180 
257 
288 

3,721 
568 
1.079 
1.334 
1.788 


Birth 


22.6 
23. 5 
21.4 


19. 
17. 
24. { 
21.7 
18.3 

21.1 
22.0 
17.7 
26. S 
19 


Pei^ 


IS 
12 
14. « 


9 


lag 


1 


20 

19 

18.41 

25 

23.4! 


25.2 

18. 

20. 

17. 

20. 

22. 

20.9 

20.7 

18.7 

20.9 


21.6 
21.9 
21.7 
24.4 
23.6 


14.9 
16.0 
15.9 
14.4 
16 


a 


18.9 
13.1 
17.1 
16. ( 
16.6 

16.2 

15.5 

19 

14.4 

17.1 

20.0 
16.7 
14.7 
17.6 
12.4 

18.1 
16.61 
14.4 
16.2 
15.9 

12.8 

13.7 

10 

18 

16.41 


21. S 

22.7 
19.6 


20.7 
21.6 
24.0 
24.2 
19.1 

30.3 
23.8 
17.7 
16.9 
20.2 

21.5 
18.1 
18.1 
22.9 
13.0 

16.0 
19.8 
17.8 
15.3 
9.6 

17.8 
20.0 
16.2 
14.0 
14.6 

20.9 
19.6 
16.8 
22.2 
19.4 
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TaUe  11  — Nbw  Yobk  Crrr  and  Rbst  of  State,  hy  itidmdtud  counties:  Oenera- 
iummary  ahowing  popvlaUon,  hiriha,  atiUbirtha,  deatiu,  and  marriages,  vnih  annual' 
hirth,  deaihf  and  marriage  rates  per  1,000  esHmaied  population:  1920  —  (Concluded; 


34 

35 
36 
37 
38 

39 
40 
41 
42 
43 

44 

45 
46 
47 
48 

49 
50 
51 
52 
63 

54 
55 
56 
57 
58 

69 
60 


I 


AREA 


Onondasa. . . 

Ontario 

Orange 

Orleans 

Oswego 

Otsego 

Putnam 

Rensselaer.. . 
Rockland . . . . 
St.  Lawrence 

Saratoga . . . , 
Schenectady, 
Schoharie... 
Schuyler . . . , 
Seneca 

Steuben. . . . . 

Suffolk 

Sullivan 

Tioga 

Tompkins . . , 

Ulster 

Warren .... 
Washington. 

Wayne 

Westchester . 

Wyoming. . , 
Yates 


Popula- 
tion * 

•(esti- 
mated) 

1920 


243.585 
52,671 

120.042 
28.445 
71.013 

46.148 
10.603 
112,658 
45.480 
88.076 

59.932 
110.451 
21.172 
13.052 
24.620 

80.486 
110.973 
33.130 
24.139 
35.369 

74.114 
31.645 
44.730 
48,757 
347.597 

30.233 
16,538 


Births 
(still- 
births 

ex- 
cluded) 


5.418 
1.094 
2.366 
547 
1.547 

818 
23( 

1,947 
884 

1,967 

1,193 

2,332 

377 

256 

416 

1.682 

2.143 

539 

4ie 

684 

1,282 
68( 
810 
864 

7.379 

554 
254 


Still- 
births 


245 
47 

106 
24 
51 

37 

5 

100 

36 

106 

59 
78 
19 
7 
16 

66 
76 
18 
11 

20 

51 
3( 
32 
24 
271 

13 


Deaths 
(still- 
births 

ex- 
eluded) 


3.619 
871 

1.929 
414 

1.056 

722 
17( 

1.851 
674 

1,507 

'  916 

1.199 

850 

282 

638 

1.437 

2.241 

626 

394 

531 

1,236 
508 
618 
695 

4.206 

431 
270 


Mar- 


2,064 
464 

1.107 
225 
406 

399 

95 

1.106 

381 

767 

540 
935 
186 
125 

968 
842 
243 
297 
823 

726 
299 
384 
894 
3,189 

183 
124 


RATBSf 


Birth 


22.2 

20.8 

19.7 

19 

21.8 

17.7 
21.7 
17.3 
19.4 
22.3 

19.9 

21 

17 

19 

16 

20 

19.'i 

16.2 

17 

19 

17.3 
21.6 
18.1 
17.7 
21.2 

18.3 
15.4 


^^rl 


14.9 

16.6 

16 

14.61 

14.9 

15.6 

16.0 

16.4 

14 

17.1 

15.3 
10.9 
16.6 
17.8 
25.9 

17.9 
20.2 
18.9 
16.3 
15.0 

16.7 
15.0 
13.7 
14.3 
12.1 

14.3 
16. i 


Per- 
sons 
larry- 
ing 


16.9 
17.6 
18.4 
15.8 
14.0 

17.8 
17.9 
19.6 
16.8 
17.4 

18.0 
16.9 
17.6 
19.2 
11.3 

24.1 
15.2 
14.7 
24.6 
18.3 

19.6 
18.9 
17.2 
16.2 
18.8 

12.1 
15.0 


*  Population  estimates  based  upon  the  United  States  oensoses  of  1910  and  1920. 

t  Total  births,  deaths,  and  persons  marrying  reapectively  per  1,000  estimated  population. 
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TaMe  13  — Nbw  Yon:  Statb  Oeob:  ihmrol  mmmtMy,  dWnPHv  iMpnlolMn,  MNAt, 

mmi  irnlh  mIm  p&r  lfiO%  mUmmUd  jwimkMan,  for  1020  in  eMtfMrMon  tM*  1913- 
1917;  al90  infamt  mmialUif  raie$  for  1920  and  1919  —  (ContMuad) 
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14.6 

86 

43 
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TaUe  12  —  Nbw  Yobk  State  CiTnd:  Oeneral  summary ,  showing  population,  births , 
stiUbirthSf  deaihSf  and  deaths  under  one  year  during  1920,  with  corresponding  birth 
and  death  rates  per  1,000  estimated  populationf  for  1920  in  comparison  with  1913- 
1917;  also  infant  morUdiiy  rates  for  1920  and  1919  —  (Continued) 

»  IS*  ■   .  ■  ■  ■ ,   ■   .  ■        ■  zs 


o 


city 


37 
38 
30 
40 
41 
42 
43 
44 
46 
46 
47 
48 
40 
60 
61 
62 
63 
64 
66 
66 
67 
68 
60 
60 
61 
62 
63 
64 

65 
66 
67 
68 
60 
70 
71 
72 


Illb   CitiM  lOjOOa-SCOOO . . 

Batayu 

Beaoonf 

CorniDg 

Cortland 

Dunkirk 

Fulton 

Geneva 

Olens  Falls 

Homell 

HudflonI 

Ithaoa 

Johnstown 

Lackawanna! 

Little  Falls 

Middletownf 

North  Tonawanda. . 

OgdensburgI 

Oneida 

Oneonta 

Pe^cskiU,  village . .  . 

Plattsbuig 

Port  Chester,  village 

Port  Jervis 

Rensselaer 

Saratoga  Springs . . . 

Tonawanda 

Watervliet 

Ille    Citinvnder  10,000.... 

Canandaigua 

Qlen  Cove 

Meohanicville 

Norwich 

Qarining.  villagel . . . 

Salamanca 

SherriU 


Population* 

(estimated) 

1920 


S73,g76 
13.640 
10.099 
16,928 
13.386 
19.445 
13.175 
14.761 
16.710 
15,097 
11.404 
17,177 
10.932 
17.861 
13.068 
16.346 
15.663 
12.266 
10.655 
11,600 
16.900 
10.897 
16,767 
10.202 
10,829 
13.154 
10.159 
16.124 

68,648 
7.363 
8,757 
8.245 
8.311 
9.645 
9.428 
1.799 


Births 

(stUl- 

births 

excluded) 


8,96S 
348 
206 
427 
290 
667 
316 
378 
401 
295 
316 
350 
184 
613 
352 
310 
414 
327 
296 
254 
335 
289 
545 
249 
101 
273 
222 
295 

1,B91 
216 
233 
194 
179 
228 
219 
22 


StiU- 
births 


S78 
16 

5 
13 
19 
19 
15 
16 
21 

9 
11 
12 

3 
17 

9 
26 
16 
16 
13 
14 
15 
18 
20 

7 
10 
21 

9 

9 

69 
8 
9 
10 
11 
9 
9 
3 


Dkathb 


Deaths 

stallages 

(stm- 

births 

excluded) 


6,69$ 
247 
169 
242 
231 
248 
176 
235 
274 
221 
203 
274 
141 
194 
170 
275 
191 
308 
160 
188 
226 
233 
208 
202 
114 
251 
101 
211 

766 
176 
80 
107 
135 
132 
131 
4 


Under 

1 
year 


8iS 
33 
24 
27 
10 
51 
28 
47 
33 
18 
22 
33 
16 
72 
30 
26 
38 
62 
22 
13 
30 
25 
36 
23 
10 
22 
26 
20 

80 
8 
20 
12 
0 
18 
18 


*  Population  estimates  (July  1)  based  upon  the  average  annual  increase  or  decrease  between 
the  United  States  censuses  of  1910' and  1920. 

I  Important  State  institutions  and  certain  other  large  institutions  whose  inmates  are  mainly 
onresidents.  have  been  constituted  separate  registration  districts  and  the  populations  and  deaths 
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Table  12  —  Nbw  Yobk  Statb  Citibs:  Oeneral  summary,  showing  population,  births, 
stillbirths,  deaths,  and  deaths  under  one  year  during  1920,  with  corresponding  birth, 
and  death  rates  per  1,000  esHmaled  poptttation,  for  1920  in  comparison  with  1913- 
1917;  also  infant  mortality  rates  for  1920  and  1919  —  (Concluded) 


o 

I 


37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
40 
60 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 

65 
66 
67 
68 
69 
70 
71 
72 


CITY 


Illb    CUiea  10,000-gO,000 .  . 

Batavia 

Beacon^ 

Corning 

Cortland 

Dunkirk 

Fulton 

Geneva 

Glens  Falls 

Hornell 

HudBon§ 

Ithaca 

Johnstown 

Lackawanna! 

LitUe  Falls 

Middletownl 

North  Tonawanda. . 

OgdensburgS 

Oneida 

Oneonta 

Peekskill,  village 

Plattsburg 

Port  Chester,  village 

Port  Jervis 

Rensselaer 

Saratoga  Springs .  .  . 

Tonawanda 

Watervliet 

llle    Citw  under  10,000. . . . 

Canandaigua 

Glen  Cove 

Mechanicville 

Norwich 

Ossining.  villuge§ . . . 

Salamanca 

ShcrrillJ 


Ratks 


BIRTH 


1920 


24 
25 

20 
26 
21 
29 
24 
25 
24 
19 
27 
20 
16 
34 
26 
19 
26 
26 
27 
21 
21 
26 
32 
24 
9 
20 
21 
18 


.0 
.5 
.4 
.8 
.7 
.2 
.0 
.6 
.0 
.5 
.7 
.4 
.8 
.3 
.9 
.0 
.4 
.7 
.8 
.7 
.1 
.5 
.6 
.4 
.3 
.8 
.9 
.3 


S4.1 

29.3 
26.6 
23.5 
21.5 
23.6 
23.2 
12.2 


Annual 

average, 

1913- 

1917 


.3 
.3 

.1 
4 


24i 

26.0 

22.9 

20.3 

21 

30 

25 

24 

19.6 

19.1 

28.3 

20.3 

18.3 

t 
33.5 
18.4 
30.3 
27.6 
21.8 
20.5 
20.2 
21.9 
36.7 
17.5 
14.1 
18.4 
20.0 
17.1 

34^4 
25.8 

'32.3 
21.1 
21.7 
22.4 


DSATH 


1020 


16. S 
18.1 
16.7 
15.2 
17.3 
12.8 
13.4 
15.9 
16.4 
14.6 
17.8 
16.0 
12.9 
10.9 
13.0 
16.8 
12.2 
25.1 
15.0 
16.1 
14.2 
21.4 
12.4 
19.8 
10.5 
19.1 
9.9 
13.1 

14. S 

23.9 
9.1 
13.0 
16.2 
13.7 
13.9 
2.2 


Annual 

average, 

1913- 

1917 


16.8 
18.7 
16.6 
14.9 
18.2 
14.2 
15.1 
15.9 
17.8 
15.1 
19.7 
16.5 
12.7 

t 
19.0 
18.2 
12.9 
21.8 
16.8 
16.1 
15.3 
18.6 
14.0 
18.7 
12.9 
22.1 
11.4 
14.4 

16.4 
23.3 

ii!9 
17.1 
15.8 
14.2 


Infant 
mortality 


1920 


91 
95 

117 
63 
66 
90 
89 

124 
82 
61 
70 
04 
87 

117 
85 
81 
92 

190 
74 
51 
00 
87 
66 
92 
99 
81 

113 
98 

6£ 
37 
86 
62 
50 
57 
82 


1919 


87 
82 

115 
60 
77 
91 
74 

116 
83 
65 
98 
63 

103 

115 

103 
64 

112 

123 
56 
52 
68 

130 
79 

135 
49 
93 

119 
93 

104 
95 
67 
89 
92 
43 
93 


espectively  of  the  cities  and  areas  indicated  above  are  exclusive  of  the  inmate  population  and 
deaths  of  these  institutions. 

t  Separate  data  on  births  and  deaths  occurring  in  Our  Lady  of  Victory  Infant  Home,  Lacka- 
wanna, during  1913-17  not  available. 

X  Special  charter. 
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Table  13  — Nbw  Yomk  Sun  Gnna:   DtaOu  eUatifitd  bg  br*ad  ait  frmp*  a 
(^  JTm  y«Tk  cat:  1920 
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iM»  13  —  Nbw  York  Statb  Orim;  DmA*  dauijUd  by  bnad  agt  g 
forlmnt  eauMi;  alto  by  gr«vpi  of  eitiM  for  total  rural  and  urban  m 
Ntv  York  cat  ■■  1930  —  (Gontlnuwl) 
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Table   13  —  Nbw  Yoke  Statk  Gims:    Dealht  damified  hy  broad  agt  groupt  and 

0/  Nea  York  Ciiy 
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important  coutu;  obo  bu  (rnmp*  of  eitie*   and  for  total  mrol  and  urban  at 
1930  —  (Continued) 
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TaUe  ll~Nmw  Yorx  Stati  Cniu:    Dtatk»  elat»ifi»d  bg  broad  act  group*  ami 
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impartatU  catues;  aUo  by  groups  of  eUiet  and  for  total  rural  and  urban  areas  ouisido 
1920  —  (Contmuad) 
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289 
549 
IM 
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2 


10 
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BXTBBNAL  CAUSES 


Aooidents 


2" 
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4S 

4 
9 
4 
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9 
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3 

10 
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7 
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1 
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56 


4$a 
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64 
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61 
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60 
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27 
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24 
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26 
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33 
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274 

4 
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519 
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TaUe  13  — New  TOBx  Stais  Gmu:     OmA>  tlam^tei  bp  ftrood  offa  froiqM  ami 
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impofkud  etmtm:  aUo  by  group$  of  eiUM  and  for  Mai  rvral  and  urban  aroao  ouindo 
mo  — (Cooehided) 
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Table  17  —  New  Yobk  State  (exclunve  of  New  York  City)  —  General  aummary 
groupSf  and  eises  and  deiths  from  important  reportable  and  other  diseises^  for  each 
inetitution:    1920 

NoTB.^  Important  State  institutions  luid  certain  other  large  institutioiw,  whose  inmates  are 
individual  cities  and  towns  in  which  these  institutions  are  locatc^l,  aie  exclusive  of  the  deaths 
[District  number  is  obtained  by  prefixing  County  Number  to  Number  before  such  district 
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Table  17  —  Naw  YoaK  Stati   (excluaive  of  New  York  City)  —  Gnwrol  tummarn 
jrrmpt,  and  oat*  and  daaOa  from  important  rsportabla  and  other  dittatei,  for  eaek 

1920— (Continued) 
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Table  17  —  Nbw  York  Statb  (aiclusve  of  New  York  City)  —  O«n«roi  Mimnwry 
groupi,  and  earn  and  dtaOu  from  important  rtportabU  and  olJitr  dite  tet,  for  loek 
inilitufion:     1930  —  (Continued) 
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Table  17  —  New  York  State  (exclusive  of  New  York  City)  —  General  summary 
groupSf  and  cases  and  deaths  from  important  reportable  and  other  diseases,  for  each 
institution:  1920 — (Continued) 
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Table  17  — New  Yohk  Statb  (excluiMve  of  New  York  City)  ~  Oen«ral  t 

graupf,  and  eiuei  and  deilki  from  important  reportable  and  other  diieite),  for  eieh 
1920— (Continued) 
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Table  17  —  Nbw  Yobk  Statb  (exclusive  of  New  York  City)  —  Qetiand  tummary 
grouptf  and  oaae$  and  deaths  from  important  reportable  and  other  dieeaeeSf  for  each 
inetUuUon:  1920 — (Continued) . 
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Table  17  — New  Yobk  Stati  (mclusve  of  New  York  City)  —  General  mmnsry 

groupt,  and  ca*a  and  dealhi  from  important  reportable  and  other  diitim,  for  eaek 
:  1920  — (Continued) 
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TmWe  17  — Nbw  Yoek  Stati  (eroliuive  of  New  York  City)  —  Oeiwrai  tunmirg 
groupi,  and  eatn  and  dealht  from  important  rtportabU  and  other  dUtaiet,  Jot  »adt 
iiuttlulum.-  1920 —  (Continued) 
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TaMe  17  —  Niw  York  Statb  (exoludva  of  New  York  City)  —  Oeiural  tummary 
group*,  and  eattt  and  dgaAt  from  important  rsporlabU  and  other  dUeiaa,  for  eaeh 
inttHuUon:  1920 — (Contbued) 
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TiMe  17  —  New  Yohe  State  (excliuive  of  New  York  City)  —  Otntral  fuaimanr 
groupt,  and  eata  and  dtaiht  from  important  rtporlabh  and  olhtr  di»taiti,  for  taek 
itutttiOum:  (920  —  (Continued) 
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Table  17  — New  Yobk  Stati  (excliuiTs  of  New  York  City)  —  Ottural  tummanf 
group;  and  ea»a  and  deatk*  from  important  reportabit  and  oilier  di»»att*,  for  oaeh 
inttitution:  1920 — (Continued) 
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TaUe  17  —  New  Yoke  State  (exeluaiTe  of  New  York  City)  —  Oentrai  $ummaTy 
gr<mp$,  and  cattt  and  dM&»  from  inforbwa  rtportabU  and  olAcr  diteata,  for  each 
;  1920  — (CoQtiuued) 
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T«Ne  17  — New  Yobk  State  (exclueive  of  New  Y<»k  City)  — (J 
grimpi,  and  emu  and  deaUit  from  imporUmt  rtportiMt  and  oAer  d 
irutihifion;  1920 — (Continued) 
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Table  17  —  Nsir  Yore  Stati  (exoluaive  of  New  York  City)  —  Oaural  fumaurj/ 
grovp$,  and  eatet  and  death*  from  important  reportabU  and  olhtr  dittatet,  for  each 
imHlution:  1920  — (Continued) 
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Table  17  —  Naw  York  Statb  (esaiuaive  of  New  York  City)  —  Oentral  t 

graupt  and  eaaa  and  dealht  frotn  important  Teporiable  and  oAer  dimatn,  for  taeh 

:  1920— (Continued) 
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TaMe  17  —  Nbv  Vobk  Stati  (excluaive  of  New  Yc«k  Citr)  —  Oentrtl  «ummirv 
gnmpi,  and  eatei  and  dtoAt  from  important  rtportablt  and  oth«r  diMottt,  for  tceh 
inifihtfion.-   1930— (Coutinued) 
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gronpt,  and  ea»M  and  dtalht  from  important  rtporlablt  arid  oHier  diMota,  for  sack 
intlUutioB:  1920— (Continued) 
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Table  17  — New  York  Stati  (szoliuiv«  of  New  Yixk  City)  —  Qtneral  tmnmary 
groupt,  and  Mttt  and  deaHu  from  mportani  reporlabU  and  otlitr  dittMa,  for  eaek 
:  1920— (Continued) 
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Table  17  — New  Yosk  Stath  (ejcIuBiviB  of  New  York  City)  —  Owwml  mmm 
groups,  uTuf  catet  and  dtailu  from  important  reportable  and  other  diuatet,  for  « 
i."  1920  — (Continued) 
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Table  [7  —  Niw  Yokk  Statv  (exeluaive  of  New  York  Cit}')  —  Qenend  nanmary 
groupt,  and  eawt  and  death*  from  imporlant  reportabU  and  other  ditaowi,  fof  eadt 
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Table  17  — New  Vo*k  Statb  (ezolusiTe  of  New  york  CSty)  —  Otntral  lamtBoif 
grovpi,  and  cata  and  deatht  from  important  TOporlabU  and  oAtr  dtteatt,  for  taeli 
inttilution:  1920— (Continued) 
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iTutUvtitn:  1920  —  (Contiiiued) 
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Table  17  —  New  York  State  (exclusive  of  New  York  City)  —  Qmerei  ntimfMrir 
gro^p*  and  cotM  and  dtatht  from  impertant  rtportabU  and  other  dittawt,  for  each 
:  1920  — (Continued) 
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Table  22  —  New  York  State,  New  York  Citt,  and  Rest  o»  State:   Deaths  hy 
causes  J  in  accordance  vnth  the  Detailed  IrUernational  List:  1920 
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10 
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12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 
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28 
29 
30 
31 
32 
33 
34 
35 

36 
37 
38 


39 
40 
41 
42 
43 
44 
45 
46 


47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
67 
68 
59 


CAUSES  OF  death 
(Detailed  International  List) 


All 


I  General  cUfleases. 


Typhoid  fever 

Typha"?  fever 

Relapsing  fever 

Malaria 

Smallpox 

Meaeles 

Scarlet  fever 

Whooping  cough 

Diphtnena  and  croup 

Innuensa 

Miliary  fever 

Asiatic  cholera 

Cholera  nostras 

Dysentery 

Plague 

Yellow  fever 

Leprosy 

Ervsipelas 

Other  epidemic  diseases 

Purulent  infection  and  septicemia. 

Glanders 

Anthrax 

Rabies 

Tetanus 

Mycoses 

Pellagra 

Beriberi 


Tnberealoflis  (total) 

Tuberculosis  of  the  lungs ... 
Acute  miliary  tuberculosis .  . 

Tuberculous  meningitis 

Abdominal  tuberculosis 

Pott's  disease 

White  swellings 

Tuberculosis  of  other  origans . 
Disseminated  tuberculosis . . , 


Rickets 

Syphilis. 

Gonococcus  infection. 


Cancer  and  othw  maligmmt  tumors  (total) 

Of  Uie  buccal  cavity 

stomach  and  liver 

peritoneum,  intestines,  rectum 

female  genital  organs 

breast 

skin 

other  organs,  or  of  organs  not  specified .... 

Other  tumors  (tumors  of  the  female  genital  organs 

excepted) 


Acute  articular  rheumatism 

Chronic  rheimiatism  and  gout 

Scurvy 

Diabetes , 

Exophthalmic  goiter 

Addison's  disease 

Leukemia 

Anemia,  chlorosis 

Other  general  diseases 

Alcoholism  (acute  or  chronic) 

Chronic  leaa  poisoning 

Other  chronic  occupation  poisonings. 
Other  chronic  poisonings 


New  York 
State 


144,466 

39,828 

371 


17 
1 
1.101 
450 
1,007 
1,904 
5,890 


8 
90 


1 

373 

31 

154 


6 

3 
71 

6 
13 

1 

12,643 

10,815 
215 
814 
300 
114 

58 
148 

79 

72 

812 

43 

10.639 

365 
3.841 
1.569 
1,407 
1,026 

241 
2.090 

33 

483 
131 

10 

2.188 

181 

41 
248 
628 
172 
146 

14 
3 

43 


New  York 
City 


78,249 

21,664 

137 


736 

220 

615 

1,045 

3,492 


30 


1 

203 

23 

75 


3 

1 

21 

4 
3 
1 

7.186 

6,165 

104 

509 

130 

67 

35 

73 

62 

41 

470 

32 

6,817 

187 

1,986 

836 

643 

458 

74 

1.133 

19 

236 

48 

5 

1,075 

67 

16 

159 

229 

58 

98 

7 

2 

36 


Rest  of 

State 


71,217 

18.164 

234 


13 
1 
366 
230 
392 
859 
2.398 


8 
60 


170 

8 

79 


3 
2 

60 
2 

10 


6,408 

4,650 

111 

306 

170 

67 

23 

76 

17 

31 

342 

11 

6,222 

178 
1,856 
733 
764 
668 
167 
957 

14 

247 

83 

5 

1,113 

114 

25 

89 

399 

114 

48 

7 

1 
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Table  22  —  New  York  State,  New  York  Citt,  and  Rest  or  State:   Deaths  by 
causesy  in  accordance  with  the  Detailed  IntemiHonal  List:  1920  —  (Continued) 
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S-9 


60 
61 


62 
63 


64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
76 
76 


77 
78 
79 
80 
81 
82 
83 

84 
85 


86 
87 
88 
89 
90 
91 
92 


93 
94 
95 
96 
97 
98 


99 
100 
101 
102 
103 
104 
105 
106 
107 
108 
109 


110 


CAUSES  OF  DEATH 
(Detailed  International  List) 


n  DIaca—  of  the  nenrfraa  ^atem. 


Encephalitia 

Meningitiii  (total) 

A  Simple  meningitis 

B  Cerebrospinal  meningitis  (undefined) 

C  Cerebrospinal  fever 

Locomotor  ataxia 

Other  diseases  of  the  spinal  oord  (total) .  .  .  . 

A  Acute  anterior  poliomyelitis 

B  Other  diseases  of  the  spinal  oord 

Cerebral  hemorrhage,  apoplexy 

Softening  of  the  brain 

Paralysis  without  specified  cause 

General  paralysis  ot  the  insane 

Other  forms  of  mental  alienation 

Epilepsy 

Convnlsions  (nonpuerperal) 

Convulsions  of  infanta 

Chorea 

NeuraljEia  and  neuritis 

Other  diseases  of  the  nervous  system 

Diseases  of  the  eyes  and  their  annexa 

Diseases  of  the  ears 


New  York 
State 


in  Dioeaoes  of  the  drcnlatory  ajatem. 


Pericarditis 

Acute  endocarditis 

Organic  diseases  of  the  heart 

Angina  pectoris 

Diseases  of  the  arteries,  atheroma,  aneurism,  etc 

Embolism  and  thrombosis 

Diseases  of  the  veins  (varices,  hemorrhoids,  phlebitis, 

etc.) 

Diseases  of  the  lymphatic  ss^tem  (lymphangitis,  etc). 
Hemorrhage,  other  diseas&i  of  the  circulatory  system. 


IV  DIaeaaea  of  the  re^iratory  patera. 


Diseases  of  the  nasal  fossae 

Diseases  of  the  larynx 

Diseases  of  the  thyroid  body 

Acute  bronchitis 

Chronic  bronchitis 

Bronchopneumonia 

Pneumonia  (total) 

A  Lobar  pneumonia 

B  Pneumonia  (undefined) 

Pleurisy ^ 

Pulmonary  congestion,  pulmonary  apoplexy. 

Gangrene  of  the  lung 

Asthma 

Pulmonary  emphysema 

Other  diseases  of  the  respiratory  system 


V  DIaeaaea  of  the  dlgeatlve  ayatem 

Diseases  of  the  mouth  and  annexa 

Diseases  of  the  phaiynx 

Diseases  of  the  esophagus 

Ulcer  of  the  stomach 

Other  diseases  of  the  stomach  (cancer  excepted) 

Diarrhea  and  enteritis  (imder  2  years) 

Diarrhea  and  enteritis  (2  years  and  over) 

Ankylostomiasis 

Intestinal  i>arasites 

Appendicitis  and  typhlitis 

Hernia,  intestinal  obstruction 

A  Hernia 

B  Intestinal  obstruction 

Other  diseases  of  the  intestines 


11.048 

235 
529 
339 
177 

13 
216 
543 

50 

493 

6.852 

66 
358 
798 
214 
321 
2 
154 

23 

28 

331 

7 

371 

29,367 

101 

961 

21,696 

1,031 

4.883 

489 

65 

111 

20 

19,388 

13 

73 

72 

1,291 

468 

7,568 

8.907 

8,568 

339 

482 

144 

25 

180 

37 

128 

11.S8S 

104 
307 
23 
486 
486 
4,662 
875 


5 

1,406 

1.214 

480 

734 

132 


NewYo'k 
City 


2.560 

44 

347 
224 
123 


93 
205 

40 

165 

718 

7 

44 
332 
112 
118 


39 

10 

8 

191 

5 

287 

15.195 

60 

375 

11,342 

360 

2.824 

140 

29 
78 

7 

11.501 

8 

26 

40 

786 

132 

4.874 

5.184 

5,184 

"222 
34 
7 
94 
25 
69 

6,960 

45 
159 
7 
242 
117 
2,545 
381 

2 

792 
653 
279 
874 
73 


Rest  of 
State 


8,488 

191 
182 
115 

54 

13 
123 
338 

10 

328 

6,134 

59 
314 
466 
102 
203 
2 
115 

13 

20 
140 
.  2 

84 

14,162 

51 
586 

10,364 

681 

2,069 

349 

86 
33 
13 

7,887 

5 

47 

83 

506 

336 

2,694 

3,723 

3,384 

330 

260 

110 

18 

86 

12 

60 

6,628 

60 
148 

16 

244 

369 

2,117 

494 


8 
614 
561 
201 
860 
50 
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in  accordance  witt  Ihe  Detailed  International  Litl:  1930  — (Continued) 
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Table  32  — Niw  Youc  Statb,  Nbw  Yokk  Cm,  and  Rasr  ot  State:   Dtatit*  by 
s  mill  Itit  bttailad  Iniamaiumai  LaU  1930  —  (Concluded) 


NnYvk    NnrY. 


A  RaUroAd  mocndaDUuid  injuria.... 
Stnst  ou  ■ooUtnta  And  injuHia. .. 


ElHliicity  (iichtnlii*  tiotDtw 
FrAflbuR*  (aauh  not  ipednBd 
Othir  citsrsAl  violuiM 
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Table  23  —  New  Yobk  State  (exclusive  of  New  York  City):    Deaths 


6 

] 

CAUSE  OF  DEATH 

A 

•*m 

AU 
ages 

Un- 
der 1 
year 

8,986 

5,164 
3,822 

914 

518 
396 

1 

1.593 

879 
714 

541 

807 
234 

2 

751 

394 
357 

341 

175 

166 

2 

1 

3 

556 

276 
280 

269 

138 
131 

4 

410 

207 
203 

206 

106 
100 

Un- 
der 5 
years 

6 
to 
9 

1.313 

709 
004 

614 

297 

317 

8 

7 

10 
to 
14 

16 
to 
19 

All  causes 

71,217 

36.468 
34,750 

18.164 

8,723 

9,441 

137 

97 

12.296 

6.920 
5.376 

2.271 

1.244 

1,027 

2 

5 

923 

513 

410 

354 

156 

196 

8 

7 

I.SM 

Males 

702 

Females. 

020 

I.  General  diseases 

405 

Males 

257 

Females 

348 

1 
2 

Typbdd  fever 

Typhus  ferer 

RdapsinR  fever 

Malaria 

Smallpoi 

Measles 

Soarlet  fever 

Whooping  cough 

Diphtheria  and  croup 

In6uena i 

Miliary  fever 

Asiatic  cholera 

Cholera  nostras 

Dysentery 

Plague 

/M 
F 
M 

F 

fM 
F 

M 

F 
M 
F 
M 

F 

f  M 
F 
M 

'm 

IF 

fM 

>F 

fM 
F 

[M 
IF 

fM 

fM 

IF 

^M 

IF 

^M 

IF 

M 
1  F 

M 
iF 

M 

^F 
M 

IF 
M 

.F 

M 

F 
M 
F 
M 

F 

M 
F 
M 

& 

F 

15 

1 

1 

2 

12 

3 

M 

9 
4 

1 

1 

1 

4 

8 

5 

6 

7 
8 
9 

10 

196 
169 

114 
116 
182 
210 
448 
411 

1,217 
1.181 

53 
39 

3 

3 

96 

107 

29 

23 

113 
68 

65 
60 

12 
11 
46 
47 
61 
33 

45 
33 

28 
16 

10 
13 
16 
21 
63 
62 

14 
16 

13 
12 

17 
12 
4 
13 
61 
49 

17 
22 

9 
6 

6 

13 

7 

7 

46 
45 

7 
10 

168 
133 

48 
52 
169 
195 
260 
212 

196 
149 

13 
17 

34 

35 

10 

12 

125 

130 

16 
27 

2 

5 

15 

7 

1 

2 

39 

33 

18 
23 

5 
2 

0 
6 

1 

1 

8 

13 

65 
30 

11 

12 

13 

6 

2 

30 

30 

1 

1 

1 

..... 

1 
1 

3 

1 

17 
5 

1 

1 

14 

10 

4 

1 

4 

1 

1 

15 

16 

I  cuow  lever 

Leprosy 

Erysipelas 

Other  epidemic  diseases 

Purulent  infection  and  septicemia 

Glanders 

Anthrax 

Rabies 

Tetanus 

Mj'coses 

Pellagra 

Beriberi 

17 

<o 

84 
86 

3 
5 

37 
42 

20 
24 

1 
4 
4 

4 

..... 

2 

22 

26 

2 
5 
5 
6 

3 
2 

1 

■   "2 

1 

2 

1 

.  •  .  .  ^ 

■  •  •  ■ 

1 
1 

i 

18 

1 
1 

2 

19 

20 

1 

1 

1 

2 

21 

3 

• 

22 

23 

2 

1 

1 

24 

35 
15 

1 
1 

1 
9 

6 

1 

2 

1 

8 
2 

5 
2 

8 

1 

i 

25 

1 

26 

27 

1 

I 
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by  causes,  dassifisd  6y  sex,  and  ages  at  dejUh  (5-y«ar  age  groups):  1920 


o 

as 

Aoi 

—  (CMUnuei) 

3 

! 

a 

1 

20 
to 
24 

1.943 

916 
1,027 

885 

374 

511 

17 

11 

25 
to 
20 

2.476 

1.214 
1.262 

1.139 

582 

557 

16 

8 

SO 
to 
34 

2,668 

1.342 
1.326 

1.142 

900 

542 

13 

8 

S5 

to 
39 

2.668 

1.456 
1.212 

1.974 

561 

513 

11 

5 

40 
to 
44 

2.669 

1.490 
1.170 

1.934 

542 

492 

7 

7 

45 

to 
49 

3.928 

1.602 
1,426 

1.991 

535 

556 

10 

4 

50 
to 
54 

3,692 

1.006 
1.786 

1.259 

566 

684 
0 

7 

55 

to 
59 

4.2r 

2,101 
2.036 

1,391 

587 

714 

8 

7 

90 
to 
94 

5.257 

2.744 
2,413 

1,492 

642 

760 

8 

4 

95 
to 
99 

5.932 

3.063 
2.869 

1.391 

616 
685 

4 

3 

70 
to 
74 

6,256 

3,076 
3,181 

1,115 

505 

610 

..... 

75 
to 
79 

6.295 

2,988 
3.217 

849 

371 

478 

1 

1 

80 
to 
84 

4.532 

2.062 
2.470 

449 

177 
263 

85 

to 
89 

2.697 

1,109 
1.548 

219 

82 
137 

99 
to 
04 

879 

354 

525 

57 

22 

35 

95 
to 
99 

183 

60 
123 

9 

3 
6 

100 

yetn 

and 

0T«r 

25 

9 
16 

2 

1 

1 

69 

33 

36 

19 

3 

7 

2 

•  ■  .  .  . 

1 

4 

2 

1 

3 

1 

..... 

1 

1 

.  .   . 

5 



1 



•  ■  •  .  ■ 

6 

1 
1 

2 
9 

..... 

4 
5 

1 
1 

2 
2 

1 

■•'2 
..... 

2 

1 

*  3 

1 

1 

1 

7 

•  •  •  •  ■ 

1 

8 



Q 

2 
5 

54 

73 

3 

130 
122 

2 

2 

124 

120 

101 
113 

1 
2 

73 
43 

1 
1 

67 
48 

1 
5 

64 
50 

2 

1 

94 
51 

1 

43 
46 

10 

55 
55 

49 
73 

52 

73 

27 

40 

21 
28 

6 

8 

2 
2 

1] 

1 

12 

IS 

1 

1 

14 

1 

1 
3 

1 
2 

J 

4 
6 

2 

1 

2 

•  ■  •  ■  . 

1 

1 

2 

1 

1 

15 

19 

.... 

17 

, 

18 

..... 

2 
2 

2 
2 

4 

1 

3 
3 

2 

8 

6 

1 

5 

4 

4 
6 

4 

5 

9 
7 

5 

4 

5 
7 

4 

2 

1 
2 

19 

30 

1 
4 

1 
1 

1 
1 

3 
3 

I 
2 

■■5 

4 
3 

4 
1 

5 
2 

6 
2 

1 
1 

I 
4 

1 
2 

1 

21 

•   •  . 

73 

1 

■ 

1 

1 

1 

AC  / 

1 

'i     ' 

•j 

2 
2 

1 
1 

..... 
1 

2 

1 

1 
1 

1 
1 

2 

1 

Ml 1 

•  •  •  ■  • 

..... 

1 

•  •  •  ■  • 

■  ■  •  ■  • 

1 

2 

1 

1 

3 

1 
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4 

1 

CAUSE  OF  DEATH 

AOB 

AU 
nges 

Un- 
derl 
year 

1 

55 
20 

10 

2 

2 

1 

36 

18 

6 

5 

2 

3 

4 

Un- 
der5 
years 

5 
to 
0 

10 
to 
14 

15 
to 
10 

28 
20 
30 

31 
32 

L  QeneimldiseaiM^  (ConHmuii 
Toberoolowi 

TttberoulomB  of  the  InngB 

Aeute  mflivy  tttbereulcms J 

fM 

IF 

M 

& 

F 
M 

IF 

fM 

f< 

F 
M 

IF 

fM 

& 

F 
M 

IF 

fM 

IF 

M 

F 
M 

IF 

fM 

F 
M 

\l 

fM 

'm 

IF 
M 
F 

M 

I 

I 

IF 

M 

F 

M 

F 

M 

F 

M 

& 

F 
M 

IF 
M 

[F 
M 

IF 

2,034 
2,474 

2.560 

2.000 

51 

60 

163 

142 

73 
07 
22 
35 
10 
4 

40 
36 
6 
11 
16 
15 

238 

104 

3 

8 

2,054 

3,168 

150 

28 

876 
070 
302 
431 
764 

5 
563 

108 

50 

613 

844 

4 

10 

112 

135 

30 

53 

4 

1 

505 

608 

12 

102 

10 

16 

42 

47 

130 

260 

61 

53 

42 

6 

48 
45 

0 

10 

2 

4 

38 

25 

3 
4 

28 
31 

4 

8 

..... 

18 
23 

4 
8 

1 
1 

15 
13 

14 
10 

3 
2 
1 
1 
7 
6 

1 

..... 

160 
128 

27 

30 

6 

7 

103 

70 

16 

13 

3 

2 

44 
44 

0 
14 

3 
6 

10 
17 

7 

4 
2 
2 

1 

28 
68 

11 

45 

1 

5 

10 

0 

2 
2 

3 

1 

1 
1 

131 
237 

118 

203 

2 

Tnberonlouf  nuniiii^tii j 

10 
7 

Abdominal  tuberooioate 

Poit'BdiBMM 

White  sweOinfli 

Tuberculosis  of  other  organs 

Disseminated  tubereulosb 

Riokets 

SypmBs 

Qonooooeus  infection i 

Canoer  and  other  malignant  tumoci 1 

Of  the  buccal  cavity  

stomach,  liTer 

peritoneum,  intestines,  return . 

female  genital  organs 

breast J 

12 

3 

8 
1 

1 

1 

38 

34 

1 
2 

1 

1 

1 

3 
4 

2 

3 

16 

15 

74 

38 

3 

2 

8 
3 

3 

1 

"■'j 

35 

1 
1 

2 

1 

1 

36 

12 
5 

68 

84 

3 

2 

..... 

4 
0 

6 
3 

1 

37 

2 
2 

1 
1 

1 

3 

38 

3 

30 

3 

1 

2 

1 
1 

2 

6 
2 

6 
2 

5 

4 

40 

2 

1 

2 

41 

..... 

1 

1 
1 

1 

1 

1 

42 
43 

1 

stin 1 

44 

45 

46 

1 

1 

fied 

Other  tumors  (tumors  of  the  female  geni- 
tal organs  excepted) 

Aeute  articular  rheumalism 

Chrooio  rheumatism  and  gout 

2 

1 

2 

1 
1 

2 

7 
2 

3 
2 

4 

2 

2 

2 

1 
2 
2 

1 
7 
3 

47 

1 

1 

2 

2 

10 
14 

12 

27 

10 
10 

48 

4 

1 
1 
1 

4 

1 

12 
6 

40 

Diabetes J 

2 

1 

1 

1 

4 
3 

4 

13 
10 

12 
14 

15 

50 

liVMnlkttialmiA  «nt«r 

7 

51 

Addison's  disease J 

1 

4 

52 

T^iilrMmiA 

3 

2 

4 

2 

37 

23 

..... 

3 
1 
3 
1 

1 
..... 

1 

1 
2 

1 
2 

1 

1 

..... 

2 

..... 

1 
1 

7 
5 
0 
6 

42 
28 

2 
5 

1 
2 

'  2 

53 

Afi«mift  Ahlaroiil •  • 

2 

54 

55 

other  general  diseases 

AlflfuiAlinn  /aeute  or  chronie) 

2 
2 
3 

2 

2 

1 

3 

1 

1 
1 

56 
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dauified  by  «ex,  and  OQti  ai  death  (^-year  age  groupt):  1930  —  (Continued) 


,s 

Am  —  iC'iMmtii 

1 

30 
to 
34 

35 
to 
39 

377 
360 

344 

337 

10 

7 

6 

5 

6 

14 

4 

3 

1 
1 

6 

3 

..... 

30 
to 
34 

35 
to 
39 

40 
to 
44 

45 
to 
49 

50 
to 
54 

55 

to 
59 

60 
to 
64 

118 
85 

HI 

75 

2 

1 

•  •  •  •  ■ 

65 

to 
60 

70 
to 
74 

75 
to 
79 

80 
to 
84 

8 
11 

8 
9 

85 

to 
89 

90 
to 
94 

95 
to 
99 

100 

and 
OTor 

P 

270 
365 

351 

333 

5 

11 

3 

10 

3 

14 

3 

4 
1 
1 

5 
3 
1 
1 

376 
397 

353 

373 

8 

8 
4 
4 

5 
9 
1 

4 
1 

839 
323 

311 
307 
6 
3 
3 
3 

4 
6 
1 
3 
3 

308 
167 

388 

156 

3 

3 

3 

250 
187 

231 
120 
2 
2 
6 
2 

3 
6 
3 
3 
8 
1 

2 
2 

306 
116 

194 
106 

1 

1 

..... 

5 

4 
1 

•••3 

163 
81 

152 

71 

1 

1 

1 
1 

5 
5 
2 
2 
2 

88 
68 

80 

62 

1 

1 
1 

49 
44 

46 

41 

1 

28 
28 

27 
25 

4 
11 

3 
10 

1 
1 

1 
1 

1 

3 

28 

1 

3 

30 

1 

30 

31 

3 
4 

1 

1 
3 
1 
2 

1 
2 

1 
1 

33 

1 
1 

1 

33 

34 

3 
8 
3 
1 

3 
3 

8 
8 

..... 

1 
5 

8 

} 

1 

35 

1 

1 

1 

1 

SO 

•  •  •  •  • 

37 

3 
3 

11 
8 

13 
7 

31 
9 

39 
10 

25 

4 

30 
8 

13 
8 

18 
4 

7 
8 

4 

1 
1 

1 

I 

38 

1 

6 
13 

3 

13 
36 

81 

59 

3 

1 

45 

103 
1 

1 

17 
11 
11 
13 
44 

39 

76 

197 

6 

3 

36 
40 
11 
31 
73 

1 

41 

3 

3 

30 

18 

115 

261 

9 

53 
61 
15 
22 
95 

169 
366 

17 

1 

74 
93 
39 

45 
95 

254 

419 

18 

4 

134 

130 

36 

51 

110 

325 

486 

26 

4 

151 

150 

56 

69 

96 

829 

4S5 

18 

8 

186 

167 

43 

68 

79 

1 

61 
19 

4 

112 

48 

306 

827 

20 

133 

183 

47 

48 

61 

2 

49 
14 
9 
90 
27 

206 

274 

20 

7 

84 

103 

28 

45 

39 

1 
44 

14 

10 
59 
26 

105 

155 

8 

3 

32 
55 

12 
24 
21 

38 
72 

4 
1 

8 

21 

3 

11 

10 

9 

21 

1 

1 

2 

8 
1 

1 
2 

I 

40 

1 

1 
1 
3 
6 

3 
5 
8 
8 
10 

7 
5 

4 

8 

35 

I 

2 

41 

42 

43 

1 

4 

18 

38 

49 

2 

1 

86 

38 

82 
8 

1 
46 
50 

3 

1 
7 
9 
2 
1 

77 
4 

4 
62 
43 

64 

13 

4 

79 
49 

29 
16 
10 
37 
13 

1 
1 
2 
5 

4 
5 

14 

14 

8 

9 

7 

11 

4 
4 
1 
2 

1 
1 

44 

1 
4 
3 

1 

16 
10 

1 
1 
4 
5 

45 

8 

4 

18 
8 

1 

46 

1 
1 
2 

2 

7 

7 

..... 

2 
8 
5 
4 

6 



"io 
9 

8 
9 

1 
5 
6 
5 
9 

1 

47 

2 
4 

6 
6 

5 
7 

7 
6 

1 
6 

7 
9 

4 
6 

2 
1 

1 

48 

1 

3 

1 

2 

49 

50 

11 
10 

10 
10 

17 

11 

3 

8 

17 
10 

20 

20 

1 

13 
2 

11 
11 

18 

82 

5 

10 
2 
1 
8 
4 
9 

24 

45 
55 

"ii 

1 
3 
1 
1 

16 

39 

1 

5 

7 

37 

74 

1 

9 

2 

1 

•  2 

4 

15 

87 

1 

2 

4 

85 

97 

1 

11 
1 
3 
4 
5 
17 
86 
1 
4 
2 

70 
78 

*'5 
1 
1 
5 
3 

24 

20 

2 

1 

4 

49 

97 

2 

3 

47 
42 

17 
22 

7 
12 

3 

51 

7 

3 
1 

4 

1 

53 

3 

1 

13 
9 
1 

4 
1 

1 

1 

5 

12 

26 

..... 

24 
2 

2 

53 

1 

1 

3 

1 

1 
8 

4 
7 
3 

""4 
I   1 

3 
3 

7 
..... 

54 

3 
5 
1 
2 

2 

•  «  •  » 

1 

..... 

55 

4 
1 

4 
1 
1 
1 
1 

3 

3 
7 

56 

2 

1 
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CAUSE  OF  DEATH 

An 

AU 
«ees 

Un- 
derl 
year 

1 

2 

3 

4 

Un- 
derft 
years 

6 

to 
9 

10 

to 
14 

1< 
to 

19 

57 

I.  Oeneral  diaeaaes  —  iConduded) 

Chronic  lead  poisoning /  M 

\F 

Other  ehronic  oceupatioc  poisoninga |  M 

Other  ehronic  poiaonlngs ,  M 

\F 

n.  Diseases  of  the  nerrous  mtcm  and 
of  the  organs  of  qpeeial  sense 

Males 

7 

58 

1 

59 

3 

4 

8,488 

4,181 

4,307 

94 

97 

112 
70 
73 
42 
29 
25 
10 
3 

90 

33 

165 

173 

4 

6 

161 

167 

2,806 

3,328 

29 

30 

147 

167 

374 

92 

39 

63 

108 

95 

2 

223 

137 

86 

5 

6 

29 
12 
18 
8 
9 
4 
2 

66 

36 

30 

3 

5 

9 

11 

5 

6 

4 
5 

21 

11 

10 

2 

1 

5 

5 
5 

1 

"'"4 

28 

16 

12 

3 

1 

5 
5 

4 
3 
1 
1 

15 

9 
6 
3 
3 

2 

1 

-    •    «    a    • 

1 

2 

353 

209 

144 

16 

16 

50 
34 

32 

19 

16 

14 

2 

1 

62 

85 

27 

6 

6 

9 
8 
5 
5 
2 
3 
2 

63 

83 

30 

3 

7 

11 

7 
6 
3 

4 
3 

1 
1 

51 

20 

Femalm . .   . 

21 

60 
61 

Eneephalitti 

Meningitis 

Simple  meningitis 

Cefebrospinal  maningitia  (undefined)  ^ 
Cerebrospinal  fever 

Looomotor  ataxia 

fM 

IF 

fM 

I 

¥ 
M 

F 

fM 
F 
M 
F 
M 
IF 
M 
F 
M 
F 
M 

8 

4 

2 
3 

2 
1 

"""2 

1 

62 

Other  diseases  of  the  spinal  cord 

Acute  anterior  poliomyelitis 

Other  diseases  of  the  spinal  cord 

Cerebral  hemorrhage.  aooDlexy 

63 

4 
1 
1 
1 
3 

2 
2 

1 
2 
1 

1 
1 
1 
1 

7 
5 
3 
4 

4 

1 

28 

17 

1 
..... 

■■"8 

1 

1 
2 

6 

1 

1 

2 
1 

'■3 

1 

C 

1 

1 

64 

25 
13 

2 
8 

1 

1 

1 

IF 
Softening  of  the  brain /  M 

If 

Pkralysu  without  specified  cauae /  M 

IF 
General  paralysis  of  the  insane /  M 

If 

Other  forma  of  mental  alienation /  M 

\F 

Epilepay /M 

\F 

Convulsions  (nonpuerperal) ]  M 

F 

Convulsions  of  infants /  M 

IF 
Chorea /  M 

2 

65 

66 

2 
2 

2 
2 

1 

■•••j 

1 

67 

68 

3 

09 

70 

2 
8 

1 
1 

1 

2 

1 

..... 

6 
6 

2 

4 
1 

6 
5 

1 

8 

6 

71 

69 

46 

7 

6 

11 

9 

78 
62 
1 
1 
49 
35 

14,162 

7.094 

7.068 

32 

19 

55 

86 

1 

11 
7 
1 

* 

..... 

8 

1 

..... 

09 

46 

2 

72 

Neuralgia  and  neuritis 

'Er 

•  •  •  •  ■ 

1 

8 

73 

F 

74 

Other  diseases  of  the  nervous  system f  M 

P 

5 
3 

2 

1 

1 
2 

2 

11 
5 

4 
4 

5 

3 

1 

2 

75 

Diseases  of  the  eyes  and  their  annexa. ...  1 
Diaeases  of  the  ears 

III.     Diseases    of    the    drculrt 
sj'stem 

^M 
IF 

\m 

IF 
ory 

10 

139 

93 

86 

2 

1 

1 
5 

23 

12 

11 

1 

18 
IS 

189 

125 
64 

2 

1 

76 

..... 

14 

6 
8 

2 
1 

11 

7 

4 

2 

12 

7 
6 

8 
4 

67 

S9 

88 
..... 

3 

2 

m 

M 
44 

fl 

..... 

Males 

46 

Females 

44 

77 

Pericarditis /M 

\F 

2 
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Table  23  -^  Naw  Yobk  Statb  (exoluaive  of  New  York  City) :   DeaOu  by  eoiiaef, 


1 

An 

CAUSE  OF  DEATH 

AD 
aiea 

Un- 
derl 
J'ear 

1 

4 
3 
5 
6 

2 

2 
2 
3 
5 

3 

5 
2 

4 

Un- 
der5 
yeara 

5 
to 
9 

10 
to 
14 

15 
to 
19 

78 

IL  DiMuai  of  the  Mrealfttory  vitam— (Con 
Aoute  endocardifcii 

fM 

F 
M 

IF 

M 

289 

297 

5.037 

5,317 

481 
250 
1.115 
944 
161 
188 

7 

29 

16 

17 

6 

7 

7,887 

4,083 

8.804 

8 

2 

26 

21 

8 

29 

240 
265 
158 
183 
1.862 
1.342 

1.990 
1.738 
1.813 
1.571 
177 
162 

165 
95 
58 

57 

13 

5 

46 
40 
6 
6 
33 
26 

5.«23 

3.038 

2.585 

84 

26 

75 

78 

7 

9 

24 
11 
58 

12 

3 
8 
4 
2 

32 
21 
75 
27 

7 
11 
19 
25 

13 
12 
38 
30 

11 

79 
80 

6 
33 
37 

81 

Dmbmh  of  the  arieriM.  atheronui.  ftiun- 
rion.  ftto 

1 

1 

"■^■■1  ««•«»•  •••••••• ••.•••••• 

82 

1 
2 

1 
3 

1 

1 
1 

DiseMH  of  Uie  rwm   (TarieM,  hem- 
orrhoids. pUefaitu.  ete.) /M 

Diaeeaes  of  tae  lyinphatM  ^fatem  (!tyat-\  F 
phanaitb.  etc) fM 

Hemamiaie;  other  diaeaaes  oi  the  oir-lF 

ottlatory  ^fBtem /  M 

\F 

lY.  Dbeaaai  of  the  reipiratocy 
ayateaa , ,   . , 

1 

1 

83 

84 

8 

9 

..... 

1.199 

696 

494 

2 

■'  "8 
5 

2 
1 
1 

1 

1 

1 

1 

13 
11 

1 
1 

1,9SS 

1.080 

875 

2 

1 

17 
12 

2 

1 

85 

442 

220 
222 

147 

90 
77 

87 

89 

48 

69 

85 
34 

146 

75 

71 

199 

53 

47 

146 

Malea 

93 

Femalea 

53 

86 

Diaeaaai  of  the  naaal  foaaae 

Diaeaaea  of  the  larjmz 

M 
F 

M 

F 
M 

IF 

M 

F 

M 

1 
5 
3 

1 

87 

•   -j 

1 
1 

3 
1 

3 
4 

1 

1 

Diaeaaai  of  the  thyroid  body 

88 

Aeatefarooohitia, 1 

1 
1 

89 

130 

116 

8 

1 
430 
290 

103 
69 
86 
58 
17 
11 

10 
8 
7 
5 

34 

24 

1 

10 
6 

1 
2 
1 

3 

168 
148 
5 
1 
646 
505 

199 
179 
167 
155 
32 
24 

28 

22 

9 

6 

3 
5 
1 

1 

90 

F 

91 
92 

Brooehopneniiiaiiia 1 

Lobar  pnflninonia 

M 

F 

M 

F 
M 

F 
M 

IF 

fM 
F 
M 
F 
M 

IF 

129 
127 

52 
59 
48 
51 
9 
8 

6 
7 
2 
1 

58 
42 

18 
23 
16 
20 
2 
3 

7 

4 

28 

27 

11 

15 

9 

14 

2 

1 

2 

3 

11 
19 

15 
13 
13 
12 
2 
1 

3 

28 
33 

80 
24 
29 
20 
1 
4 

6 

4 
1 

15 
13 

31 
29 
27 
26 

4 
8 

4 

8 

..... 

18 
15 

60 
84 
65 

93 

Fleuriay J 

80 

4 

4 

3 

94 

apopleiT 

8 

Oangreiie  of  the  long 

95 

96 

Aathma J 

fM 

1 

1 

2 

1 

..... 

1 

Pulmonary  emphvaema .1 

F 
M 

F 

1 

97 

98 

Other  diaeaaea'of  the  reapiratocy  ayatem  ^ 
(tuberouloaia  ezoepted) 

3 

1 

4 

2 

2 

1 

V.  Diaeaaea  of  the  digestiTe  ayatem.... 
Malea 

1.992 

1.132 

860 

7 

5 

4 

5 

1 


393 

224 

160 
1 
1 
5 
8 

113 

63 
61 

68 

37 
81 

39 

22 

17 

3.695 

1.477 

••I 

10 
22 
15 

1 

137 

71 
66 

2 

79 

86 
84 

1 

88 

51 

Femalea 

37 

99 

Diaeaaea  of  the  mouth  and  amiexa 

IMaeaaaa  of  the  pharynx 

fM 

[F 
fM 

IF 
fM 

3 

'"  1 
6 
3 

2 

4 
8 

1 
8 
1 

2 

100 

11 
9 

4 

5 

101 

Diaeaaaa  of  the  eaoDhana. , 

8 

u 

1 
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dauified  by  sez,  and  ages  at  death  {5^ear  age  groupe):  1920 —  (Continued) 


6 

Aam—iCanKmutii 

20 
to 
24 

26 
to 
29 

30 
to 
34 

35 

to 
30 

33 
10 
74 
80 

17 
3 
3 

1 
4 
4 

1 
3 

40 
to 
44 

46 

to 
40 

50 
to 
54 

55 
to 
50 

60 
to 
64 

65 
to 
69 

70 
to 
74 

75 
to 
79 

80 
to 
84 

85 
to 
80 

90 
to 
94 

06 
to 
00 

100 

and 
over 

P 

7S 

U 
18 
83 

60 

1 
""3 

8 

17 
36 

60 

1 

"'2 

I 
3 
2 

18 
21 

4 
1 
2 

"  "i 
4 

31 

33 

134 

100 

10 

34 

34 

147 

167 

19 

8 

14 

13 

8 

8 

1 

1 
1 

38 

41 

383 

347 

39 
19 
35 
13 
15 
10 

1 
4 

41 

87 

837 

817 

68 
18 
46 

34 

9 
13 

"z 

11 

11 

649 

607 

70 
87 
73 
38 
33 
14 

3 

4 

5 

9 

683 

687 

78 
43 
117 
73 
18 
26 

6 

7 

780 

811 

53 

48 

176 

137 

36 

20 

7 

15 

816 

845 

48 
44 

341 

200 

25 

28 

1 

6 

621 

604 

22 

21 

200 

192 

13 

36 

3 

7 

388 

386 

9 

4 

141 

157 

5 

15 

3 

77 
130 

8 

4 

58 
63 

4 
5 

79 
80 

8 

33 

""i 

5 

3 
5 

81 
83 

■■■  8 
37 

1 
3 

■**8 

1 

83 

1 

5 

3 

1 

1 

1 

84 

1 

1 
1 
3 

369 

200 
169 

1 
1 
8 

446 

341 
305 

..... 
1 

481 

355 
336 

1 
1 

1 

•  •  • 

85 

1 

86 

358 

130 
128 

388 

104 
104 

446 

231 
325 

374 

313 
163 

306 

104 
113 

323 

179 
143 

344 

104 
150 

534 

286 
288 

504 

228 

276 

4U 

152 

260 

347 

106 
141 

94 

83 

62 

1 

15 

3 
13 

3 

3 
1 

7 

8 

4 

87 

1 

1 

1 

..... 

3 

1 
1 

1 

1 

88 

1 
3 

*"5 

4 

4 

33 

38 

138 
83 

114 

79 

14 

1 

17 
4 

1 

1 
2 

7 
13 
14 
31 
67 
86 

132 

143 

119 

126 

13 

17 

8 
6 

1 
2 



1 

8 

3 
1 
1 

"46 
50 

167 
158 
158 
151 
0 
7 

4 
4 

3 

4 

""2 

3 
31 
34 

160 
111 
152 
103 
7 
8 

12 

7 

1 

3 
3 
3 
3 

36 
32 

130 

65 

133 

50 

7 

6 

8 
8 

5 

3 
3 
3 
4 
30 
33 

133 
01 

116 
80 
16 
11 

8 

7 
1 
1 
3 

6 

1 
6 
9 
2 
43 
33 

122 
110 
114 
101 
8 
0 

12 
3 
5 
2 
2 

1 

3 

6 

15 

8 

63 

60 

137 
114 
137 
101 
10 
13 

14 
7 
1 
3 
1 

3 

5 

4 
30 
10 
66 
77 

148 
115 
137 
106 
16 
9 

8 

4 
3 
6 
1 
1 

6 

4 
1 
1 
1 
3 

390 

154 

136 

1 

1 

13 
21 
27 
36 
68 
100 

99 

101 

80 

93 

10 

8 

9 
0 
5 

4 

89 

12 
21 
23 
32 
60 
87 

43 
05 
40 
78 
8 
17 

4 

8 

5 

17 

11 
15 
31 
38 
86 
53 

33 
34 
18 

39 

4 
5 

1 

"io 
9 

4 
8 
4 

15 
0 

35 

5 
10 
8 
9 
3 
1 

1 
1 
7 
3 

90 

2 

2 

1 

""4 

1 
3 

1 
1 

1 

1 
26 
26 

02 
03 
80 
90 
12 
3 

6 
3 

""2 

1 
36 
38 

140 
141 
136 
133 
6 
0 

12 
3 
1 

1 
3 

01 
92 

•  •  •  ■ 

3 
3 

1 

3 

1 
1 

3 

1 

98 

94 

3 

3 

1 

1 
1 
3 

1 
1 

1 

96 

1 

2 
2 

96 

"*"i 

3 

3 
6 

1 

""2 

1 

339 

137 
113 
3 
1 
6 
3 
1 
1 

5 
6 

..... 

339 

134 

95 

4 

1 

1 
3 

1 

3 
4 

3 

1 
3 
3 

393 

153 

139 

8 

3 

1 
1 
1 
3 

5 

5 

1 

6 
8 

4 
4 

5 

1 

2 
1 

97 

1 
3 

4 

153 

83 
69 

1 
3 
3 
6 

2 
2 

1 

223 

121 
101 

1 
1 
4 
3 
1 

1 

98 

4 
3 

105 

68 
47 

*  "4 
5 

1 
6 

135 

64 

71 
1 
3 
4 

3 

4 
3 

131 

66 
65 

1 

'"■4 
7 

4 
3 

167 

04 

73 
1 
1 

1 
3 

rs 

142 
133 

1 

1 
1 

223 

94 

128 

2 

1 
1 

4 

1 

149 

60 
89 
1 
1 
3 
3 

1 

87 

43 
44 

33 

7 
15 

5 

3 
3 

1 
1 

99 

100 

3 

1 
..... 

1 
3 
3 

1 
1 

1 

101 

:::::-'3i 
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Table  23  —  Nbw  Yobk  State  (exclusive  of  New  York  City):   Deatiu  by  eaiwei, 


1 

Acs 

CAUSE  OF  DEATH 

AU 
ages 

Un- 
der 1 
year 

1 

2 

69 

43 

992 

781 

1 

2 

3 

4 

Un- 
der5 
years 

6 
to 
9 

..... 

4 
2 

10 
to 
14 

1 

15 
to 
19 

102 

V.  DissMes  of  the  disestive  ayatam  —  {Ccne.) 

Ulcer  of  the  itomseh /M 

Other  diflAMn  of  tlie  f  tovDAch  (<nnoer  ex- 1  F 

145 
99 

208 
161 
1.187 
930 
239 
266 

1 

2 

86 

51 

1.187 

930 

78 

70 

1 

103 

2 

eepted) 

M 

6 

4 
195 
149 

"4 

1 

7 
2 

..... 

104 

Diarrhea  and  enteritis  (ander  2  yean). . . 
Diarrhea  and  enteritii  (2  years  and  over) . 

Ankylostomiasis 

Intestinal  parasites 

Appendicitis  and  typhlitis 

Hernia,  intestinal  obstruction 

Hwmia. 

F 
fM 

\'m 

M 

& 

IF 

2 

106 

44 

43 

20 
18 

14 

9 

17 
17 

8 
3 

8 

2 

106 

•    •    «    a    - 

107 

1 
2 
347 
267 
292 
269 

97 

104 

195 

165 

38 

21 

6 

18 

1 

•  ■  «  •  ■ 

44 

18 

9 
2 

35 

16 

6 

2 

1 
3 
2 
6 
6 

2 

1 
14 

8 
58 
27 

12 

2 

46 

25 

8 

6 

1 

25 

25 

6 

2 

108 
109 

2 

3 
3 
2 
1 

4 

3 

1 
2 

20 

22 

3 

28 

18 

7 

2 

2 

'   i? 

1 

110 

Intestinal  obstruction 

Other  diseases  of  the  intestines 

& 

F 



4 
6 
1 
1 

..... 

2 

1 
1 
1 

1 
2 

6 
2 
2 

3 

6 
1 
2 

111 

Acute  yellow  atrophy  of  the  liver /  M 

Hydatid  tumor  of  the  Uver M 

\F 

Cirrhosia  of  the  liver /  M 

\F 

Biliary  oaloatt /M 

1^ 
Other  diseases  of  the  liver /M 

jF 
Diseases  of  the  spleen /  M 

\F 

Simple  peritonitis  (nonpuerperal) r  M 

Other  diseases  of  the  digestive  system)  f 
(cancer  and  tuberculosis  excepted). . .  /  ^ 

I  F 

VI.  Nonvenereal  diseases  of  the  gen- 
ivourinary  system  and  annexa 

1 

1 

1 

1 

112 

113 

264 
149 

39 

109 

99 

136 

5 

3 

37 
43 
14 
17 

6.407 

3,258 
3.149 
165 
174 
2,698 
2.621 

1 
2 

1 
2 

1 

1 

114 

116 

3 

1 

1 

4 

1 

1 

1 
2 

1 

2 

116 

117 

3 
2 

5 
1 

1 
1 

9 
6 

2 

8 

118 

1 

2 

2 

1 

54 

33 
21 

17 
10 

4 
3 

19 

13 
6 
6 
2 

3 

4 

12 

6 
7 
2 
7 
2 

8 

4 
4 
2 
2 
2 
2 

•  •  ■  •  • 

9 

4 

6 
3 
2 

1 
3 

•  •  •  •  • 

103 

59 
43 
30 
23 
12 
12 

37 

20 

17 

9 

9 

10 

5 

39 

20 
19 

7 
11 
12 

8 

47 

Males 

S2 

Females 

25 

119 

Acute  n^hritis \ 

[M 

& 

IF 
M 

& 
li 

IF 
M 
F 

5 

120 

Bright's  disease J 

2 
15 

121 

ChvhiriA 

12 

Other  diseases  of  the  kidneys  and  annexa 

Calculi  of  the  urinary  pasasges 

Diseases  of  the  bladder 

122 

88 
63 
13 
6 
82 
17 

18 

9 
6 

3 

1 

•  •  •  •  • 

13 
6 

1 

3 

123 

1 

124 

1 

1 

1 

1 

125 

Diaeasai  of  the  urethra,  urinary  abaceas, , . . 

etc J  ™ 

\F 

Diseaaes  of  the  proatate M 

Nonvenereal  diseases  of  the  male  genital 
organs M 

Uterine  hemorrhage  (nonpuerperal) F 

Uterine  tumor  (nonoanoerous) F 

126 

201 

6 

9 
108 

127 

2 

2 

128 

2 

129 
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Table  23  —  Nbw  Yohk  Stats  (exclusive  of  New  York  City) :  DeaOiB  by  causea, 

CAUflE  OF  DEATH 

An 

AU 
•fee 

Un- 

dffl 

J9V 

1 

2 

3 

4 

Un- 
der6 
79tn 

6 
to 
9 

10 
to 
14 

16 
to 
19 

130 

VI.  NanTeneretl  diaBMes    of   th«  genitodri' 

nary  qntem  and  vmea— (Caitdudtdi 
OtlMrdiMMMoftiieuterai F 

Cyvta  and  otaer  tiimon  of  the  ovary F 

SalpiDgitia  and  other  diaeaiai  of  th«  female 
taoital  orgaofl F 

NoopiMfperal  diaeaiei  of  the  fareaet  (ean- 1  ^ 
oerezoepted) |p 

VIL  The  Doerpeial  etate 

88 
88 

72 

2 

4 

716 

88 

88 

106 

210 
192 

28 

1 
1 

381 

143 
138 
62 
64 
80 
19 
31 
34 
20 
31 

157 

92 
65 
86 
64 

4 
9 

2 

•  •  •  •   » 

1 

131 

«  ■  •  •  • 

1 

133 

1 

1 
1 

1 

1 
1 

7 

133 

44 

134 

Aoeidente  of  xnBiMosf 

..F 
..F 
..F 

F 

8 

135 

Puerperal  hemorrhase 

Other  aoddenta  of  labor 

2 

136 

s 

187 

Puerperal  eeptioenua 

14 

138 

Puerperal  alSuminaria  and  eonvuleioni — F 
Ptteneral  idilegmaaa  alba  dolena,  embolu^ 

Following    eoSdfairth    (not    otberwiee    de- 
finedT. F 

22 

139 

1 

140 

141 

Puerperal  dieeaioe  of  the  breant 

..F 
the 

Vni.  Dieeaaes  of  the  dun  and  of 
oellular  tinue . .   . 

54 

27 
29 
2 
2 
7 
9 
6 
9 
13 
9 

13 

8 
6 
8 

4 

5 

2 
8 

3 

1 
2 

2 

66 

30 

36 

2 

4 

8 

9 

7 

13 

13 

10 

33 

14 

8 

14 

7 

3 

2 

1 
1 

7 

Malffit 

2 

Femalee 

2 

ft 

142 

Qangrene 

1" 

M 

L 

F 

1 

Furuncle 

2 

1 

143 

1 

Aoute  abectee . , 

1 

144 

1 
1 

1 
.    2 

1 

1 

1 

3 

• 

146 

Other  dieeaiea  of  the  akin  and  annexa . . .  /  ^ 

\F 

IX.  DiaeaeoB  of  the  bonee  and  of  the 
arcane  of  looomotioD 

1 

1 

4 

3 
1 
8 

1 

5 

3 
3 
8 

2 

1 

18 

8 
10 

8 
10 

u 

9 

4 
9 

4 

• 

Malee 

s 

Femalee 

o 

1 
g 

146 

Dbeaaai  of  the  bonee  (tubereuloeie  n-f  M 

oepted) 

IF 
M 

147 

Dioeaaee  of  the  jointe  (taberouloeie  and! 

rheumatiam  excepted^ )  F  1 

148 

Amputatkma 

fM 

F 

1 

149 

OtherdiaoaaeBoftheorganeoriooomotion    M 

\F 

X  Malformationa 

2 
714 

396 

318 

396 

318 

30 

31 

254 
185 
112 

102 

1 

693 

882 
311 
382 
311 
20 
29 

247 
181 
109 
101 

1 

716 

393 
317 
393 
317 
29 
31 

253 

184 
111 
102 

12 

8 

4 
8 

4 
1 
1 

5 
3 
2 

3 

1 

1 
..... 
..... 

1 

1 
..... 

..... 

3 

2 

1 
2 
1 
1 

1 
1 

Malee 

Femalee 

160 

Concenital  malformationa  (stillbirtna  not 
indttded) 

M 

L 

>F 

M 

F 

M 

1 

Congenita]    malformatioina   of   the 
heart 1 

""i 
I 

1 

Other  emnnite]  melfnrnMtiraia 

:::::l 

1 
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eUuaifled  by  mx,  and  age  at  death  (5-y«ar  age  groupe):  1930  —  (Continued) 


6 

1 

Aoi  —  (Cmtf  Attirf} 

20 
to 
M 

26 

to 
29 

80 
to 
34 

86 
to 
89 

8 

3 

10 

1 

40 
to 
44 

3 
2 
8 

46 

to 
49 

60 
to 
64 

1 
8 
2 

66 

to 
60 

00 
to 
04 

1 
4 

05 
to 
00 

1 
5 

70 
to 
74 

4 

75 
to 
70 

80 
to 
84 

86 
to 
89 

90 
to 
04 

96 
to 
99 

100 
ywn 
and 
OT«r 

P 

180 

8 

6 

7 

3 

13 

0 

8 

2 

1 

1 

111 

4 

XKk 

12 

10 

138 

1 

1 

134 

15 

9 

19 

61 
87 

8 

186 

19 
25 
81 

60 

47 

7 
1 

ISl 

84 
23 
82 

46 

41 

5 

122 

13 
24 
10 

81 
31 

7 

48 

4 
5 
8 

12 
14 

5 

m 

13A 

13< 

n? 

1 

138 

139 

140 

.... 

141 

1 

6 

3 
3 

1 

3 

■'"3 

5 

2 
3 

5 

4 
1 
1 

U 

8 
4 

1 

7 

2 

6 

**3 

7 

2 
5 

1 
..... 

1 
..... 

15 

0 
9 
4 

3 
1 

14 

11 
5 
3 

1 
4 

16 

6 
11 
3 
0 
1 
2 
1 
1 

■'"2 

10 

0 
4 
5 
3 

15 

10 
6 
5 
5 
2 

43 

27 
15 
17 
13 
2 

38 

15 
13 

11 
9 
2 
3 

1 
..... 

1 

4 

14 

7 
7 
0 
8 

f 

6 

4 
5 
8 

3 

1 
2 
1 
1 

1 

1 

142 

1 

1 

..... 
2 

1 

1 

..... 

1 

1 

1 

148 

2 

1 
..... 

..... 
3 

5 

144 

2 

2 

2 

1 

1 

4 

8 
2 
1 
2 

8 

8 
6 
8 
6 

1 

•••'2 

1 

0 

1 
2 

1 

3 

1 

1 

1 

145 

10 

7 
8 

6 
1 

1 
2 

1 

8 

4 
4 

4 

3 

..... 

1 

f 

7 
2 
0 
1 
1 
1 

10 

7 
3 
7 
8 

2 

10 

3 

7 
2 

7 

1 

1 

4 

3 
1 
3 

..... 

3 

12 

9 
3 
8 
2 

1 
1 

2 

5 

8 
2 
8 
2 

8 

1 

1 
1 

1 

2 

1 

1 

140 

1 

1 

1 

147 

1 

1 

1 

148 

• 

140 

1 

150 



, 
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State  Depabtment  of  Health 


Table  23  —  New  York  State  (excluBive  of  New  York  City) :   Deaths  by  eatues. 


I 


161 


162 


163 


164 


165 
166 

167 
168 
16P 

100 
101 
102 
163 

104 

106 

100 

107 
108 

109 
170 


CAUSE  OF  DEATH 


XI.  Early  in&noy. 


Males 

Females 

Coogenital  deUlity,  icterus,  and  sclerema  /  M 

IF 
Premature  birth /  M 

Congenital     debility.     "  atrophy,"  jM 
"  marasmds."  eto \  F 

Other  causes  peculiar  to  early  infancy.  -A^ 

^•^-"*«' F 

Other  causes  peculiar  to  early  infancy    ^ 

Lack  of  care /  Jf 

IF 


XU.  Old  age. 


Males 

Females 

Senility /M 


XIII.  External  causes. 


Males 

Females 

Suicides l^ 


By  poison... 
By  asphyxia. 


F 
M 

F 
M 

F 


By  hanging  or  strangulation l^ 

By  drowning (J? 


By  firearms 


By  cutting  or  piercing  instruments. 

By  jumping  from  high  places 

By  crushing 

Other  suicides 


M 

F 

M 

F 

M 

F 

M 

F 

M 

F 


Accidental  or  undefined j  ^ 

Poisoning  by  food |  J? 

Other  acute  poisonings |  p 


Conflagration 

Bums  (conflagration  excepted) 

Absorption  of  deleterious  gases  (oon- 
fla^tion  excepted) 


Accidental  drowning  — 
Traumatism  by  firearms . 


Aoi 


AU 
ages 


3,630 

2.085 

1,535 

1.698 

1.17i 

1,273 

048 

325 

224 

481 
302 
343 
243 
138 
119 
0 
1 

549 

£20 
329 
220 
329 

4.374 

3.100 

1,274 

893 

126 

42 

41 

18 

18 

185 
28 
22 
16 

125 
8 

33 
7 

11 
4 
6 
1 
2 
3 

2,016 
1,116 
26 
18 
46 
35 

28 
19 
147 
181 
94 
38 

342 

53 

71 

4 


Un- 
der 1 
year 


3.619 

2,084 

1,635 

1.698 

1.172 

1,273 

948 

325 

224 

481 
862 
843 
243 
138 
119 
5 
1 


87 

48 
39 


41 
34 
2 
3 
1 
1 

1 


6 
4 

24 
12 


82 

51 
31 


51 

31 

2 


9 
4 

3 

3 

14 

12 


75 

42 
33 


41 
32 


22 

16 
1 
1 


8 


78 

32 
46 


32 

46 

1 


4 

3 

4 

3 

11 

28 


53 

20 
83 


20 
83 
1 
2 
1 
1 

1 
2 
2 
18 
1 


Un- 
der 6 
years 


3.619 

2,084 

1.636 

1,698 

1,172 

1,278 

948 

325 

224 

481 
802 
343 
243 
138 
119 
6 
1 


375 

193 
182 


185 

176 

6 

6 

18 

11 

9 
B 
65 
73 
26 
13 

18 
9 


5 
to 
0 


226 

169 
57 


109 

57 

6 


1 

4 

2 

6 

16 

3 


65 
3 
6 


10 
to 
14 


184 

150 
34 


148 

33 

1 

1 

1 


42 

8 

14 


16 
to 
19 


Ml 

193 

48 

6 

6 


2 
1 


185 

41 

2 


4 
8 


64 
8 

10 
2 
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eUusified  by  8ex,  and  age  at  death  (Sryear  age  groups):  1920  —  (Continued) 


^ 

AoB  — (ConhimW) 

1 

ao 

to 
24 

25 
to 
39 

30 
to 
34 

85 

to 
39 

40 
to 
44 

45 

to 
49 

50 
to 
54 

55 

to 
59 

60 
to 
64 

65 

to 
69 

70 
to 
74 

75 
to 
79 

80 

to 
84 

85 

to 
89 

90 
to 
94 

95 
to 
99 

100 
yean 
and 
over 

P 

1 

1 

151 

I52I 

1  •  •  ■ 
/  *  *  * 

153]  y/.. 

,.j 

..  .    .. 

.       .. 

.1 : .. 

/ 

u 

1 

3 

1 
2 

1 
2 

216 

149 
67 
22 
7 
1 
1 
2 
1 

8 
3 
2 

1 
6 

12 

4 
8 
4 
8 

225 

153 
72 
33 

8 
2 
3 

1 
1 

16 

1 

1 

1 

10 

r 

13 
14 
13 
14 

299 

129 

80 

24 

4 

3 
2 

1 

91 

42 
49 
42 
49 

294 

100 

104 

11 

..... 

132 

55 

77 
55 
77 

174 

60 

109 

6 

1 
1 

161 

55 
106 

55 
106 

143 

42 

101 
6 
1 
1 

88 

39 
49 
39 
49 

48 

14 
34 

31 

11 
20 
11 
30 

13 

6 

'7 

2 

1 

2 

IS* 

i 

••■":::- 

>    a    >   ■    • 

1 

226 

174 
52 
34 
11 

4 
1 
3 
2 

10 

4 
4 
1 
8 
1 

4 
1 
1 

1 

2 
1 
1 

.  -  .  -  - 

48 
20 
14 

4 

237 

55 

27 

15 

3 

4 

1 

2 

7 

3 

1 

267 

218 

49 

38 

16 

3 

6 

3 

A 

8 
2 

360 

255 

45 
33 
11 
2 
3 
1 
1 

10 
2 
3 
2 

11 

246 

206 

40 

53 

13 

10 

4 

2 

3 

15 
1 

""a 

21 

340 

201 

39 

86 

8 

3 

4 

•     •     a     ■     • 

1 

15 
2 

1 

1 

11 

339 

103 

46 

45 

10 

4 

1 

3 

1 

13 

4 

5 

3 

14 

1 

5 

15 

10 

155 

H     1 

158           4 

12 

1 

5 
..... 

5 

1 

5 
1 

1           1 

12         18 

4            1 

\         ? 

3 

2 

isb\      7 

.""■—•J    ! 

4 

2 

1 

..... 

..... 

210 
29 

1 
1 
3 
fi 

1 
1 

13 
fl 

10 

a 

21 

1 
9 

3 

5 

..... 
1 

3 

2 

2 

le 

2 

1 

1 
1 
2 

li 

1 

1 
..... 

1 

123 
60 

1 

..... 

Id?/ / ; 

..... 

145 
26 

1 

""2 
1 

1 
1 

14 
fi 
4 

a 

14 

1 
4 

..... 

/.--"A — 1 

*J / 1 

1 

120 
64 

1 

109 

213 
31 



—i 

4 

If 

156 

28 

..... 

4 

144 
35 

1 
..... 

138 
40 

1 
1 
1 
2 

103 
76 

a 

4 

89 
104 

1 
..... 

59 
108 

36 
100 

14 
34 

6 

7 

1 

5 
3 

1 
2 

IM 

1 
1 

2 

..... 

1 

1(15 

1 

"ii 

S 

i     1 

»                   0 

..... 

3 
1 
5 

■  •  •  *  • 

14 

a 
a 

1 
1 
4 
5 
11 
3 

3 


1 

1 

Ji 

m 

3 
2 

4 

8 

1 

a 

5 

10 

4 

fi 

fl 

..... 

2 

5 
7 

1 

7 

1 
1 

4 

13 

2 

1 

a 

a 

2 
6 
3 
3 



J-'8 

4 
3 
2 

3 

>                  ? 
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as 

I 


171 
173 
ITS 


174 
17& 


176 

177 
178 
179 

180 
181 
186 

186 

183 

183 
184 


Table  23  —  Naw  York  State  (exclumve  of  New  York  City):   Deaths  hy  oauaet, 


187 
188 
189 


CAUSE  OF  DEATH 


Xm.  Bxterml  oruiim  —  {CwtiHd$d) 

TmaauMam  by  euttiiig  or  piereing 

instnuneiite 

TVMimfttnm  by  ftdl 

TVfcnnntiwn  in  mines  fend  qiiarri«t . . 
TVaumatiflm  in  mines 


TVaumatism  in  quarries. . . 

Traumatism  by  machines 

TVaumatism  by  other  erushing. 


Raihroad  accidents  and  injuries. 
Street  ear  aocidents  and  injuries, 
aoddents      and. 


Automobile 
injuries. . 


Injuries  by  other  vehioles. 

Landslide,  other  crushing . 

Injuries  by  animals 


StarvaUan 

EzeessiTeooId. 
Effects  of  heat. 


Lightning 

Eleotrieity  (lightning  excepted) . 
Fractures  (cause  not  specified) . 

Other  external  vidence 

Homicide 

By  firearms 


By  cutting  or  piercing  instruments. 
By  other  means 


XIV.  lU-defined  diseases. 


Males. . . 
Females. 


lU-defined  organic  diseases — 

Sudden  death 

Not  spedfied  or  iU-defined — 

lU^efined 

Not  specified  or  unknown. 


AOB 


AH 


10 

4 

386 

449 

13 


10 


86 

3 

1.103 

368 

897 

37 

49 

83 

488 

188 

88 
16 
81 

4 
38 

4 

3 
3 
13 
6 
4 


9 

3 
46 

1 
16 

3 

143 
34 
91 
33 
54 
15 

11 
3 

36 
14 

75 

45 

30 

4 
1 


1 
41 
38 


Un- 
derl 

y< 


3 


1 
1 
6 
4 

16 

6 
10 


6 
10 


16 

6 
4 


8 


6 
11 


1 
1 


51 
8 


Un- 
der 5 
years 


1 

16 
10 


34 

83 

3 
3 


3 
19 
35 

3 
3 


13 
0 
8 
6 
1 


1 
1 
6 
5 

29 

13 
17 


13 
17 


5 
to 

9 


1 


79 
39 

7 
4 

3 
3 

58 
30 

10 
3 
3 


10 
to 
14 


5 
3 


1 
66 
14 


13 
3 


43 
13 

9 
3 


3 


15 
to 
19 


10 

i 


e 
s 

05 
18 


2 
2 


28 
IS 

10 
1 

S 


11 

2 
8 
1 

2 
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dauified  by 

9ex, 

arid 

age  at  dtalk  (5-ymr  age  greype): 

1930— (Omtimied) 

Asm— (CmfHmuta 

20 
to 
24 

25 

to 
29 

30 
to 
34 

1 

35 
to 
39 

1 

40 
to 
44 

45 
to 
49 

50 
to 
54 

2 

• 

55 
to 
59 

00 
to 
64 

65 
to 
69 

1 
1 

32 
36 

70 
to 
74 

1 

1 

87 

48 

75 

to 
79 

80 
to 
84 

85 
to 
89 

00 
to 
94 

95 
to 
99 

100 
year 
and 
over 

1 

171 

2 

2 

1 
43 

78 

172 
173 

14 

a 

2 

14 
2 
4 

14 
..... 

18 
2 
2 

16 
3 
I 

21 

a 

19 
5 

24 

17 

1 

22 
24 

35 
90 

24 
92 

IS 
33 

6 

7 

1 

•  •  ■ 
•  •  •  • 

2 

4 

1 

1 

1 

1 

1 

174 

8 

7 

10 

•    9 

7 

5 

10 

9 

2 

3 

5 

4 

175 

105 
12 

$t 

1 

4 

"35 
10 

7 
1 
6 

1 

95 
18 

36 
2 
2 
1 

42 
9 

5 

88 
17 

42 

3 

2 

2 

31 

12 

9 

102 
10 

47 

69 
12 

28 

86 

21 

31 
3 

4 

1 

35 

16 

4 

"12 

1 
3 

71 
16 

28 

3 
t 

1 
29 
10 

4 

2 
8 

61 
14 

25 
3 
5 
2 

n 

8 

3 
1 
4 

55 
17 

20 
7 
5 

1 

21 

8 

3 

1 
6 

54 

16 

19 
3 

5 
1 

10 
12 

9 

37 
13 

9 
1 
2 
2 
19 
10 

3 

26 

6 

6 
..... 

1 
15 

4 

2 
1 
2 

12 

6 

4 
2 
1 
2 
4 
2 

5 

1 

2 

1 

1 

1 
1 

2 

1 

5 

2 

33 

7 

6 

1 
11 

4 

2 

30 

8 

2 

1 
5 

1 

1 

1 
3 

• 

10 

1 
1 
1 

4 

2 

4 

3 

176 

3 

2 

6 

7 

3 

1 



4 

2 

1 

177 

1 

1 
1 

1 

1 
1 
1 

.••   . 

178 

1 

1 

2 

1 

2 

I 
2 

1 
1 

■  ■  ■  «  ■ 

"■2 

' 

1 

1 

1 

179 

i 



180 

1 

2 

1 

1 

1 

1 

*  *  * 

1 
2 

""2 

1 

181 

0 

4 

6 

9 

2 

1 
1 

1 

1 

186 

3 

1 

4 

1 

2 

2 

1 

1 

10 
1 
2 

1 
2 
1 

1 

2 

3 

2 

2 

1 
2 

186 

16 

"9 
3 
5 
2 

2 

2 
1 

12 

1 

12 
8 
7 
8 

2 

1 

8 
1 

1 

8 

10 

7 

4 

11 

1 
4 

1 
3 

1 

12 

1 
4 

6 

6 

.1 

2 

2 

11 

1 
8 

1 

2 

12 
5 
8 
5 

2 

8 

1 
7 

1 

9 
3 
6 
1 

1 

5 

2 

182 

2 

1 

1 

183 

184 

1 

2 

1 

2 

2 

2 

1 
1 

1 

2 

1 

4 

2 

1 

..... 

3 

3 

1 

1 

1 
1 

4 
4 

2 

2 

7 

4 
3 

3 

1 
2 

4 

2 
2 

1 
1 

4 

8 

1 

1 

5 

2 
3 

1 

1 
1 

6 

6 

187 

1 

•  •  •  ■ 

•  •  •  • 

188 

•  •  •  • 

1 
1 

189 

1 

**"  i 

3 

1 

1 

3 

2 

4 
3 

1 
2 

1 
1 

2 

1 

1 
3 

1 

6 

....  .....J 

•  •  ■  • 

. 

;:;:):::::i::::. 

..:::i 
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Table  24  — Naw  You  Statb  (ezeluaive  of  New  York  City)  —  Birth9,  ezdwive  of 

moiher$t  and  eavntry  of  birth  of  foreifftirhom 


§ 

a 

« 

c 

;3 


2 
3 

4 
5 
6 

7 
8 


10 
11 
12 

18 
14 
15 
10 

17 
18 
19 

20 
21 
22 
23 

24 
26 
26 

27 
28 
20 

30 
31 
82 

83 
34 
35 

36 
87 
38 

30 

40 
41 
42 
43 


district 


ToUl 
livinc 

births 


State  at  New  York  (ezchulTe  ef 
New  Yerk  CItjr) 

CUiee 

Rand 

Albant  CJoumtt 

Albeny 

Cohoee 

Wateryliet 

Rest  of  county 

Allboant  ComnT 

Bboomx  Ck>iniTT 

Bincfaamton 

Rest  of  county 

Cattaraugus  County 

Clean 

Salamanca 

Rest  of  county 

Catuoa  Coumtt 

Auburn 

Rest  of  county 

Chautauqua  County 

Dunkirk 

Jamestown 

Rest  of  county 

Cbemuno  County 

Elmira 

Rest  of  county 

Chbnanoo  County 

Norwich 

Rest  of  county 

CuNTON  County 

Plattsburg 

Rest  of  county 

Columbia  County 

Hudson 

Rest  of  county 

Cobtland  County 

Cortland 

Rest  of  county 

Dblawabb  County 

DuTCBBss  County 

Beacon 

Poughkeepsie 

Rest  of  county 


102,604 
50.007 

42,007 

3,843 

2,204 
422 
205 
532 

047 

2,807 
1,677 
1,100 

1.563 
544 

210 
700 

1,101 

764 
427 

2.444 

567 

813 

1.064 

1,463 

1,168 
204 


170 
441 

1,145 

280 
856 

735 

316 
410 

616 

200 
826 


813 


1. 


206 
813 
674 


Wbitb 


Total 
children 

bom 
to 

white 
mothers 


XATirrrT 


101.705 
50,400 

42.207 

3,622 

2.277 
421 
204 
530 

047 

2,800 

1.670 
1.100 

1,643 
538 

218 
787 

1.183 

757 
426 

2.440 

567 

813 

1,060 

1,447 

1.154 
203 

610 

178 
441 

1,141 

280 
852 

724 
310 
414 

616 

200 
326 

810 

1,048 
200 

703 
655 


S 

3 

•s 

p 


70.008 
87,440 
83,108 

2,470 

1.674 

257 

185 

360 

618 

2,055 

1,126 
020 

1.327 

418 
184 
725 

807 

421 
386 

1,735 
830 
542 
854 

1,241 

088 
258 

654 

131 
423 

1,037 
266 

771 

522 

108 
324 

543 

235 
306 

762 

1,164 
145 
528 
516 


s 

I 

s 


5 


J 


31.164 

22.067 

0.007 


1. 


603 
164 
100 
170 


006 

544 

261 

216 

120 
84 
62 

376 

336 
40 

706 
228 

271 
206 


171 
85 


47 

18 

104 

23 

81 


coumtbt 


112 
00 

73 
55 
18 

58 

404 

55 
270 
130 


f 

8 

14 

i 

8e 

08 

p 

ll 

-g 

&0 
a; 

1 

« 

H 

>-4 

o 

1.534 

1.480 

1.201 

1.017 

087 

774 

517 

502 

427 

S3 

84 

31 

21 

66 

27 

5 

3 

2 

12 
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Table  24  —  New  Yqbx  Statb  (ezoluaive  of  New  Yock  City)  —  Birtlu,  exoUime  of 

motkerSf  and  country  of  birth  of  formgnrhom  mUhtn; 


I 


44 

46 
46 
47 

48 
49 

90 

51 

«2 
63 
54 

55 

56 
67 
58 

50 

60 

•1 

62 


64 
66 
67 
68 


70 

71 

72 
78 

74 

75 

76 
77 

78 
70 
80 

81 
88 
88 
84 

85 


district 


Erus  Coumtt 

Buffalo 

Lacluiwazuui^ 

—Ottr  Ladft   «/    Vitiory  Infmnt 

Home 

Tonawanda 

Beat  of  county 


Embx  Covntt...  . 
Franklin  Covntt 


FuXirON  COUNTT. 

Glovenville. . . . 

Johnatom'n 

Best  of  county. 


Obnssbb  Covntt. 

Batavia 

Beat  of  county . . 


Grbbns  Countt.  . . 
Hamilton  Covntt. 
Hjuuumkr  Covntt. 


Little  FallB. 
Beet  of  county. 


Jbffbrson  Codntt. 

Watertonvn 

Beet  of  county . . . 


Lnwis  Countt 

LnrxNGSTON  Coxtntt. 


Madibon  Countt. 

Oneida 

Beet  of  county . . 


Monrox  Countt. 

Bocheeter 

Beet  of  county . 


Mqntoomxrt  Countt. 

Amsterdam 

Best  of  county 


Namau  Countt. 

Qlen  Cove 

Best  of  county . 


Niagara  Countt  . . . 

Lockport 

Niagara  Falls 

North  Tonawanda. 
Best  of  county . . . . 


Total 
living 
birtlis 


16.457 

13.317 

872 

259 

222 

2,046 

746 
1.096 

846 

443 
184 
210 

778 
348 

430 

436 

79 

1.4S6 

352 

1,084 

1,722 

787 
035 

489 

686 

828 
296 
532 

7.688 

6.732 

056 

1,271 

835 
436 

2,788 

233 

2,555 

2,928 

417 

1,550 

414 

547 


Wj 


Total 
children 

bom 
to 

white 
mothers 


16.808 

13,  IOC 

857 

258 

222 
2.031 

744 

1,972 

844 

441 
184 
210 

766 

348 
412 

486 

79 

1,483 

352 
1.081 

1.722 

787 
835 

489 

682 


294 

582 

7,661 

6,709 
052 

1. 
8321 

436 

2,786 

228 

2,502 


NArnmr 


i 
S 

OQ 

'a 


10,084 

8,100 


415 

1.542 

414 

543 


160 
1,428 

685 

914 

695 

201 
108 
196 

567 
229 
828 

881 

71 

869 

151 
718 

1,869 

586 
783 

480 

498 

706 
244 

462 

4,687 

3,929 

758 

699 

368 
836 

1,675 

01 
1,584 


2.914    1,666 


304 
610 
200 
452 


1 

5 

9 

^•^ 

I 

I 

9% 
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4 

1 

si 

o 

>m^   C 

1 

i^ 
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o 
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"2 

H 

H 

A 

a 

6,224 

228 

181 

872 

5,008 

805 

161 

292 

465 

4 

11 

8 

88 

2 

9 

2 

53 

8 

•  a  •  ■  ■  • 

8 

608 

21 

9 

64 

!•» 

4 

6 

2 

168 

11 

3 

249 

14 

9 

11 

150 

9 
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8 

76 

5 

3 

2 

28 

1 

1 

29 

11 

6 

8 

119 

, 

4 

3 

84 

4 

2 

5 

56 

2 

8 

1 

8 

1 

664 

21 

18 

17 

201 

6 

5 

3 

363 

15 

8 

14 

858 

28 

5 

8 

201 

18 

3 

1 

152 

10 

2 

2 

69 

1 

2 

1 

184 

10 

19 

2 

119 

12 

5 

8 

50 

7 

2 

2 

60 

5 

3 

1 

2,974 

164 

87 

144 

2.780 

148 

82 

128 

104 

16 

5 

10 

569 

12 

14 

22 

469 

11 

13 

15 

100 

1 

1 

7 

1.055 

69 

96 

56 

137 

10 

3 

018 

50 

93 

56 

1.848 

80 

40 

21 

111 

8 

5 

2 

032 

61 

29 

6 

214 

2 

5 

8 

01 

0 

1 

10 

*  Includes  Our  Lady  o' 
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ftHKrA*,  in  eaeh  eUy  and  in  Ae  ntt  of  toA  cowntv,   daarijUd  bj/  tiatkilg  of  wkiti 
aho  Mrtte  to  ettortd  moAtn:  1999—  (Gontiinied) 
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Table  24  —  New  Yobk  State  (excluave  of  New  York  City)  —  Births,  exduaips  of 

mothers f  and  coutUry  of  birth  of  formgnrbom  mothers; 


I 


d 


8d 

87 
88 
80 
90 

91 
92 
93 

94 
95 
96 
97 

98 

99 

100 

101 

102 

103 

104 
105 
106 
107 

108 
109 
110 

111 

112 
113 
114 
115 

116 

117 
118 
119 

120 
121 
122 
123 

124 
125 
126 

127 

128 


DISTRICT 


Onxida  Countt. 

Rome 

Utica 

Sherrill 

Rest  of  county. 


Onondaga  County. 

Syracuse 

Rest  of  county . . . 


Ontabio  County. 
Canandaicua. . . 

Geneva 

Rest  of  county . 


Oranob  Cocimr. 

Middletown 

Newburgh 

Port  Jervia. .  .  . 
Rest  of  county . 


Ori^bans  County. 

Oswego  County.  , 

Pulton 

Oswego , 

Rest  of  county. 


Otugo  County. 

Oneonta 

Rest  of  county. 

Putnam  County. 


RXNSIIBLABR  CoUNTY. 

Rensselaer 

Troy 

Rest  of  county 


Rockland  County. 


St.  Lawbbncb  County. 

Ogdensburg 

Rest  of  county 


Saratoga  County. 
Saratoga  Springs . 
Mechanicville. . . . 
Rest  of  county . . 


SCHENBCTADY  COUNTT. 

Schenectady 

Rest  of  county 


Total 
living 
births 


ScBOHARZB  County. 
ScBUYLBR  County. 


4.325 

691 

2.442 

22 

1,170 

5,418 

4.191 
1,227 

1.994 

216 
378 
500 

2.366 

310^ 
675 
249 
1,131 

547 

1.547 
316 
565 
666 

818 
254 
564 

230 

1,947 

101 

1.385 

461 

884 

1.967 

327 
1.640 

1.198 

273 
194 
726 

2.332 

1.968 

364 

877 

256 


WKm 


Total 
children 

bom 
to 

white 
Inothers 


4.315 

689 

2.436 

22 

1,168 

5,388 

4.168 
1.220 

1.991 

216 
376 
499 

2.338 
306 
670 
249 

1.113 


VATnmT 


J 

'a 


2.331 

373 

1.130 

17 

811 

3,664 

2.769 
895 

851 

186 
254 
411 

1,797 
247 
502 
212 

836 


646   419 


1.546 
316 
564 

666 

817 
253 
564 


1.941 

101 

1,379 

461 


1.247 

219 
409 
619 

737 
224 
513 

171 

1.630 

88 

1,057 

385 


860   645 


1,961 

327 

1,634 


1.189 

271 
193 
725 

2,323 

1,959 
364 

376 

256 


1.641 

268 
1.873 

872 

232 
105 
535 

1.381 

1,120 
252 

362 

223 


1.984 

316 

1,306 

5 

357 

1,723 

1,39S 
325 

240 

30 
122 

88 

541 

59 

168 

37 

277 

127 

299 

9f 
155 

47 

80 

29 
51 

58 

411 
13 

322 
76 

216 

319 

59 
260 

317 

39 

88 

190 

942 
830 
112 

24 

33 
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11 
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i 
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27 

16 
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53 

32 

16 
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9 
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77 

60 

82 

64 

15 

10 

13 

27 

15 

6 

4 

1 

7 

11 

3 

16 

3 

3 

36 

53 

17 

4 

7 

1 

14 

19 

5 

3 

1 

1 

15 

26 

10 

20 

7 

22 
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9 

3 

2 

11 

5 

5 

8 

1 

2 

8 

10 

7 

4 
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4 

8 

7 

6 

10 

1 

21 

50 

17 

3 

2 

15 

43 

11 
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5 
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10 

8 

15 

13 

9 

2 

4 

1 

is 

5 

1 

17 

15 

6 

5 

6 

2 

2 

10 
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5 

61 

26 

32 

36 

21 

26 
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6 
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1 

1 
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stmbiriha^  in  each  city  and  in  the  r€9i  of  each  countiff  daeeified  by  naUnty  of  white 
aleo  hirihe  to  colored  mothere:  1930 — (Continued) 


or 


IfOTRBBB 


or  MEBTE.  or  rOBBIQN-BOSN  IfOTHBBS 
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111 
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13 
71 
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"25 

1«2 

20 
76 
66 

4t3 

353 
47 

S 

27 


65 

13 
43 


9 
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187 
15 

8 

2 


57 

4 
21 

2 
30 


18 

5 

11 

2 

8 
2 

6 

1 

37 

19 
IS 

28 

"s 

21 

4 

1 

16 

65 

58 

7 


61 

30 
7 
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8 
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50 
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8 

63 

18 

4 

14 
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7 
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9 
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3 
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1 

1 
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47 

0 

47 

8 

"k 
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8 
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1 
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266 
67 
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1 
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16 

7 
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4 

4 

14 

3 
2 
1 
8 


9 

7 
2 


126 

8 
82 
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34 
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29 
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8 
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3 

i 

s 
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Ck>LOXXD  MOTHBRS 


10 

2 
6 


23 
7 


2 
1 

27 

4 
5 
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1 
1 

"i 


1 

1 


1 

6 
6 

24 

6 


4 
2 
1 
1 

9 

9 


coix>B  or 

MOTHBR 
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10 

2 
6 


2 

20 
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1 

27 
4 

5 

'is 
1 
1 

"i 


1 

6 

6 

24 
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10 
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86 
87 
88 
89 
90 

91 
02 
93 

94 

95 
96 
97 

98 

99 

100 
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102 

103 

104 
105 
106 
107 

108 
109 
110 

111 

112 
113 
114 
115 

116 

117 
118 
119 

120 
121 
122 
123 

124 
125 
126 

127 

128 
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Table  24  —  Nbw  Yobk  State  (excluaive  of  New  York  Oly)  —  Births,  exdiuive  of 

mothars,  and  ommdbry  of  biirtk  of  fdriegn-bom  maik$n; 


134 
135 
136 

137 

138 
139 

140 
141 
142 

143 
144 
146 

146 

147 

148 
149 
ISO 
151 
152 
153 
154 
155 
156 

157 

158 


Suffolk  Couktt. 
SuLLxvAN  County. 
TxooA  County 


Tompkins  County, 

Ithaca 

Rest  of  county . . , 


Ulster  County. 

Kincston 

Rest  of  county. 


Wakrbn  County. 

Glens  Falls 

Rest  of  county . 


Washinoton  County. 
Waynb  County 


Wbstchxstbb  County. 
Peekakill,  village .... 

White  Plains 

Mt.  Vernon 

New  Rochelle 

Oasininc,  village 

Port  Chester,  village. 

Yonkers v 

Rest  of  county 


Wyoming  County. 
Yatbs  County.  . . 


2,142 

689 

416 

684 
350 
334 

1.282 

496 
786 

680 
401 
279 

810 

864 

7,879 
335 
477 
956 
673 
228 
545 
2.399 
1,766 

664 

264 
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356 
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679 
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261 
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9 

16 
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4 
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195 
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10 
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695 

86 

4 

19 

2 

401 

332 
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263 

16 

4 

2 

810 

689 

121 

8 

16 

1 

864 

668 

196 

8 

2 

6 

7,176 

3,924 

8,251 

177 

318 

76 

327 

245 

82 

2 

4 

1 

462 

291 

171 

10 

27 

6 

933 

530 

403 

14 

19 

13 

61S 

354 

264 

18 

38 

12 

220 

143 

77 

3 

8 

2 

540 

238 

302 

18 

25 

8 

2  353 

1,184 

1,169 

73 

117 

17 

1,722 

939 

783 

39 

75 
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232 
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State  Department  of  Health 


TaWe  25  —  Nbw  York  Statb,  Nbw  Yoek  Citt,  aad  Rest  of  Stat»:    Number  of 

Ugitimaey,  plvral  births,  aUendani  ai 


DISTRICT 


1  Steta  •£  New  York 

2  New  York  dtf 

3  Seat  of  State 

4  Citlaa  (oxe.  Now  York  QCy) 

5  Rural 


6  Albany  Coumtt. 

7  Albany 

8  Cohoea 

9  Watarvlict 

10      Reet  of  county . 


11  AmiOAKT  Coumtt. 


12  BBOOm  COXTMTT. 

18      Binghamton. . . 
14      Reat  of  county. 


15  Cattaxauous  Countt. 

W      Clean 

i7      Salamanca 

18      Rest  of  county 


19  Catuqa  Countt 

20  Auburn 

21  Rest  of  county 

22  Chaxttauqua  Cotmrr. 

23  Dunkirk 

24  Jamaatown 

25  Rest  of  county 


26  CaaMvva  Countt. 

27  Elmira 

28  Rest  of  county . . 


29  Chxnanoo  Coumtt. 

30  Norwich 

31  Rest  of  county. . . 


32  Clinton  Countt. 

83  Plattsburg 

84  R^t  of  county. 


85  Columbia  Countt, 

36  Hudson 

37  Rest  of  county . . 


38  CoBTLAND  Countt. 

89      Cortland 

40      Rest  of  county. . 


41  Dblawabb  Countt, 


42  DuTCBsaa  Countt. 

43  Beacon 

44  Poughkeepaie. . . . 

45  Rest  of  county. . 


46  Ebib  Countt.  . . 

47  Buffalo 

48  Lackawanna*. 

49  —Our    Lady 

Home 

50  Tonawanda. . . 

51  Rest  of  county . 


of     Victory     Infant 


52  Eaasx  Countt. 


Total 
living 
births 


2S5.460 

132.858 

lt2.604 

59,983 

42.607 

8,643 

2,294 
422 
295 
582 

647 

2.867 

1,677 
1.190 

1.653 

219 
790 

1,191 

764 
427 

2,444 
567 
813 

1,064 

1.462 

1.168 
294 

620 

179 
441 

1,146 

289 
856 

735 

316 
419 

616 

290 
326 

813 

1,693 

206 
813 
674 

16.457 

13.317 
872 

259 

222 

2.046 

745 


Sex 


Males 


121.414 

'68,662 

62.852 

30.747 

22.105 

1.822 

1.166 
214 
161 
281 

343 

1,483 
864 
619 

817 

283 
109 
425 

621 

398 
223 

1.263 

279 
419 
565 

761 
609 
142 

339 

96 
243 

621 

152 
469 

368 

157 
211 

321 

145 
176 

431 

892 

1P4 
422 
366 

8,411 

6,796 
435 

147 

124 

1.056 

369 


Females 


114.046 
64.294 

49,752 
29.260 
20.602 

1.721 

1.128 
208 
134 
251 

304 

1.384 

818 
571 

736 
261 
110 
365 

570 
366 
204 

1.181 

288 
394 
499 

711 

559 
152 

281 

83 

198 

624 

137 

387 

367 

159 
208 

296 

145 
150 

382 

801 

102 
891 
308 

8.046 

6.521 
437 

112 

08 

990 

376 


LEarrzuACT 


Legiti- 
mate 


233.034 

131.429 

101.606 

69.328 

42.277 

8,600 

2.254 
421 
294 
531 

647 

2.818 
1.632 
1.186 

1,542 
538 
219 
785 

1.184 

760 
424 

2,438 
567 
811 

1.060 

1.444 

1,154 
290 

616 

178 
438 

1.136 
288 

848 

722 
311 

411 

614 
289 
325 

806 

1.672 
206 
803 
663 

16.222 

13.109 
856 

244 

222 

2.035 

738 


lUegiti- 
mate 


2,426 
1.427 


669 

830 

43 

40 

1 
1 
1 


49 
45 

4 

11 

6 


7 
4 
3 


2 

4 

18 

14 

4 

4 
1 
3 

9 
1 
8 

13 

5 
8 

2 
1 
1 

8 

21 


10 
11 


208 
10 

15 

ii 


*  Includes  Our  Lady  o 
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f  hirtha  in  each  cUy  and  ike  rest  of  ea4!h  county  in  the  SUUe,  during  1920,  daseified  by  eexi 
hirth;  dko  month  of  occurrence 


DISTRICT 


1  Stete  of  N«w  York 

2  New  York  at7 

8      Boot  of  Steto 

4  atlM  (ozc  Now  York  City) 

5  Rutml 

6  Albany  Couhtt 

7  Albony 

8  Cohoes 

9  Watervliet 

10  Rest  of  county 

11  Allboant  COUIVTT 

12  Bboomb  Coumtt 

13  Bingfaamton 

14  Reat  of  county 

15  Cattabauotts  Coumtt 

16  Clean 

17  Salamanca 

18  Roet  of  county 

19  Catuoa  Comnr 

20  Auburn 

21  Reot  of  county 

22  Chautauqua  County 

28      Dunkirk 

24  Jamestown 

25  Rest  of  county 

26  Cbbicuno  County 

27  Elmira 

28  Rest  of  county 

29  Chbnanoo  County 

30  Norm-ieh 

31  Rest  of  county 

32  Clinton  County 

33  Plattsburc 

34  Rett  of  county 

35  Columbia  County 

86      Hudson 

37  Rest  of  county 

38  Cobtland  County 

89      Cortland 

40  Rest  of  county 

41  Dblawarb  County 

42  DuTCBxas  Coxtnty 

43  Beacon 

44  PouKbkeepsie 

45  Rest  of  county 

46  Ebib  County 

47  Buffalo 

48  Lackawanna* 

49  —Our  Lady  of  Victory  Infant 

Home 

50  Tonawanda 

51  Reet  of  county 

52  EiMBx  County 

Vietory  Infant  Home. 


SlNOLB  ANI>  PLUBAL 

Sinsle 
birtha 

Twins 

Trip- 
lets (M> 
more 

232,800 
181.884 
100.416 

68.716 
41.701 

8,128 
964 

2,174 

1,274 

900 

32 

18 

14 

8 

6 

8,468 

2.253 
412 
289 
514 

75 

41 

10 

6 

18 

639 

8 

2.811 
1,650 
1.161 

56 

27 
29 

1.614 

538 
213 
773 

39 

16 

6 

17 

1,176 
752 
423 

16 

12 

4 

2.386 

545 

808 

1,037 

69 
22 
10 
27 

1,421 

1,139 

282 

41 

29 
12 

610 

177 
433 

7 
2 
5 

8 

8 

1,107 

277 
880 

38 

12 
26 

721 

306 
415 

14 

10 

4 

611 

288 
323 

6 

2 

8 

803 

10 

1,666 

204 
791 
661 

37 

2 

22 

18 

16,100 

13,034 
858 

864 

280 
14 

8 

3 

253 

211 

1.997 

6 
11 
49 

723 

28 

Attbndant  at  Birth 


Physi- 


186.505 
96.472 
89,088 
48.001 
40.042 

8.026 

1,991 
852 
251 
432 


2,469 

1,378 
1,091 

1.485 
502 
214 
769 

1.064 

637 
427 

2.166 
899 
739 

1,028 

1,891 

1,117 
274 


179 
430 

1,129 
288 

841 

627 

287 
890 

677 
255 
322 

790 

1.879 
167 
597 
615 


n, 

9.485 
552 

259 

209 

1,720 

780 


Mid- 
wives 


49.181 
36.869 

12,812 

10,717 

2.095 

607 

% 

44 

91 


887 
294 

93 

41 

31 
3 

7 

118 

118 


267 

168 

65 

24 

67 
49 
18 


100 

79 
21 

37 

85 

2 


88 

211 
49 

4,463 

3.810 
817 


13 
313 


Others 


704 

16 

689 

264 

436 


9 


9 

5 
4 

26 

11 

2 

13 

9 
9 


21 


9 
12 

4 
2 


8 


20 

14 

1 

4 
9 

81 

16 
3 


12 

9 


None 
or  not 
sUted 


70 


70 
36 
36 

1 

1 


2 
2 
1 


1 

i 


2 


1 

1 

7 
6 
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Table  25  —  Nbw  Yobk  Statb,  New  Yobx  Citt,  and  Rbst  of  Statx:    Nitmbtr  •/ 

legitimaoyj  plural  Urtkaf  oUtndant-ai 


DISTRICT 

Births  Occureino  in 

— 

Jan. 

Feb. 

Mar. 

April 

May 

Jun«    ^ 

1  State  of  New  York 

20.070 

11,280 

8.790 

5.191 

3.599 

306 

202 
42 
17 
46 

65 

244 

142 
102 

127 
43 

14 
70 

92 

58 
34 

207 

60 
59 
98 

127 

94 
33 

46 

93 

24 
69 

71 

31 
40 

55 

19 
36 

69 

161 

19 
74 
68 

1.473 

1,206 
68 

16 

26 

174 

62 

20.011 

11,255 

8.766 

5,174 

3.582 

312 

193 
46 
26 
47 

45 

233 

147 
86 

151 

61 
24 
76 

95 

61 
34 

208 
61 
73 

84 

124 

102 

22 

45 

17 
28 

92 

16 
76 

64 

22 
32 

62 

26 
26 

68 

142 

22 

64 
66 

1.484 

1,263 

71 

24 

33 

177 

69 

21.195 

12.147 

9.048 

5.394 

8.854 

314 

207 
32 
24 
61 

66 

288 

176 
112 

143 

63 
18 
72 

97 
62 
35 

200 
42 
61 
97 

132 

107 

26 

54 

17 
37 

107 
22 
86 

60 
26 
36 

47 
22 
26 

83 

159 

19 
77 
63 

1.418 

1.168 
78 

17 

20 

162 

55 

19,712 

11.206 

8.606 

4.859 

3,647 

301 

203 

26 

26 
47 

51 

228 
126 
102 

139 
42 

20 

77 

106 

66 
41 

204 

46 
70 
89 

116 

101 
16 

54 

14 
40 

118 
82 

86 

68 

29 
29 

54 

27 
27 

64 

132 

14 
66 
62 

1.295 

1,067 
62 

18 

20 

156 

71 

19,261 

10.864 

8.897 

5.160 

3,747 

300 

192 

83 

27 

48 

45 

251 

U3 
108 

185 
39 
21 

76 

92 
61 
31 

215 
62 
96 

68 

129 

106 
24 

62 
18 
44 

108 

30 

78 

62 
28 
34 

74 
32 
42 

79 

151 
18 
81 
67 

1.434 

1,146 
8L 

27 

15 

193 

79 

20.374 

2  NewYorkOty 

3  Beat  of  State 

U.810 
8.664 

4  Gttie8(eni.irewYerhCll7)- ■ 

5  Raral 

4.979 
3,694 

6  Albany  Countt 

283 

7      Albany 

191 

8      Cohoes 

27 

9      Watervliet 

10      Rest  of  county 

22 
43 

11  Alleoant  Countt 

70 

12  Brooms  County 

220 

13      Buighamton 

121 

14      Rest  of  county 

99 

15  Cattabauoub  County 

113 

1A       Ol^n   , 

39 

17  Salamanca 

18  Rest  of  county 

23 

61 

19  Cayuoa  County 

92 

20      Auburn 

67 

21      Rest  of  county 

36 

22  Chautauqua  County 

232 

23         ni.nHrlr 

00 

24      Jamestown 

76 

26      Rest  of  county 

97 

26  Chsmuno  County 

133 

27      Elmira 

104 

28      Rest  of  county 

29 

29  Chsnanqo  County 

64 

30      Norwich 

22 

31      Rest  of  county 

42 

32  Clinton  County 

06 

33      Platteburg. 

24 

34      Rest  of  county 

72 

36  CoLUMBLA  County 

36      Hudson 

69 

31 

37  Rest  of  county 

38  Cortland  County 

88 

60 

39  Cortland 

40  Rest  of  county 

24 

26 

41  Dklawarb  County 

77 

42  DuTCHEse  County 

43  Beacon 

146 
14 

44      Poughkeepsie 

78 

46      Rest  of  county 

64 

46  Erie  County 

1.364 

47      Buffalo 

1,083 

48  Lackawanna* 

49  —Our  Lady  of  Viotory  Infant 

Home 

92 
82 

60      Tonawanda 

16 

61  Rest  of  county 

62  Essex  County 

173 
66 

*  Indudes  Our  Lady  of 
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births  in  eaeh  city  and  the  regi  of  eieh  eouat^  in  the  StaUy  during  1920,  classified  hy  sex, 
hirik;  alao  monffi  of  oeouirrenee  —  (Continued) 


DISTEICT 


1  State  of  New  York 

2  NewYerkaty 

S      Rest  of  State 

4  GHIes  (ezc.  New  York  CHr) .  • 

5  Bml 

6  Albant  Coxtntt 

7  Albany 

8  Cohoes 

9  Watenrliet 

10  Rest  of  county 

11  ALLXOAIfT  COUNTT 

12  BRooira  County 

13  Binghamton 

14  Reat  of  county 

15  Cattarauous  Counry 

16  Clean 

17  Salamanca 

18  Rest  of  county 

19  Cayuoa  County 

20  Auburn 

21  Rest  of  county 

22  Chautauqua  County 

23  Dunkirk 

24  Jamestown 

25  Rest  of  county 

26  Chemuno  County 

27  Elmira 

28  Rest  of  county 

20  Cbenakqo  County 

80  Norwich 

81  Rest  of  county ^ 

32  Clinton  County 

33  Plattaburg 

84  Rest  of  county 

85  COLUHBZA  CotTNTY 

36  Hudson 

37  Rest  of  county 

88  Cortland  County 

39  Cortland 

40  Rest  of  county 

41  Dblawars  County 

42  DI7TCHB8B  County 

43  Beacon 

44  Pouffhkeepsie 

45  Rest  of  county 

46  Erie  County 

47  Buffalo 

48  Lackawanna* 

40       — Our  Lady  of  Victory   Infant 

Home 

50  Tonawanda 

51  Rest  of  county 

52  Essex  County 

Yiot  )ry  Infant  Home. 


Births  OccuRBiNa  in  — 


20.645 

11.616 

9.029 

5.162 

3.867 

298 

197 

34 

21 

46 

62 

237 

126 
111 

125 

54 

6 
65 

116 

66 
50 

212 

43 

66 

103 

1S8 

115 

23 

491 
12 
37 

105 

32 
73 

68 

21 
37 

68 
30 
28 

72 

146 

20 
61 
64 

1.411 

1,153 

61 

27 

18 
179 

63 


20.263 

11.150 

9,113 

5.266 

3.847 

817 

194 
39 
36 
48 

53 

254 

146 
108 

142 

50 
16 
76 

95 
57 
38 

234 

47 

72 

115 

148 

109 
39 

68 
15 
53 

99 

26 
73 

66 

31 
35 

46 
27 

19 

74 

166 

22 
71 
73 

1.425 

1,142 
81 

30 

17 

185 

72 


Sept. 

Oct. 

19.530 

10.869 

8.661 

5,079 

8,582 

18.391 

10.350 

8.041 

4.677 

8.364 

SOS 

194 
32 
20 
57 

297 

179 

42 

34 

42 

58 

46 

229 

142 
87 

215 

128 
87 

118 

49 
14 
55 

114 

42 
16 
66 

117 

83 
34 

104 

68 
36 

201 
43 

75 
83 

204 
39 

81 
84 

116 

96 
20 

105 

78 
27 

41 

18 
23 

49 

9 
40 

89 
27 

62 

93 

21 
72 

57 

20 
37 

56 

21 
35 

44 

10 
25 

44 

10 
25 

57 

61 

142 

10 
62 
61 

126 

24 
62 
40 

1.433 

1,161 
72 

1,273 

1.021 
72 

20 

15 

185 

22 

164 

66 

50 

Dec. 


17.272 
9.972 
7,340 
4.408 
2. 937 

231 

154 

30 

ii 

26 
47 

215 

127 
88 

124 

41 
22 
61 

92 

62 
30 

158 
42 
35 

81 

921 

74 

18 

40 

14 
26 

71 

15 
56 

64 
2S 
36 

40 
17 
23 

60 

104 

12 
47 
45 

1,167 

049 
62 

14 

15 

141 

46 


18,716 

10.877 

7,869 

4.6/2 

3,187 

281 

188 
40 
21 
32 

49 

253 

153 
100 

122 

41 
25 
66 

98 

64 
29 

160 
53 

51 
65 

102 

88 
19 

48 

13 
35 

74 
20 
54 

60 
29 

31 

52 

28 
24 

68 

119 

8 
70 
41 

1.280 

1.040 
72 

13 

11 

157 

46 
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Table  25  -^  Naw  York  Stati,  Naw  York  Citt,  and  Rist  of  Statb:    Nttmher  of 

Ugitimacy,  plural  births,  attmidant  ai 


Total 
living 
hirtbs 

Sbx 

LBOimCACT 

DISTRICT 

Males 

Females 

Legiti- 
mate 

lUegitt. 
mate 

58  FttAVKiJH  COUNTT 

1,996 

846 
443 

184 
219 

778 
348 
430 

436 

79 

1.436 

352 
1.084 

1.722 

787 
035 

489 

686 

828 

296 
532 

7,688 

6,732 

056 

1,271 
835 
436 

2.788 

233 

2,555 

2,928 
417 

1.650 
414 
547 

4.325 

601 

2.442 

22 

1,170 

• 

5.418 

4,191 
1.227 

1.094 

216 
378 
500 

2.365 

310 
675 
249 

1,131 

661 

432 

234 

93 

105 

396 

180 
216 

234 

37 

699 

159 
531 

894 

411 
483 

256 

358 

427 
150 
268 

3.963 

3,409 
404 

646 
416 
224 

1,418 

113 
1.305 

1.S20 

108 
786 
232 
304 

2.217 
351 

1.243 

14 

600 

2,801 
2.202 

675 

116 
18S 
271 

1.218 
165 
352 
126 
575 

635 

414 

209 

91 

114 

382 

168 
214 

202 

42 

746 
193 
553 

828 
376 
452 

233 

328 

401 

137 
264 

3.786 

3.323 

462 

631 

419 
212 

1.379 

120 

1.250 

1.468 

210 
764 
182 
243 

2.168 

340 

1,100 

8 

561 

2.617 

1.089 
628 

619 

100 
100 
220 

ifil 

145 
323 
128 
556 

1,661 

840 
442 

181 
217 

775 

346 
420 

435 

79 

1.429 

351 
1.078 

1.701 

779 
922 

482 

685 

822 

295 
527 

7.612 

6.665 

947 

1.263 

831 
432 

2.767 

233 

2,534 

2,914 

415 

1.541 

414 

544 

4.292 

678 

2,428 

21 

1.165 

5.344 

4.120 
1.224 

1.937 
216 
375 
496 

2.367 

305 

675 

249 

1.128 

16 

6 

55      Glovewville 

1 

56      Johnstown 

3 

57      Rest  of  county 

2 

3 

50      Batavia 

2 

60      RmI  of  county , 

1 

61  GRSBm:  Cottntt 

1 

7 

64      T.ittlft  Falta 

1 

65      Rert  of  county 

6 

66  JsrrKRSOK  County 

21 

67      Watertown 

8 

68      Rect  of  county 

13 

7 

70  LiVINOSTON  CoUNTT 

1 

71  Madison  Countt 

6 

72      Oneida 

1 

73      Rest  of  county 

5 

74  MoNBOB  County 

76 

75      Rochester 

67 

76      Rest  of  county 

9 

8 

78      Amsterdam 

4 

79      Rest  of  county 

4 

21 

81      Glen  Cove 

82      Rest  of  county 

21 

14 

84      Lockport 

2 

85      Niagara  Falls 

9 

86      North  Tonawanda 

87      Rest  of  county 

3 

33 

80      Rome 

13 

90      Utica 

14 

91      Sherrill 

1 

92      Rest  of  county 

5 

93  Onondaga  County 

74 

94      Syracuse 

71 

95      Rest  of  county 

3 

T 

07        r!AnA.iMl&iaii«.                   

08      Geneva 

3 

00      Rftift  of  flountv 

4 

8 

101       MiddletoMm 

5 

102      NewbuTsh 

103      Port  Jervia 

104      Rest  of  county 

3 
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hirtKi  in  each  dty  and  the  rut  of  each  county  in  the  State,  during  1920,  daesifiei  by  Bex, 
birth;  aleo  month  of  occurrence  —  (Gontintied) 


DISTRICT 


53  FBAmcLor  Comrrr. 


54  Fulton  Coumtt. 

55  GlovenviUe. . . 

56  Johnstown 

57  Rest  of  oounty. 


58  Obhbsbs  Countt. 

59  Batovia 

60  Rest  of  oounty. . 


61  GwuNX  Comrrr. 


62  Haiolton  Coumtt. 


63  Hnucnam  Coumtt, 

64  Little  Falls 

65  Rest  of  oounty. . . 


66  jBivnisoM  Coumtt. 

67  Watertown 

68  Rest  of  oounty 


69  Lkwib  Coxtmtt. 


70  Livxnoston  Coumtt. 


71  Madison  Coumtt. 

72  Oneida 

73  Rest  of  county. . 


74  MoMBOB  Coumtt. 

75  Rochester 

76  Rest  of  oounty. , 


77  MoMTQOicurT  Coumtt. 

78  Amsterdam 

79  Rest  of  oounty 


80  Nassau  Coumtt. 

81  Glen  Cove 

82  Rest  of  county. 


88  NzAOABA  Coumtt.  . . 

84  Lookport 

85  Niasara  Falls 

86  North  Tonawanda. 

87  Rest  of  oounty — 


88  Ombxda  Coumtt. 

89  Rome 

90  Utiea 

91  Sherrill 

92  Rest  of  oounty. 


98  Omomdaoa  Coumtt  , 

94  Syracuse 

95  Rest  of  oounty. . . 


96  Ontario  Coumtt. 

97  Canandaisua. . 

98  Geneva 

99  Rest  of  oounty. 


100  Oramob  Coumtt. 

101  Middletown... 

108      Newburgh 

108      PortJervis 

104      Rest  of  oounty. 


SiNOLB  AND  PlUKAL 


Sinide 
births 

Twins 

t 

lets  or 
more 

1,068 

28 

8S8 

441 
180 
217 

8 

2 
4 
2 

766 
342 
424 

12 
6 
6 

430 

6 

70 

1,407 

342 

1,065 

20 

10 
19 

1.681 

764 
917 

41 
23 
18 

481 

8 

678 

8 

811 
287 
524 

17 

9 
8 

7,518 

6.573 

945 

167 

156 
11 

3 
3 

1.238 

814 

424 

38 

21 
12 

2. 733 

232 

2,501 

56 

1 
54 

2.867 

410 

1,517 

403 

537 

61 

7 
33 
11 
10 

4,242 

674 

2.404 

22 

83 

17 
38 

1.142 

28 

6.821 

4.117 
1.204 

97 
74 
23 

1,062 

211 
382 
4S9 

32 

5 
16 
11 

2.821 
302 
663 
247 

1,109 

44 

8 
12 

2 
22 

Attbndamt  at  Bibth 


Physi- 


1.035 


440 
183 
203 

768 
347 
421 

422 

75 

1.215 

257 
958 

1,604 

774 
920 

475 

647 

818 
296 
522 

r.157 

6,221 
936 

004 

569 
425 

2.468 

163 

2,305 

2.400 
411 

1.224 
233 
541 

3.186 

434 

1,662 

22 

1.068 

4.044 

3,806 
1,138 

1,083 

215 
369 
499 

2.214 

307 

613 

284 

1.060 


Mid- 
wives 


94 

111 

6 
1 


36 


8 

412 
402 

10 

272 

368 
9 

312 

69 

243 

506 

6 
316 
181 

3 

1,114 
249 

776 


89 

4i0 

882 
6S 


1 
117 


61 
6 

50 


Others 


18 

1 

1 

11 

4 
1 
3 

8 


16 

1 
15 

21 

12 
9 

8 

2 

7 


106 

95 
10 

6 

3 
2 


8 
1 
7 

11 

9 


24 

8 

4 


12 

22 

8 

19 

10 

1 
9 


82 
2 
1 
9 

20 


None 
or  not 
stated 


2 
2 


1 

i 
1 
1 


14 

14 


2 

i 
i 
1 


1 

2 
2 


2 
1 
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Table  25  —  Nxw  York  State,  New  Yobs  Citt,  aad  Baar  of  State:    Number  «/ 

leffitiiMteu,  pinral  birik8f  attendant  of 


DISTRICT 


53  Frakxlin  County  . . . 

64  Fulton  County 

65  GIoversviBe 

66  Johnstown 

67  Rest  of  county 

68  GENsasz  County 

69  Batavia 

60  Rest  of  county 

61  Grxene  County 

62  Hamilton  County.  . . 

63  HsBxncEB  County.  . . 

64  Little  Falls 

65  Rest  of  county 

66  Jefpbrson  County  . . 

67  Watertown 

68  Rest  of  county 

69  Lewis  County 

70  Livingston  County.  . 

71  Madison  County.  . . . 

72  Oneida 

73  Rest  of  county 

74  Monroe  County.  .  . . 

75  Rochester 

76  Rest  of  county 

77  MoirrooMBRT  County 

78  Amsterdam 

79  Rest  of  county 

80  Nassau  County 

81  Glen  Cove 

82  Rest  of  county 

83  NiAAABA  County 

84  Lookport 

85  Niagara  Falls 

86  North-  Tona  wanda . . 

87  Rest  of  county 

88  Oneida  County 

89  Rome 

90  Utica 

91  Sherrill 

92  Rest  of  county 

93  Onondaga  County.'.  . 

94  Syracuse 

95  Rest  of  county 

96  Ontario  County  .... 

97  Canandaigua 

98  Geneva 

99  Rest  of  county 

100  Orange  County 

101  Middletown 

102  Newburgh 

103  PortJervis 

104  Rest  of  county 


Births  Occurbtno  in 

— 

Jan. 

Feb. 

Mar. 

April 

May 

June 

82 

100 

63 

110 

96 

100 

7S 

70 

76 

72 

79 

77 

42 

37 

33 

3d 

43 

38 

15 

19 

19 

20 

15 

17 

16 

14 

23 

19 

21 

22 

68 

70 

73 

78 

44 

56 

31 

35 

42 

ao 

20 

21 

37 

35 

31 

48 

24 

34 

36 

89 

33 

41 

83 

33 

10 

6 

6 

10 

7 

6 

118 

123 

122 

116 

136 

118 

35 

36 

28 

23 

29 

31 

83 

87 

94 

93 

107 

87 

129 

134 

139 

134 

165 

135 

48 

65 

67 

61 

72 

55 

81 

69 

72 

73 

93 

ao 

40 

82 

44 

41 

42 

38 

44 

65 

66 

60 

61 

60 

59 

68 

72 

69 

72 

76 

23 

21 

26 

21 

24 

21 

36 

47 

46 

48 

48 

51 

654 

653 

713 

673 

647 

624 

678 

670 

639 

593 

674 

6SS 

76 

83 

74 

80 

73 

86 

86 

111 

117 

99 

109 

110 

62 

74 

84 

60 

64 

67 

24 

37 

33 

40 

46 

4S 

258 

288 

265 

228 

233 

212 

23 

30 

25 

19 

22 

28 

235 

208 

230 

209 

2U 

189 

266 

203 

279 

198 

271 

238 

48 

30 

27 

24 

33 

29 

124 

97 

163 

99 

162 

126 

39 

31 

36 

31 

30 

34 

54 

45 

53 

44 

66 

49 

368 

356 

362 

864 

347 

360 

50 

50 

54 

65 

63 

67 

230 

186 

196 

197 

196 

198 

2 

4 

1 

1 

1 

2 

86 

106 

101 

101 

98 

lt)8 

474 

448 

606 

476 

438 

462 

860 

345 

399 

369 

352 

346 

115 

103 

107 

107 

86 

106 

104 

98 

100 

96 

93 

91 

23 

18 

17 

18 

16 

13 

35 

38 

44 

31 

34 

35 

46 

42 

39 

47 

43 

48 

221 

194 

206 

171 

219 

210 

34 

26 

22 

28 

35 

22 

62 

63 

59 

41 

58 

61 

21 

17 

30 

19 

211 

24 

104 

88 

95 

83 

1051 

108 

DiviBiON  OF  Vital  Statistics 
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ftirAi  tn  §ach  city  mid  ih^rtdof  Back  eonn^  in  Ae  Statn,  dwiriQ  1020,  damped  by  iex, 
IriHk;  ako  momtk  nf  ootmrmm  —  (Ckmtinued) 


DISTRICT 


58  Frahxlin  CoUIfTT 

64  Fulton  Countt 

66      GIo¥«cs^alle 

66  Johnttown 

67  Rett  of  count  J 

68  Gbkbus  Countt 

60      BaUYm 

60  Rest  of  county 

61  Gbskni  Countt 

62  Hamilton  Countt 

63  Hbrxzhbr  Countt 

6«      LittieFallB 

66      Rest  of  county 

66  JxFmaoN  Countt.  . . 

67  Watertown 

68  Rest  of  oounty 

09  Lswzs  Countt 

70  LzTiNoviDN  Countt.  . 

71  Madison  Countt 

72  Oneida 

73  Rest  of  county 

74  MoNBOB  Countt 

76      Rochester 

76  Rest  of  county 

77  MoNTGOifSBT  Countt 

78  Amstaidam 

70      Rest  of  county 

80  Nassau  Countt 

81  Glen  Cove 

82  Rest  of  county 

83  NzAOARA  Countt 

84  Lockport 

86      Niagara  FaUs 

86  North  Tonawanda. . , 

87  Rest  of  county 

88  Oneida  Countt 

80      Rome 

90      Utica 

01      SherriU 

92      Rest  of  coiinty 

05  Onondaoa  Countt.  .  . 
04      Syracuse 

06  Rest  of  county 

96  Ontabio  Countt 

97  Canandaigua 

98  Geneva 

90      Rest  of  county 

100  Obanos  Countt 

101  Midd]«town 

102  Newburgh 

lOt   PortJervis 

104   Rest  of  county 


Bibthb  OcCXTBBINa  IN  — 


July 


108 

79 
36 

16 
27 

75 
81 
44 

56 

8 

m 

20 
102 

181 

03 

8 

ta 

70 

79 
28 
61 

<47j 
664 
83 

114 

71 
43 

241 

01 
232 

266 

31 

143 

36 

46 

402 

62 

264 

1 

85 

460 

365 
05 

87 
19 
24 
44 

197 
23 
60 
10 
05 


Aug. 


89 

73 
43 
15 
15 

76 

31 
45 

40 


188 

35 
08 

169 

74 
95 

47 


70 
30 
40 

688 

505 
03 

126 

83 
43 

245 

13 

232 

257 
45 

124 
52 

36 

401 

65 

231 

3 

102 

479 

360 
110 

111 

19 
36 
56 

218 

30 
73 
14 
06 


Sept. 


106 

61 

84 
10 
17 

80 
30 
50 

86 


144 

34 

110 

110 

50 
80 

89 

67 

91 

36 
55 

697 
513 

84 

110 

80 
30 

289 

23 

216 

270 
45 

140 
33 
43 

895 

66 
216 


113 

433 

338 
05 

90 
23 
27 
40 

218 

19 

64 

21 

114 


Oct. 


75 
69 


14 
13 

61 
24 
37 

84 

6 

100 

30 
70 

184 

57 

77 

44 

43 

56 

22 
33 

618 

549 
60 

112 
78 

30 

238 

16 
217 

281 

38 

127 

24 

42 

824 

50 

170 

2 

102 

418 
302 
111 

801 
14 
27 
30 

167 

30 
46 
22 
60 


Nov. 


73 

60 
82 

10 

ISI 

61 

28 


80 


921 
20 
72 

iiol 

62 
67 


46 

00 

23 
37 


517 
60 

89 
67 
32 

190 

15 

175 

241 
33 

132 
37 
30 

814 

50 

173 

1 

81 

410i 
820 
00 

69 

22 
24 
23 

165 

10 
46 
21 
79 


Dec. 


99 

68 

80 
U 
U 

47 
25 
22 

25 


108 
22 

81 

144 

74 
70* 


40^ 

49 

18 

31 

588 

502* 

86 

88 
61 
27 

216 

15 

201 

219 

34 
114 
31 
4X> 

848 

51 
201 

4 
87 


335 

oa 

76 
14 
28 
38 

184> 
22 
42 
20 

loa 
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Table  25  —  New  York  State,  New  York  Citt,  and  Rebt  o»  State:    Number  of 

Ugitimaeyf  plural  buihB,  aUendarU  at 


DISTRICT 


106.ORLBAN8  COUNTT 

106«OswafiK>  COUMTT 

107      Fulton 

lOB      Oswego 

109  RoBtofoounty 

110  Otbbqo  Countt 

111  Oneonta 

112  R«0t  of  county 

llZ'^ursAU  Ck>nirTT 

IHIRbnublasb  Couirrr. . 

115  RonaseUer 

116  Troy 

117  Rest  of  county 

118  RocKLANn  Couimr. . . . 

119  St.  LxwiuDirCB  Coitiitt 

120  Offdensburff 

121  Reit  of  county 

122  Sakatooa  Countt.  . . . 

128      Saratoga  Springs 

124      MeohanicviUe 

126  Rest  of  county 

126  SCBBNBOrADT  CoUNTT. 

127  Schenectady 

128  Rest  of  county 

129  ScHOHARxx  Countt.  . . 

130  ScHUTLBR  Countt 

131  Sbnbca  Countt 

132  Stbubbn  Countt 

183      Corning 

134  Hornell. 

135  Rest  of  county 

186  SuiTOLC  Countt 

137  Sullivan  Countt 

188  TiooA  Countt 

139  ToicrxiNa  Countt 

140  Ithaca 

141  Rest  of  coxinty 

142  Ulstbb  Countt 

148      Kingeton 

144  Rest  of  county 

145  Wabrbn  Countt 

146  Olens  Falls 

147  Rest  of  county 

148  Washinoton  Countt.  . 

149  Watnb  Countt 

150  WBaTCHBOTBB  CoUNTT. 

151  Peekakill,  village 

152  White  Plains 


Total 
living 
births 


547 

1,547 
316 
565 
666 

818 
254 
564 

280 

1,947 

101 

1,885 

461 

884 

1.967 

327 

1,640 

1.198 

278 
194 
726 

2,882 

1.968 
864 

377 

256 

415 

1.683 

427 
295 
961 

2.142 

539 

416 

684 
350 
334 

1,282 

496 
786 

680 

401 
270 

810 

864 

7.879 
335 

477 


Sbx 


Males 


29€ 

801 
152 
324 
825 

426 

141 
284 

124 

984 

51 

713 

220 

481 

994 

162 
832 

602 

127 
100 
375 

1,219 

1,015 

195 

198 

133 

217 

882 

203 
147 
532 

1.114 

284 

225 

851 

173 
178 

668 

246 
422 

871 
223 

148 

409 


Femalee 


3,787 
168 
227 


261 

746 
104 
241 

341 


113 
280 

106 


50 
672 
241 

493 

973 

165 
808 

591 

146 

94 

351 

1,122 

953 
169 

179 

128 

198 

801 
224 
148 
429 

1,028 

256 

191 

333 

177 
156 

614 

250 
304 

309 

178 
131 

401 

429 

3.592 

167 
250 


Lboitimact 


LegiU- 
mate 


543 


niagiti. 
mate 


1,640 

7 

313 

3 

562 

3 

665 

1 

814 

4 

253 

1 

561 

3 

458 

Id 
3 

876 

8 

1,949 
322 

1.618 

27 

5 

22 

1,188 

272 
194 
722 

2,317 

15 

14 

372 

255 

413 

1,675 
426 
295 

2,125 

17 

635 

399 

17 

681 
348 

333 

1.269 
498 

776 

13 

10 

671 

400 
271 

805 

866 

7.899 
328 
470 

79 

Division  of  Vital  Statistics 


435 


birtha  in  each  city  and  the  real  of  ead^  county  in  the  8taU,  durir^  1920,  daasified  by  $ex, 
birth;  aha  month  of  oecurrenee  —  (Continued) 


district 


105  Obliaki  COUIITT 

106  Oswxoo  CouifTT 

107  Fuhon 

108  0>w«so 

109  Rett  of  county 

110  Otssoo  Comrrr 

111  OnaontA 

1 12  Rett  of  county. . . 

113  PUTNAlf  CouifTT 

114  RmmaumLAMu  Comrrr. . 

115  Renttdaer 

116  Troy 

117  Rett  of  county 

118  Rockland  Couvtt.  . . 

119  St.  IiAinuurcB  County 

120  Ogdenabuis 

121  Rett  of  county 

122  Sabatooa  Countt 

123  Saratoga  Springs. . . . 

124  Meohanioville 

125  Rest  of  county 

126  SGBBNBOTADT  COUMTT. 

127  Schenectady 

128  Rest  of  county 

129  SCHORAllZB  CoUNTT.  .  . 

130  SCBUTLBB  CoUNTT 

131  Sbnbca  Coxtmtt 

182  Stbubsn  Countt 

183  Corning 

184  HorneU. 

135  Rest  of  county 

136  SunroLK  Countt 

137  SuLLiTAN  Countt  .... 

138  TioQA  Countt 

189  Tompkins  Countt 

140  Ithaca 

141  Rest  of  county 

142  Ulbtbb  Countt 

148      Kingston 

144  Rest  of  county 

145  Wabbwt  Countt 

146  Olens  FaUs 

147  Rest  of  county 

148  Washinoton  Countt  . . 

149  Watnb  Countt 

i50  Wbstchkstbb  Countt. 

151  FeekskiU.  village. . . . 

152  White  Plains 


Senolk  and  Plubal 


■       '1 

Single 
iSrths 

Twins 

Trip- 
lets or 
more 

6Sf 

8 

1.519 

308 
556 
655 

28 
8 
9 

11 

792 
252 
540 

26 

2 
24 

226 

4 

1.900 

98 
1.355 

447 

47 

3 

30 

14 

868 

26 

1.913 

816 

1.507 

54 

11 
43 

1.178 

268 
194 

13 

3 

2 
2 

716 

10 

2.283 

1.925 
358 

49 

43 

6 

365 

12 

248 

8 

407 

8 

1.632 

416 
282 
934 

51 

11 
13 
27 

2.097 

45 

528 

8 

3 

410 

6 

666 

339 
326 

19 
11 

8 

1.262 

484 
778 

20 

12 
8 

•  •••••■ 

666 

897 
269 

14 

4 
10 

■  «••«•■ 

786 

24 

855 

9 

7,210 

827 
469 

169 

8 
8 

Attbndant  at  Bibth 


Physi- 
cians 


632 

1,482 
313 
520 
649 

804 

252 
552 


1,794 

96 

1.246 

452 

843 

1.898 
324 

1.574 

1.110 
242 
190 
678 

1.677 

1,371 

306 

363 

255 

407 

1.675 
426 
205 
954 

2,027 

493 

410 

670 

350 
320 

1. 
482 
746 

663 

401 
262 

787 

846 

5,666 

308 
406 


Mid- 
wives 


10 

61 

1 
30 
11 

3 

1 
2 


147 

5 

138 

4 

38 

48 

2 

46 

66 

31 

1 

84 

647 

593 

54 


2 

103 

34 

1 

3 


37 

10 
27 


8 

16 

11 

1,776 
28 

70 


Others 


14 

2 
6 
6 

11 

1 
10 

3 

6 


21 

1 
20 

17 


3 
14 

8 

4 

4 

10 
1 

7 

6 

1 


5 
12 
11 

4 
9 


9 

14 

4 
10 


9 
6 
6 

25 

4 


None 
or  not 
stated 


1 
1 

2 
2 
3 
3 


1 

1 

12 

i 
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Table  25  —  Nbw  York  State,  New  Yqsk  Citt,  ajud  Host  of  State:    Ntunber  of 

legiiimacih  plural  hirAt,  attendant  at 


DISTRICT 

Births  Occurring  in 

— 

Jan. 

Feb. 

Mar. 

April 

May 

June 

105  Orleans  Coijntt 

46 

131 

31 
55 
45 

82 

10 
63 

14 

152 

0 

111 

32 

60 

153 

20 
124 

91 

21 

6 

64 

192 

162 
30 

36 

24 
36 

139 

40 
27 
72 

190 

86 

37 

60 
25 
25 

100 

42 

58 

64 

30 
34 

69 

81 

662 

30 
42 

46 

122 
26 
40 
56 

73 
24 
40 

19 

167 

6 

104 

57 

69 

185 

27 

158 

90 

18 
20 
52 

218 

184 

34 

29 

25 

43 

144 

38 
32 

74 

166 
35 

37 

65 

26 
30 

101 

34 

67 

68 
35 
23 

77 

78 

669 

34 
41 

48 

130 

10 
53 
58 

69 

26 
43 

19 

176 

5 

133 

38 

76 

192 

30 
162 

95 

23 

18 
54 

282 

200 
32 

28 

SO 

31 

160 

47 
25 

88 

176 
53 

37 

71 
2S 
43 

94 

41 
53 

53 

35 

18 

76 

60 

627 
27 
37 

42 

128 

32 
33 
63 

48 
17 
31 

25 

164 

5 

116 
43 

76 

174 

28 
148 

102 

22 

18 
62 

181 

160 

31 

33 

19 
SI 

136 

36 

10 
82 

172 

60 

43 

69 

36 
23 

• 

118 

39 
79 

60 
32 

28 

64 

72 

604 
32 

38 

46 

150 
23 
50 
68 

63 

15 

48 

26 

164 

0 

111 

44 

91 

180 

80 

150 

107 

23 
14 
70 

195 

161 

34 

31 

16 

35 

1S2 

36 
21 
75 

208 

44 

38 

64 

31 
33 

105 
45 

60 

46 
24 
22 

70 

76 

628 
26 
50 

38 

106  Obwxoo  County 

125 

107      Fulton 

22 

108      Oawego 

52 

100      Raet  of  oounty 

51 

110  Otsbqo  County 

64 

Ill      OneonU 

27 

112      Rest  of  county 

37 

113  Putnam  County 

19 

1 14  Rbnbselasr  County 

201 

115      RanaseUflr 

17 

116      Troy 

138 

117      Rest  of  county 

45 

118  Rockland  County 

68 

119  St.  Lawrence  County 

187 

120      Ogdensburg 

27 

121      Rest  of  county 

IflO 

122  Saratoga  County 

122 

123      Sacatoga  Springs 

24 

124      Mechanicville 

18 

125      Rest  of  county 

80 

126  Schenectady  County 

207 

127  Schenectady 

128  Rest  of  county 

170 
37 

120  Schoharie  County 

26 

130  Schuyler  County 

19 

131  Seneca  County 

31 

182  Steuben  County 

169 

133      Coining 

38 

184      HornelT. 

26 

135      Rest  of  county 

06 

136  Suffolk  County 

187 

137  Sullivan  County 

53 

133  TzoQA  County 

SS 

1 

139  Tompkins  County 

42 

140      Ithaca 

26 

141      Rest  of  county 

17 

142  Ulster  County 

110 

143      Kinffff^n,  .  . 

47 

144      Rest  of  oounty 

(3 

145  Warren  County 

49 

146      Glens  Falls 

36 

147      Rest  of  county 

14 

148  WASBiNaTON  County 

rs 

140  Wayne  County 

C6 

150  Westchester  County 

583 

161      Peekskill,  villsca 

25 

152      White  Pikins ....:...... 

36 
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InrOm  in  e:Kh  city  and  the  mt  of  each  county  in  the  SiaU^  dwing  1920,  dasnfted  hy  ws 
lirth;  ako  manik  cf  oecwrrwM  —  (Continued) 


DISTRICT 


105  OnUftANS   COUNTT 

106  OswBoo  -County 

107  Fulton 

108  Oswego 

109  Rest  of  county , 

110  Otsboo  Cocntt , 

111  Oneonta 

112  Rest  of  county 

113  PuTZTAK  County 

IM  lUufanBLAm  County.  . . 

115  Rensselaer 

116  Troy 

117  Rest  of  county 

118  Rockland  County.  . . 

119  St.  Lawrence  County 

120  Ogdensburg 

121  Rest  of  county 

122  Saratoga  County 

123  Saratoga  Springs 

124  Mechanicville 

125  Rest  of  county , 

126  Sqbsnbctady  County. 

127  Soheneotac^ 

128  Rest  of  county 

129  ScHOHARZx  County 

130  Schxttlbs  County 

131  Sbnbca  County 

132  Steubbn  County 

133  Corning 

134  HomelT. 

135  Rest  of  county , 

136  SxTVTOLK  County 

137  SuLLHTAK  County 

138  Tioga  County 

139  Tompkins  County 

140  Ithaca 

141  Rest  of  county 

142  ULaTBB  County 

143  Kingston 

144  Rest  of  county 

145  Warrbn  County 

146  Glens  Falls 

147  Rest  of  county 

148  Wabhinoton  County.  . 

149  Wayne  County 

150  WB8TCBEBTBR  CoUNTY . 

151  PeekskiU.  village 

152  White  Plains 


Births  Occurrino  in  — 

July 

Aug. 

Sept. 

Oct. 

Nov. 

54 

43 

68 

40 

38 

34 
42 
62 

145 

33 
40 
63 

141 
25 

50 
66 

120 

24 
50 
46 

112 

18 
43 
51 

78 

16 
57 

70 

19 
51 

64 

21 
43 

76 
19 
67 

63 

24 
88 

20 

25 

10 

18 

16 

6 

100 

36 

1S« 

7 

110 

37 

5 

141 

36 

1M 

12 

111 

31 

lao 

7 
95 
27 

101 

81 

78 

68 

60 

141 

17 
124 

177 

36 

141 

166 

37 
119 

164 

24 
140 

103 

20 
83 

121 

33 
19 
69 

08 

20 
16 
67 

OS 

28 
23 
42 

00 

20 
16 
63 

04 

22 

15 
57 

218 

185 

83 

184 

153 

31 

171 

152 

19 

171 

143 
28 

180 

163 
26 

82 

87 

81 

87 

32 

18 

25 

16 

23 

17 

82 

26 

40 

41 

SO 

153 

30 

22 

101 

188 

23 
22 
93 

148 

40 
27 
76 

138 

41 
22 
76 

107 
25 
23 

59 

107 

104 

176 

180 

149 

67 

68 

38 

47 

SO 

28 

34 

SO 

81 

SO 

65 

30 
35 

57 

28 

29 

66 

31 
25 

54 

28 
26 

45 

31 
14 

121 

46 
75 

lis 

45 
68 

101 

33 
68 

104 

46 
58 

107 
41 
66 

78 

45 
28 

56 

32 
24 

71 

41 
30 

62 

39 
23 

61 
26 
25 

68 

70 

87 

66 

63 

87 

78 

66 

78 

48 

643 

27 
42 

648 

28 
42 

607 
27 
44 

573 
26 
26 

678 
28 
39 

Dec. 


43 

1«5 

20 
80 
87 

74 
27 

47 

12 


13 

114 

35 

66 

165 

24 
131 

86 
19 
11 
56 

174 

145 
29 

26 

24 

31 

134 

34 
29 

71 

153 
34 
38 

66 

31 
25 

108 

37 
71 

37 
27 
10 

56 

73 

577 
25 

40 


488 


State  I>epabtment  of  Health 


Table  25  —  New  Yobk  Statb,  Nsw  Yobk  City,  and  Rasr  of  Statb:    Number  of 

legiUmaey,  plural  birthi,  aUendafU  at 


district 


Wbstchbbtsb  Co.  —  {Concluded) 
163      Mi.  Vernon. 

154  New  RooheUe 

155  Oesininc,  viUage 

156  Port  Chester,  viUage 

157  Yonkers 

158  Rest  of  county 

159  WTOimro  Coumtt 

160  Yatbs  CouiriT 


8bx 

Total 
living 

births 

Males 

Females 

056 

494 

462 

673 

351 

322 

228 

121 

107 

545 

277 

268 

2.399 

1,252 

1.147 

1.766 

897 

869 

554 

291 

261 

264 

ISO 

124 

LaOITXIfACT 

Lssiti. 

lUsciti- 

mate 

mate 

953 

3 

663 

10 

227 

1 

542 

3 

2.869 

30 

1,757 

9 

660 

4 

263 

1 
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huHu  in  each  city  and  ih$  r€$t  of  eadi  county  in  the  State,  during  1920,  daeeified  by  eez* 
birth;  dko  month  of  occurrence  —  (Continued) 


« —  -                                                 — ~- 

SUfOXM  AKD  PLXnUL 

Attbndakt  at  BntTH 

DISTRICT 

« 

SLnde 
hirthii 

Twins 

Trip. 

lets  or 

more 

Phyei- 
oiMie 

Mid- 
wives 

Others 

None 
or  not 
sUted 

158      Mt.  VeriKm 

084 
658 
210 
586 
2,845 
1,722 

644 

248 

22 
15 
0 
0 
54 
44 

16 

6 

662 
581 
200 
837 
1,710 
1,412 

548 

268 

208 
141 
28 
208 
670 
884 

8 

1 

i 

1 

154      New  Roohelle 

155      Oflsiniiic,  villace 

156      Port  Cfiwter,  villace 

157      Yonkera 

2 

18 

8 

8 

158      Rwt  of  oounty 

2 

160  Ta.tss  Cocirrr 

C^ : 

440 


State  Department  of  Health 


Tafble  25  —  New  York  State,  Nbw  York  Cttt,  and  Rbbt  of  Statb:    Number  0f 

legitimaey,  ^pi/ural  bir^,  attendant  Mi 


DISTRICT 

Births  Occubbing  in 

— 

Jan. 

Fijb. 

Mar. 

April 

May 

June 

Wbstchestbr  Co. —  (Conduded} 
153      Mt.  Vernon 

96 
59 
20 
50 
205 
150 

47 
22 

91 
55 
16 
53 
221 
158 

46 

24 

85 
46 
17 
54 
214 
147 

64 

19 

82 
61 
16 
46 
178 
151 

64 

24 

80 
62 
18 
49 
209 
134 

43 

86 

71 

154      New  Roohelle 

M 

155      Oflsininc.  village 

15 

156      Port  Chester,  villace 

42 

157      Yonkera. . . . .' 7. 

205 

158      Rest  of  county 

IM 

159  Wtxmiino  County 

44 

160  Yatbs  Couwtt 

17 

DrvisiON  OF  Vital  Statistics 
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l/irtha  in  each  city  and  the  rest  of  each  county  in  the  State,  during  1920,  claesified  by  »ex, 
birth;  €dso  month  of  occurrence  —  (Concluded) 


DISTRICT 


153  Mt.  Vernon 

IM  New  Roohelle 

155  Canning,  village 

156  Port  Cheater,  village 

167  Yonkers 

158  Reat  of  eounty 

160  Wtomiko  CoxmTT 

160  Yatbs  Countt 


Births  OccuBRiNa  in  — 

July 

Aug. 

Sept. 

Oct. 

Nov. 

81 

83 

71 

76 

71 

64 

58 

55 

56 

51 

28 

17 

21 

17 

23 

40 

52 

30 

53 

40 

205 

224 

106 

177 

180 

156 

144 

153 

142 

146 

60 

37 

60 

44 

33 

23 

20 

18 

18 

16 

Dec. 


60 
56 
20 
36 
185 
146 

52 

17 


BIRTH  STATISTICS 

AND 

INFANT  MORTAUTY,  1990 


[4431 
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State  Depabtment  of  Health 


Table  I. —  Dbaths  (exclusive  of  stillbirthB)   hy  age,  $ex,  color,   general  nalwUy 

New  York 


1                                                                                Whitb 

HATirrrr  of 

Country 

Total 
deaths 

» 

1 

AGE  AT  DEATH 

Sex 

(still- 
births 

ex- 
cluded) 

Total 
white 
deaths 

Native 

Total 

foreign 

bom 

h 

1 

8 

1 

England. 
W 

1 

•  t 

< 

1 

Total  deaths — all  ages 

M 

36.468 

85.8ff 

27.488 

8.091 

982 

1,497 

1.768 

11 

Under  1  year 

F 
M 

S4.75f 

34.266 

26.633 

7.674 

987 

1.919 

1.613 

13 

2 

5.164 

5.090 

5.078 

10 

1 

•  •   • 

F 

8,822 

3.758 

3.745 

8 

•   *   • 

3 

^  year  old    . 

M 

F 

879 
714 

863 
689 

859 
685 

4 
4 

.... 

•   •   « 

■  •   • 

4 

2  years  old 

M 

F 

894 
357 

882 
347 

879 
344 

3 
2 

■    «    • 

■   ■   • 

6 

3  years  old 

M 

F 

276 
280 

272 
276 

269 
274 

2 
2 

■      a      « 

6 

4  yeaiB  old 

M 

F 

M 

207 
208 

206 
908 

202 

aoi 

4 
2 

•   •  • 

Total  under  5  years. . . 

•      a      • 

7 

6,920 

6.818 

6,787 

23 

1 

•     ■      « 

5  to   9  years  old 

F 

M 

6. 376 

6.278 

6.249 

18 

•     ■     a 

■      •      « 

8 

709 

697 

681 

15 

1 

1 

•      •     ■ 

F 

604 

695 

575 

19 

2 

1 

■      ■      • 

9 

10  to  14  years  old ... . 

M 

513 

502 

476 

26 

6 

•  *  •  • 

•     •      ■ 

F 

410 

404 

378 

26 

1 

•  ■  •  ■ 

•     ■     • 

10 

15  to  19  years  old 

M 

702 

688 

623 

59 

7 

i 

2 

*     •     • 

F 

626 

600 

645 

63 

1 

•  ■  •  * 

1 

•     ■     ■ 

11 

20  to  24  years  old ... . 

M 

916 

879 

740 

129 

8 

3 

6 

•     •      • 

F 

1,027 

i.eoi 

806 

145 

8 

9 

4 

•      •      • 

12 

25  to  29  years  old 

M 

1.214 

1.178 

857 

306 

14 

10 

9 

•      •     • 

F 

1.262 

1.228 

980 

246 

16 

18 

6 

•     «      • 

13 

30  to  34  years  old 

M 

1.342 

1,317 

921 

386 

23 

20 

28 

•     •     • 

F 

1.326 

1.287 

982 

304 

27 

28 

18 

■     «     • 

14 

35  to  39  years  old 

M 

1.456 

1.416 

965 

436 

26 

29 

81 

1 

F 

1.212 

1.174 

875 

293 

28 

37 

19 

•     •     • 

15 

40  to  44  years  old 

M 

1.490 

1,457 

1.000 

435 

29 

45 

43 

2 

F 

1.170 

1.156 

858 

288 

25 

42 

85 

•  •  • 

16 

45  to  49  years  old 

M 

1.602 

1,566 

1.034 

508 

47 

46 

68 

3 

F 

1.426 

1.397 

1.052 

335 

45 

60 

49 

1 

17 

50  to  54  years  old ...  . 

M 

1.906 

1.871 

1.252 

598 

69 

69 

112 

2 

F 

1.786 

1.760 

1,270 

477 

59 

92 

108 

3 

18 

55  to  59  years  old ... . 

M 

2.191 

2.170 

1.490 

657 

86 

114 

1^ 

2 

F 

2.030 

2.005 

1.444 

551 

61 

104 

111 

1 

19 

60  to  64  years  old ... . 

M 

2.744 

2.714 

1.917 

751 

86 

133 

211 

•  •  • 

F 

2.513 

2.483 

1.836 

639 

79 

174 

116 

8 

20 

65  to  69  years  old ... . 

M 

8.063 

3,032 

2.237 

770 

115 

177 

205 

•  •  • 

F 

2.869 

2.850 

2.051 

790 

108 

227 

185 

2 

21 

70  to  74  years  old 

M 

3.075 

3.042 

2.068 

950 

134 

280 

271 

1 

F 

3.181 

3.144 

2,139 

981 

147 

333 

267 

1 

22 

75  to  79  years  old 

M 

2.988 

2,959 

2,037 

885 

145 

254 

270 

•  •  ■ 

F 

3.217 

3.199 

2.180 

1.002 

163 

330 

281 

1 

23 

80  to  84  years  old 

M 

2.062 

2,044 

1.392 

634 

105 

169 

206 

•  •  ■ 

F 

2.470 

2,463 

1,718 

729 

104 

247 

228 

I 

24 

85  to  89  years  old 

M 

1.109 

1.106 

744 

352 

58 

92 

119 

•  •  « 

F 

1.548 

1.543 

1.084 

453 

87 

134 

130 

•  ■  • 

25 

90  to  94  years  old 

M 

354 

351 

219 

131 

17 

42 

42 

•  •  ■ 

F 

525 

523 

356 

166 

27 

57 

47 

•  ■  ■ 

26 

95  to  99  years  old ... . 

M 

60 

59 

36 

23 

4 

10 

5 

«  •  • 

F 

123 

121 

79 

41 

4 

18 

7 

■  «  ■ 

27 

100  years  and  over . . . 

M 

9 

7 

5 

2 

1 

1 

•  ■  •  • 

•  •  • 

F 

16 

15 

9 

5 

•  •  « 

3 

•  •  •  ■ 

•  «  • 

28 

Age  unknown    or   not 

M 

33 

31 

7 

3 

•  ■   ■ 

2 

»  ■  •  ■ 

•  •  • 

stated. 

F 

36 

35 

17 

13 

•  •  • 

6 

1 

■  ■  • 
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and  by  the  oouniry  of  birtk  o/  formgn^pom  in  ike  StaU  of  Nam   York  (enlariTo  of 
City) :  1930 


Dbckdemts 

|CoLosK>  Dbcbdbntb 

■" 

WVTTB  DBCXDCNT8 

1 

m 

17 

of  birth  of  foroicn-born  decedenlB 

1 

880 

Oi 
(< 

< 

1 

1 

1 

t 

fe 

1 

1 

z 

•M 

i 
§ 

o 

1 

1 

q 

i 

3 

•g 

1 

J 
i 

1 

8S8 

77 

828 

tt 

at 

467 

S77 

166 

758 

908 

246 

472 

320 

569 

600 

33 

}^ 

€•4 

240 

26 

184 

30 

77 

332 

391 

146 

2 

1 
1 

878 
8 

1.023 

197 

339 

140 

S03 

461 

72 

60 

14 

21 

9 

8 

3 

3 

1 

42 
2 

•  •  ■  « 

■  ■  ■ 

■  ■  • 

■  •  ■ 

1 

•  •  • 

•  »  • 

•  «  • 

•  •  • 

3 

1 

5 
5 
2 
1 
3 
2 

2 

5 

. . . . 

•  •  •  « 

74 
64 
16 
25 

12 
10 

4 
4 
1 

< 

2 

•  •  •  • 

•  •  •  ■ 
■  •  •  • 

1 
1 

1 

2 

1 

2 

3 

1 

4 

1 

1 

2 

1 
2 

5 

2 

1 

•  •  •  ■ 

1 

6 

1 

00 
03 

11 
8 

10 
5 
9 

23 

■  «  • 

7 

3 

1 

11 

11 
12 

4 
10 
3 
6 
9 
6 

1 

■  •  ■  ■ 

■  a  •  • 
•  •  »  • 

1 
1 
1 
1 

2 
2 

^^ 

1 
2 

3 
6 

"^ 

1 

■  •  «  ■ 

107 
103 

IT 

9 
11 

6 
14 
26 

11 

* 

1 

•  •  ■ 

•  •  • 

•  •  • 

•  •  • 

7 

4 

'  ■ 

^^BSS 

= 

5 

1 

1 
1 
1 
1 
3 
4 

' 

3 

1 
3 
3 
1 
10 

1 

4 

4 

1 

10 

2 

■  •  •  • 

•  •  ■  « 

2 

•  •  «  • 

8 

9 

•  ■  •  • 

1 

4 
2 

1 

1 

•  •  •  • 

■  ■  •  • 

1 

12 

9 

16 

15 
2 

6 
2 

1 

22 

4 

10 

44 

14 

2 

10 

3 

■  •  «  ■ 

5 

10 

3 

11 

5 

18 

10 

37 

36 

1 

i 

38 

16 

2 

9 

2 

8 

19 

23 

3 

14 

17 

7 

11 

■  ■  •  ■ 

26 

21 

11 

65 

89 

9 

41 

6 

5 

42 

67 

6 

13 

19 

8 

41 

13 

36 

29 

5 

' 

49 

31 

3 

20 

10 

5 

39 

62 

7 

20 

27 

2 

20 

2 

84 

84 

12 

96 

49 

8 

28 

5 

8 

42 

55 

4 

24 

28 

13 

38 

10 

25 

23 

1 

' 

70 

22 

2 

29 

8 

6 

39 

49 

3 

30 

32 

11 

13 

1 

39 

37 

13 

103 

44 

24 

32 

3 

8 

58 

86 

6 

28 

34 

12 

31 

15 

40 

38 

1 

56 

21 

2 

15 

3 

4 

38 

43 

6 

33 

39 

13 

18. 

6 

38 

38 

14 

80 

26 

3 

50 

4 

11 

65 

74 

4 

34 

38 

13 

26 

22 

33 

31 

1 

41 

17 

3 

12 

2 

9 

20 

25 

8 

•47 

55 

9 

18 

10 

14 

13 

15 

80 

42 

7 

29 

5 

14 

66 

81 

10 

43 

52 

20 

29 

24 

36 

34 

1 

1 

30 

17 

2 

11 

1 

9 

24 

28 

5 

52 

57 

12 

17 

10 

29 

26 

1  ^^ 

86 

40 

5 

28 

3 

17 

49 

59 

10 

64 

74 

19 

25 

21 

35 

33 

1 

« 

41 

16 

1 

18 

•  •  •  • 

8 

27 

81 

9 

64 

73 

13 

18 

13 

26 

26 

17 

66 

24 

10 

32 

2 

7 

43 

57 

14 

64 

78 

28 

36 

23 

21 

19 

1 

4  A 

49 

31 

3 

17 

1 

5 

34 

39 

7 

83 

00 

17 

27 

10 

31 

28 

3 

18 

76 

32 

4 

23 

1 

8 

29 

34 

13 

81 

94 

31 

23 

46 

30 

25 

2 

3 

1 

e  /\ 

55 

25 

«  ■  •  ■ 

19 

4 

20 

23 

14 

94 

108 

15 

22 

8 

30 

27 

3 

19 

57 

23 

2 

20 

3 

19 

21 

14 

78 

92 

23 

34 

25 

31 

31 

|20 

48 

16 

3 

8 

1 

10 

19 

25 

18 

97 

116 

28 

26 

9 

19 

17 

2 

31 

18 

1 

18 

1 

16 

18 

18 

88 

106 

26 

47 

24 

33 

32 

1 

21 

35 

14 

2 

7 

3 

10 

13 

11 

93 

104 

25 

33 

24 

37 

35 

2 

21 

9 

■  ■  •  * 

6 

2 

12 

12 

22 

89 

111 

22 

43 

27 

29 

23 

5 

1 

22 

29 

4 

1 

7 

1 

8 

11 

15 

96 

111 

19 

47 

17 

18 

14 

4 

12 

9 

1 

5 

1 

1 

2 

12 

68 

80 

12 

33 

18 

18 

17 

1 

i 

12 

5 

1 

2 

1 

1 

5 

8 

14 

55 

60 

17 

36 

16 

7 

6 

1 

23 

I 

4 
1 

1 
1 

1 

4 
4 
1 
1 

4 
4 
1 
1 

11 

10 

3 

10 

40 

55 

7 

12 

8 

2 

51 
65 
10 
22 
3 
5 

7 
8 
4 
2 
.... 

15 

17 

11 

6 

1 

4 

10 
6 
1 
1 

•  ■  ■  • 

1 

3 
5 
3 
2 
1 
2 
2 
1 
2 
1 

3 
5 
3 
2 

•  •  •  ■ 

2 
2 

1 

2 

1 
I 

.... 

•  «  ■ 

•  •  ■ 

■  •  ■ 

6 

1 

J24 

3 

1 

2 

25 

1 

1 

1 

1 

3 

26 

' 

1 

1 

1 

21 

5 

27 

1 

1 

3 

1 

1 

1 

•■  •;  ^a» 

1 
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TaMe  II. —  BrarHfl  (ffiDBluaive  of  stilifairtbs)  to  natm  wh4ie  motiktrs  by  age  of  moAer 

(exehusiye  of  Nervr  York  City)  (irouparf 


AGE  OF  MOTHER 


▼UlagM  with  less  than  2,600  popalaUon 
Total  children 


15  years  or  leas. 

16  yeans 

17  years 

18  years 

19  years 


aO  years. 

21  years. 

22  years. 

23  years. 

24  years. 

2ft  years. 

26  years. 

27  years. 

28  years. 

29  years. 

30  years. 

31  years. 

32  years. 

33  years. 
84  years. 


86  years. 
36  years. 

87  years. 

88  years. 

89  years. 

40  years. 

41  years. 

42  years. 

43  years. 

44  years. 

45  years. 

46  yean. 

47  yean. 

48  yean. 

49  yean. 


60  yean  and  over , 
Ase  not  stated ... 


Total 

children 

born 

1920 


4,404 


6 

20 

60 

111 

167 

283 
262 
246 
288 
296 

276 
297 
244 
240 
228 

206 
193 
158 
167 
136 

110 

109 

108 

81 

80 

62 
40 
37 
21 
17 

3 
1 
2 
1 


11 


NUVBBB 


Ut 


1.413 


6 

19 

46 

94 

126 

160 
131 
116 
111 
119 

102 
77 
62 
66 
43 

37 
26 
17 
16 
11 

7 
4 
0 
4 
6 

1 

2 
9 


2d 


1,114 


1 

4 

18 

33 

67 
77 
86 
94 
90 

93 
111 
80 
64 
48 

68 

42 
28 
33 
19 

16 
18 
14 
12 

7 

7 
2 
3 


8d 


730 


3 
8 

13 
38 
83 
68 
61 

47 
66 
67 
61 
46 

32 
97 
36 
30 
28 

32 
16 
18 
8 
10 

7 
6 
3 
3 
2 


4th 


2 

5 

0 

14 

26 

24 
33 
16 
33 
42 

26 
34 
27 
21 
21 

16 
21 
17 
16 
13 

7 
9 

7 
8 

4 
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QCCordinQ  io  the  nuw^  of  child  in  order  of  Urth,  for  cUiea,  ek,t  of  New  York  State 
i   according  to  nse  in  population:  1920 —  (Continued) 

or  Cbild  nx  Obdbb  or  Bxbtb 


5th 


S46 


1 
4 
3 
8 

16 
27 
22 
20 
24 

18 
20 
33 
30 
23 

19 
15 
16 
18 
10 

5 
8 
6 
1 
3 


6th 


1 
2 

2 

0 

10 

7 
18 

20 
10 
11 
17 
17 

17 
12 
12 
10 

8 

9 
4 
3 
2 
2 


7th 


1S« 


3 
1 
1 
2 
10 

13 

e 

13 

7 

10 

11 

10 

5 

8 

13 

4 
3 
5 
2 
3 


•  •  •  • 


8th 


88 


2 
2 
2 

e 

6 
6 

4 
8 

10 
7 
0 
6 
5 

4 
5 
1 
3 


8 


•  ■  ■  • 


9th 


46 


4 
2 
1 
2 
1 

4 
8 
6 

7 
5 

3 
2 

2 
3 

1 


10th 


37 


1 
2 
3 
3 
1 

2 
3 

4 
2 

4 

4 
3 
2 


1 

i 


11th 


19 


1 
2 
2 
2 
1 

5 
1 
2 
2 


12th 


21 


•  •  •  ■  I 

•  ■  •  «  ■ 

•  •  •  *  • 

■  •  •  •  • 

•  ■  B  •  I 

•  •  •  ■  ■ 

•  •  ■  •  • 

■  ■  •  ■  • 

■  •  V  •  a 

•  •  •  •  • 

•  ■  •  •  • 

•  •  •  •  ■ 

•  ■  •  «  • 


3 
1 
3 
1 

1 

2 
4 
1 
1 
2 


13th 


8 


•  •  •  •  • 

•  •  »  ■  • 


■  •  ■  • 


14th 


•  •  •  •  • 

■  •  ■  •  ■ 

•  ■  ■  •  « 


•  »  •  • 


1 
2 


1 
2 


15th 

or 

over 


*  •  •  •  ■ 


1 

i 


•  •  •  *  • 


Number 
of  child 

not 
stated 


26 


•   ••«•• 


1 
1 
2 


1 
1 

2 

1 


1 
2 
2 

8 
2 

1 


■  •■•■■« 
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Table  II. —  Bibths  (exclusive  of  stillbirths)  to  nati»e  while  mothers  by  age  of  mother 

(exclusive  of  New  York  City)  grouped 


AGE  OF  mother 


Towns 

Total  chUdroB 

15  yeus  or  lesb 

Id  years 

17  yean 

18  yean 

10  yean 

20  yean 

21  yean 

22  yean 

23  yean 

24  yean 

25  yean 

26  yean 

27  yean 

28  yean 

29  yean 

30  yean 

81  yean 

32  yean 

33  yean 

34  yean 

35  yean 

36  yean 

37  yean 

38  yean 

39  yean 

40  yean 

41  yean 

42  yean 

43  years 

44  yean 

45  yean 

46  yean 

47  yean 

48  yean 

49  yean 

50  yean  and  orer . . . 
Age  not  stated 


Total 

children 

bom 

1920 


21.956 


34 
121 
285 
547 
846 

1.060 
1.091 
1.291 
1,277 
1,244 

1,279 
1.313 
1.214 
1.134 
1.041 

989 
877 
909 
818 
788 

586 
620 
542 
531 
380 

345 
244 
204 

127 
78 

57 
26 
11 

7 
5 

3 

31 


NUIIBBB 


1st 


S.82S 


34 
118 
251 
471 
601 

637 
526 
536 
472 
376 

339 
308 
233 
202 
148 

115 
89 
77 
68 
56 

47 
45 
20 
21 
11 

8 
5 

4 
2 


1 
1 


6 


2d 


4.697 


8 

30 

64 

203 

302 
383 
433 
421 
369 

376 
844 
286 
256 
221 

185 
157 
141 
106 
95 

79 
67 
51 
43 
22 

21 
9 

11 
5 
3 


6 


3d 


S.fSfi 


2 
10 
34 

104 
144 
242 
247 
279 

283 
290 
278 
242 
215 

203 
197 
162 
144 
127 

96 
82 
73 
63 
36 

36 

15 

10 

6 

4 

2 
2 
2 


4th 


2.S88 


3 

12 
28 
60 
94 
147 

154 
189 
189 
188 
175 

162 
141 
151 
128 
123 

77 
84 
70 
60 
40 

36 
33 

20 
9 
5 
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aeeording  io  (he  number  cf  child  in  order  of  birth,  for  eiUe$f  etc.,  of  Nefsf  York  SiatB 
aeeording  to  eiu  in  ^papyialion:  1920 —  (Continued) 


ov  CauD  m  Obdbb 

OF  Birth 

15th 

Number 

fiib 

6th 

7th 

8tii 

9th 

10th 

11th 

12ih 

13th 

14th 

or 
over 

of  child 

not 
Btated 

as2 

18ft 

111 

77 

47 

31 

19 

11 

10 

2 

6 

20 

•  •  1  • 
■  •  •  • 

•  •  •  • 

•  •  •  • 

•  ■  •  ■ 

!.".'!' 

i 

1 

"**2 

•  ■  •  • 

2 
1 

>  >  •  ■  ■ 



1 
2 

4 
9 

•  •  •  > 
3 

•  •  •  •  • 

i 

12 
18 
12 
2^ 
18 

2 
6 

12 
0 

16 

>  ■  •  • 

3 

4 
7 
7 

2 

•  •  •  • 

2 
1 
1 

.   .  V  . 

"■"i 

1 

1 
i 

8 
18 
22 

9 
13 

12 
16 
12 
16 
16 

6 

4 

6 

6 

10 

2 
4 
3 
6 
10 

2 

1 

1 
3 

4 

•  »  •  • 

? 

2 
6 

•••'2 

1 
8 

■•"2 

3 
% 

X 

1 
3 

19 
18 
10 
9 
10 

M 

11 

10 

8 

7 

9 

11 

8 

4 
8 

6 

7 
8 

7 
7 

5 

4 

1 

5 

12 

■  •  •  ■ 

2 

•  •  •  • 

-  6 
3 

•  •  •  •  • 

2 

1 

•  •  •  •  * 

1 
1 

1 

2 

2 

2 

5 

e 
e 

1 

2 

6 
5 

4 
2 
8 

6 

8 
6 
1 
2 

5 

1 
2 

1 
1 

2 
2 

1 
2 

1 

1 
8 
2 
2 

•  •  •  • 

6 

1 
1 

1 

"  **i 

1 
2 

2 
1 

i 

•  ■  •  • 

1 

1 

1 

•  •  •  • 

2 

2 

i 

■  ■  •  • 

•    •    a    « 

■  •    •    • 

■  •    •    ■ 

•  •  ■  • 

•  •  •  t 

•  •  •  • 

•  ■  ■  • 

1 

•  «    a    • 
■    •    •    • 

•  •    •    • 

•  •  •  ■ 
■  •  «  • 

•  •     •     B 

•  •     •      • 

•  ■  •   • 

1 

•  •  ■  ■ 

..... 

1 

•  •    •    • 

•  «    •    • 

1 

•  •  •  • 

•    •    •    • 
■    •    •    • 

■      •     •     • 
•      •      •     • 

■  *  •  • 
•  •  •  • 

•  •  ■•  ■  •• 
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Table  III. —  Bibths  (exeluaive  of  stillbirths)  hy  eohr,  (fmsral  naiimiy  <ff  whU$  moAmm, 

bam  and  the  nvnU)er  Uring  at  the  time  of,  and  induding  the 


COUNTRY  OF  BIRTH  OF      -,^  , 
MOTHER:  NUMBER  OF       Total 
THE  CHILD  IN  ORDER    <Ailciren 
OF    BIRTH,     INCLUD-     *>?J2»^ 
ING  CHILD  BORN   IN       1^20 
1920 

NuMBss  or  CuLDBnr 

1 

2 

8 

4 

6 

6 

Total  cUdran  bocB  In  192t. . 

14a. M4 

32,674 

23,442 

16,672 

10.996 

7.287 

4,8U 

Firtt  child 

29.341 
21.761 
15.9a0 
10.948 
7,7&8 

6.484 
8.800 
2.617 
1,746 
1.192 

712 
438 
267 
120 
69 

36 

12 

8 

4 
3 

1 

29.341 

2.643 

474 

129 

46 

21 

12 

7 

1 

•  •••■■ 

19,116 

8.240 

784 

220 

71 

27 

20 

8 

2 

1 
3 

12,214 

2,997 

871 

281 

122 

87 

24 

16 

6 

4 
1 

'7;668 
2,440 

867 

389 

186 

70 

24 

14 

8 
3 
3 
2 

1 

•  •  •  •  ^  • 

2 

*4;i73 

1,727 

769 

804 

189 

68 

30 

14 

7 

9 

3 

2 

i 

1 

Second  child 

Third  child 

Fourth  child 

Fifth  child 

Sixth  child 

2.613 

Seventh  child 

1,203 

Eighth  child 

686 

Ninth  child 

276 

Tenth  child 

140 

Eleventh  child 

66 

Twelfth  child 

31 

Thirteenth  child 

12 

Fourteenth  child 

4 

Fifteenth  child 

3 

Sixteenth  child 

3 

Seventeenth  child. 

Eighteenth  child 

Nineteenth  child 

Twentieth  child 

Twenty-fiurst  child 

Twenty-second  child 

Twen^-third  child 

Twenty-fourth  child 

Twenty-fifth  child 

Number  of  child  not  stated. . 

329 

Total     ehOdren      of     white 
BMthera  bom  U  U.  S 

70.608 

26.776 

17.670 

10.662 

6,211 

3.699 

2.317 

Finrt  "b«ld, .    . . 

24.289 

16.868 

10,864 

6.634 

4.116 

2.769 

1.812 

1.163 

766 

498 

319 

190 

108 

66 

24 

12 

4 
2 
2 

1 

1 

24.289 

2.037 

327 

77 

26 

7 
8 
6 

14.820 

2.191 

414 

101 

21 
9 
6 
6 

1 
2 

•      •              a      ■      ■ 

'8i346 

1.711 

406 

126 

46 

14 

8 

4 

2 

2 

'4;332 
1,269 

414 

127 

39 

24 

7 

6 
3 

1 

'2i324 

866 

320 

110 

48 

17 

10 
6 
1 
3 
2 

1 

1 

"" 

Second  child 

Third  child 

Fourth  child 

Fifth  child 

Sixth  child 

1.886 

Seventh  child 

664 

Eighth  child 

282 

Ninth  child 

102 

Tenth  child 

42 

Eleventh  child 

21 

Twelfth  child 

0 

Thirteenth  child 

6 

Fourteenth  child 

3 

Fifteenth  child 

1 

Sixteenth  child 

2 

Seventeenth  child 

Eighteenth  child 

Nineteenth  child    .  . 

Twentieth  child 

Twenty-first  child 

Twenty-eecond  child 

Twenty-third  child 

Twenty-fourth  child 

Twenty-fifth  child 

Number  of  child  not  stated. . 

231 

N.B. —  In  determining  the  number  of  child  in  order  of  birth,  previous  stillbirths  in  some 
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aficl  ihe  etmntry  of  birth  of  fcT^ign-hom  whiU  molhert  aeeording  to  the  number  of  children 
1920  birth,  StaU  of  New  York  (ezoludiDtf  New  York  City):  1920 

LtVENO,   InCLITDIKO   1030  BiBTS 
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State  Dspabthent  of  Health 


Table  HI. —  Bibths  (exoliuive  of  BtaUbirths)  hy  color,  general  natmty  of  whUe  mo&ierSt 
«  bom  and  the  number  Iwimg  at  Ae  time  of,  and  indtuUng  the  1920  (nrth. 


COUNTRY  OF  BIRTH  OF 
MOTHER:  NUMBER  OF 
THE  CHILD  IN  ORDER 
OF  BIRTH.  INCLUD- 
ING CHILD  BORN  IN 
1920 


Total 
children 
born  in 

1020 


Children     bom 
wliite  methera 


to     foreign 


Firat  chUd. . . 
Second  child. 
Third  child.. 
Fourth  child. 
Fifth  child... 


Sixth  child. . . . 
Seventh  child . 
Eighth  child.. 
Ninth  child. . . 
Tenth  child. . . 


Eleventh  child . . 
Ttwrelfth  child .  . . 
Thirteenth  child. 
Fourteenth  child 
Fifteenth  child.. 


Sixteenth  child. . . 
Seventeenth  child . 
Eighteenth  child . 
Nineteenth  child . 
Twentieth  child . . 


Twenty-first  child .  . . 
Twenty-second  child. 
Twenty-third  child .  . 
Twenty-fourth  child . 
Twenty-fifth  chUd. . . 


Number  of  child  net  stated. 


Ciiildren  bom  to  white 
Methen,  ceuntry  of  birth 
Botolatod 

ToUl 


First  child. . . 
Second  child . 
Third  child.. 
Fourth  child. 
Fifth  chUd. . . 


Sixth  chUd... 
Seventh  child 
Eighth  child . . 
Ninth  child. . . 
Tenth  child.. 


Eleventh  child . . 
TweUth  child... 
Thirteenth  child. 
Fourteenth  child 
Fifteenth  child.. 


Sixteenth  chUd. . . 
Seventeenth  child 
Eighteenth  child . 
Nineteenth  child . , 
Twentieth  child . . 


Twenty-first  child .  . . 
Twenty-second  child. 
Twenty-third  child .  . 
Twenty-fourth  child . 
Twenty-fifth  child... 


Number  of  child  not  stated. 


S1.1S4 


4.80B 
4.736 
4,932 
4.327 
3,576 

2,674 

2.018 

1.436 

966 

688 

384 

242 

147 

68 

34 

22 
8 
1 
1 
2 


97 


1 

i 


NxmBKB  OF  C^ILDUlf 


6.6M 


4.803 

676 

138 

60 

18 

13 

4 
2 
1 


1  I 


2 


6,  686 


4,169 

1.018 

314 

115 


48 

18 

15 

2 

1 


3 


6.774 


8.780 
1.255 

458 

153 

76 
21 
14 
11 


4 
2 
1 


4.699 


2,708 
1.160 

446 

209 

93 

44 

17 

9 
5 
8 
8 
I 


6 


8,486 


1.824 

856 

440 

194 

90 

89 

29 

8 
6 
6 
1 


2.471 


1.154 

684 

848 

172 

97 

84 

21 
6 
2 
2 


DiVlHION  OF   VlTAJL  StATIBTIOB 


4$t» 


and  tha  eouniry  of  birth  of  f^nign-bom  while  moUien  aeoerding  to  the  number  of  diUdreu 
State  of  New  York  (excludinjT  New  York  City):  1930 -- (Continued) 

LiToro.  iNCLCDiNa  1920  Birth 


1,527 


638 
393 
241 

137 

59 

32 

12 

8 

6 


8 


S96 


S71 
221 
151 

76 

46 

22 

3 

3 


10 


11 


474 


181 
132 

85 

43 

24 

6 


249 


97 

58 
43 
39 
12 
6 

2 
2 


122 


39 
29 
29 
10 
5 

6 
2 

1 

1 


13 


88 


12 
9 
8 

4 

3 
2 


13 


13 


A 
3 
3 


14 


2 

1 


•  B      • 

•  •      • 

•  •      • 


15 


1 
1 


16 


17 


18 


19 


20 


Not 
Bteted 


106 


•   «    >   •  • 


•   •   •  • 


1 
I 

a 

4 

i 

1 


9ft 


1 


470 


State  Depabtubnt  of  HbaI/Th 


Table  III. —  Bibths  (exclusive  of  stillbirths)  by  eolar,  general  ruUimiy  of  wkiU  mothers, 

horn  and  the  number  lurinff  at  (he  time  of,  and  indudififf  the  1920  birffi. 


COUNTRY  OF  BIRTH  OF 
MOTHER:  NUMBER  OF 
THE  CHILD  IN  ORDER 
OF  BIRTH.  INCLUD- 
ING CHILD  BORN  IN 
1930 


Childrsn  of  Bukhers  bocB  In 


WalM 
Total. 


Total 

ehildren 

born  in 

1020 


First  child. . . 
Second  child. 
Third  child.. 
Fourth  child. 
Fifth  child... 


Sixth  child. . . . 
Seventh  child . 
Eighth  child.. 
Ninth  child. . . 
Tenth  child. . . 


Eleventh  child . . 
Twelfth  child... 
Thirteenth  child. 
Fourteenth  child 
Fifteenth  child. . 


1.6S4 


Sixteenth  child. . . 
Seventeenth  ehild 
Eighteenth  child . 
Nineteenth  child . 
Twentieth  child . . 


Twenty-firet  child . . . 
Twen^-eeoond  child. 
Twenty-third  child . . 
Twenty-fourth  child . 
Twenty-fifth  child. . . 


476 
861 
243 
163 
88 

76 
85 
30 
21 
17 

6 
6 

4 
4 
1 


Number  of  ehild  not  stated. 


Chfldren  of  methera  becB  In 
Ireland 

Tolal 


Firat  child. . . 
Second  child. 
Third  child.. 
Fourth  child. 
Fifth  chUd. . . 


Sixth  child. . . . 
Seventh  child 
Eighth  child . . 
Ninth  chUd. . 
Tenth  child. . . 


Eleventh  child .  . 
Twelfth  chUd... 
Thirteenth  child. 
Fourteenth  child 
Fifteenth  child. . 


Sixteenth  child. . . 
Seventeenth  child , 
Elighteenth  child . 
Nineteenth  child . 
Twentieth  child . . 


1.489 


319 
306 
238 
232 
133 

101 
60 
44 

21 
16 

7 
3 
3 


1 
1 


Twenty-first  child . . . 
Twenty-second  child. 
Twenty-third  child . . 
Twenty-fourth  child . 
Twenty-fifth  child. . . 


Number  of  child  not  stated. 


NVMBBB  or  CHUAnUff 


618 


476 

36 
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826 

46 

9 

3 


3 


261 


192 
44 

12 

2 
1 


1S3 
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78 


819 
33 

4 
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110 
26 

18 
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46 

28 

6 
2 
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273 

41 

11 

3 

1 
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193 
66 

14 

8 
8 


221 


61 


86 

18 
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4 
2 


168 
40 

14 
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129 


76 


14 
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89 


64 

16 
13 

4 
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and  the  eounbry  of  hvrih  of  foreign-bom  white  mofhern  aceording  to  the  number  of  children 
SUUe  of  New  York  (excluding  New  York  City):  1920  —  (Ckmtinued) 


LmNO,  iNCLUDnra  1020  Bixth 
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TaWe  in.—  Births  (exduiive  of  rtiUWrths)  6y  «ii«r,  general  ntOwUg  of  wkUe  mMrn^, 

bam  and  the  number  luring  at  tk$  time  of,  and  induding  the  1920  WKfc, 


COUNTRY  OF  BIRTH  OF 
MOTHER:  NUMBER  OF 

Total 
children 
bom  in 

1920 

THE  CHILD  IN  ORDER 
OF     BIRTH.     INCLUD- 
ING CHILD   BORN   IN 
1920 

1 

2 

3 

4 

5 

6 

Children  •f  German  metheM, 
except  Genuan-PoUah 

Total 

1.201 

216 

216 

218 

142 

110 

107 

Firat  child 

189 
191 
?00 
13i 
116 

91 
66 
62 
44 
42 

20 

20 

16 

5 

2 

1 
1 

189 

21 

3 

2 

i 

«  •  •  «  9  ■ 

34 

7 

4 

1 

*"i63 
83 
14 

4 

3 

i 

■"'so 

29 

9 

4 
6 
2 
1 

1 

i 

::::;X 

■■""oo 

22 

14 
6 
3 
2 

1 
1 

i 

1  

V 

*^  •    •   •   •   • 

::::::N 

fionnnrf  child 

Third  child 

Fourth  child 

Fifth  child 

Sixth  child 

55 

flflvftnth  child r 

22 

Eighth  child 

15 

Ninth  child 

8 

Tenth  child 

5 

Eleventh  child 

« 

Twelfth  child 

1 

Thirteenth  child 

1 

Fourteenth  child 

Fifteenth  child 

Sixteenth  child 

Seventeenth  child 

Eighteenth  child 

Nineteenth  child 

Twentieth  child 

Twenty-first  child 

Twenty-seoond  child 



Twenty^third  child 

^^. . . . 

Twenty^f ourth  child 

^1  ■  >  • 

Twenty-fifth  child 

Number  of  child  not  stated. . 

4 

....> 

CUUran  ef  lathsis  htm  i» 

Italy 

Total 

10.926 

1,730 

1.402 

1.800 

1,680 

1.4M 

t.lST 

fll        — 

First  child 

1.478 
1.182 
1.425 
1,472 
1.396 

1.142 
924 
641 
461 
342 

200 

109 

01 

29 

1.8 

10 

4 
1 
1 
2 

1.478 

167 

52 

21 

10 

7 
2 

1 
1 

1.014 

302 

98 

39 

19 

10 

7 

1 
1 

i 

1.070 
432 
180 

66 

30 

11 

5 

3 

1 
1 

1 

" '  '92i 
436 

180 

82 

33 

21 

9 

3 

1 
1 

i 

1 

"729 

359 

203 

86 

38 

15 

12 

4 
3 
3 

1 

1 

Seoond  «hild. .      

Third  child 

Fourth  child 

Fifth  child 

Sixth  child 

508 

Seventh  child 

293 

Eighth  child 

158 

Nmth  child 

81 

Tenth  child 

50 

Eleventh  child 

19 

Twelfth  child 

11 

Thirteenth  child 

3 

Fourteenth  child 

2 

Fifteenth  chUd 

1 

Sixteenth  child 

1 

Seventeenth  child 

Eighteenth  child 

Nineteenth  child  - .  r 

Twentieth  child 

Twenty-first  child 

Twenty-second  child. 

Twenty-third  child 

Twentv-f  ourth  child 

Twenty-fifth  child 

Number  of  child  not  stsrted. . 

28 
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and  0ie  oowUry  of  hirth  of  farm^nr-hom  white  moihen  aeooriin§  to  the  number  of  ehUdren 
Siaio  of  New  York  (exeludiiig  Now  York  City):  1930  —  (Continiied) 

LtnKQ,  Ixtcvmuma  1080  Bibtb 
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14 
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18 
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Not 
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State  Department  of  Health 


Table  III. —  Bibths  (exclusive  of  stUlbirthB)  hy  colore  general  ruUwUy  of  white  moAere, 

bam  and  the  number  Iwing  at  the  time  of,  and  including  the  1920  birth, 


COUNTRY  OF  BIRTH  OF 
MOTHER:  NUMBER  OF 
THE  CHILD  IN  ORDER 
OF     BIRTH,     INCLUD- 
ING  CHILD   BORN   IN 
1920 

Total 
children 
bom  in 

1920 

NuKBBB  or  Cmumm 

1 

2 

3 

4 

6 

6 

Chfldren  of  RaMlan  motliers, 
I   except  RoMfaui-Pollah 

TeCal 

2.622 

446 

646 

548 

418 

286 

157 

Fiwt  child 

896 
463 
484 
400 
262 

188 

110 

83 

66 

36 

20 

12 

8 

396 

40 

6 

1 
3 

1 

■'428 
74 
28 
13 

6 

i 

404 
99 
26 

10 
6 

1 

•   •    •    •    m^ 

2 

i 

* '  V  " 

""272 
96 

28 

12 

7 

2 

2 

'126 

68 

18 

6 

8 

2 

1 

i 

Second  child 

Third  flhild 

Fourth  child 

Fifth  child 

Sixth  child 

76 

Seventh  child 

41 

Fiffhth  flhild 

23 

Ninth  child 

9 

Tenth  child 

8 

Eleyenth  child 

Twelfth  child 

Thirteenth  child 

Fourteenth  child 

Fifteenth  child 

2 

1 

Sixteenth  child 

Seventeenth  child 

Eighteenth  child 

Nineteenth  child 

Twentieth  child 

Twenty-first  child 

Twmty-seoond  child 

Twenty-third  child 

Twenty-fourth  child 

Twenty-fifth  child 

Number  of  child  not  stated . . 

4 

CkUdren  of  Aurtilaii  mothers, 
except  AueCrlM-Peliah 
Total 

2,762 

M7 

689 

6S2 

477 

111 

204 

First  child 

286 
483 
468 
419 
367 

230 

178 

141 

72 

46 

27 

21 

11 

2 

2 

286 
68 
16 

4 
1 

3 

"426 

104 

46 

9 

8 

2 

1 

*   349 

113 

62 

10 
6 
3 

•  •"■••• 

'■267 
129 

42 

24 

14 

8 

1 

2 

'■'i66 

80 

43 

14 

6 

1 

1 

i 

...... 

flflflond  ohiW 

Third  child 

Fourth  child 

Fifth  child 

Sixth  child 

92 

Seventh  child 

61 

Eichth  child 

32 

Ninth  child 

9 

Tenth  child 

4 

Eleventh  child 

8 

Twelfth  child 

3 

Thirtfwnth  child 

Fourteenth  child 

Fifteen'^  child .,.....]..].. 

Sixteenth  child 

Seventeenth  child 

1 

Eichteenth  child 

Nineteenth  child 

Twentieth  child 

Twenty-first  child 

Twenty-seoond  child  t ...... . 

Twenty-third  child 

Twenty-fourth  child 

Twenty-fifth  child 

Number  of  ehild  not  stated . . 

9 
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and  tiie  etmntry  of  birth  of  foreign-bom  while  mo^iers  according  to  the  number  of  childrin 
StaU  of  New  York  (excluding  New  York  City):  I  WO  —  (Concluded) 

Lnmco,  Including  1920  Birth 
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Table  IV. —  Nsw  Yobk  State  (exclusive  of  New  York  City) :   Births  (exchi8i3ve  oi 

father: 


SEX  OF  CHILD.   NATIVITY  AND 
AGE  OF  MOTHER 


Children  bom  to  natlTe  white  motheri 
total  males 

Under  15  yean 

15  years 

16  years 

17  years 

18  years 

19  years 

20  years 

21  years 

22  years 

23  years 

24  years 

25  years 

28  years 

27  years 

28  years 

29  years 

30  years 

31  years 

32  years 

33  years 

34  years 

35  years 

36  years 

37  years 

38  years 

39  years 

40  years 

41  years 

42  yean 

43  yean 

44  years 

45-49  yean 

60  years  and  over 

Age  not  stated 


Total 


S6,44S 


14 

45 
148 

910 
1.390 

1.826 
1.036 
2,210 
2.330 
2.387 

2,402 
2.331 
2,068 
2.063 
1,736 

1,770 
1.480 
1.425 
1.196 
1,172 

917 
832 
754 
681 
534 

443 
304 
268 
143 
114 

122 

3 

37 


Aam 


16 


4 
1 


1 
1 
1 


17 


18 


.2 
4 
4 
1 
3 

2 


18 


68 


1 

5 

12 

25 

10 

6 
2 

4 
2 


19 


216 


2 

3 
18 
25 
48 
51 

35 

12 

6 

5 

6 

1 
3 


20 


6 
14 
36 
94 
97 

95 
59 
28 
22 
9 

9 
5 
4 
1 
1 

1 
1 


21 


927 


5 

16 

59 

102 

168 

187 

176 

86 

58 

22 

15 

7 
10 

7 
1 

2 

1 
1 
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stittfoirths)  by  nz  and  by  the  color,  natimty  and  age  of  mother  according  to  age  of 
1920 

-OF  Father 


22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

f.279 

1.626 

1.912 

2,021 

2.296 

2.195 

2.236 

2.100 

1 

1.988 

1.742 

2 

1 



3 

2 

1 

2 

2 

1 

3 

0 

7 

17 

8 

6 

5 

2 

3 

3 

4 

51 

51 

34 

26 

32 

22 

14 

12 

5 

2 

122 

105 

98 

70 

45 

32 

2H 

21 

16 

9 

188 

154 

148 

105 

94 

75 

71 

40 

30 

13 

200 

233 

213 

101 

138 

116 

75 

61 

67 

27 

105 

240 

214 

190 

192 

136 

129 

83 

67 

49 

227 

260 

284 

211 

231 

204 

142 

113 

65 

67 

114 

258 

258 

301 

279 

207 

184 

131 

124 

66 

69 

129 

277 

272 

306 

268 

233 

175 

150 

86 

32 

83 

152 

265 

303 

285 

237 

205 

188 

137 

18 

39 

80 

161 

284 

284 

271 

213 

178 

170 

16 

24 

43 

77 

155 

249 

225 

252 

187 

178 

11 

13 

40 

56 

90 

118 

266 

248 

225 

178 

8 

13 

9 

34 

51 

67 

140 

226 

207 

161 

8 

3 

16 

24 

34 

42 

92 

121 

218 

199 

2 

7 

4 

9 

19 

21 

52 

74 

104 

168 

2 

1 

5 

7 

14 

20 

32 

40 

55 

102 

1 

2 

4 

4 

8 

16 

28 

40 

42 

i 

3 

2 

6 

9 

9 

18 

19 

34 

1 

1 

2 

1 

6 

4 

10 

18 

22 

1 

3 

6 

3 

7 

11 

9 

6 

5 

7 

6 

7 

1 

i 

1 

2 

3 

5 

5 

1 

1 

2 

1 

3 

2 

■  >•••. 

1 

1 

i 

2 

i 

3 

1 



' 

1 





1 

2 

i 

3 

3 

1 

• 

2 

3 

1 

2 
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Table  IV.  —  New  York  State  (exclusive  of  New  York  City) :   Bttiha  (excliuive  of 

1920  — 


SEX  OF  CHILD,   NATIVITY  AND 

Aov 

AGE  OF  MOTHER 

32 

33 

34 

35 

36 

87 

ChOdren  bom  to  natiye  white  mothers 
—  total  males 

1.766 

1.546 

1,432 

1,279 

1.197 

i.e2s 

Under  15  years 

1 

2 

5 
10 
21 

28 
24 
42 
67 
59 

65 

86 

109 

142 

135 

145 
150 
147 
135 
95 

30 
17 
11 
12 
3 

2 

i 

1 

1 

1 

4 

1 
11 

18 
25 
24 
31 
56 

75 
71 
80 
100 
96 

123 
124 
152 
135 
140 

71 
25 
26 
18 
10 

7 

1 
3 
1 

1 

1 

2 

1 
4 
8 

18 
10 
24 
34 
35 

54 

61 
71 
83 
80 

108' 
107 
101 
117 
124 

102 
50 
36 
16 
15 

11 
2 

1 
1 

1 

1 

1 

i 

1 
1 

3 

13 
12 
22 
16 
34 

37 
69 
43 
74 
57 

92 
87 
98 
86 
119 

99 
95 
51 
37 
22 

13 
3 
5 

1 
1 

15  years 

16  years 

1 

2 

11 

26 

23 
34 

70 
69 
78 

120 
138 
143 
155 
153 

174 

165 

191 

89 

53 

18 

21 

9 

5 

5 

2 

1 7  years 

2 

18  years 

1 

19  years 

5 

20  years 

3 

21  years 

9 

22  years 

17 

23  years 

15 

34  years 

18 

25  years 

29 

26  years 

37 

27  years 

61 

28  years 

35 

29  years 

45 

80  years 

61 

31  years 

87 

32  years 

83 

33  years 

98 

34  years 

93 

35  years 

81 

36  years , 

86 

37  years 

65 

38  years 

50 

39  years 

23 

40  years 

10 

41  years 

4 

42  years 

3 

5 

43  years 

1 

44  years 

45-49  years 

2 

1 

1 

50  years  and  over 

Age  not  stated 
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stillbirths)  by  aex  and  by  the  coior,  nativUy  and  age  of  mother  according  io  age  of  father: 
(Continued) 


OF  Fatrkb 

38 

39 

40 

41 

42 

43 

44 

45-49 

50 
and  over 

Asenot 
stated 

1,054 

860 

8S9 

010 

614 

481 

S65 

l.SSO 

617 

384 

> 

1 

1 

3 

11 

1 

2 

17 

1 

i 

1 

38 

2 

1 

4 

2 

56 

6 

4 

3 

3 

1 

5 

3 

44 

13 

6 

2 

2 

6 

1 

7 

5 

46 

6 

5 

6 

2 

1 

2 

2 

8 

7 

39 

14 

10 

5 

4 

8 

3 

2 

9 

5 

21 

14 

9 

5 

7 

8 

6 

2 

17 

6 

15 

24 

17 

12 

3 

5 

4 

5 

15 

10 

10 

20 

16 

14 

6 

7 

8 

8 

14 

11 

8 

30 

21 

14 

14 

18 

7 

5 

21 

11 

6 

37 

22 

19 

6 

14 

9 

7 

23 

9 

10 

53 

36 

29 

12 

14 

16 

5 

29 

14 

6 

52 

47 

37 

16 

20 

11 

10 

33 

12 

9 

58 

61 

45 

19 

21 

24 

13 

52 

23 

1 

60 

43 

42 

37 

22 

13 

11 

46 

16 

8 

71 

47 

44 

33 

45 

21 

21 

63 

25 

4 

73 

58 

52 

31 

34 

40 

24 

49 

24 

6 

93 

71 

65 

45 

29 

38 

26 

61 

19 

1 

03 

80 

62 

32 

40 

33 

15 

66 

26 

4 

90 

71 

78 

34 

45 

27 

21 

90 

36 

6 

86 

82 

68 

44 

50 

31 

•27 

94 

41 

1 

75 

50 

76 

42 

48 

43 

30 

100 

49 

3 

39 

50 

72 

47 

40 

35 

30 

93 

40 

26 

26 

■   52 

35 

43 

37 

28 

90 

54 

7 

14 

21 

32 

52 

21 

24 

79 

41 

7 

9 

9 

12 

24 

25 

23 

94 

36 

1 

1 

2 

3 

8 

9 

17 

9 

55 

30 

6 

3 

6 

76 

20 

2 

2 

3 

2 

4 

2 

10 

53 

1 

40 
2 

1 

I 

1 

1 

2 

1 

10 

488 


Statb  Dkpabtment  of  Health 


Table  IV.— New  Yobk  Statb  (exelucive  of  New  York  City):   BirAs  (ezduaive  of 


SEX  OF  CHILD,  NATIVITY  AND 
AGE  OF  MOTHER 


Children  bom  to  natiye  white  mothers- 
total  femaleB 

Under  15  years 

15  years 

16  years 

17  years 

18  years 

19  years 

20  years 

21  years 

22  years 

23  years 

24  years 

25  years 

26  years 

27  years 

28  years 

29  years 

30  years *. 

81  years 

32  years 

33  years 

34  years 

85  years 

86  years 

37  years 

88  years 

39  years 

40  years 

41  years 

42  years 

43  years 

44  years 

46-49  years 

60  years  and  over 

Age  not  stated 


Total 


84,165 


14 

35 

155 

447 

808 

1,366 

1.606 
1.860 
2.118 
2,206 
2,147 

2.195 
2,292 
1.990 
1,811 
1,709 

1.586 
1.296 
1.389 
1,111 
1.062 

928 
848 
689 
671 
489 

492 
272 

247 

138 

.  79 

92 

1 

32 


16 


1 
1 


17 


17 


18 


82 


4 
8 
2 
2 


4 

0 

17 

21 

14 

6 
4 
5 
1 


19 


241 


1 

9 
33 
53 
70 

26 

14 

17 

5 

3 

3 
1 
1 
1 
1 


Asc 


20 


488 


I 
12 
49 
90 
98 

103 
59 

27 
19 
14 

6 
3 
1 
8 
3 


21 


884 


3 

16 

51 

122 

137 

177 

156 

99 

43 

37 

12 

13 

3 

6 

2 

1 
3 

1 
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stBIbiitha)  by  mx  and  hjf  the  C9iar„  natmiy  and  oge  «/  Wf^lh&t  aooardinq  io  age  of  f otfccr: 
(Continued) 


or  Father 


23 


I.2S2 


3 

21 

46 

127 

176 

200 
186 
204 
100 
64 

30 

28 

13 

9 

7 

3 

1 
1 


38 


1,684 


3 

11 

54 

101 

165 

243 

280 
245 
220 
131 

80 
50 
31 
12 
6 

3 
0 
6 


U 


1.717 


1 

15 

43 

90 

146 

100 
211 
253 
289 
229 

136 
75 
45 
25 
16 

10 

7 
6 
4 
2 


1.942 


1 

7 

30 

64 

115 

144 
201 
244 
270 
247 

265 

149 

80 

51 

25 

15 

14 

5 

4 
4 

3 
2 
1 


2.082 

aVHOEKS 


3 
21 
52 

88 

132 
163 
218 
237 
278 

276 

262 

136 

80 

45 

19 
14 
10 

4 
5 

1 
2 
2 
2 


sr 


3.073 


4 

7 

19 

83 

70 

111 
127 
184 
221 
208 

258 
275 
245 
120 
89 

41 
16 
19 
10 

4 

5 
2 
2 
2 

1 


28 


2.  no 


1 

3 
16 
36 
70 

83 

98 

142 

169 

211 

238 

363 
262 
231 
123 

86 
41 
24 
16 
6 

8 
1 
3 
5 


29 


1.961 


2 

3 

15 

44 

46 

87 

91 

143 

151 

192 
238 
333 
213 
337 

114 
61 
40 
20 
15 

6 
6 
5 
1 
1 


30 


i.«a 


3 

1 

4 
15 
37 

63 
59 
76 
90 
143 

149 
207 
186 
2Q0 
192 

190 
91 
60 
31 
28 

19 
9 
9 
6 
3 


31 


4 

2 

7 

26 

21 
55 
01 
71 
98 

117 
154 
136 
155 
176 

165 

152 

88 

60 

26 

24 

17 
6 

4 
1 
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Table  IV. —  Nbw  York  Statb  (exclusive  of  New  York  City) :   Birihs  (exclusive  of 

1920  — 


SEX  OF  CHILD,   NATIVITY  AND 
AGE  OF  MOTHER 


Children    bom 
total  males. . 


to  colored  mothers 


Under  15  years. 


15  years. 

16  years. 

17  years. 

18  years. 

19  years. 

20  years. 

21  years. 

22  years. 

23  years. 

24  years. 

25  years. 

26  years. 

27  years. 

28  years. 
20  years. 

30  years. 

31  years. 

32  years. 

33  years. 

34  years. 

35  years. 

36  years. 

37  years. 

38  years. 

39  years. 

40  years. 

41  years. 

42  years. 

43  years. 

44  years. 


45-49  years 

50  years  and  over. 
Ace  not  stated. . . 


32 


19 


1 

i 


2 
5 

1 
1 
1 

1 
1 
1 
2 


33 


1 
1 


8 

1 


84 


12 


1 
1 
1 


3 


1 
2 
1 


35 


21 


2 
1 
2 
2 


3 
2 
2 


36 


1 
2 

1 
3 
1 


1 
1 


1 
3 


1 
1 
1 


Aam 


37 


1 
2 
2. 
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stillbiriha)  by  tex  and  by  the  color,  natunly  and  age  of  mother  according  to  age  of  father: 
(Continued) 

OF  FAran 


38 

39 

40 

41 

42 

43 

44 

45-49 

50 
and  over 

Affe  not 
stated 

ftf 

ftSC 

722 

SS4 

571 

457 

S51 

I.I76 

685 

358 

* 

" 

3 

1 

7 

2 

23 

1 

1 

39 

8 

3 

4 

2 

1 

44 

5 

2 

2 

1 

3 

4 

1 

4 

38 

1 

7 

5 

1 

3 

3 

7 

44 

8 

2 

3 

1 

2 

5 

2 

8 

3 

31 

11 

9 

7 

10 

5 

1 

5 

5 

4 

20 

18 

17 

7 

5 

5 

5 

4 

10 

5 

13 

13 

14 

15 

7 

5 

7 

5 

11 

0 

11 

21 

16 

14 

16 

4 

4 

3 

11 

11 

8 

27 

21 

21 

8 

4 

4 

5 

15 

7 

13 

36 

25 

20 

13 

7 

7 

7 

23 

13 

9 

54 

34 

23 

11 

10 

8 

4 

10 

17 

7 

32 

51 

28 

12 

23 

12 

6 

32 

16 

5 

55 

47 

44 

20 

25 

16 

8 

35 

17 

3 

52 

49 

35 

31 

26 

13 

8 

42 

13 

4 

75 

46 

46 

33 

38 

19 

11 

50 

29 

3 

58 

45 

33 

30 

36 

48 

24 

41 

11 

4 

83 

65 

43 

35 

41 

31 

25 

54 

22 

87 

81 

61 

44 

45 

20 

16 

65 

22 

6 

75 

68 

81 

fiO 

43 

22 

35 

86 

87 

2 

58 

62 

44 

49 

26 

31 

28 

90 

37 

5 

72 

66 

58 

43 

52 

50 

30 

109 

43 

2 

27 

57 

54 

42 

39 

36 

33 

88 

45 

2 

19 

23 

49 

30 

47 

35 

30 

82 

52 

8 

9 

15 

27 

36 

32 

15 

76 

31 

1 

7 

9 

10 

8 

27 

23 

22 

82 

48 

5 

3 

1 

2 

9 

17 

10 

63 

24 

2 

2 

1 

3 

6 

4 

9 

25 

26 

1 

3 

1 

1 

1 

3 

5 

45 

33 

1 
1 

1 

2 

1 

1 

1 

10 
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Table  IV.—  New  Yobk  Stats  (exclusive  of  New  Yoark  City) :   Birtiu  (ezdiuive  of. 

1900— 


SEX  OF  CHILD.  NATIVITY  AND 
AGE  OF  MOTHER 


Childreii    bom    to    forelgn-bom    white 
mothers  —  total  maloB 

Under  16  years 

15  years 

16  years 

17  years 

18  years 

19  years 

20  years 

21  years 

22  years 

23  years 

24  years 

26  years 

26  years 

27  years 

28  years 

29  years 

90  years 

31  years 

32  years 

33  years 

34  years 

35  years 

36  years 

37  years 

38  years 

39  years 

40  years 

41  years 

42  years 

43  years 

44  years 

45-49  years 

50  years  and  over 

Age  not  stated 


Total 


15,969 


3 
32 

87 
173 
298 

366 
477 
570 
748 

887 

960 
930 
912 
1.020 
869 

956 
092 
830 
737 
618 

628 
632 
514 
553 
386 

367 
187 
200 
124 

84 

111 

5 

13 


16 


. 


17 


18 


1 
1 
1 
1 


19 


17 


3 

4 
3 

2 
1 
2 

1 


20 


43 


2 

4 

6 

HO 

7 
7 
2 
2 
1 


Aoa 


il 


82 


4 

5 

7 

13 

16 

14 

9 

7 

2 

1 
2 
1 
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stiHbirtiiB)  by  sex  ttnd  by  the  teiar,  naiivily  and  age  of  moU^er  according  to  age  of  father: 
(Continued) 


or  Fathsk 

12 

33 

24 

25 

26 

27 

28 

29 

30 

31 

167 

273 

428 

611 

627 

719 

854 

794 

965 

725 

1 

1 

— 1  ' 

1 

2 

6 

3 

3 

i 

2 

3 

1 

1 

4 

8 

15 

6 

10 

8 

5 

6 

2 

3 

28 

19 

22 

20 

17 

17 

10 

3 

1 

2 

23 

26 

41 

31 

34 

40 

28 

11 

8 

7 

12 

33 

40 

47 

37 

32 

37 

24 

34 

9 

39 

51 

54 

45 

50 

41 

44 

21 

25 

24 

18 

45 

46 

48 

61 

70 

46 

55 

38 

22 

11 

44 

59 

75 

79 

71 

95 

49 

63 

33 

14 

17 

60 

81 

72 

91 

86 

84 

91 

49 

4 

11 

23 

69 

90 

88 

104 

101 

97 

68 

4 

2 

30 

24 

61 

83 

99 

78 

80 

67 

3 

12 

23 

49 

80 

89 

104 

90 

85 

2 

5 

10 

12 

26 

41 

92 

93 

97 

76 

2 

4 

7 

11 

17 

39 

67 

103 

59 

1 

3 

11 

7 

14 

26 

37 

102 

75 

2 

6 

6 

8 

17 

40 

65 

1 

4 

5 

13 

15 

36 

32 

1 

i' 

1 

4 

10 

3 

19 

14 

1 

2 

2 

8 

9 

13 

16 

2 

3 

5 

2 

5 

4 

8 

8 

1 

1 

2 

■»•••• 

1 

3 

5 

10 

8 

1 

2 

1 

2 

1 

4 

•   1 

1 

2 

2 
3 

1 
3 

3 
2 

1 

i 

2 

2 

1 

i 

i 

1 



1 

1 

2 
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Table  IV. —  New  York  State  (exclusive  of  New  York  City):   Birtiu  (ezdurive  of 


AOB 


SEX  OF  CHILD,  NATIVITY  AND 

AGE  OF  MOTHER 

32 

33 

34 

85 

36 

37 

Chndren  of  foreign-born  white  mothera 
—  totil  mnles 

904 

88S 

844 

947 

736 

7M 

Under  15  years 

4 

5 

9 

22 

32 

52 

57 
65 
56 
90 
82 

93 
59 
87 
75 
37 

24 

14 
5 

7 
2 

4 
1 

1 

i 

2 
1 

2 

8 
18 
29 
39 

63 
42 
52 
65 
72 

77 
51 
91 
90 
62 

33 
21 

11 
6 
2 

t 

1 

1 

9 

11 

14 

27 

42 
49 
54 
70 
65 

103 
78 
91 
91 
63 

91 
37 
14 
11 
7 

8 
6 
3 

i 

1 

•  •  •  •     • 

i 

5 

3 

8 

12 

20 

24 
45 
39 
50 
60 

71 
41 
51 
61 
58 

53 

69 
19 
18 
13 

7 
3 
2 

1 

2 

16  years 

18  years 

2 
2 

4 
5 

9 
12 
33 

47 
57 

55 
94 
71 
114 
87 

76 
63 
78 
35 
25 

17 
4 

4 
4 
3 

2 
1 

1 7  vears 

18  years 

1 

19  years 

1 

20  years 

2 

21  years 

3 

22  years 

2 

23  years 

6 

24  years 

17 

25  years 

14 

26  years. 

29 

27  years 

27 

28  yaars 

41 

29  years 

37 

30  years 

59 

31  years 

53 

32  years 

65 

33  years 

61 

34  yeais 

66 

33  years 

54 

3  J  yeirs 

51 

37  years 

63 

33  years 

23 

39  years 

14 

40  years 

7 

4 1  years 

42  years 

7 

43  years. 

44  years 

45-49  years 

50  years  and  over 

Ate  not  stated. 
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stiUbirUu)  by  9ex  and  by  the  color,  natwity  and  age  of  mother  according  to  age  of  father: 
(Continued) 


OF  Fathbk 


38 

30 

40 

41 

42 

43 

44 

45-40 

50 
and  over 

Age  not 
stated 

7S1 

S85 

•51 

307 

436 

329 

301 

•18 

378 

83 

•  •■••■ 

4 

4 

1 

i 

6 

3 

7 

2 

1 

2 

6 

1 

2 

2 

1 

1 

10 

4 

2 

1 

1 

i 

3 

7 

4 

1 

3 

2 

1 

1 

1 

8 

3 

5 

4 

1 

1 

1 

3 

21 

11 

7 

1 

3 

2 

8 

3 

3 

25 

10 

10 

7 

6 

i 

2 

10 

4 

1 

24 

13 

11 

5 

7 

1 

1 

4 

5 

4 

47 

29 

13 

5 

0 

7 

2 

17 

3 

3 

31 

34 

20 

13 

14 

7 

7 

12 

5 

5 

41 

30 

45 

10 

12 

11 

7 

26 

6 

2 

51 

28 

30 

20 

10 

14 

10 

21 

8 

2 

75 

30 

45 

17 

30 

8 

7 

27 

8 

5 

66 

33 

40 

14 

24 

20 

17 

25 

12 

2 

52 

50 

34 

11 

23 

15 

27 

30 

14 

56 

53 

53 

24 

20 

23 

11 

50 

16 

4 

78 

54 

67 

34 

30 

17 

24 

76 

23 

2 

47 

55 

-61 

25 

41 

37 

27 

72 

20 

2 

55 

52 

72 

37 

58 

25 

30 

06 

38 

2 

26 

45 

45 

20 

26 

33 

28 

80 

36 

14 

16 

48 

24 

38 

34 

14 

04 

40 

1 

5 

8 

10 

10 

20 

24 

16 

51 

10 

4 

6 

0 

3 

17 

21 

25 

81 

20 

i 

4 

4 

3 

7 

6 

12 

18 

43 

26 

3 

1 

2 

3 

3 

2 

10 

33 

25 

1 

2 

2 

2 

3 

■  ■   •  •  •  • 

4 

5 

1 

56 
3 

30 
1 

7 
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TaWc  IV.—  New  Yowc  Stais  (exduave  of  New  York  City):  Biiihs  (exohiaive  <if 


8£X  OF  CHILIX  NATIVITY  AND 
AGE  OF  MOTHER 


ChOdren  of  foraigii-born  white 
—  total  femmles 


Under  15  years. 


16  years. 

16  years. 

17  years. 

18  years. 
10  years. 

20  years . 

21  years. 

22  years. 

23  years. 

24  years . 

25  years . 

26  years. 

27  years. 

28  years. 

29  years. 

30  years. 

31  years. 

32  years. 

33  years. 

34  years. 

35  years. 

36  years . 

37  years. 

38  years. 
30  years. 

40  years. 

41  years. 

42  years. 

43  years. 

44  years. 


45-49  yean 

50  years  and  over . 
Ace  not  stated 


Total 


15.185 


7 

19 

77 

170 

281 

359 
415 
568 
681 
870 

802 
0^4 
801 
026 
820 

064 
608 
806 
703 
683 

665 
624 
484 
470 
352 

323 
177 
181 
117 


06 

2 

13 


16 


17 


18 


2 
1 


1 
2 


19 


16 


8 
6 
1 


1 

1 


20 


4 
5 
1 

0 

4 

8 

1 

1 
1 
1 


21 


70 


1 

4 

5 

11 

8 
18 
15 

4 
4 


1 
3 
I 
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stiHbirthi^  hf  <^  *^  hf  ^  eoUr,  nativity  and  agg  •/  mtthar  aeoordin§  ta  ag9  of  father: 
(Continued) 

or  Fatkbb 


22 

23 

24 

25 

20 

27 

28 

20 

30 

31 

161 

249 

399 

608 

608 

682 

834 

799 

920 

706 

1 

•  ••■•■ 

1 

1 

2 

1 

1 

2 

2 

3 

2 

1 

1 

8 

9 

10 

7 

0 

6 

6 

0 

3 

10 

IS 

28 

19 

IS 

16 

13 

13 

10 

3 

22 

22 

40 

44 

35 

30 

26 

13 

0 

3 

23 

35 

40 

33 

45 

37 

28 

20 

30 

13 

23 

31 

41 

37 

33 

43 

44 

28 

28 

26 

29 

49 

49 

52 

60 

55 

48 

41 

43 

23 

14 

34 

63 

68 

83 

69 

55 

60 

61 

34 

9 

24 

48 

84 

04 

84 

95 

65 

88 

42 

6 

7 

25 

61 

58 

101 

97 

70 

06 

51 

2 

5 

12 

31 

73 

72 

108 

74 

78 

69 

1 

4 

10 

19 

34 

73 

94 

80 

83 

63 

1 

10 

21 

22 

22 

92 

70 

101 

72 

3 

3 

9 

18 

18 

38 

81 

81 

71 

1 

3 

2 

8 

9 

21 

37 

45 

92 

72 

3 

4 

5 

12 

15 

16 

28 

60 

1 

3 

2 

5 

4 

9 

17 

33 

40 

1 

1 

4 

6 

12 

16 

19 

1 

1 

4 

5 

7 

19 

10 

1 

2 

5 

1 

0 

16 

3 

3 

7 

2 

5 

8 

2 

2 

1 

2 

1 

3 

1 

1 

■  •••>• 

2 

1 

8 

2 

1 

1 

1 
1 

1 
1 

1 
2 



« 

1 

1 

1 
1 

1 
1 

1 
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Table  IV. —  Nxw  Yobk  State  (exclusive  of  New  York  City) :  Birifu  (exduaive  of 

1930  — 


SEX  OF  CHILD.   NATIVITY  AND 
AGE  OF  MOTHER 


32 


ChDdreH  bom    to    for«lgB4»oni    white 


Under  15  years. 


15  years. 
Id  years. 

17  years. 

18  years. 

19  years. 

20  years. 

21  years. 

22  years. 

23  years. 

24  years. 

25  years. 

26  years. 

27  years. 

28  years. 

29  years. 


30  years. 

31  years. 

32  years. 

33  years. 

34  years. 

35  years. 

36  years. 

37  years. 

38  years. 

39  years. 

40  years. 

41  years. 

42  years. 

43  years. 

44  years. 


45-49  years 

50  years  and  over. 
Ase  not  stated. . . 


847 


1 
5 

8 

10 
18 
24 
31 
61 

64 
78 
72 
91 
73 

84 
60 
86 
26 

17 

13 
7 
6 
5 
1 

3 
1 


33 


866 


3 
2 

3 
15 
23 
32 
46 

57 
73 
58 

74 
72 

00 
43 
81 
85 
39 

22 

17 

9 

4 
4 


34 


796 


4 

5 

16 

29 

41 

50 
50 
61 
69 
54 


50 
67 
63 
74 

34 

13 

12 

9 

3 


1 
3 
1 
1 


35 


893 


1 
3 

5 

6 

11 

15 

26 

54 

57 
56 
60 
73 

93 
42 
77 
84 
51 

85 

39 

22 

11 

7 

10 
2 


2 


36 


766 


3 
2 
5 

7 
16 

22 
47 
30 
56 
54 

58 
54 
70 
56 
65 

70 
60 
33 
25 
11 

5 
1 
1 
1 


1 

1 
1 


Aaa 


37 


613 


1 
1 
6 
3 
15 

20 
17 
39 
31 
26 

44 
41 
54 
53 
54 

58 
55 

38 
23 

14 

5 

6 

4 
1 
1 
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«tiUbirth0)  by  $ex  and  by  the  color ^  naiiviiy  and  age  of  mother  according  to  age  of  father: 
(Continued) 


or  Fatbcb 

38 

80 

40 

41 

42 

43 

44 

45-40 

50 
and  over 

Age  not 
sUted 

701 

527 

658 

82f 

442 

280 

257 

852 

983 

75 

i 

i 

2 

1 

1 

1 
2 

1 

i 

5 

2 

1 

1 

1 

5 

3 

1 

2 

2 

1 

6 

4 

2 

1 

1 

1 

1 

i 

2 

4 

3 

1 

» 

2 

3 

7 

7 

6 

2 

3 

1 

3 

2 

2 

4 

10 

8 

12 

1 

3 

2 

1 

5 

6 

28 

0 

7 

6 

4 

2 

0 

2 

28 

20 

17 

4 

4 

3 

4 

12 

3 

8 

48 

16 

10 

10 

12 

4 

5 

7 

5 

5 

38 

37 

10 

10 

12 

4 

3 

14 

8 

•  •»•■■* 

46 

25 

52 

15 

18 

11 

0 

30 

10 

3 

41 

35 

20 

12 

13 

7 

10 

21 

13 

1 

M 

35 

47 

13 

34 

21 

15 

24 

10 

2 

40 

51 

50 

17 

23 

22 

12 

35 

14 

3 

46 

42 

56 

21 

33 

17 

21 

36 

13 

1 

67 

44 

58 

82 

35 

20 

12 

60 

20 

1 

70 

31 

63 

32 

47 

25 

15 

83 

27 

3 

57 

48 

46 

84 

33 

23 

10 

82 

11 

54 

48 

64 

27 

44 

32 

25 

58 

20 

2 

10 

40 

45 

34 

33 

23 

22 

61 

40 

16 

12 

45 

18 

87 

25 

24 

80 

38 

6 

8 

12 

20 

14 

8 

10 

47 

18 

1 

6 

3 

0 

7 

23 

15 

14 

67 

20 

•  ■  *  •   ■  * 

2 

4 

1 

11 

14 

10 

44 

27 

•  #•*••• 

1 

1 

3 

1 

4 

38 

18 

1 

1 

3 

1 

1 

5 

38 

35 

1 

1 

1 

8 
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TaUe  lV.-<  New  You  arAis  (excluflm  off  N«w  YcM^k  City):  Birtks  (exdua^  of 

MM— 


REX  OF  CHILD,  NATIVITY  AND 
AGE  OF  MOTHER 


ddldren    bom    to    colored    moChera 
total 


Totsl 


4M 


16 


Aom 


17 


18 


19' 


20 


10 


21 


12 


Uoder  15  years  < 


L5  years. 

16  years. 

17  years . 

18  years . 

19  years. 

20  years. 

21  years. 

22  years. 

23  years . 

24  years. 

25  years . 

26  years. 

27  years. 

28  years. 

29  years. 

30  years. 

31  years. 

32  years . 

33  years. 

34  years. 

35  years . 
86  years. 

37  years . 

38  years . 

39  years. 

40  years. 

41  years. 

42  years . 

43  years . 

44  years. 


45-49  yearsr 

50  years  and  over . 
Age  not  stated .  .  . 


4 

6 

9 

21 

22 

42 
19 
18 
24 
20 

26 
24 
22 
16 
13 

20 
9 
14 
18 
12 

8 
16 
12 
10 

5 
5 
3 
2 
3 


2 
1 

1 


1 
1 


2 

1 
1 

6 
1 


1 
2 
2 

4 
I 
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BtiUbirthfl)  by  mx  and  hy  the  color,  natwUy  and  age  of  mother  according  to  age  of  father: 
(Continued) 

OF  Fathbb 


38 

80 

40 

41 

42 

43 

44 

45-49 

50 
and  over 

Ase  not 
tttoted 

21 

U 

IS 

8 

6 

7 

7 

19 

19 

19 

i 

'■■''■ 

1 

i 

1 

1 

2 

2 

4 

1 

3 

i 

1 

i 

•  ■  • 

i 

1 

1 

1 

1 

1 

i 

1 
1 

i 

2 

2 

1 

1 

1 

i 

2 

1 
1 

i 

1 

1 

1 

« 

2 

3 

1 



i 

1 

i 

1 
i 

1 

3 

5 

1 

1 

i 

i 

1 

3 

2 

1 

1 

1 

1 

2 

3 

1 

i 

1 

2 

1 

4 

i 

1 

1 

1 

1 

4 

i 

1 

i 

i 

1 
1 

1 

4 

1 

1 

1 

2 

1 

i 

i 

1 

1 
i 

i 

1 

2 

1 
1 

1 

• 

1 

/ 
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Table  IV.—  Nbw  York  Stats  (eaEciiiaiT«  of  New  York  City):  Birtk»  (exclnahre  of 

1920— 


SEX  OF  CHILD,  NATIVITY  AND 
AGE   OF  MOTHER 


Total 


AOB 


Id 


If 


18 


19 


20 


Children    bom   to    colored    inotlieni 
total 


Under  16  yean. 


15  years . 
If  years. 

17  years . 

18  years. 

19  years . 

20  years. 

21  years . 

22  years. 
2S  years . 

24  years. 

25  years . 

26  years. 

27  years . 

28  years. 

29  years. 

30  years. 

31  years. 

32  years . 

33  years . 

34  years. 

35  years . 

36  years . 

37  years . 

38  years . 

39  years . 

40  years . 

41  years. 

42  years. 

43  years . 

44  years . 


45-49  years 

50  years  and  over. 
Age  not  stated . . . 


402 


2 

3 

10 

23 

21 

18 
23 
28 
34 
26 

18 
21 
15 
23 
18 

28 

6 

10 

17 

8 

10 
5 

10 
5 
5 

2 
5 
2 


1 
1 


1 
1 
2 
1 


9 

• 

■  • 

•  • 

1 
3 

2 

•  ■ 

3 

2 
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BtiDbiTths)  hp  9ex  and  hy  Ihe  color ^  nativity  and  age  of  mo&ier  according  to  age  of  father 
(Continued) 

ov  Father 


22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

IS 

25 

19 

21 

15 

22 

17 

14 

23 

24 

* 

i 

3 

4 

1 

4 
3 
4 
3 

1 
1 

i 

1 

3 

2 

4 
5 

1 

1 

i 

■  •■■■• 

i 

1 
1 

1 

2 
3 
3 
3 

2 

1 

2 

...... 

3 

1 

2 

1 
1 
2 

2 
1 

i 

i 

1 
2 
2 
3 
2 

2 
4 
2 

2 

1 

i 

i 

1 

1 
1 

3 

1 
2 

1 
1 
2 
1 

1 

i 

2 

1 
2 

5 

i 

1 

1 
1 

■  ••■■• 

2 

1 

2 

5 
4 

2 

i 

i 

1 

1 

1 
1 

4 

2 

1 
3 

1 

i 

1 

1 
1 

8 

2 

3 

2 

4 

1 

1 

1 

1 
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Table  IV.— New  York  State  (excliuive  of  New  York  City):   Birth$  (exclusive  of 

1920  — 


SEX  OF  CHILD,  NATIVITY  AND 
AGE  OF  MOTHER 


Children    bom    to  colorod  mothora  — 
total  females 


Under  15  years. 


15  years. 

16  years. 

17  years. 

18  years. 

19  years. 

20  years. 

21  years. 

22  years. 

23  years. 

24  years. 

25  years. 

26  years. 

27  years. 

28  years. 

29  years. 

30  years. 

31  years. 

32  years. 

33  years. 

34  years. 

35  years. 

36  years. 

37  years. 

38  years. 

39  years. 

40  years. 

41  years. 

42  years. 

43  years. 

44  years. 


46-49  years 

50  years  and  over . 
Age  not  stated. . . 


32 


33 


16 


1 
2 


1 
2 


3 
1 


IS 


1 
2 
1 


1 

4 
2 


34 


1 
1 


1 
1 


35 


26 


1 
2 


3 
1 


5 
2 


2 

2 


2 
1 


Aas 


36 


12 


2 
2 

2 


1 
3 


37 


1 

i 

2 

1 
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atiilbirths)  by  sex  and  by  the  cohr,  noHvityand  age  of  mother  according  to  age  of  faiher: 
(CoQclud  ed) 


-OF  Fathcb 


50 

Age 

38 

39 

40 

41 

42 

43 

44 

45-49 

and 
over 

not 
stated 

7 

10 

7 

4 

S 

10 

4 

25 

IS 

17 

1 

1 

1 

2 

3 

3 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

2 

1 

i 

1 

1 

2 

1 

2 

i 

i 

i 

1 

2 

1 

i 

1 

«•■«••• 

2 

1 

1 

1 

2 

1 

2 

i 

i 

i 

2 

i 

i 



•    ■«•■«■ 

i 

i 

i 

1 
i 

i 

3 

1 
1 

1 

i 

i 

1 

5 

1 

1 

1 

1 

1 

* 

i 

i 

i 

1 

1 
1 

i 

i 

1 

1 
1 

i 

2 

i 

•  •  •  • 

•   ■••••• 

««•••■• 
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Table  V. —  State  op  New  Yobk  (exdiu^ve  of  New  Yoric  City):   Births  (exdasive 

for  wkUe  children  by  couniry  of 


CX)LOR     AND     COUNTRY     OF 
BIRTH    OF    MOTHERS    AND 
ORDER  OF  1920  BIRTH 

Total 

Act 

15 

or 

less 

16 

17 

18 

19 

20 

m 

Children  bom  to  ifHiite  mothers  — 
total* 

191.799 

129 

S55 

1,959 

2,151 

8,S35 

4.249 

let  birth 

29.093 
21.504 
16.797 
10.861 

7.692 
5.433 
3.830 
2.601 

1,731 

1.181 

708 

432 

255 
119 
114 

329 

119 
1 

335 
19 

•   •   *   •    • 

1 

958 
87 

4 

4 

1,834 

277 

44 

6 

2,403 

602 

129 

11 

2 

8 

2,765 

2nd  birth 

1,083 

3rd  birth 

325 

4th  birth 

57 

5th  birth 

7 

6th  birth 

1 

7th  birth , 

8th  birth 

9th  birth 

10th  birth 

11th  birth 

12th  birth 

13th  birth 

• 

14th  birth 

15th  birth  or  over 

Order  of  birth  not  stated 

8 

Children  of  mothora  bom  In  United 
States  —  total 

79,608 

198 

303 

S89 

1,898 

2,759 

S.522 

let  birth 

24,289 

16,858 

10.864 

6.534 

4,116 
2,759 
1,812 
1,163 

765 
498 
319 
190 

108 
56 
46 

231 

107 

1 

288 
14 

•    «    •    «    • 

I 

810 

72 

3 

..... 



1 

1.556 

217 

30 

2.009 

566 

84 

8 

1 

8 

2,350 

2nd  birth 

802 

3rd  birth 

240 

4tJi  birth 

29 

5th  birth 

5 

6th  birth 

7th  birth 

8th  birth 

9th  birth 

10th  birth 

11th  birth 

12th  birth 

13th  birth 

14th  birth 

15th  birth  or  over 

Order  of  birth  not  stated 

6 

N.B. —  In  deter  ninin?  the  number  of  child  in  order  of  birth,  previous  stillbirths  in  some 
*  Total  includes  thte^tchildren  for  whom  the  country  of  birth  of  mother  was  not  stated. 
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of  stillbirths)  with  the  number  of  child  in  order  of  birtht  by  color  and  age  of  mother  and 
birth  of  mother:  1^20 

or   MOTHKBS 


21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

4.688 

S.466 

5.965 

6.806 

6.466 

6.467 

S.881 

5.829 

5.iM 

5«194 

4.076 

4.46» 

2.568 

1.803 

967 

121 

21 
5 

1 
1 

1 
10 

2.638 

1,713 
800 
228 

56 
12 

•  a  a  • 

8 

•  •  •  • 

a  a  •  • 
a  a  •  • 
a  •  a  a 

•  ■  •  • 
a  a  •  • 
a  •  •  • 

16 

2.464 

1.845 

1,099 

411 

103 

23 

6 

2 

•  a  a  • 

•  a  •  • 

a  a  *  a 
a  a  •  a 

a  a  •  • 
a  a  •  > 

a  •  a  • 

12 

2.226 

1.828 

1,288 

647 

221 

57 

12 

2 

a 
1 

a  a  a  a 
m     »     M     m 

a  a  a  a 
a  •  •  • 

a  a  •  a 

16 

2.020 

1.825 

1,310 

789 

357 
97 
25 
12 

1 

"  "i 

13 

1.745 

1.738 

1,276 

929 

497 

179 

68 

10 

3 
2 

20 

1.809 

1.437 

1.236 

880 

528 

257 

75 

34 

9 
2 

24 

1,219 

1,363 

1.172 

860 

628 

320 

172 

43 

19 
6 
1 

17 

017 
1,167 
1,003 

753 

569 

399 

187 

70 

30 

16 

2 

2 

19 

765 

1.072 
963 
840 

666 
457 
200 
122 

50 

17 

5 

2 

2 
23 

583 

778 
765 
596 

512 
374 
227 
138 

46 

22 

13 

6 

16 

485 
711 
745 

708 

600 
468 
288 
204 

94 
49 

22 

6 

2 

1 

17 

8,796 

4.828 

4.686 

4.584 

4.697 

4.628 

4.678 

3.874 

8,445 

8,886 

41,796 

2,744 

2,184 

1,155 

899 

81 

12 
3 

1 
1 

•  •  •  a  a 

10 

2.176 

1.369 

881 

148 

35 

7 

a  a  a  a 

1 

a  •  a  a 
a  •  a  • 
a  »  a  ■ 

a  a  ■  a 

•  a  a  • 

•  •    •    » 

a  «  a  a 

11 

2,081 

1.426 

740 

256 

67 

11 

3 

2 

a  a  a  a 

a  a  a  a 
»    »    »    m 

a  a  •  ■ 

a  a  a  a 
a  a  •  a 
a  a  a  a 

10 

1.854 

1.321 

814 

374 

120 

33 

5 

• 

a  •  a  a 

1 

a  a  a  a 
•    9     •    9 

a  a  a  s 

9    •    m     ^ 
a  a  a  a 

a  a  a  a 

12 

1,680 

1,377 

819 

436 

195 

59 

16 

5 

10 

1,471 

1,360 

840 

530 

268 

98 

37 

5 

..... 
13 

1,157 

1,132 

825 

479 

258 

141 

36 

21 

6 

2 

21 

1,005 

1,055 

772 

481 

291 

146 

77 

21 

9 
5 

12 

751 
917 
678 
454 

275 

202 

99 

33 

16 
9 

2 
9 

«S8 
832 
687 
454 

308 

211 

118 

56 

27 
7 

1 
1 

1 
14 

501 
620 
581 
388 

291 

173 

106 

67 

21 

11 
5 

4 

8 

404 
568 
825 

437 

322 

210 

126 

84 

35 

21 

11 

2 

1 

13 

cais* 
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Table  V  —  State  of  New  York  (exclusive  of  New  York  City) :    Births  (exdusiv  e 

for  white  children  by  country  of 


COLOR  AND  COUNTRY  OF 
BIRTH  OF  MOTHERS  AND 
ORDER  OF  1920  BIRTH 


Agi 


33 


Children  bom   to 
U»Cal 

white  mothers  — 

S,747 

l8t  birth 

336 

2d  birth 

534 

3d  birth 

623 

4th  birth 

563 

6th  birth 

508 

6th  birth 

443 

7th  birth 

348 

8th  birth 

184 

9th  birth 

108 

10th  birth 

55 

11th  birth 

17 

12th  birth 

9 

13th  birth 

2 

14th  birth 

15th  birth  or  over 

1 

Order  of  birth  not  stAtMi 

16 

ChUdren  of  mothers  bom  in  United 
States  — >  total 

2,807 

1st  birth 

282 

2d  birth 

408 

3d  birth 

463 

4th  birth 

343 

5th  birth 

278 

6th  birth 

222 

7th  birth 

142 

8th  birth 

88 

9th  birth 

44 

10th  birth 

23 

11th  birth 

8 

12th  birth 

4 

13th  birth 

1 

14th  birth 

15th  birth  or  over 

34 


3,486 


35 


Order  of  birth  not  stated , 


11 


301 
496 
551 
487 

448 
396 
325 
213 

123 
65 
37 
15 

7 
3 


18 


8.1S8 


255 

407 
445 
417 

398 
366 
291 
232 

163 
81 
41 
21 

3 
2 
4 

12 


36 


2. 931 


2.234 


247 
393 
414 
322 

247 
213 

150 
109 

56 

31 

17 

9 

4 

1 


12 


1.846 


206 
324 
323 
250 

220 

179 

125 

82 

66 
27 
21 
11 

1 
1 
1 

8 


197 
315 
387 
380 

344 
344 
313 
252 

177 
99 
58 
30 

15 
9 
3 

8 


1,676 


168 
239 
285 
236 

193 

163 

137 

92 

78 
36 
25 
15 

7 
2 
2 


37 


2.391 


129 
217 
290 
285 

274 
270 
285 
241 

147 

116 

69 

33 

13 
9 
5 

8 


1. 


103 
175 
208 
206 

157 
135 
133 
113 

61 
46 
31 
17 

2 
5 
2. 


38 


2,376 


115 
208 
245 

280 

306 
256 
246 

217 

187 

136 

85 

44 

27 
8 
2 

13 


1.362 


93 
151 
184 
183 

157 

138 

128 

97 

75 
63 
37 
16 

15 
6 
1 

8 


39 


1.761 

12» 
146 
186 

191 
205 
205 
163 

152 

136 

6& 

51 

24 

20 


I,02S 


56 

89 

111 
128 

134 

116 

112 

79 

71 
48 
29 
21 

16 

a 

7 
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of  stillbirths)  wUK  the  number  of  ekiid  in  order  of  birth,  by  color  and  age  of  mother  an 
birth  of  mother:  1920  —  (Contiiiued) 

OF   MOTBBBfl 


40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 
and 
over 

Ase 

not 

sUted 

1.6S5 

94t 

886 

522 

345 

224 

119 

47 

25 

15 

11 

96 

57 

92 

144 

168 

159 
167 
149 
155 

131 

117 

83 

40 

39 
16 
13 

5 

34 
62 

88 
99 

97 
113 

86 
101 

78 
63 
50 
36 

19 
8 
6 

•  •  ■  • 

27 
40 
58 
73 

92 

92 

108 

78 

77 
81 
43 
54 

27 
22 
10 

3 

16 
21 
31 
37 

44 
60 
50 
44 

62 
44 
38 
20 

33 

12 
9 

1 

2 
15 
20 
24 

31 
30 
32 
31 

27 
26 
29 
24 

14 
11 
18 

2 

6 

4 

8 

17 

14 
19 
19 
20 

26 
23 
15 
22 

15 
7 
9 

3 

1 
5 
4 

3 

11 

9 

18 

11 
8 

11 
9 

9 
2 

6 

1 
2 
2 

1 

2 
3 

4 
3 

1 
9 
9 
5 

"  "5 

2 
1 

""2 

j 

5 
3 

3 
2 
3 

1 

1 
..... 

..... 

3 
2 

"""i 

•'2 

1 
1 

2 

""2 

■  •  *  <  ■ 

1 
2 
1 
2 

2 

1 
..... 

1 

22 

21 

18 

7 

1) 
4 
3 
2 

1 
2 
2 

4 

845 

576 

606 

281 

198 

117 

66 

20 

11 

€ 

4 

69 

39 

76 

101 

115 

90 

103 

78 

56 

52 
50 
41 
17 

13 
7 
5 

2 

29 
46 
60 
76 

74 
68 
54 
50 

36 
29 
27 
14 

7 
5 
1 

•  •  •  • 

22 
35 
43 
56 

51 
47 
59 
37 

40 

-36 

21 

25 

12 

13 

5 

3 

13 
15 
22 
27 

30 
82 
26 
20 

• 

30 

20 

16 

7 

11 
6 
5 

1 

2 

8 

23 

19 

24 

20 
18 
16 

15 

9 

14 

10 

5 
2 
6 

2 

5 
2 

4 
13 

10 
9 
9 
9 

16 

13 

8 

4 

6 
4 
5 

3 

1 
4 
1 

4 
14 

5 
3 
3 

7 

4 

1 
3 

1 
2 
2 

1 
1 
2 

2 
3 

"3 

1 
""2 

. 

1 

2 
1 

1 
1 

1 

1 
1 

j 
*  "2 

1 

j 

2 

1 

18 

15 

14 

3 

9 
3 

1 
2 

1 

1 
1 

1 
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State  Dbpabtmbnt  of  Health 


Table  V  —  State  of  New  York  (exeliuivv  of  New  York  City) :   BirUf  (exdusve 

for  white  children  by  country  of 


COLOR     AND     COUNTRY     OP 
BIRTH    OP    MOTHERS    AND 
ORDER  OP  1920  BIRTH 

Total 

AOB 

15 

or 

less 

16 

17 

18 

19 

20 

Children     of     fordgii-boni     wlifto 
mothers  —  total 

tl.154 

12 

51 

164 

94S 

5T9 

714 

l»t  birth 

^.803 
4.736 
4,932 
4,327 

3,576 
2,674 
2.018 
1.438 

966 
683 
384 
242 

147 
63 
68 

97 

12 

•    a    •    •    • 

46 
5 

148 

15 

1 



268 
60 
14 

1 

394 

196 

45 

3 

1 


415 

2d   birth 

191 

3d    birth 

85 

4th  birth 

38 

5th  birth 

1 
2 

6t    birth 

7th  birth 

8th  birth 

9th  birth 

10th  birth 

11th  birth 

12th  birth 

13th  birth 

14th  birth 

15th  birth  or  over 

Order  of  birth  not  stated 

2 

Children  of  mothers  bom  in  England* 
Scotland.  Wales  —  total 

1.5S4 

8 

8 

8 

26 

M 

l8t  birth 

475 
361 
243 
163 

88 
76 
35 
30 

21 

17 

6 

6 

4 
4 
1 

5 

•     *     •    •     » 

• 

•    >   ■  •   • 

7 
1 

28 
2 
1 

21 

2d   birth 

7 

3d   birth 

1 

4th  birth 

1 

5th  birth 

6th  birth 

7th  birth 

8th  birth 

9th  birth...  - 

10th  birth 

11th  birth 

12th  birth 

13th  birth 

14th  birth 

15th  birth  or  over 

Order  of  birth  not  stated 

1 
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of  stillbirthB)  with  the  number  of  child  in  order  of  hirtht  by  color  and  age  of  mother  and 
birth  of  mother:  1920 —  (Continued) 

OT   MOTHBBB 


21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

32 

892 

US8 

1.429 

1,766 

1.852 

1.844 

1,808 

1.946 

1,689 

1,919 

1.800 

1,686 

434 

238 

168 

40 

462 
344 
219 

80 

433 
419 
359 
156 

372 
507 
474 
273 

340 
448 
490 
353 

274 
378 
436 
399 

242 
305 
411 
401 

214 
308 
400 
379 

166 
250 
325 
299 

127 
240 
276 
386 

82 
158 
184 
208 

81 
148 
220 
271 

0 
2 

21 
5 

•  •  •  * 

2 

46 

12 

3 

•  •  >  • 

101 

24 

7 

2 

162 

88 

9 

7 

229 

81 

31 

6 

270 

116 

39 

13 

837 

174 

95 

22 

294 

197 

88 

37 

358 

246 

172 

66 

221 
201 
121 

71 

278 
248 
162 
120 

1 

•  *  »  ■ 

»  •  ■  » 

•  «  *  • 

•  •  •  » 

•  •  •  • 

•  •  •  ■ 
■  •  •  • 

1 
1 

•  •  •  « 
■  •  »  * 

1 

3 

1 

3 

10 

1 
1 

14 
7 
2 

23 

10 

4 
1 

26 

11 

8 

2 

50 
28 
11 

4 

•  •  •  • 

•  •  •  ■ 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

1 

1 
1 

•  •  •  a 

5 

•  •  •  • 

2 

•  •  •  • 

4 

3 

7 

3 

5 

10 

9 

8 

4 

58 

66 

59 

75 

87 

78 

73 

72 

80 

80 

65 

86 

42 
16 

1 

44 

18 

4 

«  •  •  ■ 

41 
13 

4 
1 

37 

27 

9 

2 

46 

24 

11 

6 

32 
24 
16 

4 

26 

19 

16 

8 

25 
19 
12 
10 

21 

27 

16 

8 

15 
22 
22 

14 

13 
22 
11 
12 

12 
20 
19 
17 

1 

1 
1 

4 

3 

1 
1 

3 
3 
1 

1 

3 
2 

1 

5 
2 

6 

10 

1 

1 

■  •  •  ■ 

■  •  •  • 

•  ■  •  ■ 

1 

1 

1 

17 
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State  Depabtmbnt  of  Health 


Table  V. —  State  of  Naw  York  (exduaive  of  New  York  City) :   Births  (exclusive 

far  white  children  hy  country  of 


COLOR     AND      COUNTRY     OP 
BIRTH    OF    MOTHERS     AND 
ORDER   OF    1920  BIRTH 

Aoa 

33 

34 

« 

35 

36 

37 

38 

39 

Children  of  Aostrian  mothers*  ezceirt 
AoBtriaa-PoUah  —  total 

133 

103 

100 

102 

67 

80 

68 

l8t  birth 

1 

9 

12 

19 

24 

20 
23 
10 

11 
1 
2 

1 

3 

6 

9 

•7 

14 
20 
22 
12 

3 

4 
..... 

2 

3 

3 

10 

12 

19 
11 
16 
16 

5 

4 

""i 

2 
2 
8 
6 

16 
14 
18 
13 

6 

10 

3 

2 

■*2 

1 
2 
3 
6 

8 

9 

10 

13 

5 
4 
2 
2 

2 

•  •  •  •  • 

■  "2 
2 
5 

12 
11 
11 

18 

6 
5 
4 
3 

•  •   •  •  • 

•  •   •  •  • 

1 

2d   birth 

3d  birth 

2 

4th  birth 

6 

5th  birth 

6 

6th  birth 

4 

7th  birth 

6 

8th  birth 

10 

9th  birth 

9 

10th  birth 

7 

11th  birth 

6 

12th  birth 

1 

13th  birth 

1 

14th  birth 

15th  birth  or  o  r  er 

Order  of  birth  not  stated 

ChUdren  of   mothers  bom    in   Hun- 
gary — '  total 

80 

23 

24 

23 

22 

18 

IS 

iBt  birth 

3 
6 
2 
5 

5 
4 
2 
2 

1 

■"8 
2 

5 
6 
3 
2 

1 
2 
2 
3 

7 

1 
3 

■"3 

1 

1 

"2 
3 
2 

1 
7 
2 
5 

1 

1 
1 
3 

1 
3 
2 

4 

1 
3 

1 
1 

•  •  «  •  • 

• 

1 

..... 

1 

6 
5 

..... 

2 

1 
1 

2d   birth 

2 

3d.  birth 

1 

4th  birth 

5th  birth 

1 

6th  birth 

5 

7th  birth 

2 

8th  birth 

9th  birth 

10th  birth 

1 

1 

11th  birth 

1 

12th  birth 

13th  birth 

14th  birth 

15th  birth  or  o\rer 

Order  of  birth  not  stated 
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of  stillbirthB)  vrith  ike  number  of  ehUd  in  order  of  birih,  by  color  and  age  of  mother  and 

birth  of  mother:  1920—  (Contmued) 

'  ■■  ■  I.  ■  .■  ■■  I   ■  ,.-■■-..  ^  .»-■■■-  —  ■    ^ 

OF  MOTHSBS 


40 


1 

2 

8 

4 

4 

< 

8 

10 

7 

4 
4 
2 


12 


2 

2 
1 


2 
1 


1 

i 


•  •  •  • 

•  ■  ■  ■ 


41 


II 


1 
8 

3 

1 

"i 
1 


2 


42 


IB 


3 

4 
2 
8 

5 
2 

■  » 

8 
1 


a    •    •*  • 


•  »    •     • 

•  •    •    • 

•  «     ■    # 


a    •    •    • 


2 

2 

1 
1 


48 


12 


1 
1 
2 

1 


2 
1 


a    •    ■    • 
a    •    •    • 


1 
1 

1 
1 


44 


■    a    a    • 


2 

1 

1 
1 


»    •    •     •    • 
a    ■    a    a    • 


45 


a    •    a    • 
•    9    •     » 

a    •    •    a 


1 
1 


2 

1 


*  •  ■  >  • 
t  •  t  •  » 

a  •  •  ■  • 

a  •  a  ■  • 

•  a  a  •  a 
a  •  ■  a  a 


a    •    a    a 


48 


a     •     a     a     a 
a     a     •    a     a 

a     a     a     •     a 


1 

1 

2 


47 


•     a     •     a     a 


48 


a     a     a     a 


49 


a    a    a    a 


•    *     %     •    * 


50 

or 

over 


Ace 

not 
BUt«d 


a     •     a     a 


2 

»  • 

8 

1 


528 


State  Department  of  Health 


TaUe  V. —  Statb  of  Nbw  Yobk  (excluave  of  Now  York  City) :   BirUu  (exdusiye 

for  wkUe  children  by  cowntry  of 


COLOR     AND     COUNTRY     OF 
BIRTH    OF    MOTHERS    AND 
ORDER  OF  1920  BIRTH 

Total 

AOB 

15 
or 

lees 

16 

17 

18 

19 

20 

Cliildreii  of  raoUiera  born  in  Poland 
—  total 

6,291 

1 

IS 

46 

68 

87 

let  birth 

564 

901 

1.155 

967 

800 
579 
473 
305 

216 

126 

73 

47 

36 
15 
11 

23 

1 

13 
2 

33 

11 

2 

36 

19 

3 

1 

45 

2d   bu-th 

27 

3d   birth 

9 

4th  birth 

5 

5th  birth 

1 

flth  birth 

7th  birth 

8th  birth 

Qth  birth 

10th  birth 

11th  birth 

12th  birth 

13th  birth 

14th  birth 

15th  birth  or  over 

Order  of  birth  not  stated 

Children    of    French-Canadian 
motliers  —  total 

SOO 

1 

2 

4 

2 

IS 

12 

let  birth 

74 
58 
43 
24 

17 
20 
16 
14 

9 
7 
4 

4 

1 
2 

4 

3 

1 

"  •  •   '  ' 

2 

4 

2 

13 

■  •  •  •  • 

7 

2d   birth 

4 

3d   birth 

1 

4th  birth 

5th  birth 

6th  birth 

7th  birth 

8th  birth 

9th  birth 

10th  birth 

11th  birth 

12th  birth 

13th  birth 

14th  birth 

15th  birth  or  over 

Order  of  birth  not  stated 
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of  stillbirths)  with  the  number  of  child  in  order  of  hirthj  by  color  and  age  of  mother  and 
birth  of  mother:  1920  —  (Ck)ntinued) 


OF  MOTHBBB 


21 


118 

"42 

46 

28 

1 


14 

5 
5 
3 
1 


22 

23 

24 

25  . 

26 

27 

28 

29 

30 

31 

208 

815 

42» 

479 

479 

418 

486 

886 

447 

258 

63 

76 

60 

7 

4 

•  a  •  a 

a  •  •  ■ 

2 

•  a  a  a 

m    •     •     • 
a  a  •  • 

•  •  ■  • 

•  a  •  • 

•  •  a  a 
■  a  a  • 

1 

62 

109 

101 

32 

7 
2 
1 

a  »  •  a 

a  a  a  a 
a  a  a  a 

•  m    m    » 
a  a  ■  a 

•  •  a  a 
»     9     9     » 

•  •  a  • 

1 

63 
127 
153 

63 

17 
2 
2 

»    m    •    • 

1 

a  •  a  • 

*  »     »    m 

•  •  •  a 

a  •  a  a 
m    9     •    • 

a  a  a  a 

1 

54 
116 
158 

98 

48 
6 
2 
2 

38 

99 

133 

126 

56 

13 

9 

1 

3 

33 

66 

114 

98 

76 

16 

11 

3 

1 

23 

54 

123 

116 

89 

49 

22 

6 

2 

2 

19 
33 
73 
82 

83 

49 

30 

7 

4 
2 
1 

3 

9 
42 
68 
99 

92 
72 

41 
8 

9 

""i 

1 
5 

5 
14 
25 
45 

61 
51 
85 
15 

2 
2 

1 

2 

12 

IS 

25 

11 

10 

18 

16 

6 

14 

15 

ft 

6 

4 
1 
1 

a 

5 

4 
8 

•  •  •  a 

1 

a  •  a  a 

•    •    m 

8 
9 
7 
1 

• 

4 
2 
2 
2 

1 

* 

1 
2 

4 
4 

1 

'  "i 

a  a  •  a  a 

4 
5 

4 

1 

1 
1 

..... 
2 

1 
2 

1 
4 
3 
3 

""i 
""i 

"i 

1 
2 

3 
1 

"i 

2 

1 
1 

32 


801 

4 
15 
25 
50 

58 

60 
40 
80 

9 
5 
3 
1 


15 

"s 

1 
2 
1 


1 
2 


•  •  •  • 

•  •  •  • 


.... 
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State  I>bpabtment  of  Health 


Table  V. —  State  op  Nbw  Yobk  (exdusive  of  New  York  City) :   Birtha  (excluaiTe 

for  wkUe  children  by  country  of 


COLOR     AND      COUNTRY      OF 
BIRTH    OF    MOTHKR8     AND 
ORDER  OF  1920  BIRTH 

AOB 

33 

84 

35     ' 

36 

87 

38 

39 

CUIdrMi  of  mothers  boim  In  Poland 
—  total 

•OS 

226 

248 

229 

168 

161 

118 

1st  birth 

2 
14 
26 
39 

89 
60 
43 
30 

19 
8 
2 

4 

4 

15 

18 

48 
46 
42 
24 

19 
8 
1 

2 

2 

8 
16 
38 

28 
29 
48 
42 

26 

18 

7 

1 

4 
10 
12 
28 

27 
39 
42 
34 

16 
15 

4 
3 

2 

6 

17 
28 
83 
26 

20 

4 
6 
1 

2 

1 
1 

2 
2 

4 
13 

17 
17 
19 
17 

29 

15 

13 

9 

3 

1 

3d  birth 

1 

Sd  birth 

1 

4tL  birth 

5 

5th  birth 

6 

6th  birth 

12 

7th  birth 

18 

8th  birth 

18 

0th  birth 

22 

10th  birth 

16 

11th  birth 

9 

12th  birth 

6 

18th  birth 

1 

14tb  birth 

2 

18tb  birth  or  over 

1 

Order  of  birth  not  stated 

8 

CUldren  of  French-Canadian  mothers 
—  total 

14 

8 

8 

12 

9 

9 

IS 

Ist  birth 

'  '  V  * 

2 

2 
1 

*  2 
1 

1 

"  "i 

1 

'"  "i 

1 

9 

4 

1 

..... 

""2 
2 
2 

1 
..... 

1 

1 

1 
..... 

1 
1 

1 
1 
1 

1 
1 

\ 

2d  birth 

2 

1 
4 

8 

8d   birth 

1 

4th  birth 

6th  birth 

Otu  birth 

1 
8 

2 

7th  birth 

1 

8th  birth 

9th  birth 

1 

1 

10th  birth 

11th  birth 

2 

12th  birth 

2 

18th  birth 

Uth  birth 

Ifiih  birth  or  over 

2 

Order  of  birth  not  stated 

1 
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of  stillbirthB)  with  the  number  of  ehUd  in  order  of  hvHk,  ly  color  and  age  of  mother  and 
birth  of  mother:  1920—  (Continued) 

OF  MaraMBB 


40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

60 

or 

over 

Ace 
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State  Department  of  Health 


TaWe  VI.— State   of  New    Yobk   (exclusive  of  New  York  City):    SiiObirOu: 
number  of  child  in  order  of  birth,  age  of  mother,  legitimacy,  and  plural  birthg. 


SEX,      MONTH       OF 
BIRTH,      attend 

ant  at  birth, 
number  in  or- 
der  of    birth, 

ETC. 


Total  flUHblrths. 


Sex 

Males... 
Females. 


Month  of  birth 

Januajy 

February.  • . . 
March 


April. 
May. 
June. 


July 

August. . . . 
September. 


October . . . 
November. 
December. 


Attendant  at  birth 

Physician 

Midwife 

Other 


No  attendant  or  not 
stated* 


NnmlMr  of  birth 

1st  child 

2nd  child 

3rd  child 


4th  child 
5th  child. 
6th  child. 

7th  child. 
8th  child. 
9th  child. 

10th  child. 
11th  child. 
12th  child. 


Total 

stiU- 

births 


S.784 


2,183 
1,601 


356 
391 
308 

815 
332 

277 

317 
297 
277 

298 
318 
298 


3.687 

91 

5 


1.298 
580 
435 

380 
289 
199 

165 
90 
95 

74 
46 
18 


13th  child. . 

22 

14th  child 

10 

15th  child 

3 

16th  child 

5 

17f.h  ^hiM    ,          .      , 

3 

18th  child 

2 

19th  child 

20th  child  or  over 

Unknown  or  not  stated 

.  '      *70 

Total 


S,732 


2,161 
1,571 


351 
388 
304 

312 
322 
273 

313 
292 
276 

295 
312 
294 


3,637 

89 

5 


1,278 
575 
427 

374 
287 
196 

163 
89 
93 

73 
46 
18 

20 

10 

3 

5 
3 
2 


70 


United 
States 


2.686 


1.481 
1.104 


229 
293 
212 

204 
225 
187 

219 
219 
180 

188 
222 
207 


2.568 

16 

1 


1.054 
457 
292 

234 
161 
108 

79 
36 
43 

27 

23 

5 

7 
5 
I 

2 
1 


60 


Total 


1,146 


679 
467 


122 
95 
92 

108 
97 
86 

94 
73 
96 

107 
89 
87 


1.068 
73 

4 


224 

118 
135 

140 

126 

88 

84 
63 
49 

46 
23 
13 

13 
5 
2 

3 
2 
2 


20 


a 
S 

«3 

si 
I 


63 


40 
23 


3 
2 

4 

7 
4 
6 

7 
2 

7 

8 

7 
6 


62 
1 


17 

14 

5 

7 
6 
5 

8 


2 

»  • 

1 


I 


66 


25 

31 


2 

4 
2 

5 
2 

4 

8 
8 
5 

5 
7 

4 


56 


18 

10 

8 

4 
7 
8 

3 


•  ■ 


Stillborn 


COUNTST 


Foreign 


§ 


48 


27 
21 


5 

7 
8 

6 

4 
4 

6 
1 
3 

5 
1 
3 


45 

3 


9 

4 
6 

8 

4 
5 

3 
1 
2 


2 
1 


s 

I 


5 


2 
1 


•  •  •  « 


3 


N.B. — In  determining  the  number  of  child  in  order   of  birth,  previous  stillbirths  in  some 
*  About  100  stillbirths  are  certified  annually  by  health  officers  or  ooroner's  physidans,  who 
physiciaBS. 
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DUtribuHon  of  ttiUbirihs  io  mothers  of  1920,  by  «ex,  month  of  birth,  atiendarU  at  birth 
aceording  to  oohr,  and  for  white  children  by  country  of  birth  of  mother:  1920 


[Stillborn     Chxl- 

DRBN    or     COL- 

OJWD  MOTHBBfl 

or  BIBTH   or   UOTHXB 

country 

1 
1 

• 

o 

&4 

£ 

^ 

1 

•5 

3 

o 

1 

t! 
1 

1 

Sweden, 
Denmark 

re  icn 
countries 

g 

« 
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1 
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1 
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9 
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o 

1 

1 
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1 

1 
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1 
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0i 

•« 

< 
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18 
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95 
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H 
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H 

z 
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20 

•. 
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22 
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not  Actually  the  medical  attendants;  these  are  included  in  the  number  attended  by 
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State  Dbpaetmbnt  of  Health 


Table  VI.— Statb   of    New  York  (exclusive  of    New  York  City):    SHBbiriks: 
number  of  ekiid  in  order  of  birth,  age  of  mother,  leffiHmacy,  and  plural  births,  accord 


BEX,  MONTH  OF 
BIRTH,  attend- 
ant AT  BIRTH, 
NUMBER  IN  OR- 
DER OF  BIRTH, 
ETC. 


Af  e  of  mother 

Under  15  yean 

16-19  years 

20-24  years 

26-29  years 

30-34  years 

86-39  years 

40-44  years 

46-49  vears 

50  ana  over 

Age  unknown  or  -not 
stated 

Legitimacy 

Legitimate 

Illegitimate 

Floral  births 

Tv.ins  (individuals) . . . 
Triplets  (individuals). 


Total 

sUU- 

births 


3 
251 
845 

958 
798 
610 

242 

41 
2 


34 


3.714 
70 


190 
1 


ToUl 


3 
246 
829 

948 
784 
605 

240 

41 

2 


34 


3.664 
68 


188 
1 


United 
Btotes 


3 
204 
680 

673 
494 
360 

128 

22 

2 


29 


2.529 
66 


128 
1 


Total 


42 
149 

275 
290 
255 

112 

19 


1.135 
11 


60 


1 
7 

16 
18 
15 

5 
1 


63 


1 


14 
20 
15 


55 

1 


SriLLBOKsr 


COD  H  TUT 


1 

8 

7 
15 
10 

10 
2 


47 
1 


J 

3 

B 


1 
1 
1 


*  About  100  stillbirths  are  certified  annually  by  health  offioen  and  ooronera'  phyaiciaDS,  iriio 
physiciaos. 
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DistribuHon  of  stiSbirihs  to  moth^a  of  1920,  by  9ex,  month  of  birth,  atUndarU  at  birth, 
ing  to  color f  and  for  white  children  by  country  of  birth  of  mother:  1920  —  Concluded 
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1 
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25 
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8 

2 
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25 

8 

26 

3 

5 

42 

54 

2 

14 

16 

7 

11 

14 

13 

1 

105 

8 

3 

31 
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33 
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State  Depabtmbnt  of  Health 


Table  VII. —  State  of  New  Yobk  (exclunve  of  New  York  City) :    Deaths  under 
year  of  life:  1920 


CAUSE  OF  DEATH 


AllCauBM 

Communicable  dJiKMUwn 

(1-14  inc.) 

Rem>iratory  diaeaaes 

(28.  20,  86-98  ine.) 

Gaotrointevtinal  diaeaaefl 

(103,  104) 

Congenital  malformation 

(160) 

Premature  birth 

(151  A) 

Congenital  debility 

(161  B) 

Injuries -at  birth 

(162  A) 

Other  causes  peculiar  to  early 

infancy 

(152B,  158) 

All  other  causes 


Sex 

Total 

M 

F 
Total 

5.164 
8.822 
8.986 

M 

F 

Total 

805 
244 
549 

M 

F 
Total 

707 

508 

1,216 

M 

F 
Total 

1.061 

824 

1.885 

M 

F 
Totel 

882 
311 
698 

M 

P 

Total 

1,273 

948 

2,221 

M 

F 

Total 

325 
224 
649 

M 

P 
Total 

843 
243 
686 

M 

F 

Total 

143 
120 
263 

M 

F 
Total 

625 

400 

1,026 

AOB 


DATS  UNDBR  1  MONTH 


Under 

1 

1-7 

8-14 

15-21 

day 

1.112 

894 

301 

217 

806 

674 

223 

144 

1.918 

1.668 

624 

861 

6 

4 

8 

i 

3 

7 

1 

9 

4 

10 

3 

24 

37 

17 

1 

20 

17 

17 

4 

44 

64 

84 

1 

28 

33 

44 

1 

23 

24 

85 

2 

61 

67 

79 

92 

140 

26 

15 

90 

97 

25 

18 

182 

287 

61 

88 

707 

352 

84 

59 

493 

280 

88 

27 

1.200 

682 

172 

86 

48 

63 

28 

28 

27 

48 

24 

14 

76 

111 

62 

42 

190 

121 

19 

6 

136 

97 

8 

1 

826 

218 

27 

7 

45 

53 

18 

10 

40 

51 

13 

7 

86 

104 

81 

17 

26 

107 

52 

85 

17 

55 

24 

18 

48 

162 

76 

» 

68 

22-31 


181 
106 
287 


7 

7 

14 

37 
19 
66 

47 
25 
72 

13 
11 
24 

28 
20 
48 

11 
11 
22 


10 

1 

11 

24 
12 
86 


Total 

under 
1  month 


2,705 
1.958 
4.668 


20 
18 
88 

118 

74 

192 

153 
108 
261 

286 
241 
627 

1.230 

908 

2.188 

178 
124 
802 

340 
242 


186 
112 
248 

24<' 
126 
870 
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one  year  of  age  from  important  causes,  by  sex,  and  for  certain  sTMimstons  of  the  first 


AT  DSATB 


MONTHS  UNDSB  1  TSAB 


1 

2 

3 

4 

« 

6 

7 

8 

9 

10 

11 

435 

320 

270 

249 

243 

193 

172 

194 

134 

116 

133 

286 

255 

218 

188 

172 

150 

145 

131 

119 

106 

99 

721 

675 

488 

487 

416 

848 

817 

826 

268 

222 

282 

23 

27 

16 

20 

30 

28 

23 

33 

27 

29 

34 

22 

28 

12 

9 

18 

20 

20 

25 

23 

21 

28 

46 

65 

28 

29 

48 

48 

48 

68 

60 

60 

62 

79 

74 

61 

58 

61 

68 

42 

61 

80 

29 

36 

49 

52 

50 

51 

40 

36 

38 

35 

34 

17 

32 

128 

126 

111 

109 

101 

94 

80 

96 

64 

46 

68 

156 

117 

104 

109 

99 

72 

77 

61 

49 

30 

34 

87 

99 

96 

82 

74 

62 

65 

43 

34 

44 

30 

243 

216 

200 

191 

178 

184 

142 

104 

88 

74 

64 

84 

14 

11 

8 

7 

7 

2 

8 

2 

3 

5 

22 

11 

11 

4 

4 

5 

6 

2 

2 

2 

1 

66 

26 

22 

12 

11 

12 

8 

6 

4 

6 

6 

26 

6 

6 

12 

35 

9 

5 

14 

26 

1 
3 

4 

16 

1 

24 

7 

1 
1 

2 

1 

1 

6 

60 

1 
2 

40 

4 

5 

4 

26 

25 

14 

15 

7 

5 

2 

3 

2 

1 

66 

60 

40 

31 

14 

7 

8 

7 

7 

3 

4 

2 

1 



1 

8 

1 

7 

6 

2 
2 

46 

18 

68 

43 

37 

39 

31 

22 

32 

21 

22 

20 

49 

32 

30 

24 

29 

21 

13 

23 

24 

21 

8 

117 

78 

78 

61 

68 

62 

86 

65 

46 

48 

28 
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Table  VIII. —  State  of  New  York  (exclusive  of  New  York  City):  EsHmcUed 
1,000  total  poptdaHony  atiUbirth  and  death  rates  per  1,000  living  births^  infant 
in  certain  areas  of  the  iState:  1920  and  1915-1919  average 


CITIES  AND  VILLAGES 

WITH  POPULATIONS 

OF  7.600  OR  MORE 


TOTAL  FOR  STATE  (Ezc.  N. 
Y.  aty) 


Totml  Urban . 
ToUl  Rural. 


aties  with  popalatfons  of  176,- 
000  and  orer 


Buffalo. 


Rooheater. 


Citiea  60,000-176,000, 


Albany 

Binghamton . . 
Niagara  Falls. 
Schenectady. . 

Syraouae 

Troy 

Utica 


Estimated  population,  all 

ages.  July  1.  1920.  and 

average  population  for 

firvt  year  period 

1915-1919 


Yonkers. 


1920 

Prev.  6  yrs. 


4.786,728 
4,018.410 


1920 

Prev.  6  ym. 

1920 

Prev.  5  jrrs. 


2.560,450 
2.428.830 
2.180.414 
2.184.680 


1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 


806.056 
760.899 

508.699 
488,121 

297,357 
277.278 


1920 

Prev.  5  yrs. 


1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  jrre. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 


759,484 
717.811 

114.018 
109.978 

64.920 
69.893 

51.806 
46.629 

89,542 
84, 62 J 

172.839 
162.217 

71.766 
78,249 

93,368 
87.891 

101.225 
94.980 


BlSTUS 


Live  Births 


Rate  per 

1.000 

Number     total 

popula 

tion 


102.604 
102.118 


21.4 
22.1 


61.430 
69,901 
41,142 
42.212 


24.0 
24.7 
18.9 
19.8 


20,049 
19,920 

13.317 
18,168 

6.732 
6.768 


24.9 
26.2 

26.2 
27.8 

22.6 
24.4 


17.906 
17.666 

2.294 
2.232 

1.677 
1.494 

1.550 
1.626 

1.968 
2.168 

4.191 
8,990 

1,385 
1.899 

2.442 
2.446 

2.399 
2.402 


23.6 
24.6 

20.1 
20.8 

25.8 
26.2 

29.9 
88.6 

22.0 
25.6 

24.2 
24.6 

19.3 
19.1 

26.2 
28.0 

23.7 
26.8 


StiUbirtfas 


Number 


Rate  per 

1.000 

living 

births 


8,948 
8.898 


2.464 
2, 868 
1.482 
1.680 


800 
769 

553 
618 

247 
266 


703 
702 

74 
88 

52 
62 

60 
66 

69 
'   81 

193 
180 

74 
60 

94 
99 

87 
82 


38.5 
88.1 


40.1 
89.4 
36.0 
86.2 


39.9 
88.6 

41.5 
89.0 

36.7 
87.9 


39.2 
89.8 

32.3 
87.2 

31.0 
41.6 

38.7 
86.1 

35.1 
87.4 

46.1 
46.0 

53.4 
42.9 

38.5 
40.5 

36.3 
84.1 


N.B. — Total  for  State  (exclusive  of  New  York  City)  includes  population,  births,  and  death 
figxires    and    rates   for  1920  (except  those  for  Lackawanna)  exoluoo  State  Institutions i  while 
1920,  there  were  only  32  births  and  nine  deaths  under  one  year  of  age  in  Institutional  Districts 
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pajnUathriBt  number  of  birthiy  tiiObirtht  and  deaths  under  one  year  0/  age,  birth  rate  per 
mortalUy  rates  from  important  causes  and  for  certain  subdivisions  of  ths  first  year  of  life^ 


Infant  Mobtalxtt 

PBINCIFAX.  CAUSBS  OF  DBATB 

Total  deaths 

under  1  year 

of  ace 

Communicable 

diMasee 

(1  to  14  inc.) 

Respiratory 

diseases 
(28-20  and 
86-98  inc.) 

Gastrointestinal 
diseases    ' 
(103-104  inc.) 

• 

Plremature 
birth  (151  A) 

Rate  per 
Number     ^;^ 
births 

Nu-berJiSSS*^ 

Number  ^I°4;y>^ 

Number  ^I^'l^ty 

8,086      87.6 
9.848      96.4 

540 
692 

5.4 
5.8 

1.215       11.8 
1.663       16.2 

1.885        18.4 
2.226         21.8 

2.221 
2.187 

21.6 
21.4 

5.780      94.1 
6.289     104.2 
8,197      77.7 
3.607       85.4 

343 
364 

206 
238 

5.6 
5.9 
5.0 
6.6 

803       13.1 
999       16.7 
412       10.0 
566      13.1 

1.287        21.0 

1.531         25.6 

504         14.4 

696        16.4 

1.416 

1.360 

805 

836 

23.1 
22.6 
19.6 
19.8 

1.036      06.6 
2.041     102.4 

96 
95 

4.8 
4.8 

243       12.1 
321       16.1 

521         26.0 
699        30.1 

481 
'  453 

24.0 
22.7 

1.360     102.8 
1,478     111.9 

74 
64 

5.6 
4.9 

170       12.8 
232       17.6 

390        20.3 
467        34.7 

303 
302 

22.8 
22.9 

567  84.2 

568  84.0 

22 
81 

8.3 
4.6 

73      10.8 
89      13.2 

131         10.5 
142         21.0 

178 
161 

26.4 
22.8 

1.636      01.4 
1.852     104.9 

80 
104 

4.5 
5.9 

238       13.3 
312      17.7 

349         19.5 
446        25.1 

420 
381 

23.5 
21.6 

178      77.6 
281     103.6 

6 
14 

2.6 
6.3 

21        9.2 
39      17.6 

19          8.3 
37        16.6 

56 
47 

24.4 
21.1 

152      90.6 
169     113.1 

11 
13 

6.6 
8.7 

25       14.9 
21       14.1 

36         15.5 
43        28.8 

35 
86 

20.9 
24.1 

145      03.5 
181     118.7 

.  0 
10 

5.8 
6.6 

16       10.3 
29       19.0 

85        22.6 
61         40.0 

43 
86 

27.7 
23.6 

168      85.4 
197      90.9 

0 
10 

4.6 
4.6 

20       10.2 
22      10.1 

39         19.8 
48        22.1 

40 
60 

20.8 
23.1 

437     104.3 
408     102.3 

18 
24 

4.3 
6.0 

66       15.7 
63       15.8- 

117        27.9 
104        26.1 

113 
88 

27.0 
22.1 

142     102.5 
174     124.4 

7 
9 

5.1 
6.4 

19       13.7 
41       29.3 

20        14.4 
29        20.7 

34 
36 

24.5 
26.7 

202      82.7 
267     109.2 

.  7 
16 

2.9 
6.1 

33       13.5 
69      24.1 

43         17.6 
64         22.1 

53 
44 

21.7 
18.0 

212      88.4 
226      93.7 

13 
9 

5.4 
3.7 

38       15.8 
37       15.4 

50        20.8 
68        28.3 

46 
44 

19.2 
18.3 

in  the  State  Institutions  for  1920  andifor  the  average  for  the  previous  five  jrears.  AllJ  othsr 
all  other  figures  and  rates  for  (As  yiss  ytar  average  include  State  Institutions.  However,  in 
outside  of  Lackawanna. 
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Table  VIII. —  State  of  New  York  (exclusive  of  New  York  City):  Estimated 
1,000  toUil  population,  aHUbirth  and  death  rates  per  1,000  living  births,  infant 
in  certain  areas  of  the  State:  1920  and  1915-1919  average  —  (Continued) 


CITIES  AND  VILLAGES  WITH 

POPULATIONS  OF  7,600  OR 

MORE 


Infant 


PRINCIPAL  CAU8B8  OP  DEATH (Conclttded) 


Congential  debility 
and  malformations, 

injuries  at  birth,  etc. 

(150,   151B.   152.  153) 


Number 


Infant 
mortality 


All  other 
causes 


Number 


Infant 
mortality 


Total  for  State  (Ezc  N.  Y.  dtf) 


ToUJ  Urban 
Total  Rural. 


CMefl  with  populati4»B  of  176,000  and  orer. 

Buffalo 

Rochester 


attofl  60,000-175,000. 

Albany 

Binghamton 


2.001 
2,148 


20.4 
21.0 


1.273 
1,260 

814 
881 


20.7 
21.1 

19.8 
20. » 


389 
889 

288 
244 

101 
96 


19.4 
17.0 

21.6 
18.6 

15.0 
14.1 


358 
386 

51 
60 

41 
38 


20.0 
21.9 

22.2 
26.9 

24.4 
26.4 


Niagara  Falls 

31 
28 

20.0 
18.4 

11 
18 

7.1 

11.8 

Schenectady 

37 
44 

18.8 
20.8 

23 
23 

11.7 

10.6 

Syracuse 

73 
80 

17.4 
20.1 

50 
49 

11.9 

12.8 

Troy ' ; 

41 
38 

29.6 
27.2 

21 
21 

16.2 

16.0 

Utica 

42 
69 

17.2 
24.1 

24 
36 

9.8 

14.7 

Yox>keTii 

42 
40 

17.5 
16.7 

23 
26 

9.6 

10.8 

1.025 
1.141 


668 
789 

367 
402 


206 
233 

144 

174 

62 
69 


191 
224 

25 
34 

14 
17 


10.0 
11.2 


10.7 
12.8 

8.9 
9.6 


10.3 
11.7 

10.8 
13.2 

9.2 
8.7 


10.7 
12.7 

10.9 
16.2 

8.3 
11.4 


N.B. — Total  foi  State  (exclusive  of  New  York  City)  includes  population,  births,  and  deaths 
nres  and  ratee  for  1920  (except  thoee  for  Lackawanna)  exclude  State  Institutions,  while  all 
there  were  only  32  births  and  nine  deaths  under  one  year  of  age  in  Institutional  Districta  out 
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populations^  number  of  hirOis^  atiUbirihs  and  deaths  under  one  year  of  age,  birth  rate  per 
moriality  rates  from  important  causes  and  for  certain  subdivisions  of  the  first  year  of  life. 


MoKTALiTT  —  iPonduded) 


AQB  AT  DBATH 

Under  1  day 

1-6  days 
induBive 

1  week  and 
under  1  month 

1  month  and 
under  8  months 

3  months  and 
under  1  year 

NumbT  J^^^^ 

Nu-berJ-S£*y 

N'^b-JSl&iy 

Number^^JtlSiy 

Number 

Infant 
mortality 

1,918 
1.981 

18.7 
19.4 

♦1,452 
1.475 

14.2 
14.4 

*1.288        12.6 
1.342         13.1 

♦1,296 
1,621 

12.6 
14.9 

♦3.032 
3.529 

29.6 
34.6 

1.169 
1,181 

19.0 
19.7 

924 
910 

15.0 
16.2 

826         13.4 
829        13.8 

840 
956 

13.7 
16.9 

2,021 
2,365 

32.9 
39.6 

749 
800 

18.2 
19.0 

526 
665 

12.8 
13.4 

460         11.2 
613         12.2 

452 
666 

11.0 
13.4 

1.010 
1,164 

24.5 
27,6 

416 
379 

20.7 
19.0 

283 
286 

14.1 
14.4 

280         14.0 
276         13.8 

287 
296 

13.8 
14.9 

690 
804 

34.4 
40.3 

288 
266 

21.6 
20.2 

180 
192 

13.5 
14.6 

196         14.7 
196         14.9 

198 
224 

14.9 
17.0 

507 
696 

38.1 
45.2 

128 
118 

19.0 
16.7 

103 
94 

15.3 
13.9 

84         12.5 
69         11.7 

69 
72 

10.2 
10.7 

183 
209 

27.2 
30.9 

303 
328 

16.9 
18.6 

295 
261 

16.5 
14.8 

217        12.1 
248         14.0 

228 
287 

12.7 
16.3 

593 
728 

33.1 
41.2 

36 
48 

16.7 
21.6 

44 
34 

19.2 
15.2 

21           9.2 
26         11.2 

25 
36 

10.9 
16.1 

52 
89 

22.7 
39.9 

33 
33 

19.7 
22.1 

19 
22 

11.3 
14.7 

21         12.5 
24         16.1 

22 
24 

13.1 
16.1 

57 
66 

34.0 
44.2 

28 
30 

16.8 
19.7 

27 
22 

17.4 
14.4 

17         11.0 
24         15.7 

19 
26 

12.3 
17.0 

56 
79 

36.1 
51.8 

29 
39 

14.7 
18.0 

80 
34 

15.2 
16.7 

25        12.7 
29         13.4 

31 
27 

15.8 
12.5 

53 
68 

26.9 
31.4 

76 
69 

18.1 
17.3 

67 
56 

16.0 
14.0 

61  14.6 

62  15.5 

58 
72 

13.8 
18.0 

175 
160 

41.8 
37.6 

34 
31 

24.5 
22.2 

24 
26 

17.3 
18.6 

14         10.1 
19         13.6 

24 
28 

17.3 
20.0 

46 
70 

33.2 
60.0 

38 
41 

15.6 
16.8 

36 
38 

14.7 
16.5 

32        13.1 
36         14.3 

23 
39 

9.4 
16. u 

73 
113 

29.9 
46.2 

31 
37 

12.9 
15.4 

48 
30 

20.0 
12.6 

26         10.8 
30         12.6 

26 
36 

10.8 
16.0 

81 
92 

33.8 
38.3 

in  the  State  Institutiona  for  1920  and  for  the  average  for  the  previous  five  years.  All  other  fig- 
other  Azures  and  rates  for  the  Jive  year  average  include  State  Institutions.  However,  in  1920, 
side  of  I<ackawanna. 
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Table  VIII. —  Statb  or  Niw  Yobk  (exclusive  of  New  York  City) :  Ettimated 
1,000  total  poptUaHon^  MtiUbirih  and  death  raUa  per  1,000  living  hirthst  infant 
in  certain  areas  of  the  State:  1920  and  1915-1919  average —  (Continued) 


CITIES  AND  VILLAGES 

WITH  POPULATIONS 

OF  7,600  OR  MORE 


Estimated  population,  all 

aiceB,  July  1,  1920,  and 

average  population  for 

five  year  period 

1916-1019 


BiBras 


Lire  birthB 


Rate  per 
1.000 
Number    total 
popula- 
tion 


Stillbirths 


Rate  per 
Number  ^ 
births 


Citi«0.2O,OOO-«e,OOO. 


1920 

Prev.  6  yn. . 


613,826 
491.461 


11.689 
11.238 


22.6 
32.9 


468 


40.6 
89.7 


Amsterdam... . 

Auburn 

Cohoes 

Elmira 

Oloversville 

Jamestown. . . . 

Kingston 

Loekport 

Mount  Vernon. 

Newburgb 

New  Rochelle. . 

Olean 

Osweco 

Poughkeepae. 

Rome 

Watertown. .. 
White  Plains. . 


1920 

Prev.  6  yrs. . 

1920 

Plrev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  6  jrrs. . 

1920 

Prev.  6  yrs.. 

1920 

Prev.  6  yrs.. 

1920 

Prev.  6  yrs.. 

1920 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Ptev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  5  yrs.. 

1920 

Prev.  6  yrs.. 

1920 

Ppev.  5  yTB. . 

1920....... 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs. . 


83.640 
82.948 

36.067 
84.464 

22.899 
28.481 

44.968 
42.295 

22.149 
21.706 

89.809 
86,966 

26.728 
26.487 

21,480 
20.448 

43.334 
89.686 

30.498 
29.706 

86.591 
84.821 

20,803 
19.022 

33.639 
28,660 

86.364 
88.181 

24.629 
28.088 

31.619 
80.112 

21.234 
20.016 


885 
941 

764 
799 

422 
641 

1.168 
1.020 

448 
486 

818 
816 

496 
476 

417 
877 

966 
891 

676 
582 

678 
701 

544 
525 

566 
622 

818 
769 

691 


787 
691 

477 
460 


24.8 
28.6 

21.8 
28.2 

18.4 
28.1 

26.0 
24.1 

20.0 
20.1 

20.7 
22.1 

18.6 
18.0 

19.4 
18.4 

22.1 
22.6 

22.1 
19.6 

18.4 
20.4 

26.2 
27.6 

23.9 
22.2 

28.0 
28.2 

28.1 
80.0 

25.0 
22.9 

22.6 
28.0. 


29 
28 

26 
85 

24 


47 
47 

16 
19 

29 
29 

80 


14 
18 

84 
88 

29 
19 

87 


88 
22 

16 
21 

81 
22 

86 


44 
29 

14 
21 


34.7 
29.8 

84.0 
48.8 

66.9 
87.0 

40.2 
46.1 

86.1 
48.6 

86.7 
85.6 

40.8 
42.0 

88.6 
47.7 

86.6 
87.0 

48.0 
82.6 

66.0 
42.8 

42.8 
41.9 

88.8 
40.2 

88.1 
28.6 

60.7 
47.7 

56.9 
42.0 

29.4 
46.7 
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popvlatiorUy  number  of  births,  stiUbirtha  and  deaths  under  one  year  of  age,  birth  rate  per 
tnartalily  rates  from  important  causes  and  for  urtain  subdivisions  of  the  first  year  of  life, 


iNFAirr  M0BTAT.1TT 

PRINCIPAL  CAUSES  OF  DBATH 

Total  deaths 

under  1  year 

of  ace 

Communicable 

1  m 

(1  to  14  inc.) 

Respiratory 

diseases 
(28-29  and 
86-98  inc.) 

Gastrointestinal 

diseases 

(103-104  inc.) 

Premature 
birth  (151  A) 

Rate  per 
Nitmber     }^ 
births 

N^^'m^Sty 

N«-ber^ISS5ty 

Number  J^^^^ 

Number  J^*y 

1.014      87.9 
1.075       95.7 

86        7.5 
68        5.6 

140       12.1 
175       15.6 

164         14.2 
211         18.8 

264        22.9 
258        22.5 

73      86.3 
•4       99.9 

3        3.6 
5        5.3 

10       12.0 
14       14.9 

14         16.8 
24         25.5 

17  20.4 

18  19.1 

81     106.0 
80     100.1 

12      16.7 
5         6.8 

11       14.4 
11       13.8 

18         17.0 
20         25.0 

22        28.8 
17        21.8 

44     104.8 
70     129.4 

4        9.5 
4         7.4 

5       11.8 
16      27.7 

14        33.2 
21         38.8 

8        19.0 
13         24.0 

84      71.0 
98       91.2 

5        4.3 
4         8.9 

12      10.8 
16       15.7 

8          6.8 
15         14.7 

26        22.8 
28        22.5 

80       88.0 
46     108.2 

7       16.8 
2         4.6 

1         2.3 
7       16.1 

6  13.5 

7  16.1 

10        22.6 
12         27.5 

70      86.1 
66      79.7 

6        7.4 
4        4.9 

12       14  8 
11       18.5 

12        14.8 
7          8.6 

13        16.0 
17        20.8 

40      80.6 
48     100.8 

4        8.1 
8        6.8 

4  8.1 

5  10.5 

10        20.2 
7         14.7 

10        20.2 
15         31.5 

48     103.1 
85       92.8 

3        7.2 
2         5.3 

7       16.8 
5       18.8 

9        21.6 
8        21.2 

12        28.8 
7        18.6 

78^     81.6 
64*     71.8 

10       10.5 
4         4.5 

14       14.6 
11       12.8 

0          0.4 
12         18.5 

22        23.0 
16        18.0 

62      91.0 
69     101.4 

3        4.4 
2         3.4 

0       13  3 
8       13.7 

11         16.3 
14         24.1 

13        10.3 
15        25.8 

44      65.4 
62      88.4 

2        8.0 
4        5.7 

5        7.4 
10       14.8 

4          5.9 
9        12.8 

19        28.2 
16        22.8 

47      86.4 
46      86.7 

8      14.7 
2        8.8 

8  14.7 

9  17.1 

4          7.4 
6          9.5 

12        22.1 
15        28.6 

42      74.3 
57     109.2 

1         1.8 
4        7.7 

5        8.8 
8       16.8 

7        12.4 
18        24.9 

12        21.2 
11        21.1 

78      95.9 
77     100.1 

4  4.9 

5  6.5 

0       11.1 
15       19.5 

11         18.5 
18         16.9 

21        25.8 
20        26.0 

71     102.7 
67      96.8 

6        8.7 
5        7.2 

12       17.4 
15       21.7 

18        26.0 
17        24.6 

18        18.8 
9         18.0 

88    111.8 
88     120.1 

7        8.9 
7      10.1 

12       16.2 
11       15.9 

18         16.5 
14         20.8 

23        29.2 
22        81.8 

31       65.0 
88      71.7 

1  2.1 

2  4.8 

4         8.4 
6       13.0 

1           2.1 
5        10.9 

11        23.1 
7        15.2 
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1,000  total  popvlition,  stiUbirth  and  death  rates  per  1,000  living  births,  infant 
in  certain  areas  of  the  State:  1920  and  1915-1919  average  —  (Continued) 


CITIES  AND  VILLAGES  WITH 

POPULATIONS  OF  7.500  OR 

MORE 


atiM  2o,ooo-«o,ooo. 


Amfterdam.. . . 

Auburn 

Cohoes 

Elmirft 

Glorenville.... 
Jamestown. . . . 

Kingston 

Loekport 

Mount  Vernon. 

Newburgh 

New  Roobelle. . 

Oleui 

Oswego 

Poughkeepsie . . 
Rome 


Watertoyrn , 


White  Plains. 


iNFAirr 


PRXNCXPAJ.  CAU8BS  OF  DSATH  — (CondutUd) 


Congenital  debility 
and  malformations, 

injuries  at  birth,  etc. 

(150.  151B,  152.  153) 


Number 


Infant 
mortality 


242 
255 


25 
22 

18 
19 

7 
12 

24 
22 

9 
11 

18 
20 

10 
11 

8 
10 


13 
17 

18 
17 

16 
IS 

20 
20 

10 
9 


21.0 
22.7 


20.9 
23. 4 

23.6 
23.8 

16.6 
22.2 

20.5 
21.6 

20.3 
25.2 

22.1 
24.6 

20.2 
28.1 

10.2 
26.5 


11 

16 

11.5 
16.8 

16 
12 

23.7 
20.6 

9 
14 

13.4 
20.0 

10 
10 

18.4 
19.0 

23.0 
32.6 

22.1 
22.1 

23.2 
21.7 

25.4 
28.9 

21.0 
19.6 


All  other 
causes 


Number 


Infant 
mortality 


118 
117 


3 
11 

5 
9 

6 

4 

0 
18 

6 
6 

9 
6 

2 
6 

4 

4 


4 
5 

15 
8 

6 
7 

13 
9 

4 
4 


10.2 
10.4 


3.6 
11.7 

6.5 
11.3 

14.2 
7.4 

7.7 
12.7 

13.5 
11.5 

11.1 
7.4 

4.0 
12.6 

9.6 
10.6 


12 

« 

12.6 
6.7 

10 

7 

14.8 
12.0 

5 
9 

7.4 
12.8 

5 

4 

0.2 
7.6 

7.1 
9.6 

18.5 
10.4 

8.7 
10.1 

16.5 
13.0 

8.4 
8.7 
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poptUaiiarUj  number  of  birtha^  aHllbiriha  and  deaths  under  one  year  of  age,  birth  rate  per 
fnorudiiy  rates  from  important  catises  and  for  certain  subdivisions  of  the  first  year  of  life^ 


MoBTALiTT  —  (Concluded) 


▲OB  AT  DBATH 


Under  1  day 

1-6  days 
inclusiye 

1  week  and 
under  1  month 

1  month  and 
under  3  mond^ 

3  months  and 
under  1  year 

Number  J^J^^ 

NumtWxnortaUty 

Number J^^Jy 

Number^^jl^lgt^ 

Nu-ber   Jj^f^^ 

220  19.1 

221  18.7 

181       15.7 
184       16.4 

140       12.0 
148       18.2 

133      11.6 
151       13.4 

331           28.7 
371           33.0 

15      18.0 
20       21.3 

16       19.2 
16       15.9 

11       13.2 
11       11.7 

8        9.6 
13       13.8 

22          26.3 
85          37.2 

19      24.9 
11       13.8 

12       15.7 
17      21.8 

0       11.8 
13       16.8 

9       11.8 
11       13.8 

82          41.9 
28           85.0 

8       10.0 
11       20.3 

5       11.8 
9       16.6 

2        4.7 
12       22.2 

9       21.3 
11       20.8 

20          47.4 
28          51.8 

26       22.3 
21       20.6 

15       12.8 
17       16.7 

14       12.0 
14       13.7 

9        7.7 
12       11.8 

20           17.1 
29          28.4 

12      27.1 
10      22.9 

2        4.6 
9       20.6 

6       13.5 
6       13.8 

4        9.0 
7       16.1 

15          33.0 
13          29.8 

14  17.2 

15  18.4 

14       17.2 
14       17.2 

12      14.8 
10       12.3 

7        8.6 
7         8.6 

23          28.3 
20           24.5 

10      20.2 
18       27.3 

7       14.1 
9       18.9 

5       10.1 
7       14.7 

6       10.1 
4        8.4 

13          26.2 
15           81.5 

7  16.8 

8  21.2 

12      28.8 
5       13.3 

4  9.6 

5  18.3 

7       16.8 
6       13.3 

13          31.2 
12          81.8 

14       14.6 
18       14.6 

12  12.6 

13  14.6 

15       15.7 
8        9.0 

13       13.6 
7        7.9 

24          26.1 
23           25.8 

10       14.8 
12      20.6 

15       22.2 
9       15.5 

9       13.3 
8       13.7 

9       13.3 
8       13.7 

19          28.1 
21           36.1 

8       11.0 
12       17.1 

16       22.3 
10       14.3 

4        6.9 
9       12.8 

6  7.4 

7  10.0 

12           17.8 
24          84.2 

6       11.0 
12      22.9 

0       16.5 
10       19.0 

0       11.0 
5         9.5 

9       16.6 
7       13.3 

17          31.2 
10           19.0 

10       17.7 
18      24.9 

7       12.4 
7       13.4 

7       12.4 
7       13.4 

6  10.6 

7  13.4 

12          21.2 
23           44.1 

16       19.7 
15       19.5 

14       17.2 
11       14.3 

13       16.0 
11       14.3 

7        8.6 
12       15.6 

28          34.4 
28           86.4 

14      20.3 
9       13.0 

6        8.7 
10       14.5 

15      21.7 
8       11.6 

10       14.5 
13       18.8 

26          37.6 
28           40.5 

16       20.3 
18      26.0 

16  19.1 

17  24.6 

15       19.1 
9       13.0 

14  17.8 

15  18.8 

28          36.6 
25           36.2 

15      31.4 
8      17.4 

5  10.6 

6  10.9 

2         4.2 
6       13.0 

2         4.2 
5       10.9 

7           14.7 
10          21.7 
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CITIES  AND  VILLAOES 

WITH  POPULATIONS 

OF  7,600  OR  MORE 


Estimated  popuUttiom,  ul 

ages,  July  1,  1920,  and 

average  population  for 

five  year  period 

1916-1919 


BZBTBB 


Live  Births 


Rate  per 
1.000 
Number    total 
popula- 
tion 


StiUbirths 


Rate  per 
births 


ades  and  vfflages  10,000-20.000 


1920 

Prev.  6  yrs. . 


1920 

Prev.  6  yrs. . 

1920 

Prev.  6  jrrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  5  yrs. . 

1920....... 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs.. 

1920 

Prev.  6  yrs. . 

1920 

Prev.  5  3rrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  6  yrs. . 

1920 

Prev.  5  yrs. . 

1920 

Prev.  5  yrs. . 

1920 

Prev.  6  yrs.. 


406.877 
S89.920 


9.906      24.4 
9.447       24.2 


Batavia 

Beacon 

Corning 

Cortland 

Dunkirk 

Fulton 

Geneva 

Glens  Falls 

Herkimer 

HomeU 

Hudson 

Illon 

Ithaca 

Johnstown , 

LackawannaS , 

Little  Falls 

Middletown , 

§  Includes  Our  Lady  of  Victory  Infant  Home. 


13,640 
18,045 

10,099 
10,020 

16.928 
16.282 

13,386 
12.833 

19.445 
18,791 

13.176 
12.883 

14.761 
14,081 

16,710 
16,270 

10,604 
9,698 

16.097 
14.662 

11.404 
11.310 

10.353 
9.247 

17.117 
16,487 

10.932 
10.789 

17.861 
16,853 

13.068 
12,834 

16.346 
16,512 


348 
832 

206 
216 

427 
840 

290 
288 

667 
568 

316 
805 

378 
856 

401 
818 

278 
288 

295 
298 

316 
880 

187 
207 

360 
844 

184 
174 

872 
826 

352 
426 

310 
288 


25.6 
25.4 

20.4 
21.6 

26.8 
22.2 

21.7 
22.4 

29.2 
80.2 

24.0 
24.6 

25.6 
26.8 

24.0 
19.6 

26.2 
29.2 

19.5 
20.0 

27.7 
29.2 

18.1 
22.4 

20.4 
20.9 

16.8 
16.1 

48.8 
49.0 

20.9 
83.2 

19.0 
18.6 


404 
878 


16 
18 

6 
9 

18 
18 

19 
16 

19 
16 

15 
16 

15 
18 

21 
14 

12 
9 

9 
11 

11 
18 

5 

6 

12 
13 

8 

7 

17 
28 

9 
12 

26 
14 


40.8 
40.0 


46.0 
89.2 

24.8 
41.7 

30.4 
88.2 

65.5 
62.1 

83.5 
28.2 

47.5 
49.2 

39.7 
60.6 

62.3 
44.0 

43.2 
81.8 

30.5 
87.6 

34.8 
89.4 

26.7 
29.0 

34.3 
87.8 

16.8 
40.2 

19.5 
88.9 

25.6 
28.2 

83.9 
48.6 
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populations,  number  of  births,  stilUnrths  and  deaths  under  one  year  of  ags,  birth  rate  per 
morkdii^  rates  from  important  causes  and  for  certain  subdivisions  of  the  first  year  of  life 


ImrAMT  MOBTAUTT 


PBINCXPAL  CAUBB8  OF  DBATH 

Total  deaths 

under  1  year 

of  ace 

Communicable 

digpftnoii 

(1  to  14  inc.) 

Respiratory 

diseases 
(28-29  and 
86-98  inc.) 

Giastrointestinal 

diseases 

(108-104  inc.) 

Premature 
birth  (151  A) 

Rateper 
births 

Number  ^I,-}?*?.*^ 

Number  Jj^SS^ 

Number   J^lf^^ 

Number  J-4»^,y 

1,029    103.9 
1.121     118.7 

66        6.7 
88        8.8 

166      16.8 
164       17.4 

221         22.3 
249        26.4 

215        21.7 
226        28.6 

33      94.8 
85     105.4 

3        8.6 
2        6.0 

7      20.1 
4       12.0 

3          8.6 
7        21.1 

11         31.6 
10         80.1 

24     116.5 
18      83.8 

2        9,7 

4       19.5 
8      18.9 

1           4.9 
8         13.9 

4         19.6 
6        27.8 

27      63.2 
84     100.0 

1  2.3 

2  5.9 

3  7.0 

4  11.8 

3          7.0 
5         14.7 

8        18.7 
10         29.4 

19       65.5 
29     100.7 

2    "oii 

2        6.9 
8       10.4 

2          6.9 
6        20.8 

10        34.5 
7        24.8 

51       80.9 
56      98.6 

5  8.8 

6  8.8 

5        8.8 
7       12.8 

9         16.9 
12        21.1 

9         16.9 
13        22.9 

28      88.6 
85     114.8 

5       15.8 
4       13.1 

5      15.8 
8        9.8 

8        25.3 
8        26.2 

5         15.8 
8        26.2 

47    124.3 
82      89.9 

5      13.2 
2        5.6 

3        7.9 
6       16.9 

16        39.7 
5         14.0 

10        26.5 
7         19.7 

83      82.2 
80      94.8 

1         2.5 
1         8.1 

5      12.5 
5       16.7 

4  10.0 

5  15.7 

6         15.0 
9        28.8 

24      86.3 
24      84.8 

i  '"3.5 

9      32.4 
5      17.7 

2          7.2 
6        17.7 

2          7.2 
6        17.7 

18      61.0 
21       71.7 

1         8.4 

4     "18.7 

1  3.4 

2  6.8 

6         16.9 
4        18.7 

22      69.6 
87     112.1 

2  "k'.i 

3        9.5 
5       15.2 

5        16.8 
9         27.3 

11         34.8 
9         27.8 

13      69.5 
15      72.5 

2     "9.7 

5         26.7 
2           9.7 

6        32.1 
4         19.8 

33      94.3 
24      69.8 

5      14.3 
2        5.8 

2        6.7 
1        2.9 

5         14.3 
8          8.7 

12        34.3 
6        17.4 

16      87.0 
16      92.0 

1         5.4 
1         5.7 

5      27.2 
1        5.7 

3  16.3 

4  23.0 

3         16.3 
8        17.2 

238    272.9 
259    813.6 

18      20.6 
26       31.5 

46       62.8 
42       50.8 

72        82.6 
85       102.9 

19  21.8 

20  24.2 

30      85.2 
44     103.8 

2  "'*4'.7 

4       11.4 
6       14.1 

9        26.6 
11         25.8 

10        28.4 
9         21.1 

25      80.6 
22       76.4 

3         9.7 
1        8.5 

1        8.2 
8       10.4 

2          6.6 
8         10.4 

8        26.8 
6        20.8 
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1,000  lotal  poptUatiorit  sHUbirth  and  death  rates  per  1,000  living  births,  infant 
in  certain  areas  of  the  State:  1920  and  1 91 5- 1 91 9  average  —  (Continued) 


CITIES  AND  VILLAGES  WITH 

POPULATIONS  OP  7,600  OR 

MORE 


Infant 


PRINCIPAL  CAUBBS  OP  DEATH (CondluM) 


Congenital  debility 
and  malformations, 

injuries  at  foirth,  etc. 

(150.  161B.  152.  153) 


Number 


Infant 
mortality 


aUes  and  rfllaces  10»000-20,000 . 


Batavia. 


Beacon. 


Cominc. 
Cortland , 
Dunkirk. 
Fulton . . 


Geneva. 


Glens  Falls 


Herkimer.  — 

Hornell , 

Hudson , 

nion , 

Ithaca 

Johnstown... , 
Lackawanna§ 
Little  Falls.. 
Middletown . . 


4 
8 


11.5 
24.1 


AH  other 
causes 


Number     J"/^*^ 


lie 

160 


6 

S 


11.7 
16. f 


14.4 


7 
6 

34.0 
23.1 

6 

•  •••«••■     • 

20.1 

11 

f 

25.8 
26.6 

1 
4 

2.3 
11.8 

4 
7 

13.8 
24. S 

1 
4 

3.4 
IS. 9 

19 
16 

33.5 
26.4 

4 

4 

7.1 
7.0 

2 

7 

6.3 
23. 0 

3 
6 

0.6 
16.4 

8 
8 

21.2 
22.6 

6 

4 

15.9 
11.2 

14 

• 

34.9 
18. f 

3 

4 

7.6 
12.6 

9 
6 

32.4 
21.2 

2 

3 

7.2 
10.0 

8 
7 

27.1 
23. f 

4 
3 

13.6 
10.2 

2 
10 

6.3 
SO. 3 

1 
2 

3.2 
6.1 

2 

• 

10.7 
29.0 

•  ••«••■■     • 

1 

""4.8 

6 
10 

17.1 
29.1 

3 
2 

8.6 
6.8 

1 
4 

5.4 
23.0 

3 
S 

16.3 
17.2 

43 
S3 

49.3 
40.0 

40 
62 

45.9 
6S.0 

6 
10 

17.0 
23.6 

1 
6 

2.8 
11.7 

5 
6 

16.1 
17.4 

6 
S 

19.4 
10.4 

§  Includes  Our  Lady  of 
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paptdaiumst  number  of  births,  aUUbirihs  and  deaths  under  one  year  of  affe,  birth  rate  per 
rruyrtahxy  rates  from  important  causes  and  for  certain  subdivisions  of  the  first  year  of  life. 


MoBTALRT  —  (,Condud0d) 


▲OB  AT  DBATH 


Under  1  day 

1-6  days 
inolunive 

1  week  and 
under  1  month 

1  month  and    ' 
under  3  months 

8  months  and 
under  1  year 

N«-ber  J^^l 

N»»b«  „'«^'ty 

Number  ^'-^ 

Number  ^^'jSg*^ 

Number   ^°^^ 

190       19.2 
219      2S.2 

143       14.4 
161       16.0 

156       15.7 
188       14.6 

188      19.0 
199      21.1 

352            35.5 
414            48.8 

8      23.0 
8      24.1 

4       11.5 
6       18.1 

3  8.6 

4  12.0 

6       17.2 
6       18.1 

12          34.5 
11           88.1 

4       19.5 
•       27.8 

5      24.3 
4       18.6 

2        9.7 
2         9.S 

6       29.1 
2         9.8 

7          34.0 
4           18.6 

9      21.1 
19      29.4 

4        9.4 
6       14.7 

4        9.4 
4       11.8 

4        9.4 
6       14.7 

6           14.1 
•          26.5 

6       17.2 
8      27.8 

4      13.8 
8       10.4 

2        6.9 
4       IS. 9 

4       13.8 
6       17.4 

4           18.8 
•          81.2 

13      22.9 
16       28.2 

9       15.9 
•       16.8 

6       10.6 
6         8.8 

7  12.3 

8  14.1 

16          28.2 
18           81.7 

3        9.5 
8      26.2 

4       12.7 
6       19.7 

4       12.7 
4       IS.l 

6       19.0 
4       18.1 

11           34.8 
IS           42.6 

9      23.8 
8       22.6 

5       13.2 
4       11.2 

3  7.9 

4  11.2 

5       13.2 
4       11.2 

25          66.0 
12          83. 0 

9       22.4 
5       16.7 

7       17.6 
4       12.6 

4       10.0 
6       18.9 

6       15.0 
4       12.6 

7           17.5 
11           84.6 

4       14.4 
6       21.2 

1        3.6 
8       10.6 

5       18.0 
2         7.1 

6      21.6 
8       10.6 

8          28.8 
10           86.8 

e      20.3 
5      17.1 

6    "i7!i 

6      20.3 
2        6.8 

1  3.4 

2  6.8 

5           16.9 
7          28.9 

9      28.5 
8      24.2 

2        6.3 
7      21.2 

5  15.8 

6  16.2 

1         8.2 
6       18.2 

5          15.8 
12          86. 4 

6       32.1 
S       14.6 

1         5.3 
4       19. S 

1         5.3 
S       14.6 

3       16.0 
1        4.8 

2          10.7 
4           19.8 

3        8.6 
6       17.4 

11       31.4 
6       17.4 

5       14.3 
S         8.7 

6       17.1 
4       11.6 

8          22.9 
6           17.4 

3       16.3 
2       11.6 

1         5.4 
S       17.2 

1         5.4 
S       17.2 

1         5.4 
8       17.2 

10          54.2 
6          28.7 

18      20.6 
20       24.2 

12      13.8 
10       12.1 

35      40.1 
82       88.7 

75  86.0 

76  90.8 

98         112.4 
122         147.7 

5  14.2 

6  14.1 

7       19.9 
10       28. 6 

5  14.2 

6  11.7 

1         2.8 
6       14.1 

12          34.1 
17          89.9 

6       16.1 
6       17.4 

5       16.1 
S       10.4 

3        9.7 
8       10.4 

2        6.5 
8       10.4 

10          32.8 
7           24.8 

Victory  Infant  Home. 
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Table  VIIL— State  or  New  York  (exclusiye  of  New  York  City):  EstimaM 
1,000  total  papulation,  stillbirth  and  death  rates  per  1,000  living  births,  infant 
in  certain  areas  of  the  State:   1920  and  1915-1919  average  —  (Continued) 


9 

Estimated  population,  all 

aces,  July  1,  1020,  and 

average  population  for 

first  year  period 

1915-1919 

BnrTHS 

CITTK8  AND  VILLAGES 

WITH  POPULATIONS 

OF  7,500  OR  MORE 

Live  birtha 

BtiUbirths 

Rate  per 
1,000 
Number    total 
popula- 
tion 

Rate  per 
births 

1920 15,663 

Prev.  5yrB..            14.674 

1920 12.266 

Prev.  6 yra..           12,776 

1020 10,655 

Prev.  5yT8..              0,068 

1920 11.690 

Prev.  5  yra..            11,044 

1020 9.645 

Prev.  5yr8..              0.664 

1020 15.900 

Prev.5yr8..            15,708 

1020 10,807 

Prev.  5yr8..            10.068 

1920 16.767 

Prev.  5 yra..            16,604 

1920 10.202 

Prev.  5yrs..            10,016 

1920 10.820 

Prev.  6 yra..            10,704 

1020 13.154 

P^v.  5yra..            1S.S17 

1920 10.159 

Prev.  5  yra..              9.610 

1920 16.124 

Prev.  5  yra..            15.816 

414      26.4 
426      20.2 

327      26.7 
8S6      26.2 

206      27.8 
216       21.6 

254      21.7 
226      20.4 

228      23.6 
200      21.6 

335      22.1 
SOI       10.2 

280      26.5 
244      22.2 

545      32.5 
617       33.1 

249      24.4 

107  10.7 

101        0.3 
130       12.0 

273      20.8 
261       10.6 

222      21.0 

108  20.6 

205       18.3 
284      18.0 

16        38.6 

OcdfliufbunE. ........   , .   , ,   ^  ^ 

16         16.2 

16        48.0 

Oneid* 

16        44.8 
13        48.0 

Oneonta 

0        41.0 

14        55.1 

OBrining 

11         48.0 

0        39.6 

Pe^kf kill , ,    , 

8        38. S 

15        44.8 

Flattiburg 

14         46.6 

18        62.3 

Port  Chfloter 

16         61.6 

20        36.7 

Port  Jervia 

10        36.8 

7        28.1 

RfliiflBolMr 

11         66.8 

10        99.1 

Saratoga  Springs 

6         4S.2 

21         76.9 

IS        49.8 
0        40.6 

Watervliet 

6        25.  S 

0        30.6 

11         38. 7 
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poptdationSt  number  of  birthst  atiUbirths  and  deaths  under  one  year  of  age,  birth  rate  per 
mortality  ratee  from  important  causes  and  for  certain  subdivisions  of  the  first  year  of  life. 


] 

[npamt  Mobtalitt 

PRINCIPAL  CA.UBB8  OP  DBATB 

Total  deaths 

under  1  year 

of  ace 

Commumoable 

dieeaaee 
(1  to  14  ino.) 

Respiratory 

diseases 

(28-29  and 

86-98  ino.) 

Qastrointetttinal 

diseases 

(103-104  ino.) 

Premature 
birth  (161  A) 

Rate  per 
births 

Number  J^^*^ 

N--»>«'nSSS*ty 

Number  ^^SSty 

Nun^«>«'nS£Sty 

38      91.8 
47     110.8 

4        9.7 
4        9.4 

11       26.6 
8       18.8 

7        16.9 
14        82.9 

6  14.6 

7  16.4 

62     180.6 
61     162.2 

8        9.2 
2        6.0 

10      30.6 
6      17.9 

16        48.9 
8        28.9 

8        34.6 
11         82.8 

22      74.3 
19      88.4 

i  ""i.i 

8      10.1 
2        9.8 

5        16.9 
4         18.6 

8        27.0 
6        27.9 

13      612 
21       98.8 

i  ""aVa 

3      11.8 
2        8.9 

1          3.9 
S        18.4 

4         16.7 
7        81.1 

13      67.0 
16       76.6 

1  4.4 

2  9.6 

6      26.3 
2        9.6 

1  4.4 

2  9.6 

2          8.8 
2          9.6 

30      89.6 
27      89.7 

i  ""i.i 

4       11.9 
4       18.8 

7        20.9 
7        28.8 

9         28.9 
7        28.8 

25      86.6 
S6     148.4 

2        6.9 
2        8.2 

1         8.6 
4       16.4 

6        20.8 
6         20.6 

7        24.3 
11        46.1 

36      66.1 
44       86.1 

2        3.7 
6        9.7 

5        9.2 
7       18.6 

3          6.6 
7         18.6 

9         16.6 
11         21.8 

23      02.4 
27     187.1 

2     "iqVi 

4       16.1 
8       16.2 

7        28.1 
6         26.4 

6        20.1 
8        40.6 

10      99.1 
16     116.1 

i     "'7.2 

3      29.7 
S      21.6 

4        39.6 
2         14.4 

•  •••••           ••■■■• 

2         14.4 

22       80.6 
26       99.6 

2        7.8 
2        7.7 

6      22.0 
6       19.2 

•   ■«■•■•           •■•■■■ 

S        11.6 

6        22.0 
6        28.0 

25     112.6 
18       90.9 

1         4.6 
1         6.1 

3       18.6 
2       10.1 

9        40.6 
4        20.2 

3         13.6 
6        80.8 

29       98.8 
S7     180.8 

2        6.8 
8       10.6 

8       10.2 
11       88.7 

6        20.3 
6        21.1 

9        30.6 
7        24.6 
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Table  VIII. —  State  of  New  York  (exclusive  of  New  York  City) :  Egtima^ 
1,000  total  papvlaiion,  stiUbirih  and  death  rates  per  1,000  living  hirihe,  infant 
in  certain  areas  of  the  State:  1920  and  1915-1919  average  —  (Continued) 


CITIES  AND  VILLAGES  WITH 

POPULATIONS  OF  7,500  OR 

MORE 


North  Tonawanda 

Ogdenaburg 

Oneida 

Oneonta 

Onining , 

PeekakiU 

Plattaburg 

Port  Chester 

Port  Jervic 

Renaeelaer , 

Saratoga  Springs . , 

Tonawanda , 

Watery  liet 


Infamt 


FRXNCIPAI«  CAD8B8  OP  DEATH  —(CofldwUd) 


Congenital  debility 
and  malformationB, 

injuries  at  birth,  etc. 

(160.  151B,  152.  153) 


Number 


Infant 
mortality 


8 
11 

22 
If 

5 
6 

5 
6 

2 
6 

8 
5 

e 

f 

14 
8 

7 

3 
6 

7 
7 

3 

a 

4 
7 


19.3 
25.8 

87.3 
56.7 

16.9 
2S.6 

19.7 
22.2 

8.8 
2S.9 

23.9 
16.6 

20.8 
S6.9 

25.7 
15.6 

28.1 
SO. 5 

29.7 
S6.0 

25.6 
26.8 

13.5 
IS. 2 

13.6 
24.6 


All  other 
causes 


Nimiber 


Infant 
mortality 


4.8 
9.4 

9.2 
11.9 

3.4 
9.S 


IS.S 

4.4 

9.6 

6.0 
10.0 

10.4 
16.4 

5.5 
IS.S 


16.2 


21.6 

3.7 
7.7 

27.0 
16.2 

16.9 
10.6 
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populations,  number  of  birtht,  ttittbirths  and  deatht  under  one  year  of  age,  birth  rate  per 
mortoKty  rates  from  important  causee  and  for  certain  subdieisions  of  the  first  year  of  life. 


MoBTALXTT  —  (Conduded) 

▲OB  A.T  DEATH 

Under  1  day 

1-6  days 
inclusive 

1  week  and 
under  1  month 

1  month  and 
under  3  months 

3  months  and 
under  1  year 

Nu-ber  JSiSlHty 

Number  nj^*i-|y 

N«"^berJ^ty 

N«»ber  J^^ 

Number  ^Jj^X" 

8      10.3 
8       18.8 

5  12.1 

6  14.1 

4        0.7 
6       11.7 

7  16.0 

8  18.8 

14          83.8 
20          46.9 

12      36.7 
18       68.7 

12      36.7 
10       29.0 

13      30.8 
6       14.9 

7      21.4 
6       14.9 

18          66.0 
14          41.8 

6       16.0 
4       18.6 

4       13.5 
4       18.6 

8      27.0 
8       14.0 

2        6.8 
8       14.0 

3           10.0 
6          27.9 

2        7.0 
6      26.7 

4  16.7 

5  IS.S 

2        7.0 
2        8.9 

2        7.0 
4       17.8 

3           11.8 
6          26.7 

1         4.4 
4       If.l 

2         8.8 
8       14.4 

2    .    8.8 
2        9.6 

1  4.4 

2  9.6 

7          30.7 
5          28.9 

9      26.0 
6       10. f 

4       11.0 
6       16.6 

5       14.0 
8       10.0 

6      14.0 
3       10.0 

7          20.0 
10          38.2 

4       13.8 
•      86.0 

7      24.2 
6      24.6 

6       17.3 
4       16.4 

4  18.8 

5  20.5 

6           17.3 
10          41.0 

11       20.2 
8       16.5 

10       18.3 
7       13.6 

6  11.0 

7  13.6 

1         1.8 
4        7.7 

8           14.7 
18          34.8 

6  24.1 

7  85.5 

1        4.0 
4      20.3 

6       24.1 
3       15.2 

3      12.0 
5      26.4 

7          28.1 
5          40.6 

8  "21.6 

1  0.0 

2  14.4 

i    "ri 

6      60.6 
8       21.6 

3          20.7 
7          50.4 

4       14.7 
6       23.0 

6       18.3 
4       15.3 

8       11.0 
3       11.5 

2        7.3 
6      23.0 

8          20.3 
6          28.0 

4  18.0 

5  26.8 

2        0.0 
2       10.1 

3      13.6 
2       10.1 

7      31.5 
4      20.2 

0          40.6 
6          SO. 8 

5       16.0 
7       24.6 

4       13.6 
8       10.6 

6       16.0 
6       17.6 

1        3.4 
5       17.6 

14          47.6 
18          63.4 
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Table  VI 1 1. —  State  op  Nbw  Yobk  (exclusive  of  New  York  City):  Estimated 
1,000  toted  population,  aiiUbirth  and  death  rates  per  1,000  living  births,  infan' 
in  certain  areas  of  the  Stale:  1920  and  1915-1919  average 


Estimated  population,  all 

ages.  July  1,  1920,  and 

average  population  for 

firtt  year  period 

1915-1919 

BXBTBB 

CITIES  AND  VILLAGES 

WITH  POPULATIONS 

OF  7.500  OR  MORE 

Live  births 

StillbirthB 

Rate  per 
1,000 
Number    total 
popula- 
tion 

Rate  per 
Number  J;^ 
births 

QHm  and  tIUi^m  7,500-10,000 

1920 77.207 

Prev.  5  7ra..            69.779 

2.031       26.3 
1,630      21.9 

80        43.8 
63        41.2 

1920 7.363 

Prev.  5yr0..              7,320 

1920 9.865 

Prev.  5yr8..              7,647 

1920 8.792 

Prev.  5yrs..              7,630 

1920! 8.757 

Prev.  5yrs..              8.196 

1920 8.834 

Prev.  5yn..              7,347 

1920 7.612 

Prev.  5yra..              7,276 

1920 8,245 

Prev.  5yra..              7,771 

1920 8.311 

Prev.  5yre..              8,060 

1920 9,428 

Prev.  5yr9..              8.615 

216      29.3 
203      27.7 

312      31.6 
260       33.9 

140       15.9 
131       17.2 

233      26.6 

325      36.8 
200       27.2 

213      28.0 
161       22.1 

194      23.5 
216      27.8 

179      21.5 
173       21.5 

210      23.2 
186      21.8 

8        37.0 

Rndicott 

8         39.4 
6         19.2 

Freeport 

7        26.9 

3        21.4 

Glen  Cove* 

6         46.8 
9        38  6 

Johnaon  City 

22        67.7 

Malone 

7         36.0 

11         61.6 

MechanicviUe 

6        37.3 
10         51.5 

Norwich 

11         60.9 
11         61.5 

Balammnca 

9         62.0 

9        41.1 

9         48.4 

*  Not  a  city  until  1918  —  previous  to  that  year  its  births  and  deaths  were  included  with  those 
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papulaiionst  number  of  birihSt  9t%Ubirth8  and  deaths  under  one  year  of  agt^  hinh  rate  per 
mortality  rates  from  important  causes  and  for  certain  subdivisions  of  the  first  year  of  life  , 


Infamt  MoBTALrrr 

PBXMCIPAL  CAUSES  OF  DBATH 

Total  deaths 

under  1  year 

of  ace 

Communicable 

diBeasee 

(1  to  14  inc.) 

Respiratory 

diseases 
(28-29  and 
86-98  inc.) 

Gastrointestinal 

diseasee 

(103-104  inc.) 

Premature 
birth  (151  A) 

Rate  per 

Numb"     L^ 
births 

Number  J^^tmy 

N-l-JjjSSly 

N«^^    „.l?[Siy 

Number  J.'JJJJS*^ 

105      81.2 
144      94.1 

15        7.4 
9        5.9 

16        7.9 
Z2       14.4 

32         15.8 
27         17.6 

36        17.7 
S7        24.2 

8      37.0 
15      7S.9 

i  '"a.9 

1  4.6 

2  9.9 

1  4.6 

2  9.9 

1           4.6 
4        19.7 

30      06.-2 
27     103.8 

6       19.2 
2        7.7 

2        6.4 
4       15.4 

6        19.2 

8      ao.8 

7        22.4 
5        19.2 

12      85.7 
12       91.6 

1        7.1 
1        7.6 

3      21.4 
2       15. S 

2        14.3 
a         22.9 

2        14.8 

2      i5.a 

20      85.8 

2        8.6 

4       17.2 

4         17.2 

2          8.6 

27      83.1 
16      80.0 

1        3.1 
1         5.0 

a  "is.o 

5         15.4 

a      15.6 

11        33.8 
4        20.0 

29     136.2 
19     118.0 

2        0.4 
S       18.6 

3       14.1 

a     18.6 

8        87.6 

a      18.6 

5        23.6 

5      ai.i 

12      61.9 
19       88.0 

1         5.2 
1        4.6 

1        5.2 
4       18.5 

2         10.3 
4         18.5 

2        10.8 
4        18.5 

0      60.3 
17      98.3 

i    "b.b 

1         5.6 

a     17. a 

2         11.2 
2         11.6 

2        11.2 
6        34.7 

18      82.2 
18      96.8 

2        9.1 

1        4.6 

a     16.1 

2          0.1 

a      16.1 

4        18.3 
6        32.3 

of  Oyster  Bay  —  therefore  the  averase  for  the  five  years  preceding  1920  not  attainable. 
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TaUe  VIII. —  State  op  Nbw  York  (exclusive  of  New  York  City):  EsUmaied 
1,000  total  population,  siiUbvrth  and  death  rates  per  1,000  living  births,  infant 
in  certain  areas  of  the  State:  1920  and  1915-1919  average —  (Contiiiued) 


CITIES  AND  VILLAGES  WITH 
POPULATIONS  OP  7,600  OR 
MORE  .     . 


IwrAMT 


PRINCIPAL  CAU8E8  OF  DISATH CCOTl^Utitdi 


aties  and  vUlaf  es  7,600-10,000 

Canandaicua 

Endioott 

Freeport 

Glen  Cove* 

Johnson  City 

Malone 

Meohanioville 

Norwich 

Salamanca 


Congenital  debility 
and  malformationB, 

injuries  at  birth,  etc. 

(150,  151B.   152.  153) 


N»»ber     J^^ 


All  other 


N»»b«.     J^^ 


39 
SO 

10.2 
23.6 

27 
13 

13.3 
8.5 

3 

4 

13.9 
10.7 

2 
2 

9.3 
9.9 

6 

7 

19.2 
26.9 

3 

2 

9.6 
7.7 

2 

2 

14.3 
16.3 

2 

2 

14  3 
16.3 

4 

17.2 

18.5 
20.0 

4 

17.2 

e 

4 

4 
1 

12.3 
6.9 

6 

4 

28.2 
24.8 

5 

2 

23.5 
12.4 

4 
5 

20.0 
23.1 

2 

2 

10.3 
9.3 

4 

"is".! 

4 
2 

22.3 
11.6 

8 
5 

36.6 
26.9 

1 

4.6 

*  Not  a  city  until  1018  —  previous  to  that  year  its  births  and  deatha  were  included  with  those 
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populations^  number  of  births^  sHUbirtha  and  deaths  under  one  year  of  age,  birth  rate  per 
mortality  rates  from  important  causes  and  for  certain  subdivisions  of  the  first  year  of  life 


MoBTALiTT  —  (Concluded) 

▲OB  AT  DEATH 

Under  1  day 

1-6  days 
ineluaive 

1  week  and 
under  1  month 

1  month  and 
under  3  months 

8  months  and 
under  1  year 

Number  mortality 

^^^JS^iy 

Number  ^°^»5uy 

Number  J^^ 

Number    Ju;{2[,3, 

40      10.7 
88       21.8 

22      10.8 
28       17.0 

24       11.8 
10       12.4 

24      11.8 
21       IS. 7 

55          27.1 
45           20.4 

4      18.6 
4       If. 7 

2        0.3 
8       14.8 

i     *4!o 

8  "ii'.i 

2            0.3 
4           10.7 

8      25.6 
4       16.4 

1        8.2 
6       10.2 

5       16.0 
8       11.5 

8        0.6 
4       15.4 

13          41.7 
11           42. S 

2      14.3 
2       15. S 

2       14.3 
2      16. S 

2       14.3 
2       16. S 

8      21.4 
2       15.8 

8          21.4 
4          80.5 

5        21.5 

3        0.2 
S       15.0 

5      21.5 

4       12.3 
2       10.0 

8      12.0 

2        6.2 
8       16.0 

7          30.0 

0      27.7 
8       15.0 

0           27.7 
8          80.0 

4       18.8 
4      24.8 

4       18.8 
8       18.8 

2        9.4 
2       12.4 

0      42.3 
4      24.8 

10          46.9 
7           43. 5 

5      25.8 
8      27.8 

8  "i».% 

1         5.2 
8       IS.O 

3      15.5 
2        0.3 

3          15.5 
8          27.8 

1        5.8 

t 

2       11.2 
8       17.8 

2       11.2 
8       17.8 

2  "ii!6 

4  22.3 

5  28.0 

32.0 
8      82.8 

8      13.7 
4      21.5 

8      13.7 
2       10.8 

1  4.6 

2  10.8 

4           18.3 
4           21.5 

of  Oyiter  Bay  —  therefore  the  averace  for  the  fire  jrean  preceding  1020  not  attainable. 
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Table  VIII.— State  of  New  Yorx  (exclusive  of  New  York  City):  Estimated 
1,000  total  papulation,  stUlbirih  and  death  rates  per  1,000  living  births,  infarU 
in  certain  areas  of  the  State:  1920  and  1915-1919  average  —  (Continued) 


RURAL  PARTS  OP 
COUNTIES 


Total  —  Ronl  dialricta 

Albany 

Allegany 

Broome 

CattaraucuB 

Cayuga 

Chautauqua 

Chemung 

Chenango 

Clinton 

Columbia 

Cortland 

Delaware 

Dutohees 

Erie 

Essex 

Franklin 

Fulton 

Genesee 

Greene 

Hamilton 


Estimated  population,  all 

ages,  July  1,  1920.  and 

average  population  for 

five  year  period 

1915-1010 


1920 2.180.414 

Prev.  5yrB.        2.184.680 

■-   ■    t  ■  ■    [  — I— 

1020 33.705 

Prev.  5yrs.  SS.68S 

1920 36.607 

Prev.  Syrs.  88,019 

1920 28.958 

Prev.  Syrs.  27,554 

1920 41,370 

Prev.  5yr8.  42.894 

1920 28.854 

Prev.  5yrB.  29,907 

1920 57,120 

Prev.  5  3rrs.  56,970 

1020 20.633 

Prev.  5yr8.  19,708 

1920 26,488 

Prev.  Syrs.  26,919 

1920 81,225 

Prev.  5yn.  82,412 

1920 26,925 

Prev.  5yiB.  28,487 

1020 16,258 

Prev.  5yrs.  16,695 

1920 42,630 

Prev.  5yr8.  48,496 

1920 41,977 

Prev.  5  yrs.  43 ,  208 

1920 00,480 

Prev.  5  yrs.  94,164 

1020 31,465 

Prev.  5  yrs.  82 ,  000 

1020 35,817 

Prev.  5  yrs.  86 ,  826 

1020 11,866 

Prev.  5  yrs.  12,881 

1020 24.354 

Prev.  5  yrs.  24 ,  889 

1020 25,560 

Prev.  5  yrs.  26,984 

1020 8.040 

Prev.  5  yrs.  4,074 


BZBTBB 


Live  births 


Rate  per 
1. 000 
Number     total 
popula- 
tion 


41.142 
42,212 


532 
698 

647 
688 

553 
601 

700 
770 

427 
474 

1.064 
1,029 

294 
889 

441 
454 

856 
842 

415 
477 

326 
286 

813 
868 

672 
799 

2,046 
1,955 

745 
737 

883 
867 

219 
217 

430 
482 

436 
459 

79 
84 


18.9 
19.8 


15.8 
17.6 

17.7 
18.1 

19.1 
18.2 

10.1 
18.2 

14.8 
15.8 

18.6 
18.1 

14.2 
17.2 

16.6 
16.9 

27.4 
26.0 

15.4 
16.7 

20.1 
17.1 

19.1 
19.8 

16.0 
18.6 

20.6 
20.8 

23.7 
23.0 

24.7 
23.6 

18.5 
17.6 

17.7 
19.4 

17.1 
17.0 

20.0 
20.6 


Stillbirths 


Rate  per 
births 


1.482 
1.680 


22 
20 

30 
28 

20 
16 

28 
SO 

16 
14 

88 
84 

0 
14 

15 
19 

39 
81 

14 
17 

9 
11 

17 
28 

17 
26 

74 
61 

27 
27 

31 
35 

7 
8 

7 
14 

18 
15 

8 

4 


36.0 
86.2 


41.4 
83.7 

46.4 
40.7 

52.4 
81.9 

35.4 
89.0 

37.5 
29.6 

35.7 
88.0 

30.6 
41.3 

34.0 
41.9 

45.6 
86.8 

33.7 
85.6 

27.6 
88.6 

20.9 
82.4 

25.3 
32.6 

41.1 
31.2 

36.2 
36.6 

35.1 
40.4 

32.0 
86.9 

16.3 
29.0 

29.8 
82.7 

38.0 
47.6 
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poptdaHons,  number  of  births,  sHUbirihs  and  deaiha  under  one  year  of  age,  birth  rate  per 
mortality  rates  from  imporixini  eatises  and  for  certain  subdivisions  of  the  first  year  of  life 


Ikpamt  Mobtalitt 


PHXNCXPAL  CAUSES 

OF  DBATH 

TOTAL  DBATH8 
ITNDSR    1   TSAR 
or  AQX 

Communicable 

diseaeee 
(1  to  14  ino.) 

Respiratory 

diseases 
(28-29  and 
86-98  ino.) 

Gastrointestinal 

diseases 

(103-104  ino.) 

Premature 
birth  (151  A) 

Rate  per 
Number     ^^^ 
births 

Number  J^^X 

Number  J,^5*y 

Number  J^^ 

Number  ^1,'Samy 

3,197      77.7 
t.607      86.4 

205        5.0 
238        6.6 

412       10.0 
666       13.1 

594         14.4 
696         16.4 

805         19.6 
886         19.8 

54     101.5 
66      92.7 

2        3.8 
•       10.1 

6       11.3 
12       20.2 

9         16.9 
10         16.9 

9         16.9 
8         13.6 

54      83.5 
48       69.8 

5        7.7 
3        4.4 

8        4.6 
7       10.2 

9         13.9 
7         10.2 

15        23.2 
10         14.6 

45      81.4 
43       86.8 

9       16.3 
2        4.0 

2        3.6 
6       10.0 

12        21.7 
9         18.0 

9         16.8 
9        18.0 

64       81.0 
•2       80.6 

6        7.6 
2        2.6 

2        2.5 
8       10.4 

5          6.3 
10         13.0 

23        29.1 
21         27.8 

31       72.6 
35       73.8 

2        4.7 
2        4.2 

1         2.3 
4        8.4 

9         21.1 
6         12.7 

9         21.1 
8         16.9 

64       60.2 
76       72.9 

3        2.8 
6         4.9 

6        5.6 
9        8.7 

17         16.0 
IS         12.6 

20         18.8 
22         21.4 

25      85.0 
31       91.4 

2    "k'.t 

2        6.8 
6       14.7 

3  10.2 

4  11.8 

8         27.2 
8         23.6 

20      45.4 
30      66.1 

1        2.3 
3         6.6 

4     "k'.k 

4           9.1 
3           6.6 

10         22.7 
10        22.0 

06     112.1 
97     116.2 

5        5.8 
9       10.7 

8        9.3 
18      21.4 

27        31.5 
20        23.8 

28         32.7 
21         24.9 

29      69.9 
43       90.1 

3        7.2 
3        6.3 

7      16.9 
6       12.6 

3           7.2 
9         18.9 

5         12.0 
8         16.8 

16      49.1 
22      77.2 

2        6.1 
2         7.0 

2  '"7.6 

2          6.1 
4         14.0 

5  15.8 

6  21.1 

52      64.0 
•7      77.6 

4        4.9 
6        6.8 

6        7.4 
9       10.4 

9         11.1 
8          9.3 

12         14.8 
16         18.6 

59      87.8 
73      91.4 

5  7.4 

6  6.3 

11       16.4 
13       16.3 

5          7.4 
10         12.6 

12         17.9 
19        23.8 

165      80.6 
180       92.1 

3         1.5 
12         6.1 

22       10.8 
29       14.8 

50         24.4 
61         26.1 

38         18.6 
40        20.6 

73      98.0 
78     105.8 

6        8.1 
6         6.8 

13       17.4 
9       12.2 

13         17.4 
20        27.1 

15        20.1 
17         23.1 

98     111.0 
92     106.1 

5        5.7 
8        9.2 

13       14.7 
16       17.3 

27        30.6 
18         20.8 

21         23.8 
19         21.9 

17      77.6 
17      78.3 

3       13.7 
2         9.2 

6   "m'.O 

4         18.3 
2          9.2 

3        13.7 
3         IS.  8 

17      30.5 
31       64.3 

•  •••••           •••■■ 

3         6.2 

1         2.3 
7       14.6 

3           7.0 
6         10.4 

8         18.6 
8         16.6 

34      78.0 
41       89.8 

4        9.2 
4        8.7 

8        6.9 
6       10.9 

2          4.6 
8         17.4 

8        18.8 
11         24.9 

5  63.3 

6  59.6 

2      25.3 
1       11.9 

■  ••••••           «■■*••• 

2        25.3 
1         11.9 
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Statb  Depabtment  of  Health 


Table  VIII.— State  of  New  Yokk  (exduaive  of  New  York  City):  EHimaied 
1,000  total  poptUaHofiy  sHUhirth  and  death  rates  per  1,000  Iwing  Irirlhs,  infant 
in  certain  areas  of  the  State:  1920  and  1915-1919  average —  (Continued) 


RURAL  PARTS  OF  COUNTIES 


Total  —  Rnral  diatricta. 


Albany. 


Aliesgany. 
Broome. 


Cattaraugua . 


Cayuca. 


Chautauqua. 

Cheznunc-  •  •  ■ 
Chenango. . . 
Clinton 


Columbia. 
Cortland . 
Delaware. 
Dutcheaa. 
Erie 


Franklin, 


Fulton. 


Geneaee. 


Greene. 


Hamilton. 


iNFAirr 


PKXNCIPAL     CAUSBa    OF 

DBATH  —  (Conduded) 

Congenital        debility 
and    malformationa, 
injuries  at  birth,  etc. 
(150,  161B,  162. 153) 

All  other 
causea 

Number     J-^^ 

Nu-ber     J^l^ 

814 
881 

19.8 
20. f 

367 
402 

8.0 
9.6 

18 
11 

33.8 
18.5 

10 

7 

18.8 
11.8 

14 

21.6 
2S.3 

8 

6 

12.4 
8.7 

8 
12 

14.5 
24.0 

5 

6 

0.0 
12.0 

25 
12 

31.6 
16.6 

3 
10 

3.8 
11.0 

7 
11 

16.4 
28.2 

3 

4 

7.0 
8.4 

12 
18 

11.3 
17.6 

6 
7 

5.6 
6.8 

8 
7 

27.2 
20.6 

4 
6 

13.6 
14.7 

a 

8 

6.8 
17.6 

2 

8 

4.5 
6.6 

20 
24 

23.4 
28.6 

8 

6 

9.3 
7.1 

6 
10 

14.5 
21.0 

5 
7 

12.0 
14.7 

5 
7 

15.3 
24.6 

2 
1 

6.1 
3.6 

15 
21 

18.5 
24. S 

6 
7 

7.4 
8.1 

18 
17 

26.8 
21.8 

8 
8 

11.0 
10.0 

38 
99 

18.6 
16.9 

14 
14 

6.8 
7.2 

17 
21 

22.8 
28.6 

0 

7 

12.1 
0.6 

24 
22 

27.2 
26.4 

8 
10 

0.1 
11.6 

5 
S 

22.8 
11.8 

2 

2 

9.1 
0.2 

3 
6 

7.0 
10.4 

2 

8 

4.7 
6.2 

5 
8 

11.5 
17.4 

12 
6 

27.5 
IS.l 

1 

12.7 
23.8 

2 

1 

11.9 
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populations,  Jiumber  of  &trtA«,  stiSbirihs  and  deaths  under  one  year  of  age,  birih  rale  per 
monality  rales  from  imporianl  causes  and  for  certain  subdivisions  of  the  first  year  of  life^ 


MoRTALiTT  —  (Concluded) 


▲OB   AT  DBATH 


Under  1  day 

l>6djiyB 
inclusive 

1  week  and 
under  1  month 

1  month  and 
under  3  montha 

8  months  and 
under  1  year 

Number  niorUUty 

N«»b.r^»S|t,, 

^^'^'JoJum 

^'"'•-u^ly 

N-'-'  -J^Jy 

749      18.2 
800       19.0 

526       12.8 
565       18.4 

460       11.2 
613       12.2 

452       11.0 
566       18.4 

1.010           24.5 
1.164          27.6 

7  13.2 

8  1S.5 

9       16.9 
7       11.8 

12       22.6 
8       18.6 

4        7.5 
10       16.9 

22          41.4 
22          87.1 

14       21.6 
12       17.4 

10  15.5 

11  16.0 

10       15.5 
5        7.8 

6        9.3 
8       11.6 

14          21.6 
12          72.4 

5        0.0 
10       20.0 

6  10.8 

7  14.0 

8       14.5 
5       10.0 

8       14.5 
7       14.0 

18          82.5 
14           27.9 

24      30.4 
17      22.1 

13       16.5 
10       18.0 

4        5.1 
9      11.7 

10       12.7 
8       10.4 

18           16.5 
17          22.1 

7      16.4 
10      21.1 

7       16.4 
6       10.6 

2        4.7 
7      14.8 

0       21.1 
6       12.7 

6  14.1 

7  14.8 

18      16.9 
26       10.4 

13       12.2 
12       11.7 

8  7.5 

9  8.7 

9        8.5 
12      11.7 

16           15.0 
22          21.4 

8       10.2 
6       17.7 

6      20.4 
5       14.7 

7      23.8 
6      17.7 

5  17.0 

6  17.7 

4          13.6 
8          28.6 

6       13.6 
8       17.6 

7  15.9 

8  6.6 

2        4.5 
6       11.0 

2        4.5 
4        8.8 

8  6.8 

9  19.8 

24      28.0 
20      2S.8 

16       18.7 
16       19.0 

14       16.4 
16       19.0 

12       14.0 
16       17.8 

80          85.0 
80          85.6 

6       12.0 
9       18.9 

5      12.0 
•       12.6 

8        7.2 
6      10.5 

4        0.6 
7       14.7 

12          28.0 
17          85.6 

2        6.1 
6       21.1 

1         3.1 
8       10.6 

7      21.5 
4       14.0 

3        9.2 
8       10.6 

3            0.2 
7          24.6 

10       12.3 
IS       16.1 

14      17.2 
18       16.1 

2        2.5 
11       12.7 

12       14.8 
18       16.1 

14           17.2 
17           19.7 

10       14.0 
21       26.8 

10  14.9 

11  18.8 

15      22.3 
9       11.8 

6        8.9 
9       11.8 

18          28.8 
22          27.6 

40       19.6 
88       19.4 

28       11.2 
28       11.8 

26       12.7 
28       11.8 

20        9.8 
28       11.8 

56          27.4 
72          86.8 

22      29.5 
21       28.6 

8      10.7 
8       10.9 

0       12.1 
11       14.9 

8      10.7 
14       19.0 

26          34.9 
24          82.6 

14       15.9 
17       19.6 

17       19.3 
16       17.8 

12       13.6 
16      18.6 

21       23.8 
14       16.1 

34          38.5 
80          84.6 

5      22.8 
4       18.4 

3      13.7 
2         9.2 

8      13.7 
1        4.6 

2        9.1 
4       18.4 

4           18.3 
6          27.6 

4        9.3 
8       16.6 

4        9.3 
6       10.4 

4        9.8 
8        6.2 

3        7.0 
5       16.4 

2            4.7 
10          20.7 

6       13.8 
9       19.6 

9      20.6 
8       17.4 

3        6.9 
8        6.5 

5  11.5 

6  16.9 

11           25.2 
16           82.7 

2      26.3 
1       11.9 

2  "ia'.i 

1       12.7 
1       11.9 

1       12.7 
1       11.9 

1           12.7 
1           11.9 
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TaWe  VIII.— State  of  Nbw  York  (exduaive  of  New  York  City):  Estimated 
1,000  total  pojmlation,  stUbirth  and  death  rates  per  1,000  Iwing  births,  irrfant 
in  certain  areas  of  the  Stale:  1920  and  1915-1919  aoerage  —  (Continued) 


RURAL  PARTS  OF 
COUNTIES 


Herkimer 

Jefferaon. . . . 

Lewis 

Livingston. . 

Madison 

Monroe 

Montgomery. 

Nassau 

Niagara 

Oneida 

Onondaga. . . 

Ontario 

Orange 

Orleans 

Osw^o 

Otsego 

Putnam 

Rensselaer. . . 
Rockland.... 
St.  Lawrenoe. 


Saratoga . 


Estimated  population,  all 

ages,  July  1,  1920,  and 

average  population  for 

five  year  period 

1916-1010 


loao 

Prev.  6  yrs. 

1920 

Prev.  6  yrs. 

1920 

Prev.  6  yrs. 

1020 

Prev.  6  yrs. 

1020 

Prev.  6  yrs. 

1020 

Prev.  6  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  3rrs.* 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  6  yrs. 

1920 

Prev.  6  3rrs. 

1920 

Prev.  6  yrs. 

1920 

Prev.  6  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  6  yrs. 

1920 

Prev.  6  yrs. 


31.380 
S07M7 

50.827 
61.657 

23.64& 
23,999 

35,362 
36,750 

28.893 
29.603 

56.463 
56,337 

24.306 
24,392 

110.744 
99,430 

31.129 
31.237 

62.496 
61,639 

70.093 
68,023 

30,547 
31.167 

60,762 
61,613 

28.445 
29,400 

34,100 
36,262 

34.458 
36.418 

10,603 
11,707 

30.063 
31,441 

44,450 
46.137 

73,535 
73.300 

38.533 
30,426 


BlBTHS 


Live  births 


Rate  per 
1,000 
Number      total 
popula- 
tion 


610 
661 

035 
943 

480 
476 

682 
780 

532 
667 

056 
1.201 

436 
414 

2,415 
2.231 

547 
636 

1.102 
1.100 

1.227 
1.206 

500 
631 

1.131 
1,177 

647 
625 

666 
668 

564 
564 

230 
216 

461 
407 

879 
338 

1,640 
1,671 

726 
736 


19.7 
21.3 

18.4 
13.4 

20.7 
19.8 

19.3 
21.3 

18.4 
13.9 

16.9 
23.3 

17.9 
16.6 

21.8 
22.9 

17.6 
13.7 

10.1 
10.3 

17.5 
10.1 

16.4 
17.0 

18.6 
10.1 

10.2 
21.2 

10.5 
18.7 

16.4 
16.6 

21.7 
18.3 

15.3 
16.3 

10.8 
10.7 

22.3 
21.4 

18.8 
18.7 


Stillbirths 


Rate  per 
births 


18 
22 

33 
37 

21 
21 

28 
24 

20 
20 

31 
36 

12 
16 

70 
87 

11 
21 

46 

a 

62 

a 

24 
17 

44 
44 

24 
24 

20 
22 

23 


6 

6 

16 
13 

36 
32 

00 
84 

28 
28 


20.1 
33.3 

35.3 
30.0 

42.0 
44.1 

41.1 
30.8 

87.6 
36.0 

82.4 
27.1 

27.5 
38.6 

32.7 
33.1 

20.1 
36.8 

38.6 
36.1 

42.4 
33.2 

48.0 
32.0 

38.0 
27.4 

43.0 
33.4 

30.0 
33.4 

40.8 
41.5 

21.7 
23.1 

34.7 
26.2 

30.8 
36.0 

54.9 
53.5 

38.6 
38.0 


•  Includes  City  of  Glen  Cove  for  the  years,  1015-16-17  not 
reportable  from  the  town  of  Oyster  Bay. 


then  a  city  and  BO*  not  separately 
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j>opulaiioii8y  number  of  hirihay  atiUhirtks  and  deaths  under  one  year  of  age^  hirth  rate  per 
tnorUuity  rates  from  important  causes  and  for  certain  subdivisions  of  the  first  year  of  life. 


Infant  Mortality 

• 

1                                                       PRINCIPAL  CAUBBS  OF  DBATH 

TOTAL  DBATB8 
UNDBB   1  TSAB 

or  Aoa 

Communicable 

di^ottPOti 

(1  to  14  inc.) 

Respiratory 

diseases 
(28^29  and 
86H)8  inc.) 

Qastrointestinal 
(103-104  inc.) 

Premature 
birth  (151  A) 

Rateper 
Number     ^ 
births 

N^^mSaSty 

N-mber^S^t^ 

N*™^  ™^:si\y 

""--^m^t 

49      70.2 
68       95. 8 

3        4.8 
2        8.0 

8        3.2 
11       16.6 

13        21.0 
17        26.7 

13        21.0 
16        22.7 

73      78.1 
86      90.7 

5        5.3 
4        4.2 

8        8.6 
12       12.7 

13        18.9 
18         18.7 

25        26.7 
21        22.2 

36      73.6 
88      79.8 

2        4.1 
4        8.4 

4        8.2 
4        8.4 

5        10.2 
5         10.6 

6         12.8 
8        16.8 

45      66.0 
64      82.1 

2        2.9 
5        6.4 

8      11.7 
10       12.8 

7        10.3 
10        12.8 

10        14.7 
16        20.6 

39      73.3 
47      84.4 

2        3.8 
2        8.4 

6  '"O'.O 

6  9.4 

7  12.6 

16        80.1 
18        28.8 

58      60.7 
101       78.2 

4        4.2 
6        4.6 

9        9.4 
14      10.8 

7          7.3 
24         18.6 

18         18.8 
26         19.4 

35      80.3 
89       94.2 

2        4.6 
8        7.2 

8        6.0 
7       16.9 

4          9.2 
8        19.8 

11         25.2 
8        19.8 

163      67.5 
211       92.5 

5        2.1 
18        6.7 

82      13.3 
85      15.8 

87        15.8 
41         18.0 

86        14.9 
42        18.4 

46      84.1 
40      68.8 

7  12.8 

8  6.1 

5        9.6 
5        8.5 

12        21.9 
8        18.7 

9        16.5 
10         17.1 

05      79.7 
105      88.2 

6        5.0 
8        6.7 

13      10.0 
17       14.8 

16         13.4 
26        21.0 

15        12.6 
20        16.8 

95      77.4 
120      92.6 

5  4.1 

6  8.9 

10       15.5 
20      16.4 

22        17.9 
82        24.7 

13        10.6 
26        19.8 

36      72.0 
42      79.1 

6       12.0 
8        6.6 

2        4.0 
5        9.4 

4          8.0 
6         11.8 

11         22.0 
18        24.6 

102      90.2 
114      96.9 

8        7.1 
8        6.8 

20      17.7 
18      16.8 

10        16.8 
28        19.6 

21         18.6 
24        20.4 

35      64.0 
89      62.4 

1         1.8 
1         1.6 

4        7.3 
6        9.6 

5         9.1 
7        11.2 

12        21.9 
11         17.6 

51      76.6 
69      89.7 

2        3.0 
4        6.1 

8      12.0 
7       10.6 

8        12.0 
8        12.2 

10        15.0 
17        25.8 

36      63.8 
41       74.0 

1  1.8 

2  8.6 

1        1.8 
5        9.0 

2          3.5 
6        10.8 

17  80.1 

18  28.6 

0      30.1 
19      88.0 

i    "k'.i 

2    "iii 

3        13.0 
8         18.9 

6  '"an 

28      60.7 
48       86.6 

8    "k'.b 

6      13.0 
6      12.1 

5  10.8 

6  12.1 

7        15.2 
10        20.1 

76      86.5 
79      89.0 

7        8.0 
6        6.8 

8        9.1 
15       16.9 

15  17.1 

16  18.0 

16         18.2 
IS        14.6 

177     107.9 
166     106.7 

14        8.5 
7        4.6 

22       13.4 
29       18.6 

39        23.8 
83         21.0 

52        31.7 
88        24.2 

58      70.0 
69      98.7 

5        6.0 
8        4.1 

12       16.5 
15      20.4 

10        13.8 
14         19.0 

13        17.9 
16        21.7 
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Table  VIII. —  State  of  New  York  (exclusiye  of  New  York  City) :  EgUmatBd 
1,000  total  papulalion,  atiilhirth  and  death  ratea  per  1,000  living  hirthsy  infant 
in  certain  areas  of  the  State:  1920  and  1915-1919  average  —  (Continued) 


RURAL  PARTS  OF  COUNTIES 


Herkimer. . . . 
Jefferson .... 

Lewis 

Livingston. . . 

Madison 

Monroe 

Montgomery. 

Nassau 

Niagara 

Oneida 

Onondaga. . . 

Ontario 

Orange 

Orleans 

Oswego 

Otsego 

Putnam 

Rensselaer. . . 
Rookland . . . . 
St.  Lawrence 
Saratoga.  . . . 


IXFAXfT 


PBIMCXPAL   CAUSBS   OF   DEATH  —  (Concluded) 


Congenital  debility 
and  malformations, 
injuries  at  birth,  etc. 
(150, 151B,  162, 163) 


Number 


Iniant 
mortality 


13 
IS 

16 


16 
12 

13 
14 

14 
14 

13 
28 

9 
8 

34 
52 

9 
12 

32 
22 

28 
24 

9 
10 

24 

27 

8 
10 


21.0 
19.7 

16.0 
24. S 

32.7 
26.2 

19.1 
17.9 

26.3 
26.1 

13.6 
17.8 

20.6 
19.8 

14.1 
22.8 

16.6 
20.5 

26.8 
18.5 

21.2 
18.6 

18.0 
18.8 

21.2 
22.9 

14.6 
16.0 


16 
17 

24.0 
26.8 

11 
9 

19.6 
16.2 

6 

4 

21.7 
18.6 

8 
16 

17.4 
30.2 

23 
20 

26.2 
22.6 

36 
38 

22.0 
24.2 

12 
16 

16.5 
21.7 

Another 
causes 


^"^^     m^ty 


6 
6 

8.1 
7.6 

7 
IS 

7.5 
IS. 7 

3 
6 

6.1 
12.6 

6 
8 

7.3 
10.8 

2 
6 

3.8 
9.0 

7 
9 

7.3 
7.0 

6 

4 

13.8 
9.7 

19 
29 

7.9 
12.7 

4 

S 

7.3 
5.1 

13 
12 

10.9 
10.1 

10 
14 

8.1 
10.8 

4 
5 

8.0 
9.4 

10 
IS 

8.8 
11.0 

6 

4 

9.1 
6.4 

7 
5 

10. 
7.6 

4 
5 

7.1 
9.0 

1 
2 

4.3 
9.S 

2 

S 

4.3 
6.0 

7 

9 

8.0 
10.1 

14 
20 

8.5 
12.7 

6 
6 

8.3 
8.2 
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populations,  nwnbor  of  hinhs,  9tiWnrih$  and  deaih$  under  one  ywar  of  age,  hirik  raie  per 
wtortality  raUit  from  important  oouMt  and  for  certain  eubdmeiont  of  the  first  year  of  life. 


MoBTAurr  —  iCondudtd) 


AOB  AT  OBATH 

Under  1  (Uy 

1-6  days 
inoliuiye 

1  week  and 
under  1  month 

1  month  and 
under  3  months 

3  months  ajid 
under  1  year 

N««b«J^*y 

N^'-b.'mortSty 

N-b-JsSst, 

Number  j^^j^^jjj^y 

"-"•-mJ^^ 

14   33.6 
12   18.2 

11   17.8 
8   12.1 

6   8.1 
8   12.1 

4   6.6 
U   16.6 

16    24.2 
24    86.8 

18  19.8 

19  29.0 

10   10.7 
12   12.7 

12   12.8 
18   18.7 

8   8.6 
16   16.9 

26  26.7 

27  28.6 

14   28.6 
9   18.9 

8   16.4 
7   14.7 

4    8.2 
4    8.4 

3    6.1 
6   19.6 

7    14.3 
18    27.8 

14   30.6 
17   21.8 

6    8.8 
8   19.8 

6    8.8 
8   19.8 

4    6.9 
9   11.6 

16    22.0 
22    28.2 

13   34.4 
12   21.6 

7   18.2 
19   18.9 

6    0.4 
6   19.8 

0   16.0 
9   16.2 

6     9.4 
19    18.9 

30   30.9 
22   17.8 

9    9.4 
16   11.6 

6    6.2 
18   19.1 

10   10.5 
16   12.4 

14     14.6 
86    27.1 

0   30.6 
6   14.6 

8    0.9 
7   16.9 

6   11.5 
6   12.1 

5   11.5 
7   16.9 

13  29.8 

14  88.8 

38   11.6 
42   18.4 

30   8.3 
29   12.7 

23    9.5 
28   12.8 

82   13.3 
82   14.9 

60    34.8 
81    86.6 

13   31.9 
19   17.1 

5  0.1 

6  10.2 

6   11.0 
6   19.2 

8   14.6 
6   19.2 

15    27.4 
12    29.6 

34   30.1 
29   16.8 

10   15.0 
14   11.8 

8   6.7 
18   16.1 

11    9.2 
16   12.6 

83    27.7 
89    82.8 

14   11.4 
24   18.6 

14   11.4 
14   19.8 

18   10.6 
16   11.6 

15   12.2 
29   16.4 

80    31.8 
47    86.8 

7   14.0 
18   24.6 

7   14.0 
6   11.8 

6  10.0 

7  18.2 

7   14.0 
7   18.2 

10    20.0 
9    16.9 

30   17.7 
2^   22.1 

13   11.6 
17   14.4 

14   12.4 
14   11.9 

15  18.3 

16  18.6 

40  85.4 

41  84.8 

11   20.1 
U   17.6 

4    7.3 
7   11.2 

6   11.0 
6    8.9 

5  9.1 

6  9.6 

9    16.5 
19    16.9 

11   16.5 
18   19.8 

10  15.0 

11  16.7 

8  12.0 

9  13.7 

2    3.0 
11   16.7 

20    30.0 
16    22.8 

16   28.6 
U   2S.6 

5    8.9 
8   14.4 

6   10.6 
6    9.9 

5    8.9 
7   12.6 

5     8.0 
9     16.2 

3  8.7 

4  18.6 

1    4.3 
8   13.9 

2  "ili 

1    4.3 
8   13.9 

5  21.7 

6  27.8 

5   10.8 
8   16.1 

5   10.8 
19   29.1 

5  10.8 

6  19.1 

3    6.5 
9   18.1 

10  21.7 

11  22.1 

30   32.8 
16   18.9 

9   10.2 
9   19.1 

8   0.1 
12   16.6 

16   18.2 
16   16.9 

23  .   26.2 
28    31.6 

36   31.8 
26   22.9 

33   19.5 
32   14.9 

24   14.6 
28   17.8 

17   10.4 
26   16.9 

69    43.1 
66    36.9 

15  20.7 

16  29.4 

11   15.2 
13   17.7 

3    4.1 
7    9.6 

13   17.9 
12   16.8 

16    22.0 
22    29.9 

19 
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Table  VIIL— Statb  ov  New  You  (exclusive  of  New  York  City):  BtUmaied 
1.000  toUd  popuiaium,  tHttbirth  and  death  rotes  per  1,000  living  birth;  irrfani 
in  certain  areae  of  the  State:  1920  and  1915-1919  average —  (Continued) 


RURAL  PARTS  OF 
COUNTIES 


Estimated  popuUtion,  all 

•ces.  July  1.  1020,  and 

average  population  for 

five  year  period 

1916-1919 


Bornis 


Live  Births 


Rate  per 
Number  1,000  pop- 
ulation 


StOlbirtha 


Rate 


Number 


ate  per 
1.0C»^ 
living 
births 


Seheneotady 

Sohoharie 

Sohuyler 

Seneoa 

Steuben 

Suffolk 

Sullivan 

Tioga 

Tompkins 

Ulster 

Wairen 

Washington 

Wayne 

Westchester 

Wyoming 

Yates 


1920 

Prev.  6  s^vs* 

1020 

Prev.  6yn. 

1920 

Prev.  5  yrs. 

1920 

Prev.  5  yrs. 

1920 

Prev.  6  yrs. 

1920..^... 
Prev.  6  yrs. 

1920 

Prev.  5  3rrB. 

1920 

Prev.  6  yrs. 

1920 

Prev.  Ssrrs. 

1920 

Prev.  6  yrs. 

1920.'..... 
Prev.  ft  yrs. 

1920 

Prev.  ft  yn. 

1920 

Prev.  ft  yrs. 

1920 

Prev.  ft  yrs. 

1920 

Prev.  ft  yrs. 

1920 

Prev.  ft  yrs. 


20.900 
19.2M 

21,172 
21,9«0 

18.0ft2 
1S,I« 

22.0ftl 
23,80S 

48,70ft 
M,277 

100.878 


88,130 
88,829 

24.130 
24.576 

18.2ft2 
18,428 

47,17ft 
52,Stt 

14,93ft 
15.688 

44.178 
46.179 

47.770 
48.246 

101,801 
97.188 

30.283 
80,717 

10.638 
17.168 


884 
864 

877 
871 

256 


414 
487 

961 
941 

2.134 
1.982 

539 
687 

410 
891 

334 
817 

786 
874 

279 


810 
886 

862 


1.760 
1.876 

554 
611 

254 
291 


17.4 
18.8 

17.8 
18.9 

19.6 
19.6 

18.8 
19.2 

19.7 
18.7 

21.3 
28.2 

16.8 
17.0 

17.2 
16.9 

18.8 
17.2 

16.7 
18.8 

18.7 
18.6 

18.3 
19.1 

18.0 
19.8 

17.3 
19.8 

18.3 
19.9 

16.4 
17.0 


0 
10 

10 
14 

7 
11 

15 
19 

44 
82 

76 


18 


11 
12 

8 
10 

31 


9 
18 

82 


24 
88 

65 
84 

13 
22 

6 
IS 


24.7 
28.2 

50.4 
87.7 

27.3 
42.8 

36.2 
48.6 

46.8 
84.0 

35.6 
84.7 

88.4 
88.8 

26.4 
80.7 

24.0 
81.6 

39.4 
40.0 

32.8 
46.1 

30.5 
41.8 

27.8 
89.8 

31.2 
84.1 

23.5 
88.0 

23.0 
24.7 
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poptUaiions,  number  of  hirihB,  ssiUbirths  and  deaihs  under  one  year  of  age^  birth  rate  per 
mortdUty  rates  from  important  eausee  and  for  certain  sybdmeione  of  the  first  year  of  life. 


• 

Infant  Mortalitt 

MmffCOPAL  OAUflM  OF  DBATH 

TOTAL  DBATBS 

vmmm  1  tbab 

OF  AOB 

Communiosble 

diMMM 

(1  to  14  ine.) 

RMpiratoiy 

dlMMM 

(88^20  and 
86-08  ino.) 

OMtrointMtUial 
dwomw 
(108-104  ino.) 

Premature 
birth  (151  A) 

RatoMT 
births 

Nu»b«,JSjuSty 

'^'™**«' nurtSty 

Numbar  nortaUty 

Infant 
Number  mortality 

25      68.7 
81      87.8 

2    "i'.i 

4      11.0 
6      14.1 

0        24.7 
6         16.9 

2          5.5 
7        19.8 

•        26      60.0 
82      88.8 

1        2.7 
•      4       10.8 

1        2.7 
8        8.1 

3  8.0 

4  10.8 

11         29.2 
7        18.9 

14      54.7 
17      85.4 

2  ■■*7;7 

8    "ii'.i 

• 2  ""*7!7 

6        23.4 
8         11.6 

83      70.7 
85      80.1 

8    "i'.i 

4        0.7 
4        9.2 

6         14.5 
8         18.8 

10        24.2 
8        18.8 

65      67.6 
72      78.5 

7  7.3 

8  6.4 

6        6.2 
8        8.5 

18        13.5 
11         11.7 

16        16.6 
20        21.8 

164      76.0 
148      72.0 

10        4.7 
8        4.1 

24      11.2 
21      10.7 

28        18.1 
26         18.8 

43        20.1 
84        17.8 

31      57.5 
88      87.0 

i  '*i*.8 

7  13.0 

8  10.6 

4          7.4 
7         12.8 

8  14.8 

9  16.9 

37       88.0 
28      71.6 

3        7.2 
2        8.1 

4        0.6 
8        7.7 

6        14.4 
6         12.8 

10        24.0 
6         12.8 

20      50.0 
24      76.7 

2        6.0 
8        0.6 

1        8.0 
8         9.5 

7  21.0 

8  9.6 

3          0.0 
6        16.8 

70      80.1 
78      88.2 

5        6.4 
8        6.9 

15      19.1 
U      18.7 

10        12.7 
15        17.2 

14        17.8 
16         17.2 

26      03.2 
28      70.0 

8       10.8 
2        6.9 

1        8.6 
8      10.4 

2          7.2 
8         10.4 

0        82.3 
7        24.8 

61      75.3 
80      02.6 

4        4.9 
7        8.1 

13       16.0 
12       18.9 

6          7.4 
16        18.6 

14        17.3 
21        24.8 

64      74.2 
71      74. S 

3        3.5 
6        6.2 

8        9.3 
12      12.8 

0         10.4 
9          9.4 

17        10.7 
17        17.8 

140      70.5 
181       86.0 

7        4.0 
9        4.8 

22       12.5 
28      14.9 

21         11.0 
84        18.1 

88        21.6 
82        17.1 

43  77.6 

44  72.0 

5        0.0 
2        8.8 

6  10.8 

7  11.5 

8          5.4 
8        18.1 

0        16.2 
11         18.9 

18      70.0 
22      76.6 

2        7.0 
8       10.8 

8        11.8 
8         10.8 

4         15.7 
7         24.1 
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TaUe  VIII.— Statb  ow  Nbw  Yobk  (exclusive  of  New  York  City) :  EBtimaUd 
1,000  tokU  population^  ttUUnrth  and  death  rateo  per  1,000  living  birthtt  infant 
in  eartain  areas  of  the  State:   1920  and  1915-1919  average  —  (Continued) 


Imfamt 


RURAL  PARTS  OF  COUNTIES 


Soheneetady, 
Sohoharie. . . 
Schuyler. . . , 

Seneoa 

Steuben 

Suffolk 

Sullivan 

Tioca 

Tompldna . . . 

Ulster 

Warren 

WaahincCon., 

Wayne 

Westoheeter. 
Wyomins. . . . 
Yatee 


PBCHClPAL   CAUBBS   OF   DBATH  —  (Concluded) 


Congenital  debility 
and  malformations, 
injuries  at  birth,  etc. 
(IfiO.  151B.  152, 163) 


Number    ^^^ty 


6 

f 

16.6 
18.9 

7 
11 

18.6 
20.8 

6 
• 

23.4 
28.1 

9 
• 

21.7 
20.8 

10 
20 

16.6 
21. S 

41 
87 

19.2 
18.9 

9 
10 

16.7 
17.6 

0 
10 

14.4 
26.6 

6 
7 

18.0 
22.1 

16 
19 

20.4 
21.7 

7 
f 

25.1 
20.8 

14 
It 

17.3 
18.6 

19 
20 

22.0 
20.9 

32 
88 

18.2 
20.8 

14 
12 

26.3 
19.6 

8 

8 

31.6 
17.2 

All  other 


Number 


Infant 
mortality 


4 
4 

3 
8 

2 

2 

4 
4 

7 
6 


11.0 
11.8 

•8.0 
8.1 

7.8 
7.7 

9.7 
9.2 

7.3 
6.4 


18 
16 

8.4 
8.2 

3 
6 

66 
8.8 

8 

2 

19.2 
8.1 

1 
2 

3.0 
6.8 

10 
11 

12.7 
12.6 

4 

2 

14.3 
6.9 

10 
8' 

12.3 
9.2 

8 
9 

9.3 
9.4 

20 
19 

11.4 
10.1 

6 

4 

10.8 
0.6 

1 
6 

3.9 
18.7 
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popidations,  number  of  birthB,  »liUbirih8  and  deoAg  under  one  year  of  age,  hir(k  rate  per 
morUUiiy  raiee  from  important  eaueee  and  for  certain  eubdwieione  of  the  fret  year  of  life. 


MoBTALiTT  —  iConeluded) 


▲OB    AT  D&A.TB 

Under  1  (Uy 

1-6  days 
indiitive 

■ 

1  week  and 
under  1  month 

1  month  and 
under  3  months 

8  months  and 
under  1  year 

Number  J^^ 

N»«*«„5X 

Num^r-SSuty 

N--*««S{a'., 

Number     aorUUty 

3        8.2 
8         8.6 

6      13.7 
6       16.0 

2        5.5 
6       16.9 

8        8.2 
6      14.1 

12          38.0 
11          81.1 

7  18.6 

8  21.6 

7      18.6 
6       18.6 

8        6.3 
6       16.2 

3        8.0 
6      16.) 

7          18.6 
7           18.9 

8      31.3 
6       18.2 

3      11.7 
8       11.6 

2       *7*.7 

1        3.9 
8        7.7 

2            7.8 
4           16.4 

9      21.7 
8       18. S 

6       14.5 
6       18.7 

2        4.8 
i      11.4 

6       12.1 
4        9.2 

11  26.6 

12  27.6 

10       10.4 
17       18.1 

12       12.5 
16       16.1 

18      18.7 
11       11.7 

8        8.3 
U       12.8 

17  17.7 

18  19.1 

46      21.6 
84       17. S 

24       11.2 
26       12.7 

24       11.2 
18        9.2 

27      12.7 
22      11.2 

43  20.1 

44  22.4 

8        6.6 
10      17.6 

6      11.1 
6       10.6 

8       14.8 
7       12.8 

2        3.7 
7      12. S 

12          22.3 
9          16.9 

6  14.4 

7  17.8 

6       14.4 
6       16.8 

8      19.2 
4       10.2 

7       16.8 
4      10.2 

10          24.0 
8          20.6 

4       12.0 
6      16.8 

2        6.0 
4       12.6 

2        6.0 
8        9.6 

6      15.0 
i      16.8 

7           21.0 
7          22.1 

16       19.1 
16       18. S 

10  12.7 

11  12.6 

12       16.3 
IS      14.9 

12       15.3 
18       14.9 

21           26.7 
26          29.7 

11       39.4 
6      20.8 

5       17.9 
4       18.9 

1        8.6 
8       10.4 

4       14.3 
8       10.4 

5  17.9 

6  20.8 

13       16.0 
16       18.6 

8        9.9 
18       16.0 

10      12.8 
IS       16.0 

7        8.6 
12       18.9 

28          28.4 
27          81.2 

14       16.2 
16       16.8 

11       12.8 
IS       18.6 

14       16.2 
12       12.6 

5        5.8 
10      10.6 

20  23.2 

21  22.0 

32       18.2 
27       14.4 

21       11.9 
28       14.9 

22       12.6 
21       11.2 

15        8.5 
28       12.8 

60  28.4 

61  82.6 

12      21.7 
10      16.4 

6       10.8 
10       16.4 

10       18.1 
7      11.6 

4        7.2 
7       11.6 

11           19.9 
10          16.4 

7      27.6 
6      20.6 

4       16.7 
8       10.8 

2        7.9 
6       17.2 

1         3.9 
S      10. s 

4           15.7 
6           17.2 
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State  Depabtment  of  Health 


Statb  of  Nbw  York  (excluiiTe  of  New  York  City) :   DmUu  (ezdoiTe 

by  sex  and  color,  and  for  ddldron  of  wkiU 


CAUSE  OF  DEATH 
AND  SEX 


Total  deaths  nnder  1  year  of 
age,  trom  all  canaes 


Canoes  of  death: 

Communioable  discaacs . 
(1-14  ino) 


Syphilis. 
(37) 


Convulsions. 
(71) 


Acute  bronchitis,  pneumonia 
and  bronchopneumonia 
(89,  91.  92) 


Other  respiratory  diseases. . . 

(28,  2^  80-88,  90.  93-98 

ino.) 

Gastrointestinal  diseases. . . 
(103-104) 


Premature  birth . 
(151  A) 


Congenital  debility,  malfor- 
mations etc 

(160,  161  B.  152  B.  153) 


Injuries  at  birth . 
(152  A) 


External  causes . 
(164-186  ino.) 

All  other  causes. 


Sex 


M 

F 
Total 


M 

P 
Total 

M 

F 
Total 

M 

F 
Total 


M 

F 
Total 

M 

F 
Total 

M 

F 
Total 

M 

F 
Total 


M 

F 
Total 

M 

F 
Total 

Nf 

F 

Total 


¥ 


Total 


Total 
deaths 


5.164 
8.822 
8.t86 


305 
244 
M9 

68 
84 

lot 

56 
36 
•1 


668 

475 

1.188 

44 
33 
77 

1.061 

824 

1.885 

1,278 

948 

2,221 


850 

655 

1,609 

848 
243 
586 

48 
39 
87 

454 
291 
746 


Total 


5.090 
3.758 
8,848 


300 
241 
641 

66 
32 
98 

65 
85 
90 


642 

466 

1.108 

43 
32 
76 

1,056 

810 

1,866 

1,258 

984 

2.192 


839 

616 

1.486 

840 
238 
678 

48 
88 


443 
286 
729 


oomrriTor 


I 

00 


3.361 
2,467 
6,818 


189 
142 
881 

47 
24 
71 

88 
23 
61 


836 
266 
690 

27 
18 
46 

630 

462 

1.092 

920 

683 

1.608 


694 

469 

1.068 

228 
169 


84 
19 
68 

314 
203 
617 


s 

o 
H 


1.693 
1.253 
2.946 


110 
98 


17 

7 

24 

16 
12 


299 
207 
606 

16 
12 
28 

421 
339 
760 

329 
248 
677 


235 
171 
406 

116 

66 

182 

9 
11 
20 

125 

82 

207 


r 


77 

46 

128 


4 
1 
6 

2 

■  ■ 

2 
1 

•  • 

1 


8 

8 

16 


17 

7 

24 

20 
13 


11 

8 

19 

7 

6 

IS 

2 

2 

5 
3 
8 


•8 


68 

60 

128 


4 

8 

12 


•  •  • 

•  •  • 


6 
4 
9 

1 

1 

11 
14 


17 
16 
88 


12 

11 


9 

4 

IS 


1 
1 

9 

2 

11 


67 

39 

196 


7 

8 

15 

1 
1 


22 

5 

27 

12 
13 
26 


12 

8 

20 

6 

*  «  • 

6 


1 
1 

6 
2 
8 


d 

I 

0 

I 


4 
1 

5 


•  • 

1 


1 

i 

1 
1 

2 


Division  of  Vital  Statistics 


583 


of  BtQlbirths)  fnm  important  coimm  antf  for  eertotn  tuMtvifiont  if  the  JbrH  year  of  life 
mothers  hy  couniry  of  hiiih  of  molhere:  1920 


OF  Whitb  MomiBs 


CmiiDRaM  or 

COLOBSD  MOTHBM 


BIKTH  OF   MOTHn 


Qpuntry 


3 


568 
4ie 
•74 


40 
37 
77 

6 
3 
9 

4 

6 

10 


116 

86 

202 

4 
3 

7 

120 
102 
231 

106 

77 

183 


72 

64 

128 

37 
16 
52 


6 
5 

44 

28 
72 


J 
i 


111 

66 

176 


6 

5 

10 

1 

•  • 

1 

2 
2 

4 


18 

7 

26 


20 
10 


24 
22 
48 


20 
13 


10 

3 

18 

3 
1 

4 

8 

2 

10 


•d 
a 
m 

I 

a 

.a 

I 


36 
18 
63 


1 
1 


6 

4 
10 

1 

•  • 

i 

14 

6 

20 

3 

4 
7 


7 
1 
8 

3 
2 
6 


1 
1 


s 

9 

< 


148 
104 


11 
13 
24 


1 
1 

3 

8 


32 

0 

41 


1 
1 

46 
31 
76 

22 
22 
44 


18 
13 
81 

8 

6 

18 


9 

8 

17 


31 
23 
64 


3 

4 


6 

6 

12 


9 

7 

16 

3 
6 
8 


4 
1 
6 

1 
1 

2 


1 


4 
1 
6 


I 

9 
» 


41 
24 


2 
1 
8 

1 
1 

2 


1 
1 

2 


339 
282 
621 


8j 
2 
10 

1 
1 

2 

13 

7 

20 

10 

6 

16 


6 
4 
9 


2 

2 


24 

18 


2 
2 


3 
1 

4 


60 

49 

109 

6 

4 

10 

109 
111 
220 

67 
31 
88 


34 
32 


24 
18 
42 


19 
18 
87 


I 

1 


400 
824 
788 


42   47 


27 
20 


3 


? 


i 


3 
2 
6 


78 

69 

182 

7 

4 

11 

133 
124 
867 

64 

41 

106 


46 
34 
79 

29 
21 


24 
19 
48 


26 
14 
40 


3 
3 
6 

2 


•  a 


6 
1 

7 


6 

6 

11 

4 
2 
6 


2 
2 

4 


1 
1 

2 

2 

1 
1 

2 


83 

86 

168 


xs: 


6 

8 

18 


1 
1 

2 
2 

4 


12 
10 
22 

1 
1 

2 

10 
18 


81 
22 


21 
10 
81 

4 
6 
9 

1 
1 

2 

6 

7 

IS 


109 
99 


8 
10 
18 

2 
1 

8 

2 
2 

4 


18 
11 


1 
1 

2 

16 
23 


26 
24 
49 


28 
12 
86 

4 

6 

10 

3 
1 

4 

7 

8 

16 


\& 


14 
11 


8 

■  • 

8 
1 

*   m 

1 


•  •  * 

•  09 

•  •   m 


1 
1 

2 


•  • « 

•  •  • 

•  •  • 

•  •  • 

•  •  • 


4 

4 
8 


2 

2 

4 

1 
1 

2 

•  ■ 


2 
3 
5 


91 

66 

186 


6 
2 

7 

1 
1 

2 


18 
12 
16 

1 
1 

2 

16 
16 
81 

26 
11 


16 
12 
27 

6 
8 
8 


10 

6 

16 


9 

3 

12 


10 

6 

16 

1 
3 

4 

6 

8 

18 

4 
1 
6 


16 
14 


11 

9 

20 

3 
6 
8 


1 
1 

11 

6 

16 


14 
14 


11 

7 

18 

3 
6 
8 


1 
1 

11 

4 
16 


1 
1 


2 

2 


•  •  K  ■ 

•  •  •  • 


1 
1 


State  Depabtment  of  Health 


3,  t  (uul£  moDlha. . 


B.lOBnd  llmoDthi... 


L 

;:si 

I.SM 

i.m 

4M 

U 

n 

1> 

F 
TeM] 

,,s 

l,4U 

B72 
1,M1 

411 

y 

M 

F 
TeM] 

B17 

BIO 

380 
8TI 

242 

tat 

» 

J 

u 

L 

Ml 

033 
1.371 

i 

S3S 

18 
12 

s 

•i 

Tatal 

SSI 

l.Ut 

749 
609 

i,n> 

TM 

■M 

8 
■4 

11 

18 

IMid 

MO 
Mf 

MS 
Ml 

2gs 

144 

41* 

1* 

8 

M 

F 

Tm>i 

E 

B73 

Si! 

It's 

167 

Si 

E 

J 

I 

Drvisioir  of  Vital  Statistics 
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of  stillbirtlu)  from  impcriafU  emwM  and  for  certain  9%Mm9i4m»  of  (hs  first  year  of  lifB 
mothers  by  eoutUry  of  hirih  of  motherB:  1930 


OF  Whixx  Mothhm 

Crildrsn  of 
colorbd  motsfm 

BXltTR 

or  IIOTBXB 

1 

t 

Country 

V.I      I 

1 

& 

1 

1 

1 

1 

1 

Sweden 

J 

s 

a 

1 

1 

tf 

a 

1 

•s 
1 

& 

1 

& 

1 

1 

i 

6 

1 

l"" 

1 

o 

6 

1 

1 

s 

a 

89 

16 

4 

21 

2 

7 

66 

62 

2 

20 

22 

4 

26 

u 

14 

13 

1 

60 

12 

4 

13 

4 

31 

40 

3 

20 

23 

1 

7 

8 

11 

11 

•  ■  •  • 

149 

28 

8 

34 

11 

86 

192 

6 

49 

46 

6 

32 

19 

26 

24 

1 

76 

20 

6 

24 

6 

41 

49 

2 

18 

16 

2 

11 

4 

6 

6 

•  • «  • 

57 

11 

4 

14 

2 

84 

40 

•  • 

13 

13 

2 

11 

8 

11 

10 

1 

132 

81 

19 

38 

8 

76 

89 

28 

28 

4 

22 

12 

17 

16 

1 

83 

21 

7 

18 

4 

46 

69 

11 

16 

2 

16 

7 

10 

10 

•  •  •  • 

36 

18 

2 

12 

6 

29 

36 

•  • 

7 

7 

2 

6 

3 

7 

7 

•  a  •  • 

118 

39 

9 

26 

11 

19 

74 

94 

18 

22 

4 

21 

19 

17 

17 

•  •  ■  ■ 

66 

11 

1 

29 

9 

61 

66 

16 

20 

1 

8 

8 

8 

7 

1 

67 

5 

3 

16 

6 

24 

31 

13 

14 

2 

10 

8 

9 

8 

1 

183 

It 

4 

46 

16 

76 

86 

28 

34 

3 

18 

16 

17 

16 

2 

06 

13 

8 

28 

6 

68 

78 

10 

16 

2 

10 

6 

13 

13 

•  •  •  • 

71 

10 

1 

23 

2 

66 

69 

16 

19 

2 

13 

6 

0 

9 

•  •  ■  • 

167 

28 

9 

61 

19 

7 

128 

147 

19 

86 

36 

4 

28 

11 

22 

22 

•  «  •  • 

88 

22 

3 

19 

10 

6 

66 

68 

6 

8 

13 

8 

11 

7 

13 

13 

•  •  •  • 

66 

7 

•  • 

13 

3 

66 

69 

9 

12 

1 

12 

8 

11 

9 

2 

164 

29 

3 

32 

14 

8 

119 

127 

17 

26 

4 

23 

19 

24 

22 

2 

61 

8 

6 

14 

5 

29 

38 

2 

6 

8 

•  •  • 

11 

3 

10 

10 

•  •  ■  • 

60 

2 

4 

13 

1 

44 

50 

8 

8 

11 

1 

6 

3 

6 

6 

•  •  ■  • 

121 

19 

19 

27 

t 

73 

88 

6 

14 

19 

1 

17 

1 

6 

16 

" 

•  •  •  • 
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State  Depabtment  of  Health 


Statb  oy  Naw  Yoek  (ezehiaive  of  New  York  City):    PcfpuiaHon  of  eduntiiU  and 

each  'primary  registratum  dittriet  hy  eennuei  of  1020,  1915  and  1910  wUh  dialriel 

numbare  prefixed 

f  Dutriet  number  is  obtained  by  prefizinc  county  number  to  number  before  each  district,  e  g. 
101= Albany  city.  IfiOi^Berne  t^vwn,  120=Qreen  Island  village;  cities  (o)  in  bold  faoe»  village  (v) 
in  italics,  towns  in  Roman  type.] 

See  important  footnote  at  end  of  table 


I 


•1 

01 
02 
09 
60 
51 
52 
MS 
53 
(54 
MO 
55 
Ml 
56 
57 
MM 
58 
50 


COUNTY  AND  DISTRICT 


AHMuiy  ee«iity. . . . 

Albany  dty 

Gekoead^ 

Watervllat  dty 

Berne 

Bethlehem 

Coeymans 

Ravena  9iUa(f» 

Colonic 

Green  Islan<^* 

Onen  Idand  9iUatf€ 

Quilderland 

AUamont  nUoa*  •  •  • 

Knox 

New  Scotland 

Voorhe$niUe  wiUaae 

Renssetaerville 

Westerlo 


02  AUagBBy 

50  Alfred 

MO  Alfndwttao* 

51  Allen 

52  Alma 

53  Almond 

54  Amity 
Ml  BdmmU  tiUage 

55  Andover 
MM  Andowm- niloift 

56  Angeli 
MS  AngHiea  wtUaat 
N  Belfast 
58  Birdsall 
50  Bolivar  (20) 
ji  Bolitar  tillage 

60  Bums 
M5  Canasenffa  viUao* 

61  Caneadea 
50  Oramd»iUa(f€ 

62  Centerville 

63  Clarksville 

64  Cuba 
Me  CvbaviUoffe 

65  Friendship 
M7  Fritndahip  tiUag* 

66  Gen 

67  Granger 

68  Grove 
60  Hume 

70  Independence 

71  ^>w  Hudson 

72  Rushford 

73  8cio 

74  Ward 

75  Wellsvflle 

7(1  West  Almond 

77  WiUiDg 

7H  Wirt 

M9  iRidihuro  9iUa(ft  (60) 

*  Coterminous  with  Green  Island,  village, 
t  Richburg.  village,  located  in  two  towns,  Bolivar  and 
po.>ulation  oi  this  village. 


Population 


United 
States 
census, 
January 
1,1020 


State 

enumeration, 

June 

1. 1015 


186 

lis 

22 
16 

1 
4 
2 
f 
10 


106 


.087 
.07S 
.371 
.430 
,054 
,09S 
.106 


,411 

.320 

797 

075 

,856 

,345 
,240 


United 

Stotes 

census, 

April 

15. 1010 


ISS.SSO 

178,666 

107,079 

100,2tt 

2S,4SS 

24.700 

14.000 

15,074 

1.638 

1.758 

5.500 

4.413 

2.881 

4.252 

1.700 

0.080 

8.885 

4,69S 

A,7S7 
2.650 

2.885 

806 

e74 

1,101 

1.007 

2,374 

2.301 

660 

^59 

1,610 

1.600 

1.263 

1,307 

40,216 

41.412 

818 

831 

677 

769 

027 

508 

752 

073 

1.270 

1.207 

ifo4 

on 

1,061 
850 

1,09. 
85 

^•iS< 

1,1S6 
612 

1,1S8 

1,056 

1.477 

1,778 

564 

568 

020 

064 

1,660 

1,S18 

621 

770 

668 
1,124 

1.22S 

1M6 

ISi 

813 

781 

743 

704 

731 

875 

1,646 

1,666 

851 

SSL 

1,190 

1,M1B 

1.061 

1.105 

700 

708 

752 

740 

1.015 

1,786 

1,177 

1.202 

762 

852 

1.326 

1.260 

1.064 

1.106 

506 

406 

1.261 

1,281 

4,696 

-*'^f 

462 

458 

024 

008 

681 

758 

S80 

4£t 

86.842 

671 
698 
524 
643 

1.121 
822 

1,0M1 
677 

1,1  Si 
530 
97M 

1.270 
464 
772 

1,146 
563 
661 

1,060 
IMS 
668 
770 
784 

1,611 
762 

1,0M6 
Oil 
500 
602 

1,701 

1,028 
663 

1.118 

1.062 
400 

1.175 

4,996 
416 
765 
684 
S6t 


Wirt.     Total  shown  represents  entire 


ThviaioN  OP  Vital  STATiaiioa 


Stats  of  Niw  Yobk  (eschuive  of  New  York  City):  PofmlaHon  oS  etmnUet  and 
taeh  primarj/  rtgiitrotion  dittriet  hg  mmimu  of  1920,  191S  and  1910  viA  4ulncC 
nton5«r*  prized —  (Continued) 


COUNTY  AND  DiaTRICT 


Chwuuo.  ■ 

C^anifle... 


NanlieoJu 

Sulonl 

DtrontrittoQi 

Dijiittariaatt  (iteei . . 


Wkitmaf  PttHtviOagt.  . 


Jelauon  Ciln,  liiUtBt.'. . 


Vfatkl 

WiltdteTriiLni.'. 


AihTonl. .. 


DaytoD 

3iHUk  Dayton  tiliaot .  ^  , 


t,  lD«t«d  in  two  CDuntiM,  Broom*  u 

rilia^^  tocotdd  ID  I 
ID  ol  thit  yUImb. 


■Dapodt,  villiua,  loa 
giYtn  ill  brukeCad  line. 

t  Eiiflt  Huulolnb,  TiUa^A^  tocotdd  Ld  (ho  towu,  CfUiewuiso  uul  RaadaJph. 
■aoU  ADtim  popuAtJo — '  "''"  — 1»-— 


State  Dbpabtmbnt  of  Health 


Btats  or  New  York  (exolu^ve  oT  New  York  Ci^:  Popt^atvn  of  eoiM 
each  primary  i-«fulr«lim  dit^et  by  cfntiMM  of  1020,  1915  and  1910  with 
manbtn  prefixed  —  (Continued) 


COUNTY  AND  DISTRICT 

ForaiATioN 

i 

Dnitod 
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BUU 

UDlUd 

8Ut« 
I5*lSo 

»C<.^-(C«*^ 

87» 
I.S33 

!:g 
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Ml 
3M 

B77 
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!i 
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'««8 

j:| 

'■'£ 

I,D7S 
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5W 
M3 
S76 
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!«; 

"'■•■S 
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n 

v»t«^;:::::::::::::;:::;::;::::::::::;:: 
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■  Cito,  vilhca,  loMtad  In  two  toHU,  Cito  uid  In.    ToUl  (hown  raprsMnta  si 
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Statb  of  New  York  (excludve  of  New  York  City):  Popuiation  of  eounHet  and 
each  primary  regiftroHon  diairiet  by  oenniMt  of  1920,  1915  and  1910  with  diairict 
numbers  prefixed  —  (Continued) 


J 


o 

X 


66 

•1 


50 
51 
£0 
52 
53 

ei* 

54 
£» 

U 

ts 

66 
57 
68 
55 
59 

^4 
26 
60 
61 
62 
63 

rr 

64 
%8 
65 
66 
67 
68 
MS 
69 
50 
70 
71 
72 
91 
73 
74 
75 
5« 
76 


67 
01 

50 

to 

51 
52 
53 
54 
56 

56 
57 


COUNTY  AND  DISTRICT 


CluMtMiqiw  eomitj 

DuBldrk  cUy 

jMBMtown  dty 

Arkwright 

Busti 

Laknoood  vtUofft 

CarroU 

Charlotte 

SindainiUe  ViUage  (69) , 

Chautauqua 

MayviUe  milage 

Chauiauoua  viUaife 

Cheny  Creek 

Chmry  Cruk  vOlage 

Clymer , 

Dunkirk 

EUery 

Bemtu  Point  nUaoe 

Eiiicott 7; 

Celoron  village , 

Falconer  tillage 

Ellington 

French  Creek ../.'.'.'.'.. 

Geny  (21)...- 

Hanover 

ForeetnUe  tillage , 

SUter  Creek  tillage. . . . , 

Harmony 

Panama  tillage , 

Kiantone , 

Mina 

Poland 

Pomfret , 

Fredonia  tillage 

Portland 

BroeUm  tillage 

Ripley 

Sheridan , 

Sherman 

Sherman  tillage 

Stockton 

Villenova , 

Weetficld , 

Weetfield  tiUage 

NorUi  Harmony 


Indian  Reservations 


Cheraiuig  conntj 

EliaJra  city 

Ashland 

WdUburg  tillage 

Baldwin 

Bi«  Fhtts 

Catlin 

Chemung 

Elmira 

Blmira  Height*  tiUeige  {67). 

Erin 

Horseheada  (21) 


POPULATIOK 

United 

Stote 

enumeration, 

June 

1. 1915 

United 

Stotea 
census, 

Stotes 
census. 

January 
1.1920 

April 
15, 1910 

116.148 

116.818 

106.126 

19.686 

17.870 

17,221 

88.917 

87.780 

81.297 

757 

843 

843 

1.281 

1.649 

1.672 

7U 
1,761 

709 

66^ 

1.714 

1,564 

731 

801 

716 

2.826 

689 
2.782 

619 
2.393 

1,907 

1,901 

1,199 

677 

910 

774 

697 

790 

603 

1,206 

1.341 

1.164 

512 

429 

1.269 

1.606 

1.695 

997 

970 
2.154 

1.964 

1,611 

757 

790 

619 

9,719 
1,061 

9,349 
1.317 

9,111 
1.235 

806 

941 

882 

921 

1,119 

1.155 

2,097 

2,505 

2.368 

690 

740 

791 

$,960 

3,990 

9,619 

1.145 

2,720 

2,510 

998 

369 

337 

623 

641 

510 

903 

1,021 

1 ,0?3 

1.308 

1,442 

1.447 

1.922 

2,207 

2.024 

6.061 

6,398 

6,986 

1.757 

2.060 

1,877 

1,S8S 

1,999 

1,181 

2.116 

2.482 

2.239 

1.887 

2.077 

1,888 

620 

783 

732 

817 
1.674 

919 
1.830 

S38 
1,781 

961 

1.148 

1,140 

977 

1.388 

1.496 

$,113 
1.235 

3,319 

9,986 

39 

69 

66,872 

69.017 

64,662 

46.898 

40.098 

87.176 

369 

350 

337 

503 

478 
639 

439 
476 

1.454 

1.495 

1.535 

737 

834 

870 

1,147 

1,383 

1.328 

1.647 

1.385 

1.113 

4,1S8 
761 

3,161 
840 

9,739 
889 

1.647 

1.616 

1,358 

*  Sinolairville,  village,  located  in  two  towns.  Charlotte  and  Gerry.    Total  shown  represents  en- 
tire population  of  thia  village. 

t  Elmira  Heights,  village,  located  in  two  towns.  Elmira  and  Horsehcads.     Total  shown  repre* 
■enta  entire  population  of  this  village. 
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each  primani  regutratim  dUlriet  bg  eetwtwM  of  1920,  1915  and  ISIO  mth  dMrid 

numWi  prtfixtd  —  (Continued) 
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COUNTY  AND  DISTRICT 

PoinUTIOB 

Ddtal 
8UtM 

StMe 

15*^.0 

Cb>iiiin<]  CoDitn (CimdwlaD 
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M.tM 
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M.tM 
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'sw 
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£47 

3.m 
i.ase 

;i 
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V 
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'« 

ff 

tl 

tf«H»nUa« 

•EarlTlUs.  Tillan,  loctkM  in  two  c 
■frea  In  bncketsdlins. 

tKHMvills.  villsce,  located  in  two  c 

'illnn.  located  in  two 
ol  this  vilUaB' 
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State  or  Nbw  York  (exdiuave  of  New  York  City):  PopyJMon  of  wuMImb  and 
each  -primary  regigtraJtUm  distrid  hy  cenniM*  of  1020,  1916  and  1910  loiih  di$lnct 
numbers  prefixed  —  (Continued) 
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61 
62 
63 

10 
01 

50 
51 
52 
53 

to* 

54 
gl 
55 
56 
67 
58 
50 
60 
61 
62 
i£ 
BS 
63 
64 
65 
66 
67 

11 
01 

50 

51 

£0f 

tl 

52 

53 

54 

55 

56 

57 

2$ 

58 

59 

60 

61 

62 

63 

64 

12 

60 
iO 
51 
52 
63 


COUNTY  AND  DISTRICT 


Clinton  County  —  {Condudeii 


Peru. 
PUttoburg. . . . 

SchuylerJPaUs. 


Saranao 


Oihimbia  comity. . . 

Hadflon  dty 

Anorain 

AuBterliti 

Canaan 

Chatham 

Chatham  viUaae  {69) 

Claverack 

PhUmoni  village 

Clermont 

Copake 

Gallatin 

Germantown 

Ghent  (20) 

Greenport 

Hilladale 

Kinderhook 

Kinderhook  nUage. . 

Valatie  vSlage 

Livincaton 

New  Lebanon 

Stockport 

Stuyveeant 

Taghkanic'. 


Cortbuid  eovnty. . . 

Cortland  dty 

Cincinnatue 

Cortlandville 

Homer  village  (^6) . 
MeOravmUs  nuage. 

Cuyler 

Freetown 

Harford 

Homer  (20) 

Lapeer 

Marathon 

Marathon  village. . . 

Preble 

Scott 

Solon 

Taylor 

Truxton. 
Vi 


Viiml... 
WilCtt.. 


Delaware  eoonty . 

Andes 

Andea  tillage. . . . 

Bovina 

Colcheeter 

Davenport 


POPUULTIOir 


United 

SUte 

United 

States 

States 

census, 

June 
1. 1916 

oensus. 

Januanr 
1.1920 

April 
16. 1910 

2^000 

2»366 

8.236 

2.085 

2.380 

2.362 

2.352 

8,114 

8.000 

1,400 

1,633 

1.588 

ss.tso 

44.111 

43,088 

11,745 

11,544 

11.417 

1.015 

1,110 

1.137 

666 

889 

811 

1,085 

1,067 

1,167 

1,132 

2,215 

2.282 

2,710 

2,S89 

2,261 

1,828 

2.343 

2.301 

1,919 

2,060 

1,818 

667 

881 

800 

1,114 

1,368 

1.288 

633 

780 

720 

1,424 

1,745 

1.649 

1,314 

1,815 

1.682 

1.103 

1,470 

1.639 

1,062 

1,313 

1.504 

912 

1.100 

1.030 

722 

827 

698 

1,901 

1,410 
1.522 

1,219 

1.339 

1.620 

1,133 

1.369 

1,378 

1.909 

2.313 

2.606 

1.541 

1.841 

1,980 

666 

741 

771 

29,625 

30.074 

29,249 

13, 2M 

12.367 

11,104 

941 

958 

966 

2,137 

2,379 

2,166 

2,866 

2,871 

2,696 

1,052 

887 

981 

813 

945 

881 

485 

511 

561 

553 

728 

623 

1.266 

874 

1.255 

423 

466 

475 

731 

494 

510 

606 

1,006 

1,079 

678 

761 

757 

625 

683 

718 

498 

546 

618 

647 

703 

711 

920 

1,089 

1,132 

1,069 

1,201 

1,136 

502 

607 

643 

42,774 

46,996 

46,676 

1.528 

1,679 

1.593 

858 

867 

^4 
912 

2.849 

3,260 

3.193 

1.313 

1.393 

1,427 

^Chatham,  village,  located  in  two  towns,  Chatham  and  Ghent.    Total  shown  represents  entire 
population  of  this  village. 

jHomer,  village,  located  in  two  towns,  Cortlandville  and  Homer.    Total  shown  represents 
entire  popiUation  of  this  village. 
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«a(A  pnmani  rtffMralwn  diilnei  bg  mtmimh  of  1920,  1915  and  1910  wiU  dutnet 
nutnlwrt  prefixed  —  (Continued) 
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Stais  or  Naw  Yobk  (ezdtiaye  of  New  York  City):  Populalum  of  eounUes  and 
each  primary  regitiraiMn  dittiet  by  eentiMM  of  1920,  1915  and  1910  vfWt  dUirict 
numbers  prefixed  —  (Continued) 
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COUNTY  AND  DISTRICT 


14 
01 
03 
00 
50 
M 
51 
Ml 
53 
If 
58 
54 
MS 
55 

M4* 

MS 

56 

57 

58 

MSf 

50 

M7 

00 

61 

63 

68 

MS 

64 

65 

M9 

SO 

66 

67 

SI 

68 

60 

SM 

70 

n 

73 
55 

73 
74 


Erf*  eo/untf. 


dtj. 
dt7.. 


IS 

50 

MOX 

51 

53 

Ml 

53 

54 

55 

56 

57 

58 


T« 

Alden. 

AUUn  tillage 

Ainhsrat 

WiUianunlU  wUag: . . 

Aurora 

Etmt  Aurora  wittage. . . . 

Bolton 

Brmnt 

Famhafn  wiUage 

Cbeektowaca 

Depew  wiUao*  (57) 

Sloan  wiUage 

ClarenoB 

Colden 

CoUiiu 

Oowanda  tUlaoe  (047G) 

Conoord 

SyriiM9iU$  vQlage 

East  Hamburg 

Edtn 

Elma 

Eraaa 

Angola  vQlagt 

Qrand  Island 

Hamburg 

BlaadtU  vilUige 

Hamburg  village 

HoUand 

Lanoaater  (2i) 

LaneoMter  vuk^ 

Manila 

Newttaad 

Akron  village 

North  Colbns 

North  Ci^ine  village. . . 

Sardinia 

Tonawanda 

Kenmore  village 

Wales 

West  Seneca 


POPULATIDW 


United 
SUtoa 
oensuB, 
Januaiy 
1. 192i5 


Indian  Reeenration 


county 

Chesterfield 

KeeeeviUe  village  (096 J) 

Crown  Point 

Elisabethtown 

Elitabethtoipn  village .  .  . 


J^y 

Keene... 
Lewis. . . 
Minerva. 
Moriah. . 


SUte 

enumeration. 

June 

1. 1915 


606,776 
17,018 
10.068 

1.678 

76S 
4.633 
1,76S 
1.600 
S,70S 
1.835 
1,314 

616 
9.330 
6,860 
1,791 
3,660 
1,359 
8.331 

810 
1.893 
M,SS1 
3.120 
2.352 
1.966 
3.101 
1,S67 

728 
4.070 
1,401 
S,186 
1.410 
3.165 
6,060 
1.337 
3.083 
1.060 
1.113 
1,168 
1.618 
2.345 
8.160 

985 
7.063 

1.122 

31.871 

827 

711 

1.413 

524 

618 

1.025 

2.236 

1.082 

739 

610 

4.443 

*  Depew,  Tillage,  located  in  two  towns*  Cheektowaga  and  Lancaster, 
entire  popiuation  of  this  village, 
t  See  Gowanda.  Cattaraugus  county,  for  entire  poi>ulation. 
i  See  Keeseville,  Clinton  county  for  entire  population. 


571.807 
454.030 

15.737 
0.147 
2.089 
777 
4,117 
t,g7t 
2.001 

\\m 

2,218 

ese 

6,441 
4,0SM 
M,M0e 
3.082 
1.390 
1.929 
(7MA) 
1.882 
M,688 
3.004 
2,616 
3.282 
2,450 

1,194 
964 

3,690 
040 

l!584 
2.466 

6,004 
1.409 
2,167 
1,866 
1.637 
1,068 
1.661 
1.362 
1.700 
1.197 
5.926 

58 

32.461 

1.067 

{708 

1.605 

675 

6S0 

1.193 

2.382 

1.138 

844 

705 

3.423 


United 

Stotes 

census. 

April 

15,  1910 


528.086 

423.716 

14,640 

8.200 

1.920 
1,8M8 
3.524 
1,106 
1.698 
M,781 
1.535 
1.585 

640 
5.641 
S,0M1 
1,960 
2.991 
1.303 
3.079 
pt.  66S) 
2.145 
M,Mje 
2.636 
2.526 
2.130 
2.226 

808 

914 
3,076 

840 
M,1S1 
1.468 
2.128 

1.382 
2.020 
1.677 
2.424 

'"i',644 
1.155 
1,020 
1.203 
4.605 

1.188 

33.468 

1.040 

pt.  780) 

1.690 

603 

606 

1,276 

2.231 

1,227 

937 

848 

4.488 


Totel  shown  represente 
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Statb  of  Nbw  York  (exclusive  of  New  Ym^  City):  Populatim  of  emaitiet  mi 
taeh  primary  T«ti*trotion  dittrict  by  mtuuim  qf  1920,  1915  and  1910  with  dutricl 
numheri  pr^xtd  —  (Continued) 


COUNTY  AND  DISTRICT 


North  Elb. 

Lain  Placid  wOiaf.,.. 
Sarvtac  Lakt  tiUa^ .  . 


Satanae  Lata  liilaet  (IISO.  liBV) . . 


BroMldbiD 

EphiBtiii'.'.! 

Johiwtown 

Marfidd 

UaafiiUtiOagt.... 

Naruuimpton 

tfcMitiUt  taiage. . . 

Oppwibalai , , 

DotattilU  rUlagi. . . 


d  FnuiJdio.    ToUl  tot  enlira  tiUms 
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Statb  of  Nbw  Yobk  (exchimve  of  Neiw  York  City):  PopyiaHon  of  counHes  and 
each  primary  registration  dietrid  by  eensueee  of  1920,  1015  and  1910  with  diebrict 
numbers  prefixed  —  (Continued) 
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58 
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18 
01 

50 
61 
$0 
52 
58 
Ml 
54 
55 
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57 
tM 
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£S 
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M6 

62 


It 

50 
51 

to 

52 

53 

SI 

54 

gg 

55 

56 
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58 

»S 

H 
50 

60 

61 

62 

63 


50 
51 
52 
53 
54 
55 
56 
57 
58 


CX)UNTY  AND  DISTRICT 


Fulton  Cooktt  —  (ConcttMfad) 

DoUmSOe  village  (gl68) 

Perth 

Stratford 


eimiity. 

B*te?lB  dty 

Alabama 

Alexander 

AUzander  viUage. 

BaUvia 

Bergen 

Btraen  viUoQe .  .  . 

Betnany 

Byron 

Darien 

Elba 

EUm  viUaoe 

Leroy 

LeroytiUaQe.  .  .  . 

Oakfield 

OakJMd  vHiagt .  . 

Pavilion 

Pembroke 

Corfu  tiUoQe .... 
Stafford 


Indian  Reoervation 


Greoie  county .... 

Ashland 

Athens 

Athens  viUage 

Cairo 

Catskill 

CattkiU  viUaoe 

Cozsackie 

Coxattekie  tnUage. . . 

Durham 

Greenville 

Halcott 

Hunter 

Hunter  viUoQe 

TannereviUe  viUage, 
Jewett 


Lezinjtton 

New  Baltimore. 

Prattsville 

Windham 


Hamilton  county . 

Arietta 

Benson 

Hope 

Incuan  Lake .... 

Inlet 

Lake  Pleasant. . . 

Long  Lake 

Morehouse 

Wells 


POPUULTION 


UnHad 
SUtes 
census, 
January 
1.1020 


'•m 


87 
18 

1 
1 


453 

.076 

.841 

.530 
.003 

.752 
021 
676 
.106 
,273 
,617 
.008 

sse 

.307 
,t03 
.016 


.744 

458 

.057 

345 

.706 

560 
517 

.042 

,7 $8 

873 

,Jtl 

.211 

,362 

272 

,020 

683 

697 

883 

.075 

.536 

830 

.246 


8,070 

176 
110 
203 

1.031 
171 
303 

1,116 
100 
652 


State 

enumeration. 

June 

1. 1015 


S,Si8 
713 
534 

40,707 
18.278 

1.607 
1.144 
$69 
2.062 
1,077 

es9 

1.304 
1,501 
2.013 
1,315 


1.746 
4,081 

050 
1,907 
1.615 
1.058 

616 
1.260 

456 

80,001 

658 

800 
1,996 
1.067 
3.660 
6,S71 
1.144 
»,909 
1.363 
1.560 

363 
1,781 

406 

768 
1.014 

026 
1,840 

887 
1.300 

4.401 

310 
166 
260 

1,086 
210 
420 

1,068 
133 
842 


United 

States 

census, 

April 

15. 1010 


$,6861 
605 
607 

87.615 
11,618 

1,707 
1.160 

»1» 
2.217 

004 

697 
1,270 
1,520 
1,770 
1.033 

961 
1,671 
9,771 

870 
1,996 
1,462 
1.888 

419 
1.288 

434 

80.214 

640 
764 
1,966 
1.841 
8,770 
6,996 
1.126 

9,494 
1.475 
1.556 

331 
1.631 

408 

660 
1,057 
1,054 
1.036 

781 
1.438 

4.373 
232 
143 
258 

1.045 
107 
458 

1.140 
140 
742 


*  DoIgeviUe.  village,  located  in  two  counties,  Fulton  and  Herkimer. 
Siven  in  bracketed  line. 


Total  for  entire  village 


State  Dbpabtment  of  Health 


^ 

COUNTY  AND  DISTRICT 

PO„^,„. 

SWlM 

8t>t« 

United 

HMUnr 

M.HI 

1 

jf; 

fiOZ 

l« 

7B3 

M.IM 

1>.«U 
1.000 

'1 
ill 

fl.SOO 

1 

627 

"'1 
,.1 

iS 

906 
1.288 

127 

Siffi 

iS 

1,706 

% 

I'.IOf 

2.77i 
1.071 

*"i3 

«' 

Si' 

55' 

681 

Old  Font  toiom  . , . : 

82. 260 
11  .M( 

ii 

i;M8 

'■S 

1.1B8 

i 

■*S 

Jl 

?« 

).  Fairport  uid  Nswport.    Total  ahDii 


itin  pqpulatioii  of  tEia  viUaae. 

tSwDolmviUe.FuKoneouDty,  for  (mti™  population.  .  „  ..       . 

^  "---'b  tor  IMO  induds  population  of  Wilmurt  anocud  to  Obo  nod  Wabb  nnc 


t  Totals  tor  IMO  induds  popul 
Poland,  Tillacc,  locitedtD  ti 
populatioD  ti  (lii*  Villon. 
=  01«n  PbA.  Tillage,  losa ted  i 
■  ■  --  of  tlu.  yUla«B. 


Total  si 
I,  BrowDTilla  and  Pamclia.      Totkl  il 
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Statb  of  Nbw  York  (exchiave  of  New  York  City):  PcpuUUion  of  eauntieg  and 
each  primarff  regUiraUon  dUtnct  by  eenau9e$  of  1920,  1915  and  1910  with  disirict 
numbers  prefixed  —  (Continued) 


COUNTY  AND  DISTRICT 


50 

ss 

60 

eT 

62 
S6 
68 
64 
66 
SO 
66 
67 
68 
97 
60 
70 
59 
71 

24 

50 

mn 

51 

tl 

52 

ti 

53 
54 
55 
56 
57 

tax 

58 

^4 

50 

£6% 

60 

61 

62 

63 

64 

65 

£6 

66 

67 

»7 


50 
$0 
51 

4/ 


JwvBRflox  CouMTT  —  (Condud^d) 

Hmuitrmm  vittaot 

Hoontfield 

SacktlU  Harbor  wiUaet 

LeRay 

BlaekRiter viUaoe  (67) 

Lorraine 

Lyme 

Clummont  tiUaoe 

Orleens 

Patnelia 

PhiUdetohia 

Philaddjfhia  viUage 

Rodman 

RutUnd  (84) 

Theresa 

Thertwa  ^^Uag* 

Watertown 

Wilna 

CarUume  viUaoe 

Worth 


Lewla  €0Wit7 

Croghan 

Croghan  wtUage  (OS) 

Denmark 

Copenhagen  village 

Diana 

HarrimSU  wiUage 

Greifl! 

Harriaburg 

High  Market 

Uwk 

Leyden 

Port  Loydm  tiUag*  (69) 

LowriUe 

LotPeiUe  vittagt 


l4ron0dale(28}... 
Lyone  PalU  wQlagt  (67) 

Martinsbuii 

Montague 

New  Bremen  (f  0) 

Oeoeola 

Pinekney 

Turin 

Turin  eOlago 

Wataon 


West  Turin  (25).... 
ConttobUn.U  eiilage. 


lirtaigaton  eowUjr, 

Avon 

Aton  viUaot 

Caledonia 

Calodonia  village. . 


POFULATION 


United 

States 

census. 

January 

i.ioao 


£99 

1.630 

667 

1.007 

9S7 

700 

1.047 

696 

1.860 

045 

765 

794 

1,027 

1.832 

005 

867 

1.116 

2.604 

545 

28.704 

2,130 
6JLB 

1,351 
664 

1.281 
900 
635 
610 
816 
753 
023 
7S6 
788 

SJB7 
743 
818 

1.666 
450 

1.375 
431 
688 
680 
9M7 
707 
763 
S80 


36 


880 

765 
»,686 

818 
1,170 


Stote 

enumeration. 

June 

1. 1015 


S80 

1.864 

689 

2,058 

867 

003 

1.187 

68i 

2.260 

080 

746 

847 

1.167 

1.804 

1.007 

1,063 

1.170 

2.522 

8,871 

670 

25.047 

2.532 
669 

1.421 
696 

1.448 
991 
758 
677 
300 
733 

1.066 
755 
860 

5,  A 


United 

States 

census. 

April 

15. 1010 


863 
1.761 
480 
1.441 
467 
804 
760 
559 
771 
803 
391 


340 
1.840 

868 
1.680 

919 

040 
1.247 

708 
2.160 

076 

708 

84» 
1.123 
1.862 
1.104 

93M 
1.007 
2,655 
3,663 

507 

24.840 

2,373 
6tl 

1.304 
686 

1.358 

9ei 

807 
686 
400 
801 

1.010 
764 
035 

8,9W 
800 
769 

1.546 
531 

1.422 
456 
806 
681 
3JU» 
767 
812 
407 


88.427 

88,037 

1.432 

1.370 

M,430 

9,063 

861 

058 

1,241 

1,»90 

*  Black  River,  village,  located  in  two  towns.  LeRay  and  Rutland, 
entire  population  of  this  village. 

t  Croghan  village,  located  in  two  towns,  Croghan  and  New  Bremen, 
entire  population  of  this  village. 

%  Port  Leyden  vills^.  located  in  two  towns.  Leyden  and  Lyonsdale. 
entire  population  of  this  village. 

I  Lyons  Falls  village,  located  in  two  towns,  lyonsdale  and  West  Turin, 
entire  population  of  this  village. 


Total  shown 
Total  shown 
Total  shown 
Total  shown 


represents 
represents 
represents 
represents 
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Statb  of  Nbw  York  (excluoive  of  New  York  City) :  Pcpyiaiicn  of  eounHet  and 
each  primary  registration  district  by  censuses  of  1020,  1915  and  1910  with  district 
numbers  prefixed  —  (Continued) 


I 


.9 


62 
58 
ft 

64 
65 

ts* 

56 

t4 
57 
£S 
58 

te 

59 
«7 
60 
g8 
61 
62 
63 
64 
65 
66 


01 
60 
MO 
51 
Ml 
62 
«f 
53 
MS 
54 
66 
56 

57 
58 
i9d 
«7 
50 
60 
t8 
61 
62 
63 
SO 
64 
#P 

27 
•1 
60 
61 
52 
63 
54 
56 


COUNTY  AND  DISTRICT 


LivmasTON 

ConesuB 

Geneseo 

Oenemo  viUcH7« 

Qroveland 

Leiceeter 

Leicetler  viUao^. . . . 

Lima 

Lima  vUlage 

Livonia 

Livonia  viUage 

Mt.  Morris 

Mt.  MorrU  tiUagt . 
North  Danaville. . . 
DannHU  viUage . . . 

Nunda 

Nunda  nUage 

Oesian 

Portage 

Sparta 

Springwater 

West  Sparte 

York 


CouNTT  (ConcttMied) 


Ma^flsoB  eoiiBty 

Oneida  dty 

Brookfield 

Brookfield  viUoffe 

Caienovia 

Catenotia  wUlao* 

DeRuy  ter 

DtRuifter  viUao* 

Eaton 

MorrinUU  viUage 

Fenner 

Georgetown 

Hamilton 

BarhiUe  viUage  {0868) 

HamUton  viUage 

Lebanon 

Lenoy 

Caruutota  viUage 

WampaviUe  vtUage .  .  . . 

Unooln 

Madieon 

Mcidieon  viUage 

Nelson 

Smithfield 

Stockbridge 

MunneviUe  viUage 

Sullivan 

ChiUenango  viUage .... 


Monroe  county. 
Roehealer  dty . 

Brighton 

Chfli 

Clarkson 

Gates 

Greece 

Hamlin 


Population 


United 

State 

enumeration, 

June 

1, 1016 

United 

SUtes 
oensus, 

SUtes 
oensus. 

January 

1.  loao 

April 
15. 1910 

814 

1,041 

937 

850 

1.006 

1,121 

tJ67 

8.868 

8,067 

2.020 

1.600 

2.820 

1.407 

1.606 

1,898 

979 

806 

1.202 

1.047 

1.106 

84S 

988 

866 

1,857 

2,142 

1,996 

1.158 

867 

888 

1,171 

1.222 

S,S1» 

8,884 

8,788 

162 

272 

390 

4,681 

4.018 

8,988 

1.120 

1.140 

1.318 

1,168 

1J40 

^■^ 

606 

666 

860 

062 

1.273 

833 

804 

985 

1,416 

1.689 

1,808 

605 

800 

772 

2.640 

2.802 

2,562 

St. 636 

41.742 

39.289 

10,641 

9,461 

8,317 

1,776 

1.030 

2,008 

817 
1,660 

l.d30 

896 
1,826 

1,688 

1,988 

1,861 

622 

663 

658 

61» 

1,070 

688 

1,728 

1.917 

4»r 

688 

600 

780 

836 

807 

854 

080 

925 

1,300 

1,473 

1.524 

840 

{698 

pC.  618) 

1,606 

1,686 

1,689 

040 

1,116 

1,079 

1,266 

1,446 

1,392 

8,996 

8,849 

8,847 

876 

888 

818 

821 

060 

985 

1,364 

1,510 

1.617 

866 

817 

809 

1,000 

1,230 

1.139 

767 

004 

880 

1.036 

1.644 

1.485 

877 

2,362 

2,600 

2,680 

660 

1^074 

678 

362.034 

819,313 

283.212 

295,760 

248.466 

218.149 

2.011 

2,974 

3.998 

1.780 

2.050 

2,071 

1.403 

1,667 

1,549 

1.410 

5,498 

4.862 

3.350 

10.794 

7,777 

1,090 

2.458 

2.184 

*  Name  changed  from  Moscow,  1917. 

t  See  Earlville,  Chenango  county,  for  entire  population. 
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Stact  of  Nbw  Yokk  (exohuiye  of  Neiw  York  Ci^):  PoptHaHan  of  eounties  and 
each  primary  ngistroHm  diUrid  bg  cermue$  €f  1920,  1915  and  1910  with  dittrici 
numbers  prefixed  —  (Continued) 


I 


56 
67 
58 
81 
69 
88 
60 
83 
61 
62 

84* 

86 

63 

86 

64 

87 

65 

66 

f« 

67 

89 

68 

50 

28 
01 

50 
80 
81 
51 
«i9 
52 
53 
54 
8S 
55 

U 

85 
57 
«tf 

JW 

58 
50 
88 

28 
01 

50 
80 

8ii 

88 
83 

84 
86 
89 
SO 
81 


COUNTY  AND  DISTRICT 


MoNBOB  CovNTT  —  {Conciud§d^ 

Henrietta 

Irondequoit 

Mendon 

Hontoy  FaXU  wQlao9 

Ogden 

Speneerport  tOlace 

Parma 

Hilton  vUlagt 

Penfield 

Perinton 

Ecut  Rochett^r  viUaoe  (63) 

Fairport  nUage 

P  ttaford  (24) 

Pitta/ord  9illao9 

Riga. 


ChureknlU  nllagt. 

Ruah 

Sweden 

Brockport  nUagt. . 

Webeter 

WfhsUr  tiOage. . . . 

Wheatland 

SeotUnlU  viUagt.. 


Montgomery  coantjr. 
Anuterdam  dtj. . . . , 

Amsterdam , 

Fori  Johnson  vtUovv . 
If 000191091  tiliag* .... 

Canajoharie 

Canajoharie  viUao* . . 

Charleston 

Florida 

Glen. 


FvUontiUe  vUlage 

Minden 

Fort  Plain  viUaae 

Mohawk 

Fonda  tillage 

Palatine 

Nellitton  village 

Palatine  Bridge  viUage. , 

Root 

St.  Johnsville 

8t.  JohneeHle  tillage 


Naaaan  coanty 

Glen  Cove  dty 

Hempstead 

Eaet  Rodtaway  tillage . . 
Floral  Park  tillage  {61). 

Freeport  ttOage 

HempUeo^  twage 

Latorenee  tillage 

RoektHle  Center  tillage. , 

Cedarkurel  tillage 

Lynbrook  tillage 

Long  Beach  tiUage 


P0PI7I«AT10K 


UnitMl 

State 

enumeration, 

June 

1,1915 

United 

States 

oenstts, 

January 

1.1920 

States 

eensus. 

AprU 

15. 1910 

1,910 

2.083 

1.972 

5,123 

4,603 

3.526 

1.402 

1,638 

1.586 

1,107 

1,868 

1,169 

1,765 

1.952 

2.143 

986 

848 
2,461 

1,000 

2,096 

2.327 

887 

817 

687 

2,087 

2.967 

2,977 

1,206 

2.107 

1.981 

3,901 

3,471 

8,398 

4,886 

3,566 

3,118 

1.353 

1.534 

1.504 

1,388 

1,876 

1,806 

1.136 

1.257 

1.288 

518 

583 

565 

2,091 

1.578 

2.160 

1,094 

1.267 

1.306 

8,980 

8,368 

8,579 

2.729 

2.950 

2.723 

1,8A7 
1,292 

1,489 
1.414 

1,038 
2.453 

784 

900 

57.928 

61.030 

67.667 

Sa.624 

84.319 

81,267 

1,695 

1.742 

1,599 

680 

681 

600 

855 

958 

876 

1.369 

1,549 

1.616 

8,418 
785 

'•U 

8,»78 
900 

1.651 

1.912 

1,904 

913 

1.110 

1,190 

869 

955 

818 

1,619 

1,706 

1.883 

M« 

8,988 

8,768 

1.456 

1,388 

1,808 

1,180 

1,100 

1.125 

1.325 

1.388 

44i 

716 

787 

408 

398 

1,327 

1.512 

654 

763 

833 

8,469 

8,705 

8,636 

126.120 

116,826 

88.030 

8,664 

32.999 

33.167 

27,216 

8,005 

1,607 

1,800 

8,097 

1,771 

1,886 

8,599 

7,483 

4,838 

8,388 

6,073 

4,964 

8,861 

1,870 

1,189 

6,868 

5,883 

3,667 

8.838 

8,667 

4.371 

3,056 

888 

668 

*  East  Rochester,  village,  located  in  two  towns,  Perinton  and  Pittaford.  Total  shown  represents 
entire  population  of  this  village. 

t  Floral  Park,  village,  located  in  two  towns.  Hempstead  and  North  Hempstead.  Total  shown 
represento  entire  population  of  this  village. 


State  Depabtubkt  of  Health 


State  or  New  Yokk  (exchidve  of  Now  York  Ci^:    Population  of  eaunHet  and 
each  primary  ngiilralion  ditlriet  by  MMluct  (^  IwO,  1615  oniJ  1910  vrilk  tfufrid 

numbers  prejixtd  —  (Continued) 


COUNTY  AND  DI9THICT 

Poiut^nm 

j 

rssf 

SUto 
1. 1»1S 

April 
15. 1910 

NtuiD  CODNTT  —  ICtruiudad) 

tto 

=!:S8 

a.oie 

3SB 
18,097 

'ii 

U.481 

I.EM 
1,BS3 

'€ 

1.SS3 
3.915 

li 

!:i 
..Si 

2.122 

si 

'Si 

1.233 

'1!i 

CM 

1 
11 

(«8 

1,881 
Ill4M 

4.537 

if 

3,703 

lISTO 

fSO 

1.9X 

3»« 

"liiB 

J.«< 

;* 

417 

CM 

■« 

US 

l;| 

.1 
l:Si 

l,3fl0 

u 

CI.w™nUo». 

I.fM 

i-ff 

B3 

1,501 

1,  HBrtlsodimdMiddlapart.    ToUlihown  n 
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Statb  or  Nbw  Yobk  (exclusive  of  New  York  City):  P&pulaHm  of  eounHe$  and 
each  primanr  registration  district  by  eensusss  of  1020,  1915  and  1910  with  district 
numbers  prefixed  —  (Contmued) 


I 

a 
-8 


M 

S7 
06 

ea 

06 

«^t 

07 
08 
09 
SO 

Si 

SB 
70 
55 

S4 
71 
SS 
72 

se 

73 
74 
75 
S7 
S8 
S9 


01 
50 
SO 
51 
53 
53 
SI 
SS 
54 
SS 

u 

SS 
50 

se 

57 

58 

S7t 

50 

SS 

S4 

S9 

00 

SO 

01 

02 

03 


CX)UNTY  AND  DISTRICT 


Onsida  County  —  {Concluded) 

WaUnHU  viOage  (67) 

New  Hartford 

New  Hartford  tiliaife 

Paris 

Clav^itte  wtUage 


Rtmten  wHiage  {fiS) . . . 

SanmfieldOZO) 

Steuben 

Trenton  (29) 

HoOand  Patent  nUage. 

Proepeel  viUaoe 

Trtnttm  vtOage 

Vernon 

Oneida  CaeUe  9iUage. . , 

Vernon  etUage 

Verona 

New  London  vQlage . . . 

Vienna 

^{mti  Beach  tillage. . . 

Western 

Westmoreland 

Whitestown 

WhUeeboro  nOage 

YorkviUe  vUlage 

Oriekan^  viUage 


Onondaga  eoonty 

Syraeaso  city 

Camillns 

Camittue  village 

Cioero 

Clay, 

De Witt 

Baei  Syracuee  village . . . . 

Baatwood  village 

Elbridge 

Blbrtdge  village 

Jordan  village 

Fabius 

Fabiue  viUage 

Geddes 

Solvaw  viUage 

LaFayette 

Lysander 

BaldwinavSU  viUage  {68) . 

Manlius^. 

FayetteviUe  village 

Mtnoa  village 

Manliue  village 

Marcelhis 

MareeUiM  village 

Onondaga    

Otisco 

Pompey 


FoWhATtOH 


United 
SUtes 
oensus. 
January 
1, 19a5 


8 


,SSS 
.025 
,6S1 
.005 

540 

44S 
712 
780 
.491 
SS8 
S8S 
S69 
,754 

Jiee 

Sil 

,040 

90 

.439 

106 
.001 
.984 
,582 
,0S8 
,S1S 
,101 


241,406 
171.717 

2,097 
808 
2.530 
2.488 
3.979 
4,106 
S,191 
1.342 
S8S 
1,01S 
1,045 

043 
7,S6t 
1,293 
2.488 
8,686 
2.852 
1,684 

867 
1,S96 
1.805 

989 
0.020 

914 
1.882 


State 

enumeration, 

June 

1. 1915 


1,664 

0.405 

1,AS9 

2,040 

97S 

500 

417 

739 

839 

1,077 

SS9 

SS9 

S16 

2.910 

S99 

6SS 

3.752 

isis 

1.931 
^196 
1.160 
2.115 
4.459 
S,49S 
1,086 
1,090 

21S.992 
146,293 

2.191 

810 

2.689 

2.001 

4.190 

S,8S9 

777 

1.501 

476 

1,06S 

1,230 

SAO 

853 

6,886 

1.447 

2.740 

S,SSO 

2.550 

1,779 

668 

1,804 
1.936 
991 
0.207 
1,058 
2.344 


United 

SUtes 

census, 

April 

15. 1910 


1,410 

4.752 

1,196 

2.010 

649 

600 

4S1 

918 

785 

1,498 

SS7 

S78 

S89 

2,353 

S9S 

8,348 

108 

1.735 

169 

1.365 

1.995 

4.732 

S,S76 

691 


206.298 
137.249 

1.879 
76S 
2,475 
2.431 
3.338 

S,S74 
810 

1.540 
46S 
978 

1,213 

820 
6JS9 
1,413 
2.644 
S,099 
8.221 
1,481 

l,90d 
917 
5,963 
1.066 
2.093 


*  Waterville,  village,  located  in  two  towns,  MarshaU  and  Sangerfield.  Total  shown  represents 
entire  population  of  this  village. 

t  Remsen.  village,  located  m  two  towns,  Remsen  and  Trenton.  Total  shown  r^resents  entire 
population  of  this  village. 

I  BaldwinsviUe,  viOace.  located  in  two  towns.  Lysander  and  Van  Boren.  Total  shown  represents 
entire  population  of  this  village. 

I  Disorganised;  population  included  in  town  for  1916. 


State  Dbfabtment  of  Health 


Stati  op  New  YoMC  {eiclusiv«  at  N«w  Yoit  City):  Po^vIOUon  «/  eounlut  and 
mkA  primorv  rsputrolton  dUtrict  hy  imimmm  0/  1920,  1916  and  1910  istA  diilrief 
numben  pr^ixed  —  (Continued) 


1 

COUNTY  AND  DI8TRICT 

PoraiATlOM 

Sis? 

Bute 

«0 

'87fi 
SSI 

478 

"sis 
■1 

ate 

..iS 
11 

!:i 

■,ff. 

llt.WI 

18, 4M 

lis 

lis 

•■!« 

1,104 

,S6I 

!i 

MB 
a.034 

BB7 

SSfi 

i.sse 

/!(«s 

i'i 

ilaos 

!« 

{■Si 

iis.iia 

M,U1 
11, •» 

•:4ii 

i| 

SMI 
1,184 

■■-',•.« 

It 

M 

Otmnmm 

B7 

i.ist 

roUl  for  antii 
I.     ToUl  (ho* 


DiviBioN  OT  Vital  Statistiob 


8«ATE  or  Niw  YoBK  (exelunTe  of  Now  York  City):  Popuiatim  of  countiM  and 
each  primary  Ttgiitration  diriruf  by  onwuM  oj  1830,  lOlS  and  1910  trilA  dukvt 
numiera  prefixed  —  (CoDtinned) 


COUNTY  AMD  DISTRICT 

1 

United 
Btelaa 

SUM 

Cnited 
8UI«a 

H,.LU^"'*""-"''~"*    . 

3, MS 

,1 

I,9M 
MS 

!:(S 

,su 

.ws 

,042 

IS 

i.ssfi 

;i 

i 

,6tS 

'.Oil 

TI.MS 

i 

1. 348 

I,flS2 

1,046 

789 

1.S3II 
M.tIS 

9S1 

11 

3.803 
6.(108 

aiaoo 

H.>1> 

1.393 

B 

;■! 

Tt,t» 

'1 
'■S 

1.903 

:;| 

Ml 

'4 

•iS 

f-^ 

OnnM 

,.«? 

ti 

•AlUon.  villBCC,  loeMad  in  t 


TiSSi 


I.  AlUon  BDcl  GUn». 


>i  loottsd  In  tiro  town 


d  Shstby.    Total  alioilii  npmeoU  entln 
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State  Dbpabtmekt  of  Health 


Stais  of  Nbw  York  (excluave  of  New  York  City):  PoptUation  of  counHei  and 
each  primary  registration  district  by  eensuBes  of  1^,  1915  and  1910  witii  dtstriet 
numbers  prefixed  —  (Continued) 


e^ 


t 
B 

.9 


63 
64 

te 

66 
$7 
£8 
66 
£9 
67 
68 
60 
70 
71 

18 

01 

60 
51 
£0 
62 
Ml 
68 
64 
66 
56 
67 
Mi 
58 
MS 
50 

SI* 

M6 
61 

Me 

62 
68 
64 
M7 
66 
66 
67 
68 
M8 
69 
70 
71 
M9 
72 
78 

St 

60 
51 
62 
58 
MO 
Ml 
54 
55 
MM 


COUNTY  AND  DISTRICT 


Obwboo  Cocmtt  —  {Concluded) 

RedfieU 

Richland 

PtUaaki  tiOagt 

Sandy  Creek 

Lacona  tiUage 

Sandy  Creek  viiloQe 

Sohroeppel 

Phoentx  wUtage 

Scriba 


Voln«y 

West  Monroe 
Williamstown , 
Minetto 


Otae«»ee«Bt7 

Onemita  dHj 

Burlington 

Butternuts 

OObertttUU  viliaoe 

Cherry  Valley 

Cherry  Valley  vUloffe .  . . 

Decatur 

Edmeeton 

Exeter 

Hartwick 

Laurena 

Laurene  wUtage 

Maryland 

Sdunenu  viUaoe 

Middlefield 

CoopereUnon  vUlaae  (66) . 

Milford 

Mil  ford  vQlaae 

Morris 

Morrie  vUlaoe 

New  Lisbon 

Oneonta 

Otego 

Oteoo  wUlaoe 

Otseso(24) 

Pittsfield 

Plainfield 

Richfield 

Richfldd  Springe  viUage. 

Roeeboom 

Springfield 

Unadilla 

UnadiUa  mUage 

Westford 

Worcester 


PatBam  eoiuity 

Carmel 

Kent 

Patterson 

Phillipstown 

Cold  Spring  village. 
NdeonviUe  tiUage, , 

Putnam  Valley 

Southeast 

BretPBter  village. . . . 


Population 


United 
States 
census, 
January 
l,192i5 


647 
1.843 
1,836 

991 

461 
666 

870 

1,747 

1,817 

1.995 

782 

767 

913 


46 

11 


.582 
909 
064 

419 

672 

7M8 

422 

.553 

814 

.648 

.107 

MM8 

,003 

6M6 

.480 

,7M6 

.111 

606 

787 

4M0 

012 

.601 

826 

6a 


1 
1 
/ 

2 

10 

2 

1 
1 

1 


818 

701 

745 

,388 

773 

.287 

,238 

,167 

735 

,136 

.802 

,200 

606 

.231 

,427 

,4MS 

AIM 

704 

.741 

869 


SUte 

enumeration, 

June 

1. 1915 


678 

2,060 

1,890 

1,181 

476 

669 

1.494 

1,666 

2.260 

2.420 

035 

861 


48.534 

10.474 

1.145 

1.088 

461 

782 

76M 

487 

1.682 

067 

1.043 

1.046 

864 
1.104 

6S7 
1,671 

1.288 
660 
001 
4186 
076 

1,527 
042 
679 

1.847 
066 
873 
706 

1,6M8 
867 

1.506 

1.332 

1,1M6 
773 

2.416 

12.707 

2,787 
854 

1.451 

1,657 

986 

979 

002 

1.760 

1,40M 


United 

SUtes 

census. 

April 

15,  1010 


803 
2,003 
1,788 
1,046 

44s 

617 
1.065 
1.64M 
2,100 
2.407 

015 


47.210 
f,401 

1.108 

I      008 

AB6 

014 

79M 

476 

1.567 

1.067 

1,813 

1.211 

M4M 

1.276 

676 

1.001 

M,m 

1,314 

611 

809 

686 

1.030 

1.307 

1.023 

676 

1.851 

017 

844 

700 

1,608 

885 

1.468 

1.367 

1,009 

803 

2,185 

14.005 

2.610 

068 

1.536 

2.031 

M,649 

766 

024 

1.086 

1,M96 


*  Cooperstown,  villafe,  located  in  two  towns,  Middlefield  and  Otsego, 
entire  population  of  this  village. 


Total  shown  represents 
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Statb  ov  Naw  York  (exeluiiTe  of  New  Yoric  City):  Population  of  eountiM  and 
oaeh  primary  nguiration  dUiriet  hy  eonoumo  of  1920,  1915  and  1010  with  dUtriei 
numbero  pr^fixod  —  (Continued) 


J 
§ 

a 

t 
•c 

J 

0 


41 
PI 
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61 
62 
63 
64 

to 

66 

Ml 

66 

67 

68 

M* 

60 

60 

61 

MS 

63 
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u 

60 
MO 
61 
Ml 
MM 
62 
MS 

94 
MS 
MS 
63 
M7 
M8 
M9 
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PI 
60 
61 
MO 
Si 
62 
63 
64 
66 
Ml 
66 
67 
MM 
68 
60 
60 
MS 
61 

U 

MS 


COUNTY  AND  DISTRICT 


city. 

SSL?^::::::::::::: 

Bnintwick 

Eaat  Oreenbuah 

Qrmfton 

Hooeick 

Hootiek  FdUa  nOag: . . . 

NMMtn 

Nanau  mBoM 

North  Qreenbueh 

Petenburg 

Pittatown 

VaOm PaXU  wiOao*  (SI). 

Poeetenkill 

Sand  Lake. 


Sehachtiooke  (22) . 
Schoi^Uioi^vmaoe. 

Sohodaek 

CaaaaoHwiUao:.,. 
Stepbantown 


Clarkstown 

Uvpm'  NyaA  tiBaoe 

Hayerstraw 

Ha9€ntraw  wiOao^ 

Wewt  HoMratraw  viUagt 

Orangetown 

Orand  Vimc-cn^Hudaon  viUagt. 

Nyaek  wiUage 

Pttrmont  wmaga 

Souih  Nyoek  vittagt 

Ramapo. 

HiWmm  wWagt 

Spring  ValUy  vQlagt 

Sufftm  pillage 

Stony  Point 


St.  Lai 
Ogdeaabnrg  dtj. 

Breaher 

Canton 

Canton  wHUut 

IUn99diur  FoUm  tUlagt, 

Clare 

Clifton 

Colton 

DeKalb 

RieknlU  village 

Depeyeter 

Edwarde 

SdwanU  9iUao^ 

Fine 

Fowler 

GouTemeur 

Chm9eme%ir  viOage 

Ty^mmfrfi^ 

Hammond  wiUage 

Hermon 

Herman  wHlage 


Population 


United 

SUte 

enumeration. 

June 

1. 1016 

United 

Statee 
oeneue. 

Statee 
oeneue. 

January 
1.1026 

• 

April 
16, 1010 

111.120 

121.830 

122.276 

1P.82S 

11.21P 

10.711 

72. PIS 

76.488 

76.818 

1.306 

1.480 

1,616 

2.812 

3.010 

2.832 

1.668 

1.660 

1.350 

733 

048 

1.010 

1.062 

2.607 

2.788 

4.896 
1.360 

6.AOS 
1.606 

S,6SM 
1.686 

6SS 

5«7 

SM9 

1.408 

1.388 

1.203 

1.066 

1.238 

1.238 

1.810 

2.002 

2.220 

6SS 

796 

SSS 

1.002 

1.134 

1.078 

1.016 

2.140 

2.128 

1.400 

1.017 

1.880 

S68 

794 

766 

2.307 

8.064 

3.384 

t,S96 

1,68S 

1,S96 

1.100 

1.287 

1,288 

46.648 

46. OPS 

46.873 

6.770 

7.280 

7.380 

6S8 

84» 

691 

1.783 

1.618 

1.207 

6,MM6 

6,4i8 

6,669 

M,018 

M,SSO 

M,S69 

6.266 

6.644 

6.036 

176 

SSS 

S68 

4,444 
1,600 

4,991 
1,481 

4,619 
1,SS0 

1,799 

1,960 

M,068 

3.626 

6.782 

6.431 

1,11M 

1,017 

1,090 

S,818 

9,804 

M,S6S 

S,164 

MJ81 

M,66S 

3.211 

3.721 

8.661 

88.121 

to, 201 

St.OPS 

14.iP§ 

14. SSS 

16. OSS 

1.022 

2.270 

2.170 

3.638 

3.770 

8.460 

M,esi 

9,6M4 

M,701 

SMS 

'       U 

162 

420 

1,673 

1,423 

1.674 

1.200 

1.362 

1,400 

2.117 

2.470 

2.200 

SOM 

S16 

S07 

806 

on 

007 

020 

803 

Oil 

677 

604 

476 

1.450 

1.670 

2,234 

1.310 

1.403 

1,666 

1,610 

1.852 

1.802 

^•iiP 

4,164 

4,198 

1.008 

1,267 

1.341 

jU)9 
883 

088 

m 

eMM 

607 

687 

*  Valley  Falla,  Tillage,  located  in  two  towna,  Pittatown  and  Schaghtiooke.    Total  ehown 
eprawnto  entira  population  of  thie  village. 
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Statb  of  New  Yobk  (exclusive  <rf  New  York  City):  PajndatUm  of  caunlMs  and 
each  pnmary  regislraHan  ditbiet  by  MtutiM  0/  1920,  1915  and  1910  with  district 
numben  prefixed  —  (Continued) 
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68 

60 

Be 
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B7 

71 
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72 
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74 

76 

76 

77 
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78 

79 
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60 
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61 

62 

63 
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61 
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M7 
68 

60 
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COUNTY  AND  DISTRICT 


8t.  LiLWiMKCT  CouNTT  —  (CondiMtal) 

Hopkinton 

Lawrence 

Lisbon 

Louisville 

Maoomb 

Madrid 

Massena 

M<i»»ena  9iUag4 

Morristown 

Morriatovm  inUaae 

Norfolk :.. 

Nonfood  tiOage  (77) 

Oswesatcbie 

Hetndton  nilagt 

Parisbville 

Pieroefield 

Pierrepont 

Pitcaim 

Potsdam  (28) [ 

Poladam  nOa(f9 

Rossie 

Russell 

Btookbolm, 

Waddington 

WaddingUm  viUage 


Saratoga  etmntj 

Saratoga  Sprlnga  dCy.. . . 

MediaiilcTlIle  dty 

BaUston 

BaOilon  Spa  vtUage  (ei) , 

Charlton 

Clifton  Park 

Corinth 

Corinth  village 

Day 

Edmburg 

Galway 

Oahoau  tUlage 

Greenndd 

Hadley 

Halfmoon 

Malta 

Maton(20) 

Moreau 

Soulh  Cflms  Pallt  vUlage . 

Northumberland 

Providence 

Saratoga 

Se  huyivervilU  villaoe 

Victory  MHU  vtSd^ 

Stillwater  (23) 

StUltoater  village 

Waterford 

Waterford  village 

Wilton 


Sdienectadx  eonnty. 
Sdienoetady  dty. . . 

Duanesburg 


Population 


United 
States 
census, 
January 
1.1920 


1.244 
1.688 
2.678 
1.364 
1.065 
1.800 
2,982 
6,993 
1,230 

489 
3.007 
1,808 
1.607 

869 
1,453 
1.464 
1,426 

646 
3.006 
4,089 

866 
1.767 
2,437 
1.040 

70M 

60,089 
13.181 

8.166 

1.648 

4,108 

014 

1.083 

1.120 

M,67e 

473 

605 

1,007 

94 
1.481 

681 
1.534 
1.162 
1.740 
1.064 
M,168 
1.048 

462 
1,330 
l,eM6 

7M6 
2.000 

98M 
1.016 
2.637 

826 

109,163 
88.723 

2.116 


State 

enumeration, 

June 

1, 1015 


i 


1.611 
1.782 
3.120 
1.476 
1.204 
1.471 
2.476 

,ei4 

,306 

479 
2.770 
1,879 
1.837 

668 
1.678 
1.803 
1.570 

765 
3.132 
4, 167 

032 
1,806 
2.666 
1.178 

796 

62.982 

13.792 
8.208 
1.806 

\'% 

2,301 
246 

'•fit 

786 
1,174 

1,642 
680 
1,218 
1.208 
1.026 
1.134 

M,ioe 

1,120 
512 

1.446 

1,711 
667 

2,034 

1,041 
2.440 
3,047 
1,000 

98.626 

bO.SSl 

2.280 


United 

States 

census 

April 

16,  1910 


1.469 
1.676 
2.981 
1,492 
1,168 
1.457 
1,855 
M.961 
1.348 
6M 
2.877 
1,99S 
2.286 


1.785 

770 
1.628 

816 
2.757 
4,086 

981 
1.842 
2.614 
1.157 

781 

61.917 

13.710 
6,634 

1.542 
4,1S8 
1.030 
2.225 

936 
8,166 

628 

793 
1.003 

11$ 
1.552 

672 
1.742 
1.285 
2.135 
1.093 
M,$JJ 
1.127 

620 
1.580 

1,614 
748 
2.555 
1,004 
2.883 
3.245 
908 

88.236 

72.826 

2.211 


*  Norwood,  village,  located  in  two  towns.  Norfolk  and  Potsdam.    Totol  shown  represents 
entire  population  of  this  village. 

t  Ballston  Spa,  villa^,  located  in  two  towns.  BaUston  and  Milton.    Total  shown 
entire  population  of  this  village. 
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eaeh  primary  rogiUration  ditiriet  by  eontutm  cf  1020,  1915  and  1910  wiA  dutriet 
nvmber§  prefixed  —  (Continued) 


61 

BO 
62 
63 
64 

47 
60 
61 
62 
63 
90 
64 
66 
Ml 
66 
67 
68 
60 
Mi 
00 

is 

61 

63 
MS 
64 
66 

48 

60 

MO 

61 

62 

Mi* 

63 

MM 

64 

M3 

66 

66 

67 

48 

60 

MO 

61 

Mli 

52 

63 

54 

MS 

66 

66 

MS 

57 

68 

60 


COUNTY  AND  DISTRICT 


ScBBMBCTADT  CovxTT  —  (Condud^d) 

GltfrriUe 

Scotia  wUaot , 

NUcayuna 

Prinoetown 

Rotterdam , 


Rlanheim, 

Broome 

Carliale 

Cobleakfll 

CotUMUtiOaoe 

CooesviUe 

Eaperanoe 

JSwperanoe  vittag« 

FuHon 

Gilboa 

Jeffenon 

Middleburg 

MiddUHfurg  tiUaoe 

Riohmondville 

RiekwtondvtUe  ntlao^ .  . 

Schoharie 

Sdkohorie  nUage 

Seward 

Sharon 

Sharon  Springt  vUlage. 

Summit 

Wiisht 


Sdmytor  eeantj 

Catharine 

OdoataviUaoe 

Cayuta 

Dix 

Watkin$  vUiaot  {66).. 

Heotor 

Burdoti  wittage 

Montour 

Montour  FoUm  vUlaot . 

Orange 

Reading  (21) 

Tyrone 


eoonCy 

Colbert. 

InioHaken  tiUaoo. . . . 

Fayette 

WatoHoo  nUoffe  (69) 

Junius 

Lodi..: 

Ovid 

OvidtiUago 

Rpmulua 

Seneca  Falb 

Seneca  FaXU  tillage. . 

Tyre 

Varick 

Waterloo  (21) 


POFULAnOM 


United 

SUte 

June 
1,  1915 

United 

SUtes 
oenaua, 

SUtes 
census. 

1.1926 

April 
16. 1910 

2.678 

2.748 

2.244 

1,S68 
3.148 

8,790 

M,967 

2.607 

1.907 

487 

621 

684 

7.853 

6.198 

6.406 

21.388 

23.006 

28.866 

616 

680 

616 

743 

766 

033 

861 

963 

1.024 

1.388 

1,608 

1.491 

'•^ 

M,S6M 

M,088 

681 

708 

871 

729 

714 

M19 

1.360 

B6S 

1.227 

1.450 

1.541 

1.420 

1.467 

1.065 

,1.181 

1,280 

1.123 

1.194 

1.439 

086 

1,069 

I.IH 
831 

797 

893 

681 

667 

699 

1.281 

1.314 

1,630 

861 

1.380 

996 

1.193 

1.419 

1.094 

1.250 

1.366 

^i 

681 

4S9 

1.046 

1.106 

833 

926 

963 

18.088 

18.064 

14.004 

812 

857 

892 

S66 

SS6 

SSO 

282 

346 

345 

909 

1.154 

1.167 

M,786 

M,760 

M,817 

2.650 

3.173 

3.132 

S80 

S76 

S8M 

407 

385 

400 

1,660 

1,M81 

1,M08 

889 

082 

1.087 

898 

1.039 

959 

1.100 

1.257 

1.285 

24.736 

26.248 

28.072 

1.028 

1.200 

1.254 

6SS 

668 

69S 

1.698 

1.986 

2.030 

S,809 

4.84S 

8,981 

829 

942 

957 

1.137 

1.399 

1.408 

438 

1.153 

2.807 

M.417 
2.754 

691 

648 

2.098 

2.803 

790 

613 

819 

6,S89 

7,018 

6,688 

798 

895 

900 

1.020 

1.273 

1.173 

995 

1.075 

1,061 

*Watkins,  village,  located  in  two  towns,  Diz  and  Reading.  Total  shown  represents  entire 
popiUation  of  this  village. 

T  Waterloo,  village,  located  in  two  towns,  Fayette  and  Waterloo.  Total  shown  represents 
entire  population  of  this  village. 
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COUNTY  AND  DISTRICT 


SriTouE  CovMTr  —  {Condud^ 

Briohtmatenwittag^ 

Saifir$  nllaae 

Rivwheftd 

Shelter  Itknd 

Dmimg  Harbor  wiUage, . « 

SnHhtoiwii 

SoutliMnpttoD  (24) 

Southamfltn  wula(f 

Boutbold 

Or^mprnt  tiUaoe. 


Indiea  RctwratJcMi , 


B«tlMl 

ClUli«QOII 

Cooheeton 

DtUwan 

Falltbiirth 

ForMtourc , 

IVHttOIlt 

Hkbkiid 

LiUrty 


Lumberiana . , 


Nivtnliik . . 

RoddaBcT. 

ThoauMoii 

M*ntioia»wmaa%, 


Barton 


wSUag% 


Cam^tr  tCtoM 

Newark  Vallay 

NioMs ..r^, 

NiehoUviOago 

Owico 

OiMf»t«Zla0« 

Rkhfofd 


Spwiaar 


Itkaeadtf. 

Caroliaa 

Da&bjr* ' » 

DrydMi 

DrydtH  vtUoffe. 
Pr^e$aU  viUage 

Enfield. 

Qroton 

Onion  vUUnfe.. 


CamHfa  HoighU  viUago. 


PoWVltATIOIf 


United 

Btetee 

oenaue. 

January 

1.  1930 


980 

li 

6.768 

887 
5 
0.114 
6.833 
9,891 
7.026 
9,19$ 

113 

88.188 

1.849 
1.789 
1.113 
1.740 
8.836 

'^ 

1.486 

876 

8,671 

480 
3.033 

969 
1.600 
8^347 
3.307 
9,890 

881 

84,218 

1.470 

6,970 

806 

1,040 
899 

1,008 
891 


SSA 
2.860 

866 

881 

1,077 

86,286 

17,804 

1.642 

1.148 

2,170 

707 

908 

807 

1.887 

9,999 

1.801 

178 


Otete 

enumeration, 

June 

1.  1915 


6,780 
1.156 


4.988 
8.202 
9,099 
6.278 
9,796 

161 

88.189 

8.808 
2.006 
1.141 
1.916 
4,800 
900 
429 
1,771 
1.048 
8.944 
8.80^ 


2.696 

W9 

IMX 

8.803 

2.810 

f.l88 

901 

'28.849 

1.623 

6,169 

r5 

2,147 
7i« 

1.107 
909 
947 
690 

2.896 

4.970 
918 
662 
868 

2.004 


i. 


80,686 
18.780 

*;a 

1.497 

7J» 

887 

1.087 

2.066 


United 

StetM 

eensue, 

Apra 

16.  1910 


•  • » 


6,346 
1.004 


7.078 
0.320 
9,609 
7.488 
9,089 

171 


9,104 
2.060 
1.142 
1.842 
8.782 


646 
1,931 
1,031 
8.830 
9,079 

710 
8.444 

A78 
1.743 
f.466 
8,266 
t,9Al 

878 

88.024 

1,670 

4*866 
846 

2,174 
797 

1,177 
996 
933 
8SS 

2,841 

4.888 
926 
900 
689 

1,940 

88,047 

14.802 
1,040 
1,236 
2,603 

709 
319 
t,0CO 
2.029 
$,980 
1,288 
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Statv  of  Nbw  Yobk  (exclusive  of  New  York  City) :  PoptiUUion  of  counHet  and 
each  primary' registration  district  by  ctntuuu  of  1920,  1915  oruf  1910  wilk  dittid 
numberi  prefixed  —  (Continued) 


COUNTY  AND  DISTRICT 


POPDIiATIOlf 


66 
57 
MS 
68 

U 

55 

01 

60 
61 

to* 

62 
63 
64 
66 
66 
67 
68 
il 
60 

$e 

60 
61 
62 
68 

t9 
64 

U 

t6 
66 
67 
68 

26. 
69 

56 

01 

60 
61 

to 

52 
53 
64 
65 
66 
67 
58 
59 
66 

57 
50 

to 

51 

tii 

62 

63 

ttX 


ToifpKiNS  CoUNTT  —  (Concluded) 


Newfii 

Neuffidd  tiUage 

Ulyaiefl 

Trumantburg  viUao^. 


Ulster  cottnty , 

Kingston  dtr , 

Denning , 

EeopuB 

RifUm  wittao9 , 

Gardiner 

Hardenburg , 

Hurley , 

Kingston , 

Lloyd 

Marbletown , 

Marlborouith .v 

Marlboro  viliage 

NewPalt* 

New  PalU  nUage 

Olive 777  . . . . 

Plattekill 

Rochester 

Roeendale 

RoaendcUe  nllage. . , . , 

Saugertiee 

Saugertiea  viUaoe 

Shandaken 

Pine  HiU.viUaffe 

Shawangunk 

Ulster 

Wawarsing 

BUentiUe  vtUoffe 

Woodstock 


Wairm  county. . . . 
Glens  Fkilfldty. . . 

Bolton 

CaldweU 

Lake  Oeorffe  vUlage. 

Chester 

Hague 

Horicoh 

Johnsburg 

Luzerne 

Queensbuiy 

Stony  Creek 

Thunnan. 

Warrensburg 


WashblgCOB  eownty. . , 

Argyle , 

Argyle  tillage 

Cambridge 

Cambridge  vSUage  {66) 

Dresden , 

Easton 

Oreenwich  village  (67) , 


*  Disorganised;  reports  with  town  of  Esopus^ 

t  Cambridge,  Village,  loeated  in  two  towns,  Cambridge  and  White  Creek.  Total  elkowa  repre- 
sents entire  population  of  this  village. 

X  Green  wish,  village,  located  in  two  towns.  Easton  and  Greenwich.  Total  sho^  represents 
entire  population  of  this  village.  "* 


United 

State 
enumeration. 

United 

BUtee 

SUtM 

census, 
January 

June 
1.  1915 

April 

1.1920 

15.  1910 

2.380 

2.612 

2.676 

1,154 

1,306 

1.1» 

sot 

3At 

354 

1.004 

1.432 

1.434 

1,011 

l,t8t 

1,188 

74.079 

05.307 

01, 7U 

20,688 

20.354 

20.008 

419 

531 

615 

8.564 

4.207 

8.987 

349 
1.088 

1.3^ 

74s 
2.779 

420 

565 

598 

846 

1.189 

1.734 

166 

323 

343 

3.079 

2.865 

2.803 

2.017 

2.709 

4.713 

2.467 

3.513 

2.921 

807 

766 

tto 

1.107 

1.306 

1.795 

1,066 

1,661 

1,690 

1,237 

2.921 

4.497 

1.798 

1.928 

1.879 

2,188 

2.715 

2.700 

1.404 

2,083 

2.592 

656 

6.366* 

1,126 

4.232 

5,703 

A,OJS 
S.I24 

-  .490 

S,9S9 

2.000 

2.240 

2.087 

640 

■   417 

2.802 

2;548 

2,622 

3,437 

3.554 

^,794 

4.434 

4.673 

3,116 

3,073 

3,114 

1,488 

1.606 

1.647 

01.073 

30.977 

32.223 

10.030 

10.320 

.      10.243 

1.184 

1.307 

1.518 

667 

803 

850 

630 

760 

6St 

1.572 

1.630 

r>72i 

1.028 

943 

1,043 

764 

1.0S6 

1.001 

2.242 

2.358 

2.315 

1.018 

1;070 

1.185 

2.584 

2.721 

2.667 

651 

719 

858 

680 

807 

•805 

2,025 

2.311 

2.385 

44.000 

40.050 

47.T73 

1,337 

1.451 

1.575 

168 

tts 

tsi 

1.164 

1.179 

1.222 

1,669 

1.7f7 

1,668 

495 

514 

583 

1.620 

1.831 

1,772 

t.88A 

t,316 

i,S14 

Division  of  Vitai-  Statistics 
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Statb  of  Nsw  YoptK  («zcluflive  of  New  York  City):     P^fpukUum  of  eounHe$  and 
§ach  primary  reffUtration  dUtriet  hy  ctniuat  cf  193X>,  1915  and  1010  with  dUtrict 
numher$  prefixed  —  (Continued) 


M 
93 

66 

U 

67 
68 

M 
flO 
61 
63 
MO 
63 
64 
97 
66 
66 
98 

66 

50 

to 

61 

fl* 

62 

«f 

63 

64 

»S 

55 

67 
58 
MS 
50 
60 
96 
61 
f« 
62 
63 
64 
97 

60 
01 
02 
Ot 
04 


06 
07 

50 

90\ 

51 

91 

62 


COUNTY  AND  DISTRICT 


WAaHiUQTOir  CouMTT  ^  (Coii«ivd«d) 

Fort  Ann 

Fort  Ann  wOoq* 

Fort  Edward 

FoH  Bdxoard  vittag^ 

OrmnviUe 

OrannUe  mBoff* 

Qre«nwioh  (22) 

Hampton 

Hartford 

Hebron » 

Jaokaon 

Kinnbury 

Hud§(m  FaiU  viOaoe 

Putnam 

Salem. 


SaUmttOao* 

White  Creek  (21). 

Whitehall 

WhitthaU  vittaot, . 


Wayne  oouiCy 

Arcadia 

Newark  wUlage .... 

Butler 

WolaM  90006(64), 

Qalen 

Clvde  9iaao$ 

Huron 

lydna 

iMont  wiUage 

Maoedon 

Mactdon  vQiag*. . . . 

Marion 

Ontario 

Palmyra 

PdLmyra  wUlage, . . . 

Rose 

Savannah 

Savannah  9itta(f$, . . 

Sodua 

8odu$  v^lagt 

Walworth 

WDliamaon 

Wolcott  (21) 

Rtd  Cruk  vOlaoe. . . 


Peekddll  TOlaM. 

White  PlalnedCy 

Mt.  Venioa  dtj 

New  Rechelle  dty 

Oariaiac  ▼ttlace 

Port  Cheater  Tillage 

Yonkwadty... 

Bedford 

Ml.  Ki9eonaao€(58)... 

Cortlandt 

Crotaiuon-Hudaon  vtUao*. 
Eaatchoster 


POPI7IiA.TIOK 


United 
SUtea 
oenaua. 
Januanr 
1.1020 


2.010 
338 

1.074 
3,871 
1.942 

3,094 
2,216 

552 
1,102 
1.184 

836 
1.575 
5,761 

628 
1.152 
1,083 
1,067 

760 
3,968 


46 

2 
6 
1 
1 
1 
9 
1 
1 

4 
1 

2 
2 

1 
3 
1 
1 

3 
1 
1 
3 
1 


.827 
.302 
,96X 
.206 
,186 
,644 
,898 
.416 
.306 
,963 
,676 

696 
.158 
.620 
.560 
.480 
.028 
.008 

616 
.070 
,399 
.007 
.203 
.263 

489 


16 
21 
42 
86 

10 
16 
100 
4 
3 
2 
9 
2 


.466 
.666 

.031 
.726 
.213 

.7*0 
.673 
.176 
.020 

:'M 

,986 
.808 


State 

enumeration, 

June 

1.  1016 


1.866 

436 
2.060 
3,669 
2,401 
3,890 
2,203 

671 
1,171 
1,356 

088 
1,703 
6,686 

670 
1.377 
1,096 
1.020 

706 
4,666 

63.476 
1.716 
6,j68 
1.668 
1,3^ 
1.044 
9,699 
1,681 
1.453 

.336 
1,147 
2.435 
2.034 
1.728 
2.460 
2.243 
1,108 
631 
5.757 


1 


2.308 

3,762 

1.676 

696 

821.713 
16.602 
10.287 
67.583 

81.768 
10.326 
16.120 
00.048 

4.777 
9,909 
5,045 
9,943 
2.566 


United 

SUtce 

oensuB, 

April 

15,  1010 


1.800 


1.078 
3,769 
2,514 
3,990 
2.274 

646 
1.216 
1.505 

086 
1.881 
6,189 

504 
1.530 
1,960 
1.286 

052 
4,917 

60.170 
2.445 

6,997 
1.450 
1,916 
1.036 
9,696 
1.631 
1,453 

636 
2,102 
2.672 
1.001 
2.268 
1.883 
1.065 

691 
4,857 


2,187 

3,060 

1.430 

4S7 

383.066 

16,246 

17.000 

30,010 

28.667 

11.480 

12.800 

70.808 

4,363 

9,809 

5.204 

1,806 

1.837 


*  Wolcott  village,  looated  in  two  towns,  Butler  and  Woloott.  Total  shown  repreaenta  entire 
population  of  this  village. 

f  Mount  Kisco  village,  looated  in  two  towns,  Bedford  and  New  Caatle.  Total  shown  repreienti 
entire  population  of  this  village. 
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Statb  op  New  Yobs  (excluslTt  of  New  York  City):    P&jndaSon  of  cmmfies  and 
each  primary  regitiraiion  dutriei  ty  miuimm  rf  192Q,  1016  and  1910  tnih  didrkl 
numbers  prefixed  —  (Continued) 


s 


I 

••a 

Q 


COUNTY  AND  DISTRICT 


POFUULTION 


United 

SUtM 

oenaus, 

January 

1,  1020 


Stote 

enumeration. 

June 

1.  1015 


United 
SUtee 


April 
15,  1910 


ts 

63 

Me 

97 

98 

S9 

54 

55 

56 

99 

SO* 

57 

Slf 

S9 

55 

U 

50 
60 
61 
(62 
55 

se 

S7 
63 
64 
38 
65 
66 
67 
68 

60 
50 
90 
51 
91 
52 
53 
99 

9St 
54 

55 
56 

94 
93 

57 
58 
50 
98 
60 
61 
62 


WxercBSSTSB  Countt  —  {Condud^d^ 

Bronxritte  vxUoQe 

Tudnhoe  village. 

Greenburgh 

ArdUeupiUaffe , 

Doi^t  Ferry  village 

Haetingt^n'HwUon  viU<ige 

Irvington  vQiage 

TarruUnm  village , 

Blma/ord  vtUage 

Harrison , 

Lewisboro 

Mamaroneck. 


Larehmont  villaae 

Mamaroneck  vulage  ($4) . . . . 

Mt.  Pleasant 

Briardiff  Manor  viUaoe  (81). 
North  Tarrytovm  village. . . . 

PUaeantville  village 

HHUide  vulage 

Newcastle  (20) 

North  CasUe 

North  Salem 

08sinin«(31) 

Pelham) 

North  Fdham  vHIage 

Pdham  milage 

Pdham  Manor  village 

Poundridce 

Rye  (30) 

Rye  viUage 

Scarsdale 

Somers 

White  Plains  (02) 

Yorktown 


Wjandng  eetantj. . . . 

Arcade 

Arcade  viUage 

Attica 

Attica  vUlaoe 

Benninffton 

Castile 

CaatHe  viUage 

Perry  village  ijBl) .... 

Covington 

EafEle 

OainesviUe 

Oaineetille  village . . . , 
Silver  Springe  viUage . 

Qeneeee  Fafls 

Java 

Middlebury.. 

Wyominq  village 

Orangeville 

Perry  (23) 

Pike 


8,066 
S,609 
3.181 
780 
4.401 
6,696 
9,701 
6,807 
1,686 
5.006 
1,060 
1,707 
9,468 
8,671 
4.482 
1,097 
6,997 
8,690 


1.580 

1,705 

034 

507 


9,886 
1,068 

1,764 

515 

003 

6,808 

3.506 

1.117 

«« 

1.441 

to. 814 

803 
1,809 

728 
9,016 
1,657 
1.010 
1,018 
4.717 

788 
1.050 

780 

841 
1,166 

642 
1.460 
818 
898 
838 
960 
609 


9,940 
9,768 
4,016 

4  Mo 
6,481 
9,879 
6,769 
1,880 
5.081 
1,507 
1.339 
9,080 
7,990 
5.506 
1,991 
4,877 
8,484 

2.528 

2,484 

1.181 

673 


J 


/,57. 

798 

1,116 

643 

800 

6,889 

2.717 

1.173 


2.431 

3.020 

M.028 

81. 886 

Oil 

837 

1,688 
608 

'•St 

9,018 

1,889 

1.757 

1.742 

1.108 

1.102 

989 

1.040 

6,009 

4,888 

981 

923 

1.180 

1.141 

1.242 

1.889 

340 

397 

898 

971 
616 

661 

1,686 

1.633 

1.485 

1.395 

905 

1.117 

782 

Total  shown 


1,883 
9,799 
4.686 
637 
3,466 
4,869 
9,819 
6,800 

•   »•••« 

4.226 
1.127 

230 
1,968 
6,899 
3,789 

960 
6,421 
9,m 


2,( 

1.522 

1,258 
421 
164 

1,311 
881 
869 
725 
604 

1.805 
1. 


952 

1.236 

772 

ts 


*  Mamaroneek,  village,  located  in  two  towns,  Mamaroneck  and  Bye. 
entire  population  of  this  village, 

t  Bnarcliff  Manor,  village.  located  in  two  towns.  Mount  Pleasant  and  Oselning.    Total  shown 
represents  entire  population  of  this  village. 

t  Disorganised;  including  village  of  Pelham  Manor. 
•  Included  in  the  dtv  of  White  Piatn*. 
%  Perry  village,  located  in  two  towns.  Castile  and  Perxy.    Total  shown  repneente  e&tiie  popole 
tion  of  this  village. 
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Statb  ov  Nbw  Yobx  (ezolusive  of  New  York  City):  PapuUUion  of  counties  and 
oaeh  primary  registroHon  duiriel  hy  oenaiMM  of  1920,  1915  and  1910  with  diairiet 
numberM  prefixed  —  (Concluded) 


Me 

03 
64 

M7 

<1 

&0 

«1 

MO* 

52 

63 

64 

65 

65 

MM 
58 
MS 


COUNTY  AND  DISTRICT 


Wtomino  Coumtt  —  (Condud$d) 

Pike  nSooe 

SheldoiD 

Wanaw 

Wartaw  villaoe 

Wethenfield 

Yatas  covnty 

Banington 

Benton^. 

Penn  Yan  wOiaoe  (SS) 

Itatr 

Jerusalem 

Middleoex 

Milo(20) 

Potter 

RuthvUU  tiUaoe  {9466) 

SUrkey 

DundettiUage 

Torrey 

Dmden  vtUaoe 


PotvukTion 


United 
Statea 
oensuB, 
January 
1,1920 


304 
1,503 

774 
S,eMM 

744 

K.C41 

822 
1,595 
4.S17 

731 
2,025 

051 
1,502 

780 

1,230 

1,14M 

621 

M96 


State 

enumeration. 

June 

1, 1915 


1,121 
§06 

18,841 

1,017 
1,856 
4.7«J 

823 
2,424 
1,133 
1,723 
1.083 

{JSSl 
1,420 
l,MSe 

744 

5M6 


United 

Statea 

oensua, 

April 

15,  1910 


IMM 
1,718 
1,102 
S,MOe 

928 

18.642 

1,044 

1,821 

4,697 

861 

2.444 

1.122 

1,702 

1.156 

p(.  SS9) 

1,310 

1,MM8 

673 

346 


^  Penn  Yan  village,  located  in  two  towns,  Benton  and  Milo.  Total  shown  represents  entire 
population  of  this  vUlage. 

t  See  Rushville,  (hitario  county,  for  entire  population. 

NoTX. —  The  inmates  of  all  institutions  (except  convents,  homes,  and  orphan  asylums)  were 
not  tabulated  in  the  enumeration  district  where  such  institutions  were  located,  unless  they  perma- 
nently resided  in  such  enumeration  district  or  had  no  other  place  of  abode.    •    «    * 

In  1910  New  York  State  was  enumerated  by  the  federal  authorities  as  of  ^nil  15.  All  persons, 
who  were  not  inmates  of  institutions,  were  enumerated  and  tabulated  in  the  districts  where  their 
iisu^  places  of  abode  were  situated.  All  of  the  inmates  and 'staff  of  nearly  every  institution  were 
credited  to  the  enumeration  districts  where  tihe  institutions  were  situated.  In  comparing  the 
figures  of  the  1915  census  with  those  of  1910f  andeq>ecially  in  comparing  the  population  of  dties 
and  villages  where  the  large  institutions  are  situated,  Uie  methods  of  the  two  enumerations  should 
be  considered.  {Extract  from  the  Secrekury  of  SiaUt'e  Report  on  the  Bnumeration  of  Inhabiianta: 
State  of  New  York,  1915.) 
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REPORT  OP  CHIEP  ENGINEER 

HsBMANN  M.  BiGoSy  M.  D.,  ComnUssioner  of  Health,  Albany, 
N.  Y.: 

Deab  Sib. —  I  have  the  honor  to  suhmit  herewith  the  annual 
report  of  the  Division  of  Sanitary  Engineering  for  1920. 

The  work  of  the  Engineering  Division  for  1920  reflects  in  a 
general  way  the  same  characteristics  that  have  been  apparent  in 
nearly  every  professional  and  industrial  field,  namely,  an  unusual 
activity  in  almost  every  line  of  work  and  under  trying  conditions 
of  professional  employment.  This  situation  is,  of  course,  a  direct 
outcome  of  war  conditions,  and  until  sanitary  engineers  with 
training  and  experience  essential  to  the  work  of  the  Engineering 
Division  can  be  more  readily  obtained  within  the  appropriations 
granted  by  the  Legislature,  or  until  present  unusual  demands 
upon  our  resources  resulting  from  inactivity  during  the  war  has 
been  reduced  to  normal,  there  v^ill  undoubtedly  be  little  relief 
from  these  difficulties. 

The  activities  of  the  Engineering  Division,  briefly  stated, 
include  the  examination  and  approval  of  plans  for  sewerage  sys- 
tems and  sewage  disposal  works;  supervision  of  the  sanitary 
quality  of  the  public  water  supplies  of  the  State;  the  investiga- 
tion of  major  public  nuisances  generally,  and  specifically  when 
called  upon  under  order  from  the  Gbvemor ;  the  examination  and 
reports  of  the  sanitary  conditions  of  state  institutions;  the  super- 
vision of  construction  and  operation  of  milk  pasteurizing  plants ; 
the  examination  and  approval  of  plans  and  budgets  for  ISTassau 
County  Mosquito  Extermination  Commission;  advice  to  and 
approval  of  plans  for  water  supplies  and  sewage  disposal  sys- 
tems of  county  tuberculosis  hospitals ;  the  investigation  of  water- 
borne  outbreaks  of  typhoid  fever;  consulting  advice  to  municipali- 
ties, corporations,  and  individuals  in  regard  to  all  phases  of 
sanitary  engineering  work;  and  educational  and  research  work 
so  far  as  these  were  possible  within  limited  resources. 

The  work  of  the  Engineering  Division  for  1920  may  perhaps 
be  most  clearly  and  briefly  presented  in  the  following  list,  which 
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includes  numerically  the  work  performed  by  the  Division  acoord- 
ing  to  its  more  important  subdivisions  and  also  includes  for  pur- 
poses of  comparison  the  figures  for  the  year  1919. 

1919  1920 

Letters    and   other   correspondence   referred   to 

Division    2,666  3,020 

Letters  and  reports  sent  out *    4,323  4,444 

Flans  examined  and  reported  upon 125  127 

Investigations  of  public  water  supplies 154  193 

Investigations   of   sanitary   conditions   of   state 

institutions * •         14  30 

Investigations  of  sewage  disposal  plants 17  16 

Investigations  relating  to  sewerage  systems. ...          10  13 

Investigations  of  milk  pasteurizing  plants 403  166 

Investigations  of  stream  pollution  and  nuisances.         47  68 

Conferences  held  with  local  officials 328  357 

Lectures  and  addresses  by  staff 6  7 


c 


Among  those  features  of  the  work  of  the  Division  during  1920 
which  may  be  considered  as  of  more  than  usual  interest  or 
importance  may  be  mentioned,  first,  the  special  investigation  of 
the  sanitary  conditions  of  certain  public  gathering  places  in  the 
State,  more  particularly  the  some  fifty  camps  in  the  Palisades 
Interstate  Park  reservation  in  which  some  75,000  boys  and  girls 
congregate  during  the  summer  months;  and  the  some  eighty 
county  and  other  fair  grounds  in  the  State  where  more  than 
1,500,000  persons  congregate  during  the  fair  season.  The  ques- 
tions of  pure  water  supplies  and  sanitary  methods  of  garbage  and 
sewage  disposal  at  these  camps  and  fair  grounds  are  obviously 
matters  of  fundamental  importance,  and  the  investigations  and 
reports  have  been  directed  toward  determining  wherein  and  to 
what  extent  these  various  features  are  defective  or  insanitaiy  and 
have  concluded  with  certain  definite  recommendations  that  should 
be  followed  in  order  that  these  camps  and  fair  grounds  may  be 
placed  in  proper  sanitary  condition. 

Another  feature  of  importance  in  the  work  of  the  Division  has 
been  the  special  investigation  and  consulting  advice  to  the  Depart- 
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ment  of  the  State  Engineer  and  Surveyor  and  the  Department 
of  Architecture  in  connection  with  new  or  increased  water  sup- 
plies and  sewage  disposal  systems  for  new  state  indtituti<ms  or 
extensions  of  existing  institutions.  These  relate  to  the  new  state 
hospital  for  the  insajie  at  Marcy,  the  new  Wingdale  prison,  and 
extensions  to  the  state  hospitals  at  Beacon,  Gk)wanda,  Rome,  and 
Raybroot 

Other  investigations  having  a  very  important  bearing  upon  the 
public  health  of  the  State  include  a  special  investigation  and 
action  by  the  department  in  the  protection  of  public  water  sup- 
plies of  the  State  against  contamination  by  impure  auxiliary  or 
industrial  fire  supplies,  in  connection  with  which  a  number  of 
typhoid  fever  outbreaks  have  occurred  during  the  past  few  years; 
and  a  special  investigation  and  epidemiological  studies  in  con- 
nection with  certain  outbreaks  of  water-borne  diseases  other  than 
typhoid  fever,  a  number  of  which  have  also  occurred  in  the  State 
during  the  past  few  years. 

In  the  field  of  research  work  and  advancement  of  engineering 
knowledge  generally  may  be  mentioned  practical  experiments  in 
the  purification  of  oysters;  development  of  new  types  and  designs 
in  screens  and  tanks  for  the  purification  of  sewage;  practical 
experiments  in  the  sedimentation  of  sewage  at  Syracuse  in  con- 
nection with  its  problem  of  sewage  disposal ;  and  practical  experi- 
ments and  full  sized  installations  of  apparatus  and  methods  for 
deodorizing  and  eliminating  objectionable  waste  gases  and  odors 
from  certain  industrial  establishments  at  Edgewater,  N.  J.,  which 
have  been  the  source  of  serious  nuisance  to  a  large  residential 
section  of  New  York  city. 

^Owing  to  serious  difficulties  experienced  during  the  past  few 
years  in  securing  properly  trained  and  experienced  engineers, 
and  to  many  resignations  of  men  called  to  more  lucrative  posi- 
tions in  the  consulting  and  industrial  -field,  attention  cannot  be 
too  fltrongly  focused  upon  the  necessity  of  financial  relief  if  the 
volume  and  efficiency  of  the  work  in  past  years  is  to  be  main- 
tained. As  a  st^  toward  relief  in  this  direction,  and  in  order  to 
improve  the  conditions  of  employment  generally  and  make  them 
more  comparable  and  uniform  with  other  engineering  departments 
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of  the  state  service,  a  uniform  classification  of  positions  in  the 
Division  with  commensurate  salaries  has  been  asked  of  and 
approved  by  the  Oivil  Service  Oommission.  If  this  new  daasifi* 
cation  with  necessary  appropriations  is  approved  by  the  Legis- 
lature, the  present  serious  handicaps  to  efficiency  of  work  and 
integrity  of  organization  will  be  largely  removed. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engineer 
December  31,  1920 
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EXAMINATION  AND  APPROVAL  OF  PLANS  FOR 
SEWERAGE  AND  SEWAGE  DISPOSAL 

The  examination  of  plans  for  sewerage  and  sewage  disposal 
for  municipalities  under  the  provisions  of  the  Public  Health, 
Village,  and  Town  Laws,  which  require  that  all  such  plans  be 
submitted  to  this .  Department  for  approval  before  construction 
may  be  undertaken,  comprises  one  of  the  more  important  routine 
duties  of  the  Engineering  Division.  Plans  for  new  sewerage  and 
sewage  disposal  systems  are  carefully  studied  not  only  with  refer- 
ence to  the  details  of  the  design  and  the  adequacy  of  these  systems 
but  also  with  respect  to  the  location  of  the  outlets  and  the  extent 
of  the  treatment  of  the  sewage  in  order  that  not  only  the  munici- 
palities themselves  but  lower  riparian  owners  and  municipalities 
may  have  their  public  water  supplies  protected  and  free  from  any 
nuisance  arising  from  sewage  pollution. 

During  the  year  1920  some  127  sets  of  plans  for  sewerSj  sewer- 
age systems,  and  sewage  and  waste  disposal  have  been  examined 
and  reported  upon  by  the  Engineering  Division.  Brief  descrip- 
tions of  the  different  plans  recommended  for  approval,  together 
with  the  permits  issued  in  connection  with  their  approval  and 
complete  reports  upon  the  examinations  of  the  plans  for  the  more 
important  installations  proposed,  are  given  below. 
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AVON 

Plans  for  a  proposed  sewer  extension  in  Rochester  street,  in  the  village  of 
Avon,  were  approved  on  April  1,  1920.  The  permit  issued  in  connection  with 
the  approval  of  these  plans  contained,  in  addition  to  the  usual  revocation, 
modification,  complete  construction,  and  storm  water  clauses,  the  following 
condition : 

That  a  manhole  be  constructed  at  the  junction  of  the  lower  end  of  the  pro- 
posed 6-inch  sewer  with  the  eidsting  6-inch  sewer. 


BEDFORD  (Town)   (Property  of  E.  O.  Holter) 

On  March  0,  1920,  plans  were  approved  for  a  sewage  disposal  plant  con- 
sisting of  a  settling  tank,  dosing  chamber,  and  subsurface  irrigation  system 
to  treat  the  sewage  from  a  cottage  on  the  property  of  Mr.  E.  O.  Holter. 
Since  the  property  is  located  on  the  watershed  of  Croton  lake,  one  of  the 
sources  of  water  supply  of  New  York  City,  the  plans  were  sulnnitted  to  the 
Department  of  Water  Supply,  Gas  and  Electricity  of  the  city  of  New  York 
for  approval,  and  were  approved  by  that  Department  on  March  1,  1920.  The 
permit  issued  by  this  Department  in  connection  with  the  approval  of  tlw 
plans  follows: 

Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health,  as 
provided  by  section  76  of  chapter  49  of  the  Law«  of  1909,  the  "  Public  Health 
Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting  chapter 
45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  Mr.  E.  O.  Holter 
to  discharge  the  effluent  from  the  proposed  sewage  disposal  plant  to  serve 
the  cottage  on  his  property  in  the  town  of  Bedford  into  the  ground  waters 
of  the  State  tributary  to  Croton  lake,  within  the  town  of  Bedford,  West- 
chester county,  in  accordance  with  the  plans  accompanying  the  petition, 
under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  the  judgment  of  the  State  Commissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  the  sewage  disposal  works  shown  by  plans  approved  this  day 
shall  be  fully  constructed  in  complete  conformity  with  such  plans  or 
approved  amendments  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewage  disposal  works. 

6.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  Croton  lake  or  any  tributary  thereof,  or  any  other 
water  course,  or  deposited  on  the  ground  where  it  may  be  wadied  by 
rain  or  melting  snow  into  any  watercourse. 

6.  That  when  necessary  the  sludge  shall  be  removed  from  the  proposed 
tank  in  such  a  manner  as  to  cause  no  nuisance  and  disposed  of  by  bury- 
ing in  some  remote  place. 

M.  NICOLL,  Jr. 
March  9,  1920  Deputy  State  Commissioner  of  Health 


BEDFORD  HILLS  (State  Reformatory  for  Women) 

Plane  submitted  by  the  State  Architect  for  certain  repairs  and  improve- 
ments to  the  sand  filters  and  surrounding  embankments  at  the  sewage  die- 
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posal  plant  of  the  New  York  State  Reformatory  for  Women  at  Bedford  Hills 
were  approved  on  April  7,  1920.  Amended  plans  for  repairs  to  the  sewage 
disposal  plant  were  approved  on  July  9,  1920. 


BEEKMAN  (Town)  (Sylvan  Lake  Camp  for  Girls) 

Plans  were  approved  on  June  11,  1920,  for  3  separate  sewage  disposal 
plants,  each  consisting  of  a  settling  tank  and  leaching  cesspool,  for  the  dis- 
posal of  sewage  from  the  Sylvan  Lake  Camp  for  Girls  at  Sylvan  lake,  in 
the  town  of  Beekman.  The  permit  issued  in  connection  with  the  approval 
of  these  plans  follows: 

Permit 

Application  having  heen  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  hy  section,  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  The 
Hopewell  Realty  Company  to  discharge  sanitary  sewage  from  the  under- 
drainage  of  leaching  cesspools  at  Sylvan  Lake  Camp  for  Girls,  near  Beekman, 
into  the  ground  waters  tributary  to  Sylvan  lake,  within  the  town  of  Beekman, 
Dutchess  cotmty,  N.  Y.,  in  accordance  with  the  plans  accompanying  the 
petition,  under  the  following  conditions: 

1.  That  sewage  disposal  plants  serving  the  easterly  and  westerly  wash- 
houses  shall  be  removed  at  least  100  feet  farther  east  and  west  respec- 
tively from  the  points  shown  on  the  plan. 

2.  That  the  sewage  disposal  plant  to  serve  the  kitchen  and  mess  hall 
shall  either  be  located  not  less  than  400  feet  west  of  the  kitchen  and 
mess  hall,  or  that  the  sewage  from  the  kitchen  be  discharged  into  the 
sewer  or  sewage  disposal  plant  serving  the  westerly  wash-houses. 

3.  That  additional  leaching  cesspools  shall  be  installed  whenever 
required,  or  some  other  suitable  method  of  disposal  of  the  sewage  from 
this  camp  shall  be  provided  when  required  under  plans  wliich  must 
first  be  submitted  to  and  receive  the  approval  of  the  State  Commissioner 
of  Health. 

4.  That  the  sludge  shall  be  buried  or  otherwise  disposed  of  without 
nuisance,  and  that  no  sludge  shall  be  discharged  into  any  stream  or  body 
of  water  or  upon  the  surface  of  the  ground  where  it  might  be  carried 
by  rain  or  melting  snow  into  such  stream  or  bodv  of  water. 

M.  NICOLL,  Jr. 
June  11,  1920  Deputy  State  Commissioner  of  Health 


BINGHAMTON 

Plans  were  approved  on  June  28,  1920,  for  proposed  sewers  in  North  Way 
street,  Stowe  driveway,  and  Stowe  avenue,  in  the  city  of  Bdnghamton.  The 
permit  issued  in  connection  with  the  approval  of  these  plans  contained,  in 
addition  to  the  usual  storm  water  and  complete  construction  clauses,  the 
following  condition: 

ITiat  whenever  required  by  the  State  Commissioner  of  Health  the  sewage 
to  be  collected  by  the  proposed  sewer  extensions  shall  be  conveyed  to  and 
treated  in  sewage  disposal  work**  to  be  constructed  by  the  city  of  Binghamton 
to  care  for  the  entire  sanitary  sewage  of  the  city  under  plans  to  be  submitted 
to  and  approved  by  this  Department. 
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BRIARCLIPP  MANOR  (BriarcUfF  Manor  Realty  Co.) 

Plans  were  approved  on  February  21,  1920,  for  proposed  extensions  to  the 
temporary  sewage  disposal  plant  serving  the  village  of  Briarcliff  Manor. 
The  plane  contemplated  the  inetallation  of  an  additional  pump  and  the  con- 
struction of  a  new  absorption  field.  The  permit  issued  in  connection  with 
the  approval  of  the  plans  follows.  On  October  25,  1920,  the  time  limit 
specified  in  the  permit  was  extended  from  October  31,  1920,  to  October  31, 
1921. 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "  Public 
Health  Law '*  as  amended  by  chapter  553  of  the  La^vs  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  The  Briar- 
cliff  Manor  Realty  Co.  to  discharge  the  effluent  from  the  proposed  addition 
to  the  disposal  plant  serving  Briarcliff  Manor  into  the  ground  waters  of 
the  State  tributary  to  Pocantico  river  at  the  point  show^n  on  the  plan  within 
the  municipality  of  Briarcliff  Manor,  Westchester  county,  in  accordance  with 
the  plans  accompanying  the  petition,  under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  thd  judgment  of  the  State  Commissioner  of 
Health  such  revocation,  modification,  or  change  shall  beoome  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  this  permit  shall  expire  on  October  31,  1920. 

4.  That  after  October  31,  1920,  the  sewage  to  be  disposed  of  on  the 
temporary  absorption  field  provided  for  by  the  plans  approved  this  day 
shall  be  disposed  of  in  accordance  with  plans  heretofore  approved  l^ 
this  Department. 

5.  That  the  proposed  additional  disposal  works  provided  by  the 
plans  approved  this  day  shall  be  fully  constructed  in  complete  con- 
formity with  such  plans  or  approved  amendments  thereto  and  that  no 
portion  of  the  absorption  trenches  shall  be  less  than  200  feet  from  the 
Pocantico  river. 

6.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewage  disposal  plant. 

■7.  That  no  sewage  or  Fewage  sludge  from  any  part  of  the  disposal 
works  shall  be  discharged  or  allowed  to  flow  into  the  Pocantico  river 
or  any  other  watercourse,  or  be  deposited  on  the  ground  where  it 
may  be  washed  by  rain  or  melting  snow  into  any  watercourse. 

M.   NICOLL,   Jb. 
February  21,  1920  Deputy   State   Commiesioner  of  Health 


BRIGHTON  (Town)  (Sewer  District  No.  i) 

On  January  7,  1920,  plans  were  approved  for  altering  and  enlarging  the 
sewage  disposal  plant  which  serves  Sewer  District  No.  1  in  the  town  of  Brigh- 
ton, Monroe  county.  The  report  upon  the  examination  of  the  plans  and  the  per- 
mit issued  in  conneotion  with  the  approval  of  the  plans  follow: 

Hermann  M.  Bioos,  M.D.,  State  Commissioner  of  Health  : 

I  beg  to  submit  the  following  report  on  the  examdnation  of  plane  for 
altering  and  enlcu'ging  the  sewage  dlsporal  plant  to  serve  Sewer  District 
No.  1  in  the  town  of  Brighton,  Monroe  county,  N,  Y.,  submitted  to  this 
Department  for  approval  by  the  engineer  on  December  29,  1919. 
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According  to  the  recorde  of  this  Deixartment,  plans  for  a  disposal  plant 
to  serve  Sewer  District  No.  1  were  originally  approved  by  this  Department 
on  August  29,  1914.  At  that  time  the  district  comprised  about  120  acres 
and  the  ultimate  future  population  of  this  area  was  estimated  at  1,940. 
The  plant  consisted  of  a  pumping  station,  a  two-story  settling  tank,  a  dosing 
chamber,  and  intermittent  sand  filter  beds.  The  settling  compartment  of  the 
tank  had  a  capacity  of  14,000  gallons  and  the  sludge  compartment  an  aviail' 
able  capacity  of  1600  cubic  feet.  The  area  of  the  sand  beds  was  1.3  acres. 
The  plant  was  considered  to  have  a  sufficient  capacity  easily  to  care  for  the 
sewage  of  1,000  persons. 

On  August  6,  1919,  plans  for  certain  extensions  to  the  sewerage  system  for 
6ewer  District  No.  1  to  serve  a  new  area  recently  added  to  the  district  were 
submitted  to  this  Department  for  approval.  The  new  area  added  has  an 
area  of  135  acres  and  an  estimated  future  population  of  2,505  persons,  making 
the  estimated  future  population  of  the  entire  district  4,445  persons.  It  was 
stated,  however,  at  the  time  the  plans  were  submitted,  that  the  entire  popu- 
lation of  this  district  was  then  not  over  100.  The  plans  for  the  extensions  to 
the  sewerage  system,  including  a  necessary  pumping  station,  were  approved 
on  August  12,  1919,  with  the  condition  that  on  or  before  January  1,  1920, 
additional  plans  for  additions  to  the  existing  sewage  disposal  plant  should 
be  submitted  to  this  Department  for  approval,  and  that  before  the  population 
of  the  district  should  exceed  1,000  these  additions  should  be  constructed  and 
put  in  operation. 

The  plans  now  submitted  contemplate  the  construction  of  a  new  settling 
tank  and  dosing  chamber  to  be  used  in  connection  with  the  old  tank,  the 
abandonment  of  the  present  dosing  chamber,  and  the  replacement  of  the 
present  sand  beds  and  sludge  bed  with  larger  sand  filter  beds  and  a  larger 
sludge  bed.  The  sewage  from  the  pumping  station  will  be  discharged  into  a 
trough  connecting  the  old  and  new  settling  tanks,  flow  through  the  two  tanks 
which  are  connected  in  parallel,  and  discharge  into  the  new  dosing  chamber 
lying  between  them,  from  which  it  will  be  distributed  by  4  automatic 
siphons  on  to  the  sand  beds.  The  effluent  from  the  sand  beds  will  'discharge 
into  the  creek  which  receives  the  effluent  from  the  present  plant. 

The  proposed  new  two-story  settling  tank  is  to  be  of  concrete,  19  feet  by 
28  feet  in  plan,  and  24  feet  6  inches  deep  from  the  flow  line  to  the  bottom 
of  the  3  hoppers  forming  the  bottom  of  the  tank.  The  settling  compartment 
is  separated!  fronn  the  remainder  of  the  tank  by  6-inch  longitudinal  concrete 
partitions  the  lower  part  of  which  slope  toward  a  central  longitudinal  slot 
with  an  inclination  of  1.2  on  1.  This  slot  is  protected  by  a  beam  of  triangular 
cross  section  overlapping  the  slot  .by  12  inches  on  each  side,  and  allowing  an 
8-inch  opening  on  each  side  through  which  the  solids  settling  out  of  the 
sew'age  may  fall  into  the  sludge  compartment.  The  slope  of  the  sides  of  the 
triangular  beam  are  only  0.8  on  1,  and  it  would  seem  desirable  that  this  slope 
be  made  at  least  equal  to  that  of  the  partitions  in  order  to  avoid  clogging 
of  the  slots  by  the  accumulations  of  sludge  on  the  top  of  the  triangular  beam. 
Oas  vents  3  feet  wide  connected  to  the  sludge  compartment  extend  the  entire 
length  of  the  tank  on  each  side.  The  sewage  enters  and  leaves  the  tank  over 
wrought-iron  weirs  extending  the  full  width  of  the  settling  compartment  at 
each  end.  The  ou^tlet  weir  is  protected  by  a  wooden  scum  b^ard  set  12  inches 
from  the  weir  and  extending  from  2  inches  above  to  2  feet  6  inches  below 
the  surface  of  the  liquid  in  the  tank.  Three  8-inch  sludge  pipes,  one  extending 
to  the  bottom  of  each  hopper,  provide  a  means  for  drawing  off  the  sludge  and 
discharging  it  on  to  the  sludge  bed. 

The  capacity  of  the  settling  compartment  is  approximately  30,000  gallons, 
and  the  available  capacity  of  the  sludge  compartment  about  2,400  cubic  feet. 
Since  this  tank  is  to  be  operated  in  connection  with  the  old  tank,  the  total 
settling  capacity  available  will  be  44,000  gallons,  and  the  available  sludge 
capacity  4,000  cubic  feet.  Assuming  a  sewage  flow  of  100  gallons  per  capita 
per  day,  and  that  the  desirable  average  detention  period  for  fresh  dilute 
sewage  such  as  will  be  received  here  is  about  2.5  hours  flow,  the  tanks  should 
serve  satisfactorily  about  4,000  people.  With  this  population  the  sludge 
capacity  would  be  about  1  cubic  foot  per  capita  which  generally  proves 
sufficient. 
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The  dosing  chamber  is  a  covered  concrete  tank  15  by  26  feet  in  plan  having 
an  available  depth  of  about  4  feet.  The  capacity  of  the  chamber  is  11,000 
gallons,  or  1,650  cubic  feet,  the  equivalent  of  about  35  mdnutes  average  flow  or 
a  depth  of  approximately  %  indi  on  one  sand  bed.  This  capacity  could  be 
undoubtedly  increased  with  advantage,  for  the  quantity  dos^  at  each  dis- 
charge is  scarcely  sufficient  to  produce  a  uniform  distribution  on  the  entire 
sand  bed.  The  capacity  of  the  dosing  tank  should  be  increased  sufficiently 
to  provide  a  dose  equivalent  to  not  less  than  one  inch  over  the  surface  of 
one  sand  filter  bed,  and  the  size  of  the  siphons  increased  to  14  inches  in 
order  to  secure  a  uniform  distribution  of  the  sewage  over  the  beds.  Four 
10-ineh  automatic  siphons  are  provided  to  arrange  to  distribute  the  contents 
of  the  dosing  chamber  on  to  each  of  the  4  sand  beds  in  turn. 

Four  sand  beds  of  irregular  shape  are  provided  each  having  an  area  of 
about  0.86  of  an  acre.  The  filtering  material  consists  of  36  inches  of  sand 
having  an  effective  size  between  the  limits  of  0.2  m.m.  and  0.5  m.m.  placed 
on  a  6-inch  layer  of  gravel.  The  effluent  from  the  dosing  chamber  is  dis- 
tributed on  the  beds  by  means  of  wooden  troughs  12  inches  deep  and  varying 
from  12  inches  to  6  inches  in  width.  Lines  of  6-inch  drain  tile  with  ^-inch 
open  joints,  laid  10  feet  on  centers  in  the  gravel  on  the  bottom  of  the  beds, 
collect  the  effluent  and  conduct  it  to  a  10-inch  main  underdrain  which  dis- 
charges into  the  creek. 

The  total  area  of  the  sand  beds  is  about  3.5  acres,  providing  sufficient  area 
to  care  for  a  population  of  approximately  3,500  people,  a  little  less  than  tlie 
population  that  can  be  readily  cared  for  by  the  tanks  and  about  80  per  cent 
of  the  estimated  future  population  of  the  area.  According  to  the  report  of 
the  engineer,  it  is  expected  that  within  a  short  time,  and  long  before  the 
population  reaches  that  just  mentioned,  the  district  will  be  taken  into  the 
city  of  Rochester,  and  other  provisions  made  for  the  disposal  of  the  sewage. 

In  view  of  the  above,  and  after  a  careful  consideration  of  the  essential 
features  of  the  design  and  of  local  and  general  conditions,  I  would  recom- 
mend th^,t  the  plans  be  approved,  and  a  permit  issued  allowing  the  discharge 
of  the  effluent  from  the  proposed  sewage  disposal  plant  for  Sewer  District  No. 
1,  town  of  Brighton,  Monroe  county,  N.  Y.,  into  Allen  creek  within  the 
town  of  Brighton,  with  the  following  condition  in  addition  to  the  usual 
revocation  and  modification  clauses: 

1.  That  the  capacity  of  the  proposed  dosing  tank  shall  be  increased 
sufficiently  to  provide  for  a  dose  equal  to  a  depth  not  less  than  one  inch 
on  each  sand  filter  bed. 

2.  That  the  size  of  the  siphons  be  increased  to  14  inches. 

3.  That  before  the  fiow  of  sewage  'tributary  to  the  proposed  sewage 
disposal  plant  shall  exceed  that  contributed  by  3,.600  persons,  the  pro- 
posed sewage  disposal  plant  shall  be  modified  or  extended  in  accordance 
with  plans  which  must  first  be  submitted  to  and  receive  the  approval  of 
the  State  Department  of  Health  and  put  in  operation^ 

Kespectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  January  3,  1920  Chief  Sngmeer 


Pebmit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Healtli, 
as  provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constitutix^ 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the  Se^wer 
Commissioners  of  Sewer  District  No.  1,  of  the  town  of  Brighton,  Monroe 
county,  N.  Y.,  to  discharge  effluent  from  the  proposed  sewage  disposal  plant 
to  serve  Sewer  District  No.  1,  town  of  Brighton,  into  the  waters  of  Allen  creek 
at  the  points  shown  on  the  plans  within  the  town  of  Brighton  in  accordance 
with  the  plans  accompanying  the  petition,  under  the  following  conditions: 
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1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  the  judgment  of  the  State  Commiasioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  the  sewage  disposal  works  shown  by  plans  approved  this  day 
shall  be  fully  constructed  in  complete  conformity  with  such  plans  or 
approved  amendments  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewers. 

6.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  Allen  creek  or  any  other  watercourse  or  be  deposited 
on  the  surface  of  the  groiuid  where  it  might  be  washed  by  rain  or  melting 
snow  into  Allen  creek  or  any  other  watercourse. 

6.  That  the  capacity  of  the  proposed  dosing  tank  shall  be  increased 
sufficiently  to  provide  for  a  dose  equal  to  a  depth  not  less  than  one  inch 
on  each  sand  filter  bed. 

7.  That  the  size  of  the  siphons  be  increased  to  14  inches. 

8.  That  before  the  fiow  of  sewage  tributary  to  the  proposed .  sewage 
disposal  plant  shall  exceed  that  contributed  by  3,600  persons  the  pro- 
posed sewage  disposal  plant  shall  be  modified  or  extended  in  accordance 
with  plans  which  must  first  be  submitted  to  and  receive  the  approval 
of  the  State  Department  of  Health,  and  put  in  operation. 

M.  KICOLL,  Jr. 
January  7,  1920  Deputy  State  Commisaioner  of  Health 


BRONXVILLE 

Plans  were  approved  on  January  19,  1920,  for  the  proposed  reconstruction 
of  the  sewer  extending  from  the  south  end  of  Meadow  avenue  across  private 
property  to  Kraft  avenue,  in  the  village  of  Bronxville.  No  permit  was  issued 
in  connection  with  the  approval  of  these  plans. 


BROOKHAVEN    (Town)    (Suffolk   County  Tuberculosis 

Hospital) 

Amended  plans  for  the  disposal  of  sewage  from  the  Suffolk  County  Tuber- 
culosis Hospital,  near  Holtsville,  were  approved  on  December  8,  1920.  The 
plans  provided  for  the  construction  of  a  new  settling  tank  and  the  addition 
of  one  cesspool  to  each  battery  of  cesspools.  The  permit  issued  in  connection 
with  the  approval  of  the  plans  follows: 


Permit 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  article  V  of  the  Public  Health  Law,  permission  is  hereby 
given  to  the  Board  of  Managers  of  the  Suffolk  County  Tuberculosis  Hospital 
to  discharge  effluent  from  the  proposed  disposal  plant  into  the  ground  waters 
tributory  to  Patchogue  creek  within  the  town  of  Brookhaven,  Suffolk  county, 
N.  Y.,  in  accordance  with  the  plans  accompanying  the  application,  under  the 
following  conditions: 

1.  That  an  ample  overfiow  aperture  be  provided  through  the  sludge 
wall  nearest  the  outlet  in  the  treatment  tank. 
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2.  That  with  the  exception  of  the  foregoing  condition,  the  sewage 
disposal  works  shown  by  plans  approved  this  day  shall  be  fully  con- 
structed in  complete  conformity  with  such  plans  or  approved  amend- 
ments thereof. 

3.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to 
the  proposed  sewage  disposal  works. 

4.  That  when  necessary  the  sludge  shall  be  removed  from  the  pro- 
posed tank,  at  least  once  a  year,  in  such  a  manner  as  to  cause  no  nuisance 
and  disposed  of  by  burying  in  some  remote  place. 

5.  That  whenever  required  by  the  State  Commissioner  of  Health, 
satisfactory  detailed  plans  for  additional  works  for  treatment  of  the 
sewage  of  the  hospital  shall  be  submitted  for  approval;  and  upon  the 
approval  of  said  plans  any  or  all  portions  of  such  additional  or  supple- 
mentary works  for  treatment  of  sewage  shall  be  constructed  and  put  in 
operation  at  such  time  or  times  thereafter  as  said  Commissioner  may 
designate. 

M.  NIOOLL,  Jr. 
December  8,  1920  Deputy  State  Commisaumer  of  Health 


BROWNVILLE 

Plans  were  approved  on  December  14,  1920,  for  a  proposed  sewer  system 
and  disposal  plant  for  the  village  of  Brownville,  Jefferson  county.  The 
report  upon  the  examination  of  tne  plans  and  the  permit  issued  in  connec- 
tion with  the  approval  of  the  plans  follow: 

Hebmann  M.  Biggs,  M.D.,  State  Commiaaioner  of  Health: 

I  wish  to  submit  the  following  report  on  our  examination  of  the  plane 
for  the  proposed  sewer  s^'stem-  and  disposal  plant  for  the  village  of  Brown- 
ville, Jefferson  county,  N.  Y.,  submitted  to  this  Department  for  approval 
by  the  consulting  engineer  for  the  board  of  trustees  on  December  9, 
1920.  The  plane  were  submitted  in  duplicate,  and  were  acoomipanied  by 
an  engineering  report,  specifications,  and  an  application  for  the  approval  of 
the  plans  and  the  issuance  of  a  permit.  An  application  asking  for  permis- 
sion to  omit  temporarily  the  construction  of  the  disposal  plant  and  certain 
portions  of  the  proposed  sewer  system  was  also  submitted. 

Brownville  was  incorporated  in  1828,  and  had  a  population  of  854  in  1910 
and  998  in  1920.  It  is  located  on  the  Blade  river,  about  4  miles  below 
Watertown,  at  a  point  on  the  north  bank  of  the  Black  river  about  4  miles 
above  where  it  discharges  into  Black  River  bay,  an  arm  of  Lake  Ontario. 
The  village  of  Dexter,  which  has  a  population  of  1,200  people,  is  loca>ted  near 
the  mouth  of  the  river,  and  is  the  only  populous  settlement  on  the  river  below 
Bro^Tiville.  The  Black  river  is  not  used  as  a  source  of  public  water  supply 
below  the  village,  and  a  number  of  municipalities,  including  the  city  of 
Watertown,  are  at  present  discharging  untreated  sewage  into  this  stream 
above  the  village.  Brownville  has  at  present  neither  a  public  water  supply 
nor  a  sewerage  system. 

The  plans  now  under  consideration  were  previously  submitted  on  Decem- 
ber 1,  1920,  and  were  returned  the  following  day,  with  a  request  for  addi- 
tional information  on  certain  points  and  suggestions  for  amendments  along 
the  following  lines: 

1.  Tliat  sewers  be  shown  on  all  streets. 

2.  That  railroad  and  brook  crossings  and  drop  manholes  be  shown  in 
detail. 

3.  That  slopes  giving  low  velocities  be  increased. 

4.  That  the  sludge  compartment  in  the  treatment  tank  of  the  disposal 
plant  be  enlarged. 
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5.  That  certain  other  modifications  be  made  in  the  disposal  plant. 

A  number  of  conferences  with  the  designing  engineer  were  also  held  at  the 
office  of  the  Engineering  Division  of  this  Department  at  which  other  revisions 
in  the  plans  were  suggested. 

The  plans  now  submitted  have  been  amended  in  general  accordance  with 
our  recommendations,  and  the  information  requested  is  also  given.  The 
plans  are  comprehensive,  and  show  by  contour  map  embracing  the  village 
limits  that  all  portions  of  the  village  may  be  made  tributary  to  the  sewer 
system,  and  sewers  are  shown  on  all  present  and  proposed  streets.  Although 
it  is  planned  to  discharge  temporarily  the  sewage  to  be  collected  by  the  pro- 
posed system  directly  into  the  Black  river  through  a  submerged  outlet  at 
the  foot  of  Storehouse  alley,  the  plans  submitted  include  detailed  plans  for 
the  preliminary  treatment  of  the  sewage  of  the  village,  and  show  location 
of  supplementary  treatment  works  to  be  constructed  and  put  in  operation 
whenever  required  or  necessary.  A  copy  of  the  deed  of  the  property  pur- 
chased by  the  village  for  the  proposed  disposal  plant  was  submitted  with  the 
plans. 

The  plans  have  been  carefully  examined  with  respect  to  the  sewerage 
system  and  sewage  disposal  works.  In  connection  with  the  sewerage  system 
the  design  has  been  carefully  studied  with  reference  to  alignment,  sizes, 
grades,  capacities,  durability,  facilities  for  extension,  repair,  cleaning,  and 
inspection  and  flushing,  and  other  features  of  a  hydraulic  or  sanitary  nature. 
In  connection  with  means  for  sewage  disposal,  it  has  been  studied  with 
reference  to  the  present  and  future  general  method  and  efficiency  of  the 
sewage  disposal  plant  as  a  whole,  and  of  the  capacities  and  practical  opera- 
tion of  the  individual  structures,  appurtenances,  and  apparatus. 

The  sizes  of  the  sewers  of  the  proposed  sewer  system  are  to  vary  from 
8-inch  to  12-inch  in  diameter,  and  are  to  be  laid  in  general  on  slopes  which 
appear  to  provide  ample  capacity  and  self -cleansing  velocities  und«r  ordinary 
condition?.  Manholes  are  provided  at  all  sewer  terminals,  changes  in  direc- 
tion, at  sewer  intersections,  and  at  distances  on  straight  alignment  not  farther 
apart  than  500  feet  on  the  12-inch  pipe  and  400  on  the  smaller  sizes.  As 
surface  water  will  naturally  gravitate  into  the  sewer  trenches  and  often 
be  under  some  ground  water  head,  it  is  very  essential  that  every  precaution 
be  -taken  to  insure  the  tightness  of  the  joints,  and  rigid  inspection  of  this 
feature  should  be  insisted  upon  before  any  back  filling  is  allowed  to  be 
placed  around  the  sewer  pipes. 

Only  270  house  branches  appear  to  be  provided  for  the  sewers  to  be  con- 
structed at  first.  The  property  frontage  appears  to  be  nearly  27,000  feet 
along  the  sewers  planned  for  immediate  installation.  Unless  ample  branches 
are  inserted  in  the  sewer  at  the  time  of  construction,  property  holders  may 
later  be  seriously  handicapped  in  making  connections  and  the  sewer  itself 
inuperiled,  particularly  where  the  property  becomes  closely  built  up  and 
subdivided.  It  is,  therefore,  suggested  that  the  number  of  house  branches  be 
materially  increased. 

Sewers  are  shown  on  every  street,  with  a  combined  total  length  of  about 
30,475  feet.  Of  this  length  it  is  planned,  however,  to  build  at  this  time  only 
about  14,275  feet,  leaving  about  16,200  feet,  including  3,100  feet  of  outfall 
line,  for  future  construction.  The  sizes,  lengths,  and  location  of  the  sewers  for 
present  and  future  construction  are  shown  in  the  accompanying  table. 

The  only  slopes  which  do  not  seem  to  provide  as  high  velocities  as  desirable 
are  those  on  sewers  planned  for  future  construction  on  Washington  street 
and  Brown  road,  where  the  streets  are  either  nearly  level  or  graded  in  the 
opposite  direction  from  the  flow  of  the  sewer,  and  are  underlain  with  rock. 
It  is  felt  that  the  opening  up  of  other  streets  may  permit  more  favorable 
grades  to  be  secured,  and  that  approval  of  plans  Which  are  represented  as 
urgently  needed,  need  not  be  withheld  on  this  account,  provided  that  these 
sewers,  if  built,  be  frequently  examined  and  cleaned,  and  that  flush  tanks 
be  provided  at  the  upper  ends  of  these  sewers  to  facilitate  cleaning  and  pre- 
vent stoppages. 
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Sewer  DUnenHons  and  Locations 


Location 

li^neh 
C.I. 

12-inoh 

t.c. 

lOtBch 

t.c. 

»4noh 
T.C. 

6-ineh 

C.I. 

double 

Grand 
total 

Sewers  to  be 
omitted 

tcmporarity 
from  eon- 
straotion 

Sewen 

for 

present 

oonstrao- 

tion 

DispoBal  oatfall 

1.500 

1.600 

425 

1,025 

■'725 

1,425 

750 

"925 

1,925 

2.725 

1,225 

2,025 

776 

300 

1.525 

300 

2.225 

8,175 

700 

525 

525 

1,650 

500 

275 

1.125 

500 

"ioo 



3.100 

425 

2.675 

3.850 

3.475 

1.225 

2.025 

775 

300 

1.525 

300 

2.325 

3.175 

700 

525 

525 

1,660 

500 

275 

1.125 

500 

3.100 

StorehoosB  tlley 

425 

Rtrin  fftntfrt 

600 
1,475 
2.200 
1.225 

2,075 

Main  irtrfmi  

1.876 

Wftflhington 

1.275 

WilUanis  itreet 

Firanklin  itreet 

2.025 

Rke  croafliiig 

775 
800 

Gould  street'. 

East  St.  Lawrenee  sinet. . . . 

1.526 

Mill  ftr^ 

300 

Sand  itreet 

2,325 

3,175 

Potter  a^eet 

700 

fint  street 

525 
525 
1,225 
500 
275 

Second  street 

West  St.  Lairrenoe  street . . . 
Rioe  street 

425 

Third  street 

Pike  street 

i.i25 

Warren  street 

500 

Totals 

1.500 

3,050 

2,900 

22.925 

100 

30.475 

16,200 

14,275 

Nora. —  Except  the  outfall,  all  temporarily  omitted  sewers  are  8  mdies  in  diameter. 

An  inverted  siphon  of  apparently  appropriate  design,  composed  of  two 
parallel  lines  of  6-ineh  castiron  pipe,  is  provided  under  the  rocky  bed  of 
Phileman  creek  which  is  about  100  feet  wide  at  the  point  crossed.  The 
plan  shows  the  minimum  cover  of  concrete  over  these  pipes  to  be  12  inches. 
It  would  seem  that  this  minimum  cover  would  occur  where  a  eover  of  a  foot 
or  two  of  water  might  also  be  expected.  It  is,  however,  reconunended  that 
no  less  total  cover  be  given  this  pipe,  in  which  the  sewage  may  frequently 
stand  without  flow,  than  would  be  thriven  water  pipes  under  similar  condi- 
tions. The  engineer's  report  states  that  arrangements  have  been  made  with 
the  New  York  Central  Railroad  Company  for  the  sewer  to  cross  under  its 
tracks  by  means  of  castiron  pipe.  Drop  manholes  and  the  proposed  sub- 
merged direct  outfall  discharging  into  the  river  are  shown  in  detail  and 
appear  to  be  of  satisfactory  design. 

Above  the  point  of  discharge  the  Black  river  watershed  has  an  area  of 
about  1,900  square  miles.  Recorded  flood  discharge  rates  have  been  as  high 
as  30,000  to  40,000  second  feet.  The  minimum  weekly  discharge  rate  1ms 
fallen  as  low  as  about  500  second  feet.  The  stream,  however,  seems  to  be 
a  marked  example  of  the  benefit  of  storage  and  regulation,  for  in  recent 
years  the  minimum  flow  for  two  days  together  appears  seldom  to  average 
less  than  1,000  second  feet,  and  that  only  on  Sundays  during  storage  replenish- 
ment, while  the  maximum  flood  runoff  appears  to  be  reduced  to  between 
16,000  and  25,000  second  feet. 

The  disposal  plant  planned  for  future  construction  is  shown  located  on  a  flat 
blufl"  situated  on  the  north  side  of  the  river  about  600  feet  below  the  westerly 
village  line  and  about  2,300  feet  below  the  point  of  temporary  discharge. 
The  treatment  plant  shown  by  the  detailed  plans  is  to  consist  of  a  two- 
story  settling  tank.  The  proposed  location  of  supplementary  treatment 
works,  consisting  of  contact  beds  followed  by  secondary  settling  tanks,  is 
also  shown  on  the  general  plans.  The  general  elevation  of  the  ground  at 
the  disposal  plant  site  is  about  30  feet  above  the  level  of  the  river,  and  the 
maximum  fluctuation  of  the  river  at  this  point  is  about  7  feet,  so  that  there 
is  no  danger  that  the  operation  of  the  plant  will  be  interfered  with  by  reason 
of  high  water. 
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The  proposed  treatment  tank  is  planned  to  be  constructed  of  concrete,  and 
is  to  be  20  feet  deep  by  12  feet  wide  and  26  feet  long.  It  is  provided  with 
plank  covers  and  piped  so  as  to  permit  of  a  reversal  of  the  sewage  flow  and 
consequent  better  distribution  of  the  deposit  of  sludge.  The  upper  or  sedi- 
mentation compartment  or  trou^rh  i^  supported  by  concrete  beams  at  the 
third  points,  and  is  provided  at  the  bottom  with  Fides  sloped  1%  on  1  down 
to  two  6-inch  slots.  This  troui^h  is  26  feet  long  by  10  feet  wide  and  about 
9  feet  deep,  giving  a  content  of  about  17.000  gallons,  or  3  hours  storage  for 
eewage  from  a  population  of  upward  of  1,300  persons  assuming  a  rate  of 
sewage  contribution  of  100  gallons  per  capita  per  day.  The  sludge  compart- 
ment below  is  shown  provided  with  two  hoppers,  and  has  a  content,  measured 
12  inches  below  the  slots  in  the  troughs  above,  of  about  1,600  cubic  feet,  and 
is  provided  with  side  and  center  gas  vents.  Sludge  removal  is  provided  for 
by  an  8-inch  sludge  pipe  connected  with  each  sludge-hopper.  The  outlet  of 
each  of  these  pipes  is  shown  about  11  feet  below  the  flow  line  of  the  tank. 
This  is  an  objectionable  feature,  inasmuch  as  it  would  mean  that  the  sludge 
bed  would  have  to  be  constructed  at  a  considerable  depth  below  the  surface 
of  the  ground  in  order  to  permit  of  draining  the  sludge  pipes  by  gravity 
after  each  discharge  of  sludge.  If  the  pipes  are  not  drained  after  each  dis- 
charge, the  sludge  running  in  the  pipes  would,  in  all  probability,  become 
consolidated  and  result  in  the  cloggmg  of  the  pipes.  A  head  on  the  sludge 
pipe  outlet  of  from  3%  to  4  feet  would  be  sufficient  and  would  permit  of 
locating  the  sludge  bed  at  a  higher  elevation  than  would  be  possible  if  the 
tank  was  constructed  as  planned.  A  perforated  water  pipe  for  forcing  water 
under  pressure  into  the  sludge-hoppers  to  facilitate  the  removal  or  drawing 
off  of  the  sludge  should  also  be  provided  when  the  tank  is  installed. 

As  noted  above,  an  application  has  been  submitted  by  the  board  of  trustees 
of  the  village  under  and  in  accordance  with  section  260  of  the  Village  Law, 
asking  for  permission  to  omit  temporarily  the  construction  of  the  proposed 
sewage  disposal  plant  and  certain  portions  of  the  proposed  sewer  system. 
The  portions  of  the  sewer  system  to  be  constructed  at  first  appear  to  cover 
the  more  developed  sections  of  the  village  where  the  sewers  are  most  urgently 
needed  at  present,  and  I  do  not  see  any  objections  to  permitting  the  village 
to  omit  temporarily  the  construction  of  the  remainder  of  the  system  whidi 
can  be  installed  when  required.  With  respect  to  the  temporary  omission  of 
the  construction  of  the  disposal  plant,  I  am  of  the  opinion  that  the  applica- 
tion of  the  village  could  appropriately  be  granted,  considering  the  large 
dilution  afforded  by  the  regulated  flow  of  the  Black  river  at  this  point,  the 
nature  of  the  territory  through  wfhich  it  flows,  and  the  fact  that  no  public 
water  supply  is  derived  from  the  river  below  Brownville  at  this  time. 

After  a  careful  examination  of  the  plana  and  a  full  consideration  of  the 
essential  features  of  design  and  of  the  local  and  general  requirements  for 
sewerage  and  sewage  disposal,  I  beg  to  reconunend  that  these  plans  be 
approved,  and  a  permit  be  issued  to  the  board  of  trustees  of  the  Village  of 
Brownville  to  discharge  sewage  from  the  proposed  system  and  disposal  plant 
into  the  waters  of  the  Black  river  under  the  following  conditions: 

1.  That  flush  tanks  shall  be  provided  at  the  upper  ends  of  all  sewers 
havin&r  slopes  of  less  than  4  per  cent. 

2.  That  the  cover  provided  for  the  inverted  syphon  under  the  creek 
shall  be  sufficient  to  prevent  its  freezing  and  nowhere  shall  such  cover 
l3e  less  than  3  feet. 

3.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to 
the  proposed  Fewer. 

4.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
proposed  settling  tank  shall  l>e  installed  and  put  in  operation. 

5.  That  whenever  the  settling  tank  is  constructed  the  sludge  pipes 
shall  be  so  installed  as  to  pprmit  of  draining  or  flushing  these  pipes, 
and  perforated  water  pipes  shall  be  installed  in  the  sludge-hoppers  to 
facilitate  the  removal  of  the  sludge. 

6.  That  whenever  required  satisfactory  detailed  plans  for  sludge  drying 
bed  or  beds  shall  be  submitted  to  and  receive  the  approval  of  this  De- 
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partment,  and  that  such  sludge  drying  bed  or  beda  shall  be  installed 
simultaneously  with  the  settling  tank. 

7.  That  whenever  required  by  the  State  'Commissioner  of  Health, 
satisfactory  detailed  plans  for  additional  works  for  more  complete  treat- 
ment of  the  sewage  of  the  village  shall  be  submitted  for  approval;  and 
upon  the  approval  of  said  plans  any  or  all  portions  of  such  additional 
or  supplementary  works  for  more  complete  treatment  of  sewage  shall 
be  constructed  and  put  in  operation  at  such  time  or  times  thereafter 
as  said  Commissioner  may  designate. 

I  would  further  recompiend  that  permission  be  granted  to  the  board  of 
trustees  to  omit  temporarily  the  construction  of  .the  sewage  disposal  plant 
and  outlying  portions  of  the  sewer  system. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  December  18,  1920  Chief  Engineer 


Pbbicit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  article  V  of  the  Public  Health  Law,  permission  is  hereby 
given  to  the  Board  of  Trustees  of  the  village  of  Brownville  to  discharge  sewage 
temporarily  from  the  proposed  system  of  sewers  in  said  village  into  the  waters 
of  the  Blaidc  river  within  the  municipality  of  Brownville,  Jefferson  county, 
K.  Y.,  in  accordance  with  the  plans  accompanying  the  application,  under  the 
following  conditions : 

1.  That  flush  tanks  shall  be  provided  at  the  upper  ends  of  all  sewers 
having  slopes  of  less  than  4  per  cent. 

2.  That  the  cover  provided  for  the  inverted  siphon  under  the  creek 
shall  be  sufficient  to  prevent  its  freezing,  and  nowhere  shall  such  cover 
be  less  than  3  feet. 

3.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  surface 
water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the  pro- 
posed sewer. 

4.  That  whenever  required  by  the  State  Commissioner  of  Health  the 
proposed  settling  tank  shall  be  installed  and  put  in  operation. 

5.  That  whenever  the  settling  tank  is  constructed  the  sludge  pipes 
shall  be  so  installed  as  to  permit  of  draining  or  flushing  these  pipes, 
and  perforated  water  pipes  shall  be  installed  in  the  sludge-hoppers  tu 
facilitate  the  removal  of  the  sludge. 

6.  That  whenever  required  satisfactory  detailed  plans  for  sludge  dry- 
ing bed  or  beds  shall  be  submitted  to  and  receive  the  approval  of  this 
Department  and  that  such  sludge  drying  bed  or  beds  shall  be  installed 
simultaneously  with  the  settling  tank. 

7.  That  whenever  required  by  the  State  Commissioner  of  Health  satis- 
factory detailed  plans  for  additional  works  for  more  complete  treatment 
of  the  sewage  of  the  village  shall  be  submitted  for  approval;  and  upon 
the  approval  of  said  plans  any  or  all  portions  of  such  additional  or  sup- 
plementary works  for  more  complete  treatment  of  sewage  shall  be 
constructeid  and  put  in  operation  at  such  time  or  times  thereafter  as  said 
Commissioner  may  designate. 

M.  OTCOLL,  Jk. 
Decenuehr  14,  1920  Deputy  State  Commisfioner  of  HeaUh 


CANAAN  (Town)   (Public  School  No.  i) 

A  sketch  plan  of  the  sewage  disposal  plant  of  Public  School  No.  1,  in  the 
town  of  Canaan,  Columbia  county,  was  approved  on  April  22,  1920.  The 
disposal  plant  consists  of  a  settling  tank  and  a  subsurface  irrigation  field 
apparently  constructed  in  an  artificial  bed  of  gravel.  The  permit  issued  in 
connection  with  the  approval  of  the  plans  follows: 
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Pbbicit 

Application  hayinj^  been  duly  made  to  the  State  Commissioner  of  Health, 
provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Sealth  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
ohapter  45  of  the  Consolidated!  Laws,  permission  is  hereby  given  to  the  Board 
of  Trustees  of  School  IHstrict  No.  1,  town  of  Canaan,  to  discharge  effluent 
from  the  sewage  disposal  plant  to  serve  the  school  in  that  district  into  the 
ffround  waters  of  the  State  tributary  to  Stony  Kill,  within  the  town  of 
Canaan,  Columbia  county,  N.  Y.,  in  accordance  with  the  plans  accompanying 
"the  petition,  under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modifi- 
cation or  change  whoi  in  the  judgment  of  the  State  Commissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect 
in  any  way  action  by  this  Department  on  any  future  application  that 
may  be  made  for  permission  to  discharge  additional  sewsge  or  effluent 
into  the  waters  of  this  State. 

3.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
sewage  disposal  works. 

4.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  the  tributaries  of  Stony  Kill,  or  any  other  water- 
course, or  deposited  on  the  ground  where  it  may  be  washed  by  rain  or 
melting  snow  into  any  waitercourse. 

5.  l%at  when  necessary  the  sludge  shall  be  removed  from  the  tank 
in  such  a  manner  as  to  cause  no  nuisance  and  disposed  of  by  burying 
in  some  remote  place. 

6.  That  should  it  become  apparent  at  any  future  time  that  the 
capacity  of  the  filter  bed  or  subsurface  irrigation  system  is  insufficient 
to  care  for  the  sewage  from  the  school,  satisfactory  plans  for  extensions 
to  the  system  shall  be  submitted  to  this  Department  for  approval;  and 
upon  the  approval  of  such  plans  the  extensions  shall  be  constructed  and 
put  in  operation  without  delay. 

M.  NIOOLL,  Jr. 
April  22,  1920  Deputy  State  Commiseioner  of  Health 


CLAVERACK  (Town)  (States  Metals  Company) 

Revised  plans  for  the  disposal  of  sewage  and  trade  wastes  of  the  factory 
of  the  States  Metals  Company,  in  the  town  of  Claverack,  Columbia  county, 
were  approved  on  September  2,  1920.  The  permits  issued  in  connection  with 
the  approval  of  the  plans  follow: 


Permits 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law"  as  amended  by  chapter  563  of  the  Laws  of  1911,  constituting 
chapter  46  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
States  Metals  Company  to  discharge  sewage  effluent  from  the  proposed  sewage 
disposal  plant  of  said  company  at  Claverack,  K.  Y.,  into  the  waters  of 
Claverack  creek  opposite  their  property,  within  the  town  of  Claverack, 
Columbia  county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the 
petition,  under  the  following  conditions: 

1.  That  the  plant  for  the  disposal  of  sanitary  sewage  shown  by  plans 
approved  this  day  shall  be  fully  constructed  in  complete  conformity  with 
such  plans  or  approved  amendments  thereof. 

2.  That  when  necessary  the  sludge  from  the  proposed  tanks  shall  be 
removed  and  disposed  of  in  such  a  manner  as  to  cause  no  nuisance. 
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3.  That  no  sewage  sludge  from  any  part  of  the  disposal  plant  shall 
be  discharged  into  Clayerack  creek  or  any  other  watercourse  or 
deposited  on  the  ground  where  it  may  be  washed  by  rain  or  melting 
snow  into  any  watercourse. 

M.  NICX)LL,  Jb. 
September  2,  1920  Acting  State  Commiesioner  of  Health 


Application  having  Been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  78  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  46  of  the  Consolidated  Laws,  permission  is  hereby  given  to  States 
Meials  Company  to  discharge  effluent  from  the  proposed  treatment  plant 
for  the  disposal  of  trade  wastes  from  the  factory  of  said  company  into  the 
waters  of  Olaverack  creek  opposite  their  property  witiiiin  the  town  of 
Claverack,  Columbia  county,  N.  Y.,  in  accordance  "^with  the  plans  accom- 
panying the  petition,  under  the  following  conditions: 

1.  That  the  plant  for  the  disposal  of  trade  wastes  shown  by  plans 
approved  this  day  shall  be  fully  constructed  in  complete  conformity  with 
such  plans  or  approved  amendments  thereof. 

2.  That  the  wastes  shall  at  all  times  be  passed  through  all  portions 
of  the  plant  provided  for  this  purpose  by  these  plans. 

3.  That  when  necessary  the  sludge  from  the  proposed  tanks  and  beds 
shall  be  removed  and  disposed  of  in  such  a  manner  as  to  cause  no 
nuisance. 

4.  That  no  sludge  from  any  part  of  the  disposal  plant  shall  be  dis^ 
charged'  into  Claveradc  creek  or  any  other  watercourse  or  be  depoeited 
on  the  ground  where  it  may  be  washed  by  rain  or  melting  snow  into  any 
watercourse. 

M.  NICOLL,  Jb. 
September  2,  1920  Acting  State  Commriesioner  of  Health 


CLYDE 


Plans  for  sewerage  and  sewage  disposal  for  this  village  were  approved  on 
April  14,  1920.  The  report  upon  the  examination  of  the  plans  and  tine  permit 
issued  in  connection  with  their  approval  follow: 

Hermann  M.  Biggs,  M.D.,  State  Commissioner  of  Health : 

I  beg  to  submit  the  following  report  on  the  exarannation  of  plans  for  a 
proposed  sewerage  system  and  proposed  sewage  disposal  plants  for  the 
village  of  Clydfe,  Wavne  county,  N.  Y.,  submitted  to  this  Department 
for  approval  by  the  engineer  on  behalf  of  the  board  of  trustees  of  the  village 
on  March  24,  1920. 

The  viRai^e  of  Clyde,  the  population  of  which  ir  estimated  at  about  2,700 
people,  is  located  on  the  Clyde  river,  in  the  southeastern  part  of  Wayne 
county,  38  miles  west  of  Syracuse.  It  is  divided  by  the  river  into  two  parts, 
the  larger  section  lying  on  the  north  side  of  the  stream.  The  topography 
of  the  ground  in  the  villa«re,  and  particularly  that  in  the  built  up  sections, 
is  flat.  There  are,  however,  a  few  small  hills  within  the  boundaries  of  the 
muniripality.  The  river  Clyde  now  forms  a  part  of  the  New  York  State 
Barpfe  canal,  arid  in  makin^cr  it  a  rtart  of  the  can-al  the  Stat©  has  raised  the 
normal  water  level  several  feet,  thus  decreasing  the  available  fall  from  the 
streets  in  the  lower  section  of  the  village  to  the  river  and  making  the  design 
of  a  satisfactory  sewerage  system  more  diffi^'iilt. 

The  watershed  tributary  to  the  river  above  Clyde  (Sodus  street  bridge) 
is,  according  to  the  reports  of  the  State  Engineer  and  Surveyor,  828  square 
miles ;  and  the  averaere  flow  of  the  stream  at  the  f^odus  street  bridge  in 
Clyde  about  530  cubic  feet  per  second,  varying  to  a  minimum  of  250  cubic  feet 
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per  fiecond  and  a  maximum  of  about  3^000  cubic  feet  per  second.  The  mini- 
mum flow  of  the  river  ib,  therefore,  equivalent  to  about  90  cubic  feet  per  second 
per  1,000  population.  No  municipal  water  supply  is  taken  from  the  river 
below  the  village  of  Clyde. 

The  plans  as  submitted  provide  for  a  comprehensive  sewerage  system  for 
the  village  and  for  four  separate  sewage  disposal  plants  for  the  preliminary 
treatment  of  the  sewage  before  its  discharge  into  the  Clyde  river.  The  plans 
also  indicate  how  the  sewage  may  at  some  later  date  be  conducted  to  one 
plant  and  given  more  complete  treatment  by  means  of  sprinkling  filters  and 
final  sedimentation  tanks. 

The  sewerage  system  as  proposed  will  consist  of  about  11^  miles  of 
vitrified  pipe  sewers  varying  from  6  to  18  inches  in  diameter.  The  sewers 
appear  to  be  of  sufficient  size  to  care  for  the  sewage  that  will  reach  them, 
although  a  large  portion  of  them  are  smaller  in  size  than  is  generally  con- 
sidered desirable  if  the  sewers  are  to  be  easily  maintained  in  proper  con- 
dition;  and  many  of  the  grades  are,  on  account  of  the  topography  of  the 
ground,  necessarily  very  flat.  Automatic  flush  tanks  are  to  be  provided  at 
the  upper  end  of  all  the  lines  for  the  periodic  flushing  of  the  sewers  and  the 
prevention  of  the  accumulation  of  sediment  which  would  otherwise  be  likely 
to  collect  on  account  of  the  flat  slopes.  Manholes  will  be  provided  at  frequent 
intervals  and  at  all  changes  of  grade  and  alignment  to  afford  access  to  the 
sewers  for  inspection  and  cleaning. 

The  topography  of  the  ground  in  the  village  is  such  that  the  sewage  can 
be  most  readily  collected  by  dividing  the  village  into  five  districts  and  drain- 
ing each  to  a  separate  point.  Four  of  these  districts  can  be  drained  to  the 
river  by  gravity;  but  the  sewage  from  the  fifth,  a  small  section  in  the 
northwest  part  of  the  village,  will  have  to  be  lifted  by  pumps  into  the 
sewers  of  one  of  the  other  districts,  ihe  northeast  district,  or  the  largest 
of  the  five,  will  contain  about  28,000  feet  of  sewers  which  will  drain  to  a 
point  between  the  abandoned  Erie  canal  and  the  New  York  Central  Railroad 
tracks  about  900  feet  east  of  Glascow  street.  Just  north  of  this  main  dis- 
trict is  a  small  district  containing  about  2,000  feet  of  sewers,  the  sewage  from 
which  will  be  drained  to  a  point  on  Fulton  street  near  Lode  street,  where  a 
pumping  station  is  to  be  constructed  to  lift  the  sewage  into  the  sewers  of 
the  main  district.  It  is  probable  that  the  sewers  and  the  pumping  station 
to  serve  this  district  will  not  be  built  for  some  time.  The  northwest  district 
contains  about  11,250  feet  of  sewers  which  will  drain  to  a  point  on  the  north 
side  of  the  river  near  the  foot  of  Sibley  street.  The  southwest  district,  lying 
opposite  to  the  northwest  district  on  the  south  side  of  the  river,  containing 
about  11,200  feet  of  sewers,  will  drain  to  a  point  on  the  south  side  of  the 
river  near  the  end  oi  Water  street.  The  last  district,  occupying  the  south- 
east part  of  the  village  and  containing  about  6,500  feet  of  sewers,  will  drain 
to  a  point  on  the  bank  of  the  river  near  Meadow  street.  The  sewage  from  all 
these  districts  will  for  the  present  be  given  preliminary  treatment  in  plants 
located  as  follows:  One  at  the  site  of  the  main  disposal  works,  on  the  north 
side  of  the  river  east  of  the  Glascow  street  viaduct;  the  second  near  the  foot  of 
Sibley  street;  the  third  near  the  west  end  of  Water  street;  and  the  fourth 
between  Meadow  street  and  the  south  bank  of  the  river. 

The  disposal  plant  for  treating  the  sewage  from  the  main  or  northeast 
district  is  to  be  located  between  the  abandoned  Erie  canal  and  the  trades  of 
the  New  York  Central  Railroad,  about  900  feet  east  of  the  Glascow  street 
viaduct,  and  will  for  the  present  consist  of  a  plain  sedimentation  tank  and  a 
sludge  bed.  The  sedimentation  tank  will  be  of  concrete  and  covered  by  a  one- 
story  frame  building.  It  will  be  12  feet  by  99  feet  in  plan  and  6  feet  6  inches 
deep  below  the  flow  line,  making  its  capacity  about  57»500  gallons.  The 
population  of  the  district  which  will  drain  to  this  tank,,  estimated  by  the 
number  of  houses  shown  on  the  engineer's  plans,  is  at  present  about  1,650 
people.  Assuming  that  all  these  houses  will  be  connected  to  the  sewers  and 
that  the  flow  will  be  about  100  gallons  per  capita  per  day,  the  period  of 
detention  in  the  tank  will  be  approximately  8^  hours.     According  to  the 

2 


84  State  DEPAETMBirr  op  Health 

planSf  the  sewage  will  be  discharged  into  a  concrete  trough  extending  acrosa 
the  full  width  of  the  inlet  end  of  the  tank.  From  tiiis  trough  it  will  pass 
through  a  gate  located  at  its  center  into  the  tank.  It  will  then  flow  longi- 
tudinally across  the  tank  and  pass  over  a  transverse  weir  extending  the  full 
width  of  the  tank  at  the  outlet  end  into  an  outlet  channel  which  will  dis- 
charge into  a  pipe  leading  to  the  river.  Apparently  no  baffle  is  to  be  pro- 
vided to  prevent  the  escape  of  floating  solids.  The  installation  of  suoi  a 
baffle,  set  about  18  inches  from  the  outlet  weir  and  extending  from  about  a 
foot  above  to  about  2  feet  below  the  flow  line  of  the  tank,  would  seem  a 
desirable  addition  if  the  escape  of  the  floating  solids  and  consequent  un- 
sightly and  unsatisfactory  condition  in  the  river  are  to  be  prevented.  The 
bottom  of  the  tank  will  slope  toward  an  outlet  provided  in  the  lift  valve 
located  near  one  side  of  it  at  about  one-third  of  its  length  from  the  inlet 
end.  From  this  outlet  a  pipe  will  lead  to  a  sludge  well  located  adjacent  to 
the  tank.  A  3-inch  submerged  vertical  centrifugal  pump  will  be  installed 
in  this  well  for  lifting  the  sludge  to  the  sludge  bed. 

The  fact  that  the  bottom  of  the  tank  is  to  have  very  little  slope  will  make 
it  necessary  to  empty  the  entire  tank  in  order  to  remove  the  sludge.  A  pipe 
is  to  be  provided  by  which  the  sewage  can  be  discharged  directly  into  the  river 
without  treatment  when  so  desired  and  may  be  used  for  this  purpose  while 
the  tank  is  being  cleaned.  This  by-passing  of  the  raw  sewage  directly  into 
the  river  cannot  be  considered  as  entirely  satisfactory,  and  the  design  could 
apparently  be  greatly  improved  and  the  operation  of  the  plant  made  more 
easy  by  arranging  the  tanks  so  that  the  sludge  could  be  drawn  off  from  time 
to  time  without  draining  the  tank. 

The  sludge  bed  is  to  be  built  up  of  3,  inches  of  coarse  sand  on  12  inches 
of  broken  stone.  The  walls  and  bottom  of  the  bed  are  to  be  of  concrete.  The 
sludge  will  be  applied  to  the  bed  from  a  concrete  weir  extending  along  one 
side  and  the  effluent  collected  by  trough^  formed  in  the  concrete  bottom  of 
the  bed  and  protected  by  perforated  concrete  slabs.  These  drains  or  troiighs 
will  discharge  into  a  main  drain  which  in  its  turn  will  discharge  into  a 
pipe  leading  to  the  river.  The  bed,  according  to  the  engineer's  report,  will 
be  15  feet  by  80  feet  in  plan  and  have  an  area  of  1,200  square  feet,  the 
eqirivalent  of  about  0.79  square  foot  per  capita,  an  area  smaller  than  is 
usually  considered  advisable  for  use  in  connection  with  plain  sedimentation 
tanks,  and  which  will  require  that  the  plant  be  more  carefully  operated  if 
satisfactory  conditions  are  to  be  maintained. 

This  plant  will  be  so  arranged  that  its  capacity  may  be  increased  when 
desired  by  the  construction  of  additional  units,  and  also  so  that  sprinkling 
filters  and  secondary  sedimentation  tanks  may  be  added  to  the  plant  should 
the  more  complete  treatment  of  the  sewage  be  required  at  some  future  date. 
In  case  such  treatment  is  required,  the  sewage  from  the  other  districts  will  be 
pumped  into  the  sewers  of  this  district,  and  all  the  sewage  of  the  village 
treated  at  the  main  disposal  plant. 

The  Sibley  street  disposal  plant  will  consist  of  a  sedimentation  tank  and 
sludge  bed  similar  to  those  proposed  for  the  present  construction  at  the  main 
sewage  disposal  plant.  The  sedimentation  tank  will  be  70  feet  by  12  feet 
in  plan  and  6  feet  deep  below  the  flow  line,  making  its  capacity  approximately 
37,500  gallons,  the  equivalent  of  about  26  hours  average  flow  based  on  a  flow 
of  100  gallons  per  capita  per  day  for  the  estimated  population  of  the  dis- 
trict. The  engineer  in  his  report,  however,  states  tliat  the  population  of  this 
district  may  at  some  future  time  increase  to  2,240,  in  which  case  the  deten- 
tion period  would  be  reduced  to  4  hours.  This  estimate  of  population  seems 
to  be  a  little  high,  and  as  the  rate  of  increase  in  the  population  during  the 
past  20  years  has  been  very  small,  it  is  improbable  that  any  material  increase 
in  flow  will  occur  for  many  years.  The  sewage  will  enter  the  tank  through 
two  pipes  set  at  about  the  one-third  points  of  inlet  end  and  at  the  level  of 
the  flow  line,  and  leave  over  a  steel  outlet  weir  extending  the  full  length  of 
the  tank  at  the  outlet  end.  As  in  the  case  of  the  tank  at  the  main  dispell 
plant,  apparently  no  baffle  is  to  be  provided  to  prevent  the  escape  of  floating 
solids.  A  sludge  outlet  is  shown  on  the  plans  on  the  center  line  of  the  tank 
about  one-third  of  its  length  from  the  inlet  end.    The  pipe  from  this  outlet 
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will  connect  to  a  sludge  well  adjacent  to  the  tank  containing  a  submerged 
vertical  centrifugal  pump  by  means  of  which  the  sludge  may  he  lifted  to  the 
sludge  bed.  The  plans  do  not  indicate  how  the  normal  sewage  flow  will  be 
cared  for  while  the  tank  is  being  cleaned,  but  it  is  assumed  that  a  by-pass 
similar  to  that  to  be  used  at  the  main  plant  will  be  provided  for  this  pur- 
pose. The  sludge  bed  which  is  to  be  constructed  on  the  same  general  plan 
as  that  of  the  one  to  be  installed  at  the  main  disposal  plant,  will  be  12  feet 
by  70  feet  in  plan,  making  its  area  840  square  feet,  the  equivalent  of  about 
2%  square  feet  per  capita  based  on  the  estimated  present  population  of  the 
district.  The  plant  will  be  so  arranged  that  should  it  be  necessary  at  some 
future  time  to  provide  for  more  complete  treatment  of  the  sewage,  that  the 
tank  may  be  easily  converted  into  a  pump  well  and  pumps  installed  for 
lifting  the  sewage  into  the  sewers  of  the  main  district. 

The  Water  street  plant  will  be  of  the  same  general  design  as  the  Sibley 
street  plant  except  that  the  size  of  the  units  will  be  slightly  different.  The 
tank  will  be  45  feet  by  8  feet  in  plan  and  6  feet  deep  below  the  flow  line, 
making  its  capacity  approximately  16,700  gallons,  or  the  equivalent  of  10^ 
hours  average  flow  based  on  the  estimated  future  population.  The  sludge 
bed  is  to  be  11  feet  by  45  feet  in  size,  making  its  area  495  square  feet,  or  the 
equivalent  of  about  1.3  square  feet  per  capita.  As  in  the  case  of  the  Sibley 
street  plant,  the  tank  is  so  arranged  that  it  can  be  converted  into  a  pump 
well  and  pumps  installed  for  lifting  the  sewage  into  the  sewers  of  the  south- 
east or  Meadow  street  district,  from  which  it  will  be  lifted  again,  together 
with  the  sewage  from  that  district,  into  the  sewers  of  the  main  district. 

The  Meadow  street  plant  is  to  be  of  the  same  type  as  the  2  plants  jujst 
mentioned.  The  tank  will  be  25  feet  by  7  feet  in  plan  and  6  feet  below  the 
flow  line,  making  its  capacity  7,850  gallons,  equivalent  to  about  6%  hours 
average  flow.  The  sludge  bed  will  be  10  feet  by  25  feet  in  size  and  its  area 
250  square  feet,  or  the  equivalent  of  about  0.92  square  feet  per  capita.  As 
in  the  case  of  the  Sibley  and  Water  street  plants,  the  tank  will  be  so  arranged 
that  pumps  may  be  easily  installed  when  desired  and  the  sewage  lifted  into 
the  sewers  of  the  main  sewer  district. 

In  view  of  the  above,  and  after  a  careful  consideration  of  the  essential 
features  of  the  design  and  of  local  and  general  conditions,  I  would  recom- 
mend that  the  plans  be  approved,  and  a  permit  issued  to  the  Board  of  Trustees 
of  the  village  allowing  the  discharge  of  the  effluent  from  the  four  proposed 
sewage  disposal  plants  into  the  Clyde  river  near  the  plants  in  the  munici- 
pality of  Clyde.  I  would  further  recommend  that  in  addition  to  the  usual 
revocation,  modification,  complete  construction,  and  storm  water  clauses, 
the  permit  contain  the  following  conditions: 

1.  That  no  sludge  from  any  part  of  the  sewerage  system  or  sewage 
treatment  plants  be  discharged  or  allowed  to  flow  into  the  Clyde  river 
or  any  other  watercourse,  or  deposited  on  the  surface  of  the  ground 
where  it  may  be  washed  by  rain  or  melting  snow  into  any  watercourse. 

2.  That  the  sedimentation  tank  be  provided  with  suitable  baffles  to 
prevent  the  escape  of  floating  solids. 

S.  That  before  any  sewers  are  laid  or  the  pumping  station  constructed 
in  the  Fulton  street  district,  complete  detailed  plans  for  a  proposed 
pumping  station  for  that  district  shall  be  submitted  to  this  Departoient 
for  approval  and  the  approval  of  the  Department  received. 

4.  That  whenever  required  by  the  State  Commissioner  of  Health, 
satisfactory  detailed  plans  for  the  more  complete  treatment  of  the 
aewage  of  the  village  shall  be  submitted  to  this  Department  for  approval 
and  the  approval  of  the  Department  received;  and  after  the  approval 
of  said  plans,  any  or  all  portions  of  the  disposal  plant  for  the  more 
complete  treatment  of  the  sewage  shall  be  constructed  and  put  in 
operation  whenever  required  by  the  State  Commissioner  of  Health. 

Respectfully  submitted 

THEODORE  HORTON 
AI.BANT,  N.  Y.,  April  12,  1920  Chief  Engineer 
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Febmit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law/'  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  Board 
of  Trustees  of  the  villsge  of  Clyde  to  discharge  the  effluents  from  the  4  pro- 
posed sewage  disposal  plants  into  the  waters  of  the  Clyde  river  near  the 
plants  within  the  municipality  of  Clyde,  Wayne  county,  in  accordance  with 
the  plans  accompanying  the  petition,  under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  the  judgment  of  the  State  Commissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  m 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs  or  other  areas,  shall  be  admitted  to  the 
proposed  sewers  and  sewage  disposal  works. 

4.  That  no  sewage  sluc^e  from  any  part  of  the  disposal  works  shall 
be  discharged  into  the  Clyde  river,  or  any  other  watercourse,  or 
deposited  on  the  ground  where  it  may  be  washed  by  rain  or  melting 
snow  into  the  Clyde  river  or  any  other  watercourse. 

5.  That  the  sedimentation  tanks  be  provided  with  suitable  baffles  to 
prevent  the  escape  of  floating  solids. 

6.  That  before  any  sewers  are  laid  or  the  pumping  station  constructed 
in  the  Fulton  Street  district,  complete  detailed  plans  for  a  proposed 
ptmiping  station  for  that  district  shall  be  submitted  to  this  Department 
for  approval  and  the  approval  of  the  Department  received. 

7.  That  whenever  required  by  the  State  Conmiissioner  of  Health  satis- 
factory detailed  plans  for  the  more  complete  treatment  of  the  sewage 
of  the  village  .shall  be  submitted  to  this  Department*  for  approval;  and 
after  the  approval  of  said  plans  any  or  all  portions  of  the  disposal 
plants  for  the  more  complete  treatment  of  the  sewage  shall  be  con- 
structed and  put  in  operation  whenever  required  by  the  State  Com- 
missioner of  Health. 

M.  NICOLL,  Jb. 
April  14,  1920  Deputy  State  Commisaianer  of  Health 


COBLESKILL 

Plans  for  a  proposed  sewer  extension  in  South  Washington  avenue  between 
West  Main  street  and  the  proceed  Riverside  Drive  were  approved  on 
September  2,  1920.  The  permit  issued  in  connection  with  the  approval  of 
the  plans  follows: 

Pebmit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  46  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Board  of  Sewer  Commissioners  of  Cobleskill  to  discharge  sewage  from 
the  sewer  extension  in  South  Washington  avenue  into  the  waters  of  Cobleskill 
creek  through  a  temporary  outfall  within  the  municipality  of  Cobleskill, 
Schoharie  county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the 
petition,  under  the  following  conditions: 

1.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewer  ractension. 
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2.  That  the  sewer  extension  shown  by  plans  approved  this  day  shall 
be  fully  constructed  in  complete  conformity  with  such  plans  or  approved 
amendments  thereof. 

3.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
sewage  to  be  collected  by  the  proposed  sewer  shall  be  intercepted  by  an 
intercepting  sewer  and  conveyed  to  a  suitable  site  for  the  disposal  of  the. 
entire  sewage  of  the  village  in  accordance  with  plans  which  shall  first 
be  submitted  to  and  receive  the  approval  of  this  Department. 

4.  That  whenever  required  by  the  State  Commissioner  of  Health,  satis- 
factory detailed  plans  for  preliminary  treatment  of  the  entire  sanitary 
sewage  of  the  village  of  Cobleskill,  accompanied  by  general  plans  for 
supplementary  works  for  more  complete  treatment  of  the  sewage,  shall 
be  submitted  to  this  Department  for  approval;  and  that  after  the 
approval  of  said  plans  sucn  works  for  the  preliminary  treatment  of  the 
sewage  of  the  village  shall  .be  constructed  and  put  in  operation  at  such 
time  or  times  as  the  State  Commissioner  may  require. 

M.  NICOLL,  JB. 
September  2,  1920  Acting  State  Commissioner  of  Health 


COBLESKILL  (State  School  of  Agriculture) 

Plans  for  a  proposed  sewer  extension  to  serve  the  Home  Economics  building 
at  the  Schoharie  State  School  of  Agriculture  were  approved  on  March  26,  1920. 


COLUMBUS  (Town)  (Phoenix  Cheese  Company) 

Plans  for  the  disposal  of  sewage  and  wastes  from  the  factory  of  the  Phenix 
Cheese  Company,  near  South  Edmeston,  in  the  town  of  Columbus,  were 
approved  on  November  11,  1920.  The  plans  provided  for  some  855  feet  of 
15-inch  tile  pipe  and  75  feet  of  castiron  pipe  extending  from  the  factory  to 
a  point  about  midstream  in  the  Unadilla  river.  The  sewer  is  to  receive  the 
waste  water  and  washings  from  the  plant,  the  condensing  and  cooling  water, 
and  the  sewage  from  the  toilets.  The  permit  issued  in  connection  with  the 
approval  of  the  plans  follows: 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  article  V  of  the  Public  Health  Law,  permission  is  hereby 
given  to  the  Phenix  Cheese  Company  to  discharge  waste  water  and  washings, 
coolinff  and  condensing  water,  and  sewage  from  the  plant  of  said  company, 
near  South  Edmeston,  into  the  waters  of  Unadilla  river  within  the  town  of 
Columbus,  Chenango  county,  N.  Y.,  in  accordance  with  the  plans  accompanying 
the  application,  under  the  following  conditions: 

1.  That  no  whey,  buttermilk,  or  other  wastes  containing  considerable 
quantities  of  putrescible  organic  matter  shall  be  discharged  into  the 
stream. 

2.  That  whenever  required  by  the  State  Conmiissioner  of  Health,  a 
complete  separation  shall  be  made  of  the  unpolluted  cooling  and  con- 
densing water,  and  the  waste  water  and  washings,  and  the  sewage  from 
the  toilets  in  the  factory,  and 

3.  That  whenever  required  by  the  State  Commissioner  of  Health,  satis- 
factory detailed  plans  for  disposal  works  for  the  treatment  of  the  waste 
water  and  washings,  and  the  sewage  from  the  toilets,  shall  be  submitted 
to  this  Department  for  approval;  and  after  the  approval  of  said  plans 
any  or  all  portions  of  such  disposal  works  for  the  treatment  of  the 
waste  water  and  washings  and  sewage  shall  be  constructed  and  put  in 
operation  at  such  time  as  said  Commissioner  may  designate. 


38  State  Dbpabtmbnt  of  Hbalth 

4.  That  the  intake  in  the  Unadilla  river  of  the  auxiliary  water  supply 
for  the  factory  of  the  Pheniz  Cheese  Company  be  extended  upstream  a 
reasonable  distance  above  the  point  of  discharge  of  the  wastes. 

M.  NICOLL,  Jb. 
November  11,  1920  Deputy  State  OomnUaeioner  of  Health 


COMSTOCK  (Great  Meadow  Prison) 

Amended  plans  for  a  screening  manhole  for  the  sewerage  system  and  dis- 
posal works  at  this  institution  were  approved  on  July  27,  1920.  Plans  for  a 
sewer  extension  to  serve  the  Mitchell  House  were  approved  on  October  6,  1920. 


CORTLANDT  (Town)  (Baron  de  Hirsch  Agricultural  School) 

Plans  were  approved  on  January  6,  1920,  for  sewerage  and  sewage  disposal 
for  the  Baron  de  Hirsch  Agricultural  School,  in  the  town  of  Cortlandt,  West- 
chester county.  The  report  upon  the  examination  of  the  plans  and  the  permit 
issued  in  connection  with  the  approval  of  the  plans  follow: 

» 

Hebhaitn  M.  Bioos,  M.D.,  State  Commiaeioner  of  Health: 

I  beg  to  submit  the  following  report  on  our  examination  of  plans  for 
sewerage  and  sewage  disposal  for  the  Baron  de  Hirsch  Agricultural  School, 
submitted  to  this  Department  for  approval  on  November  25,  1919,  by  Mr.  A. 
E.  Hansen,  consulting  sanitary  engineer,  New  York  city. 

The  property  of  the  Baron  de  Hirsch  Agricultural  School  is  located  in  the 
towns  of  Cortlandit  and  Yorkto^vw,  Westchester  county,  aobut  2  miles  east, 
of  the  village  of  Peekskill.  This  property  on  which  the  institution  is  located 
is  partly  on  tho  Croton  watershed  of  the  New  York  city  water  supply  and 
partly  on  the  waltershedl  of  the  Peekskill  Hollow  creek  from  which  is  derived 
the  water  supply  of  the  village  of  Peekskill. 

The  records  of  this  Department  show  that  it  was  originally  intended  to 
locate  the  buildings  and  some  of  the  sewers  of  the  Baron  de  Hirsch  Agricul- 
tural School  on  the  watershed  of  a  stream  tributary  to  the  Croton  lake 
water  supply  of  New  York  city.  Rules  and  regulations  for  the  protection  of 
the  water  supply  of  New  York  city  from  contaminution  approved  by  this 
Department  in  1917  require  that  all  plans  for  sewage  disposal  plants  to  be 
constructed  on  the  waiter  shed  from-  which  the  water  supply  of  New  York  city 
is  derived  must  receive  the  approval  of  the  Department  of  Water  Supply, 
Gas  and  Electricity  of  New  York  city.  The  proposed  location  of  the  buildings 
and  sewage  disposal  plant  upon  the  Croton  watershed  was  opposed  by  tlte 
Department  of  Wlater  Supply,  Gas  and  Electricity  of  New  York  dty. 

It  was  then  proposed  to  locate  the  buildings  and  sewage  disposal  plant 
upon  the  watershed  from  which  the  Peekskill  water  supply  is  derived.  You 
took  the  position,  therefore,  that  before  consideration  co\ild  be  given  to  plans 
for  sewerage  and  sewage  disposal  for  this  school  that  such  plans  should  first 
receive  the  approval  of  the  village  authorities  of  Peekskill.  In  a  letter  from 
the  Superintendent  of  the  Board  of  Water  Commissioners  dated  June  6,  1919, 
this  Department  was  informed  that  the  Board  of  Water  Commissioners  of 
the  village  of  Peekskill  had  by  resolution  approved  of  the  proposed  location 
and  system  of  sewage  disposal  to  be  used  for  the  Baron  de  Hirsch  Agricul- 
tural School,  subject  to  the  approval  of  this  Department. 

The  plans  now  submitted  for  approval  were  prepared  by  Mr.  Hansen,  and 
comprise  tracings  and  blueprints  showing  the  proposed  system  of  sewers  and 
sewage  disposal  plant. 

The  report  of  the  designing  engineer  submitted  with  the  plans  states  that 
it  is  proposed  to  construct  at  present  only  part  of  the  buildings  wliich  will 
ultimately  be  constructed  for  the  school.  The  population  expected  at  the 
school    at  present  will  probably  not  exceed  75  people,  but  the  ultimate  total 
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population  at  the  institution  is  expected  to  be  about  200  people.  It  is  pro- 
posed, therefore,  to  construct  only  those  sewers  necessary  to  care  for  the 
sewage  of  the  buildings  to  be  constructed  in  the  immediate  future.  In  regard 
to  the  sewa^  disposal  plant,  which  is  to  consist  of  a  settling  tank,  dosing 
tank,  sand  filters,  chlorinating  plant,  sludge  bed  and  sludge  bed  effluent  filter, 
it  is  proposed  to  construct  only  2  of  the  4  sand  filter  units.  In  every  other 
respect  the  sewage  disposal  plant  to  be  constructed  is  to  be  adequate  for 
the  ultimate  population  which  will  contribute  sewage  to  it. 

The  plans  submitted  for  approval  include  sewers  for  the  future  develop- 
ment of  the  institution.  These  are  vitrified  tile  sewers  and  are  to  be  6  inches 
and  8  inches  in  diameter.  The  6-inch  sewers  are  to  be  laid  with  a  maximum 
grade  of  4.31  per  cent  and  ^'th  a  minimum  grade  of  1  per  cent,  while  the  8- 
inch  sewers  are  to  be  laid  with  a  maximum  grade  of  13.63  per  cent  and  a 
minimum  grade  of  1  per  cent.  These  grades  are  apparently  sufficient  to  pro- 
vide self-cleansing  velocities  of  the  sewage  in  the  sewers  under  ordinary  con- 
ditions, and  the  sewers  are  apparently  adequate  in  size  to  care  for  the  sewage 
which  will  be  contributed  to  them. 

Drop  manholes  are  to  be  located  at  every  change  of  grade  and  alignment  in 
the  sewers.  The  maximimi  spacing  between  manholes  is  not  greater  than 
175  feet  and  the  minimum  spacing  is  about  50  feet.  It  would  therefore 
appear  that  ample  provision  has  been  made  for  inspecting  and  cleaning  the 
sewers. 

The  sewage  collected  by  the  sewerage  system  is  to  be  conveyed  to  the 
sewage  disposal  plant  through  an  8-inch  vitrified  tile  pipe  sewer.  The 
sewage  disposal  plant  is  to  be  located  near  the  western  boundary  of  the  prop- 
erty on  the  watershed  from  which  the  Peekskill  water  supply  is  derived. 
Upon  reaching  the  disposal  plant  the  sewage  will  be  discharged  into  a  plain 
settling  tank  of  the  horizontal  flow  type.  This  settling  tank  which  is  to  be 
constructed  of  concrete  and  covered  by  a  wooden  building,  is  to  be  20  feet 
by  26  feet  in  plan  with  a  depth  ranging  from  5  to  7  feet.  Longitudinal  con- 
crete walls  are  to  divide  the  settling  tank  into  4  compartments,  2  feet  3  inches, 
4  feet  6  inches,  6  feet  9  inches,  and  9  feet  wide  respectively.  It  is  intended 
by  this  division  of  the  tank  to  facilitate  the  use  of  1/10  of  the  capacity  ot 
the  tank  and  multiples  thereof  in  order  that  the  period  of  detention  of  the 
sewage  in  the  tank  may  be  adjusted  to  the  increasing  volume  of  sewage 
flow  as  the  population  at  the  school  increases. 

The  sewage  is  to  discharge  into  a  concrete  distributing  trough  from  which 
it  will  flow  through  a  single  inlet  to  be  controlled  by  a  valve  into  each  com- 
partment of  the  tank.  No  baffle  has  been  provided  in  front  of  the  inlets  of 
the  settling  tank  and  the  inlets  are  not  submerged  below  the  level  of  the 
sewage  in  the  tank.  The  sewage  is  to  flow  out  of  the  tank  through  a  weir 
into  a  concrete  collecting  channel  which  will  convey  it  to  a  manhole  from 
which  an  8-inch  vitrified  tile  sewer  will  carry  it  to  the  dosing  tank. 

The  several  compartments  of  the  settling  tank  will  have  capacities  of  about 
2,925  f^allons,  4,050  gallons,  6,075  gallons,  and  8,100  gallons  respectively. 
Assuming  a  water  consumption  of  100  gallons  per  capita  per  day  at  the 
school,  a  total  water  consumption  for  the  present  of  7,500  gallons  per  day 
and  a  future  water  consumption  of  20,000  gallons  per  day  is  obtained. 
On  this  basis,  the  smallest  compartment  of  the  settling  tank  will  have  an 
average  period  of  detention  of  the  sewage  in  the  compartment  of  slightly 
more  than  6  hours  for  the  present  volume  of  sewage  flow.  The  total  capacity 
of  the  tank  is  sufficient  to  provide  a  period  of  detention  of  the  sewage  in 
the  tank  of  about  24  hours  for  the  ultim-ate  volume  of  sewage  flow  expected. 

The  bottom  of  the  settling  tank  is  to  be  sloped  toward  a  sump  at  the 
inlet  end  of  the  tank.  In  this  sump,  sludge  outlets  controlled  by  valves  are 
to  be  located  in  each  compartment  of  the  tank.  These  outlets  discharge  into 
a  10-inch  castiron  sludge  pipe  which  will  convey  the  sludge  to  the  sludge  bed. 
At  the  outlet  end  of  each  compartment  at  a  point  about  12  inches  above  the 
sloping  bottom  of  the  tank  is  to  be  located  an  outlet  controlled  by  a  valve. 
These  outlets  are  to  be  used  to  draw  off  the  supernatant  sewage  above  the 
sludge  through  a  4-inch  castiron  pipe  and  discharge  it  into  the  outlet  pipe 
to  the  dosing  tank  before  removing  the  sludge.     It  would  appear  that  if 
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these  outlets  were  raised  some  6  inches  higher  aboye  the  bottom  of  the  tank, 
provision  would  be  made  for'  a  greater  sludge  storage  capacity  in  the  tanks. 

The  sludge  bed  is  to  be  constructed  with  concrete  walls  and  a  concrete  floor 
and  is  to  be  provided  with  a  removable  glass  roof.  A  ventilating  stack 
extending  some  21  feet  above  the  roof  of  the  sludge  bed  is  also  to  be  provided^ 
The  filtering  material  of  the  sludge  bed  is  to  consist  of  6  inches  of  filter 
bed  sand  havinja^  an  effective  size  of  from  0.25  millimeters  to  0.35  millimeters, 
and  a  uniformity  coefficient  not  greater  than  4;  6  inches  of  torpedo  gravel; 
6  inches  of  %-inch  gravel;  and  6  inches  of  %-inch  to  1  inch  gravel.  The 
concrete  floor  of  the  sludge  bed  is  to  be  sloped  toward  channels  at  each  side. 
From  the  plans  it  would  appear  that  these  channels  are  to  be  filled  with 
coarse  gravel.  The  sludge  bed  is  to  be  10  feet  by  17.5  feet  in  plan,  which 
provides  a  total  area  of  175  square  feet.  The  area  provided  should  be 
adequate  to  care  for  the  sludge  from  the  population  which  will  contribute 
sewage  to  the  sewage  disposal  plant. 

The  underdrains  of  the  sludge  bed  are  to  discharge  on  to  concrete  slabs  in 
the  comers  of  a  sand  filter  to  be  constructed  as  a  contiguous  part  of  the 
sludffe  bed.  This  sand  filter  is  to  be  constructed  of  concrete,  10  feet  by  10 
feet  In  plan,  and  is  to  contain  2  feet  3  inches  of  filter  sand  of  the  same  speci- 
fications as  those  mentioned  above,  and  3  inches  of  torpedo  gravel  laid  over 
an  underdrain  surrounded  by  %-inch  gravel.  The  bottom  of  the  sludge  bed 
filter  is  to  be  sloped  toward  the  underdrain  which  will  be  located  at  the 
center  of  the  bed,  and  will  consist  of  4-inch  unglazed  hexagonal  tile  to  be 
laid  with  1/8-inch  open  joints  covered  with  strips  of  tar  paper  2  inches  wide. 
The  effluent  of  the  sludge  bed  effluent  filter  is  to  discharge  through  a  man- 
hole on  the  discharge  line  from  the  dosing  tank  to  the  sand  filter.  As  the 
effluent  from  the  sludge  bed  is  to  be  discharged  on  to  the  sand  filters,  it  would 
appear  unnecessary  to  filter  the  effluent  before  it  is  discharged  on  to  them. 

The  sludge  after  drying  on  the  sludge  bed  is  to  be  buried  in  trenches  which 
are  to  be  located  at  such  a  point  that  no  direct  surface  water  wash  can  carry 
the  sludge  into  a  watercourse. 

From  the  manhole  at  the  settling  tank  the  sewage  is  to  flow  through  an 
8-inch  sewer  to  the  dosing  tank,  which  is  to  be  constructed  of  concrete  with 
a  concrete  roof  containing  a  manhole  and  cover.  The  dosing  tank  is  to 
be  16  feet  by  16  feet  in  plan  and  is  to  have  a  maximum  depth  of  2  feet 
11  inches  below  the  level  of  the  sewage  at  .which  the  siphon  will  discharge. 
A  capacity  of  about  5,000  gallons  has  therefore  been  provided  in  the  dosing 
chamber,  which  will  cause  the  siphon  to  discharge  at  the  rate  of  about  once 
a  day  for  the  present  flow  of  7,500  gallons  per  day,  and  about  4  times  per 
day  for  the  future  volume  of  sewage  flow  of  20,000  gallons  per  day. 

The  dosing  tank  is  to  contain  a  single  8-inch  Miller  siphon  having  a  rate 
discharging  capacity  of  2.12  cubic  feet  per  second.  The  dosing  tank  will 
therefore  he  discharged  in  about  5  minutes.  One  complete  discharge  of  the 
dosing  tank  will  theoretically  cover  1  sand  filter  unit  to  a  depth  slightly 
greater  than  2  inches. 

From  the  dosing  tank  the  sewage  will  be  discharged  through  a  12- inch 
castiron  main  distributing  sewer  through  a  diverting  chamber  onto  either 
of  2  sand  filter  units.  The  sand  filters  to  care  for  the  ultimate  volume  of 
sewage  fiow  are  to  consist  of  4  units,  and  provisions  have  been  made  to  dis- 
tribute the  sewage  on  these  beds  when  they  are  built.  The  future  sand 
filters  are  shown  on  the  plans  at  present  submitted  for  approval  and  are  to 
be  similar  in  area  and  construction  to  those  to  be  built  at  present.  The 
distribution  of  the  sewage  on  to  either  of  the  sand  filter  units  is  to  be 
manually  controlled.  It  would  appear  that  more  positive  results  would  be 
obtained  and  more  uniform  alternation  of  the  discharge  of  the  effluent  from 
the  settling  tank  on  to  the  sand  filter  units  effected  if  plural  alternating 
siphons  and  the  necessary  additional  distribution  piping  were  installed  to 
distribute  the  effluent  on  to  the  filter. 

The  sewage  is  to  be  discharged  onto  the  sand  filter  units  by  means  of  dis- 
tributing troughs  having  concrete  bottoms  and  wooden  sides.  These  troughs 
are  to  be  provided  with  adjustable  gates  spaced  at  intervals  of  12  feet. 
The  sand  filter  units  are  to  be  constructed  by  excavation  and  embankment 
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and  are  to  consist  of  3  feet  of  filter  sand  to  have  an  efTective  sise  of  from 
0.26  to  0.36  millimeters,  and  a  uniformity  coeflkient  less  than  4;  3  inchee  of 
torpedo  gravel ;  3  inches  of  %  inch  to  %  inch  gravel ;  and  from  0  to  6  inches 
of  1  inch  to  1^  inch  gravel  to  be  laid  over  tiie  nnderdrains.  The  floor  of 
each  filter  is  to  be  sloped  toward  the  nnderdrains  which  are  to  consist  of  6- 
inch  drain  tile  placed  12  feet  1%  inches  apart  on  centers  with  a  grade  of 
about  1.16  per  cent.  These  nnderdrains  will  discharge  into  9-indi  main 
collectors  which  will  convey  the  sewage  to  a  12-inch  sewer  to  the  chlorinating 
building. 

Each  of  the  2  filter  units  is  to  be  66  feet  l^^  66  feet  in  area.  A  total  area 
of  about  .138  acre  has  therefore  been  provided  for  the  present  volume  of 
sewage  flow,  and  of  about  .276  acre  for  the  ultimate  volume  of  sewage  flow. 
These  areas  are  sufficient  to  provide  a  rate  of  application  of  the  sewage  to 
the  sand  filters  of  about  64,000  gallons  per  acre  per  day  at  present  and  of 
about  72,000  gallons  per  acre  per  day  in  the  future. 

The  sand  filter  effluent  is  to  be  conducted  to  the  chlorinating  building,  which 
is  to  consist  of  a  concrete  detention  chamber  covered  by  a  small  building  in 
which  will  be  housed  duplicate  solution  feed  chlorinators.  In  this  building 
will  also  be  located  a  scales  and  a  stove.  The  detention  chamber  is  to  be 
divided  into  2  chambers  by  a  transverse  concrete  wall.  The  combined  capacity 
of  these  2  chambers  will  be  about  1,600  sallons,  which  for  the  volume  of 
sewage  flow  expected  at  present  will  provide  an  averaee  period  of  detention 
of  the  sewage  in  the  chamber  of  slightly  more  than  4  nours  and  an  average 
period  of  detention  of  slightly  more  than  1  hour  for  the  ultimate  volume  of 
sewage  flow. 

The  sewage  is  to  enter  the  first  compartment  of  the  detention  chamber 
through  an  elbow  extending  downward,  and  the  chlorine  is  to  be  applied  to 
the  sewage  as  it  flows  downward  through  this  elbow  into  the  detention 
chamber.  The  rate  of  application  of  the  dhlorine  to  the  sewage  is  not  stated 
in  the  report  submitted  oy  the  designing  engineer  with  the  plans.  As  the 
efiluent  from  this  disposal  plant  is  to  be  discharged  into  a  watercourse  from 
wliidi  is  derived  a  public  water  supplv,  it  is  important  that  the  eflhient  be 
eflfectively  chlorinated  at  all  times,  and  a  uniform  rate  of  application  of  the 
chlorine  to  the  sewage  treated  of  not  less  than  6  parts  of  chlorine  per 
million  parts  of  sewage  should  be  used. 

From  the  chlorinating  building  the  effluent  is  to  flow  through  an  8-inch 
castiron  outfall  aewer  a  distance  of  ahout  160  feet  to  a  small  watercourse. 
It  appears  from  the  plans  that  this  watercourse  is  to  be  obstructed  above 
the  point  of  discharge  of  the  effluent  from  the  fllter  plant  into  it  by  the  con- 
struction of  the  sand  filters,  and  that  there  will  be  very  little  runoff  tribu- 
tary to  this  stream.  The  report  of  the  designinff  engineer  states  that  this 
stream  bed  is  tributary  to  Gregory  Pond  at  a  distance  of  about  1,000  feet 
below  the  point  of  discharge  of  the  disposal  plant  effluent  into  it.  This  report 
states  further  that  the  stream  bed  loses  its  pronounced  character  on  the  slope 
leading  to  the  pond,  and  it  is  expected  that  the  effluent  will  be  distributed 
over  the  ground  surface  and  be  absorbed  by  the  ground  during  the  greater 
part  of  the  year. 

In  view  of  the  results  of  our  examination  of  these  plans,  and  after  a 
careful  consideration  of  the  essential  features  of  the  design  and  of  local  and 
general  requirements  with  respect  to  the  proper  methods  for  the  disposal  of 
sewage  from  the  proposed  sewerage  system  and  sewage  disposal  plant  of  the 
Baron  de  Hirsch  Agricultural  School,  I  b^  to  recommend  that  these  plans 
be  approved.  I  further  recommend  that  a  permit  be  granted  for  Uie  dis- 
charge of  sewage  effluent  from  the  proposed  sewage  disposal  works  into  a 
tributary  of  the  Peekskill  Hollow  creek,  in  the  town  of  Cortlandt,  West- 
chester county,  on  the  following  conditions: 

1.  That  a  uniform  rate  of  application  of  the  chlorine  to  the  effluent 
of  the  sand  filters  of  not  less  than  6  parts  of  dilorine  per  million  parts 
of  sewage  treated  shall  be  maintained  at  all  times. 

2.  That  no  sewage  sludge  from  any  part  of  the  disposal  plant  shall 
be  discharged  into  Peekskill  Hollow  creek,  its  tributaries,  or  any  other 
watercourse,  or  be  deposited  upon  the  surface  of  the  ground  at  such  a 
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point  that  it  may  be  washed  by  rain  or  melting  snow  into  Peelcskill 
GoUow  creek  or  any  other  watercourse. 

3.  That  whenever  the  sewage  tributary  to  the  proposed  disposal  plant 
shall  exceed  that  contributed  by  75  persons,  sand  filter  units  Nos.  1  and 
4  shall  be  constructed  and  put  in  operation. 

Respectfully  submitted 

THEODORE  HORTON 
ALBAinr,  N.  Y.,  December  11,  1919  Chief  Engineer 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  70  of  chapter  49"  of  the  LawB  of  1909,  the  "  Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  Baron  de 
Hirsch  Fund  to  discharge  effluent  from  the  proposed  plant  to  serve  the 
Baron  de  Hirsch  Agricultural  School  near  Peekskill,  N.  Y.,  into  the  waters 
of  a  tributary  to  Peekskill  Hollow  creek  within  the  town  of  Cortlandt,  West- 
chester county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the  petition, 
under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modifi- 
cation or  change  when  in  the  judgment  of  the  State  Commissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  the  sewage  disposal  works  shown  by  plans  approved  this  day 
shall  be  fully  constructed  in  complete  conformity  with  such  plans  or 
approved  amendments  thereof. 

4.  That  a  uniform  rate  of  application  of  the  chlorine  to  the  effluent 
of  the  sand  filters  of  not  less  than  5  parts  of  chlorine  per  million  parts 
of  sewage  treated  shall  be  maintained  at  all  times. 

5.  That  no  sewage  sludge  from  any  part  of  the  disposal  plant  shall 
be  discharged  into  Peekskill  Hollow  creek,  its  tributaries,  or  any  other 
watercourse,  or  be  deposited  upon  the  surface  of  the  ground  at  such  a 
point  that  it  may  be  washed  by  rain  or  melting  snow  into  Peekskill 
Hollow  creek  or  any  other  watercourse. 

4.  That  whenever  the  sewage  tributary  to  the  proposed  disposal  plant 
shall  exceed  that  contributed  by  75  persons,  sand  filter  units  Nos.  1  and 
4  shall  be  constructed  and  put  in  operation. 

7.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to 
the  proposed  sewage  disposal  plant. 

M.  NICOLL,  Jr. 
Jomua/ry  6,  1920  Deputy  State  Commissioner  of  Health 


ElASTHAMPTON   (Town)    (Fisheries  Products  Company) 

Plans  for  the  disposal  of  wastes  from  the  fish  factory  of  the  Fisheries 
Products  Company,  at  Promised  Land,  In  the  town  of  Easthampton,  were 
approved  on  May  22,  1920.  The  report  on  the  examination  of  the  plans  and 
the  permit  Issued  in  connection  with  the  approval  of  the  plans  follow: 

Hebhann  M.  Bioos,  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  on  the  examdnation  of  plans  for  the 
disposal  of  the  wastes  from  the  Fisheries  Products  Company's  fish  factory  at 
Promised  Land,  town  of  Easthancpton,  S-ufi'olk  county,  N.  Y.,  submitted  to 
this  Department  for  approval  by  the  company  on  May  6,  1920. 
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Tlie  fish  factory  of  the  Fiaheriea  Products  Company  is  located  on  the 
south  shore  of  Gardiner'a  bay,  ahout  2  miles  east  of  the  unincorporated  village 
ot  Amagansett.  The  land  m  the  vicinity  is  in  general  wasve  land,  either 
b&re  or  covered  with  brush  and  scrub  oaks  and  pmes.  The  only  dwellings 
in  the  vicinity  are  a  few  large  summer  residences,  apparently  recently  con- 
structed, located  on  high  ground  a  little  over  a  mile  west  of  the  factory. 
Another  smaller  fish  facLory  known  as  the  Triton  plant  is  located  immediately 
west  of  the  Fisheries  Products  Company's  plant. 

The  factories   manufacture  fish  oil  from  manhaden  fish  and  produce  a 
scrap  which  is  used  as  a  base  for  the  manufacture  of  fertilizer.    The  capacity 
of  the  Fisheries  Products  Company's  factory  is  such  that  it  can  handle  from 
8,000  to  10,000  barrels  of  fish  per  day.    About  600  men  and  a  fleet  of  17 
boats  are  engaged  during  the  season  from  June  to   October   in  obtaining 
flali  for  the  plant,  and  from  250  to  3Si&  men  are  employed  at  the  factory. 
The  fishing  boats  are  brought  along  side  of  a  pier  eictending  about  3U0 
feet  out  into  the  bay,  and  the  fish  lifted  from  the  boats  by  1  of  2  chain  and 
bucket  elevators  to  hoppere  discharging  on  to  a  conveyor  running  longitudi- 
nally along  the  center  ot  the  pier  above  the  fish  pen,  a  bin  about  200  feet  long 
and  20  feet  wide  having  a  capacity  of  approximately  12,000  barrels  of  fish. 
Gates  are  provided  in  the  conveyor  trough  to  allow  the  discharge  of  the  fish 
into  any  part  of  the  pen.    Below  the  bin  a  second  longitudinal  conveyor  is 
arranged  to  take  the  fish  to-  the  cooker  and  press  house  located  immediately 
back  of  the  pier.    Openings  with  removable  covers  are  provided  in  the  bottom 
of  the  bin  by  means  of  which  the  fish  may  be  dropped  on  to  this  oonveyor 
At  the  cooker  and  press  house  the  fish  are  led  into  2  cylindrical  horisontal 
cookers  arranged  to  cook  the  fish  by  steam.    Helieal  conveybrs  carry  the 
fish  through  the  cookers  and  discharge  thrao.  into  a  bin  at  the  lower  end 
of  a  bucket  conveyor  which  lifts  them  into  a  hopper  discharging  on  to  a 
conveyor  leading  to  a  battery  of  0  presses. 

These  presses  are  of  the  screw  type.  Each  consists  of  a  horizontal  circular 
cage  made  up  of  iron  bars  set  far  enough  apart  to  allow  the  passage  of  the 
oil  between  them  and  to  retain  most  of  the  flesh  of  the  fish.  The  cage  being 
slightly  smaller  at  the  outlet  end  than  at  the  inlet,  the  fish  are  axnpressed 
as  the  screw  forces  them  through  the  press:  the  oil,  together  with  a  certain 
amount  of  slime,  blood,  and  small  particles  of  flesh,  escaping  between  the 
openings  of  the  slats,  and  the  laiger  part  of  the  flesh  being  discharged  from 
the  press  at  the  outlet  end.  The  oil  and  other  liquids  are  collected  by  shallow 
tanks  or  hoppers  below  the  presses  and  conducted  by  troughs  to  the  oil 
recovery  tanks.  The  flesh  or  scrap  falls  into  a  helical  conveyor  which  is 
arranged  to  discharge  on  to  a  conveyor  leading  to  thd  scrap  pile,  or  on  to 
one  leading  along  the  pier  adjacent  to  the  one  just  mentioned,  by  means  of 
which  the  scrap  may  be  discharged  directly  into  boats.  This  latter  conveyor 
was  being  reconstructed  at  the  time  of  the  inspection  of  the  plant  on  May  17, 
1920,  and  it  was  stated  that  it  is  the  intention  of  the  owners  to  transfer 
the  scrap  directly  from  the  presses  to  the  boats  whenever  possible.  Facilities 
are  provided  for  treating  the  scrap  with  sulphuric  acid  as  it  passes  to 
the  scrap  pile  or  to  the  boats.  It  is  understood  that  this  treatment  flxea  the 
phosphates  and  renders  the  scrap  more  valuahle  as  a  fertilizer  base.  The 
treatment  also  acts  to  some  extent  to  prevent  the  putrefaction  of  the  scrap. 
The  oil  recovery  tanks  which  receive  the  oil  amd)  other  liquids  from  the 
presses  are  arranged  to  operate  in  series.  The  flrst  2  tanks  act  to  a  certain 
extent  as  sedimentation  tanks,  and  are  arranged  so  that  the  flne  scrap  which 
escapes  from  the  presses  with  the  oil  and  other  liquids  can  be  discharged 
into  a  bin  on  the  floor  below  and  lifted  by  a  bucket  conveyor  to  the  presses 
where  it  is  repressed.  The  tanks  are  provided  with  steam  pipes,  oaffles, 
and  skimming  devices  for  separating  and  skimming  off  the  oil.  The  oil  from 
these  tanks  after  cooling  is  pumped  to  storage  tanks  located  about  a  quarter 
of  a  mile  east  of  the  plant  and  stored  there  until  shipped.  The  gurry  from 
the  oil  recovery  tanks  is  pmnped  to  a  filter  house  near  the  oil  BtStage>  tanks 
and  there  mixed  with  sawdust  and  shavings  and  pressed  to  recover  the  oil 
in  it.  The  cakes  of  sawdust  and  gurry  after  pressing  have  no  value  and  are 
piled  outside  of  the  press  house,    it  is  said  that  these  cakes  give  off  no  odors. 
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The  other  liquids  from  the  oil  recovery  tanks  are  discharged  into  a  con- 
crete tank  known  as  the  fish  water  tank.  This  tank  is  123  feet  by  31  feet 
by  8  feet  in  size  and  has  a  capacity  of  about  200,000  gallons,  the  eqnivaloit  of 
about  5  times  the  estimated  tiow  of  iish  water  from  the  oil  recovery  tanks. 
From  this  tank  the  hquiu  is  pumped  to  a  battery  of  4  steam  heated  vaGnnm 
evaporators.  The  vapor  from  tnese  evaporators  is  said  to  contain  no  oil  and  is 
condensed  in  jet  conuensers  and  discnarged  into  the  bay.  The  semi-visoous 
mass  known  as  gurry  stick  left  in  the  evaporators  is  dischai^ied  into  a 
covered  concrete  tank  about  24  feet  by  35  feet  by  9  feet  in  sise  from  which 
it  is  from  time  to  time  transferred  to  the  scrap  pile.  No  exact  inf(»rmation 
is  available  as  to  the  capacity  of  the  evaporators.  It  is  stated  by  the  owners 
of  the  factory  that  the  evaporators  will  care  for  the  average  daily  flow  of 
fish  water  from  the  tanks  just  mentioned  and  those  on  the  wharf  described 
below;  but  they  are  apparently  not  capable  of  evaporating  the  water  at  the 
maximum  rate  of  flow,  and  on  account  of  frequent  breakdowns  cannot  iJways 
care  for  the  average  flow.  There  is  room  in  the  evaporator  house  for  the 
installation  of  additional  evaporators,  but  it  is  stated  by  the  owners  oi  the 
factory  that  it  is  impossible  to  secure  the  delivery,  within  a  year,  of  the 
only  type  of  evaporator  suitable  for  the  work. 

Due  to  the  handling  of  the  fish,  a  considerable  quantity  of  oil,  slime,  blood, 
etc.,  drains  from  the  fish  on  the  conveyors  and  in  the  bin.  This  liquid  is 
collected  by  trot^hs  below  the  conveyors  and  bin  and  conducted  to  oil 
recovery  tarnks  on  the  wharf  similar  to  those  just  described.  The  oil  from 
these  tanks  is  pumped  to  the  oil  storage  tanks  the  same  as  that  from  the 
oil  recovery  tanks  at  the  press  house.  The  gurry  and  fish  water  from  these 
tanks  have  been,  however,  discharged  directly  into  the  bay. 

As  pointed  out  in  our  report  of  Septemtber  Id,  1919,  the  factory  at  present 
is  faulty  in  construction  and  has  in  the  past  bec^  improperly  maintained  and 
operated  and  an  objectionable  and  serious  nuisance  was  created  during^  the 
summer  of  1919,  due  to  the  breeding  of  flies,  the  emanation  of  objectionable 
odors,  and  the  discharge  of  oil,  gurry,  and  other  wastes  into  the  bay.  It 
was  recoomiended  in  this  report  of  September  16,  1919,  that  all  the  conveyors, 
tanks,  and  vats  be  made  water-tight,  and  that  all  liquid  wastes  now  dis- 
charged into  the  bay  be  collected  to  one  point  where  they  may  be  disposed 
of  either  by  evaporation  or  some  other  suitable  means;  that  all  scrap  be 
shipped  away  as  fast  as  possible;  and  that  all  parts  of  the  premiises  mere 
flies  may  breed  be  sprinkled  with  a  statable  disinfectant  at  regular  and 
frequent  intervals. 

The  plans  now  submitted  contemplate  certain  alterations  and  additions 
to  the  plant  to  improve  its  sanitary  condition. 

In  order  to  prevent  the  direct  discharge  into  the  bay  of  the  offal  falling 
on  the  deck  of  the  pier,  a  3-inch  reinforced  concrete  slab,  covering  an  area 
of  about  315  by  45  feet  in  size,  will  be  constructed  under  the  flsh  bin  and  con- 
veyors on  the  wharf.  This  slab  will  be  graded  toward  the  center  and  2%-inch 
drains  spaced  50  feet  apart  will  be  provided  to  discharge  the  matter  col- 
lecting on  the  slab  floor  together  with  the  water  used  for  cleaning  it  into 
troughs  to  be  constructed  under  the  pier.  These  troughs  will  lead  to  a 
timl^r  sedimentation  tank  which  will  also  receive  the  deck  washings  and 
bilge  from  the  boats.  There  is  nothing  on  the  plans  or  in  the  engineer's 
report  to  indicate  the  size  and  slope  of  the  troughs  below  the  deck  of  the 
wharf  nor  how  they  will  be  kept  free  from  obstructions.  This  would  seem 
to  be  an  important  matter,  since  any  stoppage  of  these  .troughs  would  allow 
the  wastes  to  overflow  the  sides  of  the  troughs  and  fall  directly  into  the 
bay.  In  order  to  prevent  such  occurrences  the  troughs  should  be  carefully 
graded,   and    suitable   manholes    arranged   at   frequent   intervals   should   be 

Provided  in  the  deck  over  them  to  permit  access  for  inspection  and  cleaning, 
'he  sedimentation  tank  is  to  be  located  under  the  deck  of  the  wharf  on  the 
west  side,  and  will  be  16  feet  by  12  feet  in  plan  and  10  feet  deep,  making 
its  capacity  about  2,000  cubic  feet,  or  15,000  gallons.  The  tank  is  to  l^ 
divided  into  three  compartments  by  a  transverse  weir  extending  from  the 
bottom  to  within  about  2  feet  of  the  flow  line  at  a  point  6  feA  from  the 
inlet  end  of  the  tank,  and  a  baflie  extending  from  the  top  to  about  18  inches 
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of  the  bottom  at  a  point  3  feet  from  the  outlet  end  of  the  tank.  Since  there 
is  no  available  data  as  to  the  quantity  of  wastes  that  will  reach  this  tank, 
the  detention  period,  the  velocity  of  flow,  and  the  probable  quantity  of  solids 
that  will  collect  in  the  tank  cannot  be  accurately  estimated.  The  wastes  will 
enter  the  first  compartment  of  the  tank  at  the  center  of  one  end  through  an 
8-inch  castiron  pipe  which  will  extend  to  a  point  about  18  inches  above  the 
bottom,  pass  out  of  the  first  compartment  over  the  weir  into  the  second 
compartment,  and  then  out  of  the  second  under  the  ba£9e  into  the  third 
comipartment,  and  finally  out  of  the  tank  through  a  standpipe  overflow  near 
the  center  of  the  outlet  end.  Three  trap  doors,  each  about  ii  inches  square, 
are  to  be  provided  in  the  dock  of  the  wharf  over  the  tank  to  afford  access 
for  inspection  and  cleaning.  It  is  understood  that  any  oil  collecting  on  the 
surface  will  be  skimmed  off  and  taken  to  oil  recovery  tanks,  and  that  the 
sediment  will  be  dipped  out  when  necessary  and  carried  to  the  scrap  pile. 

The  flsh  water  from  the  oil  recovery  tanks  at  the  press  house  and  on  the 
wharf,  and  some  bilge  water  from  the  boats,  amounting  in  all,  according  to 
the  report  of  the  designing  engineer,  to  about  80,000  gallons  per  day,  will 
be  conducted  to  the  fish  water  tank  whidi  is  to  be  remodeled.  This  tank 
when  modified  will  consist  of  a  concrete  structure  about  121  bv  31  feet  In 
plan  and  7  feet  deep  covered  with  a  corrugated  metal  roof.  The  tank  will 
be  divided  into  three  comipartments  by  a  concrete  partition  wall  extending 
longitudinally  through  the  center  of  the  tank  from  one  end  to  within  about 
10  feet  of  the  opposite  end,  and  2  transverse  partitions,  1  extending  from 
the  center  wall  to  the  north  wall  about  45  feet  from  the  we^t  end  of  the 
tank  and  the  other  from  the  center  wall  to  the  south  wall  at  the  end  of 
the  center  wall  and  about  10  feet  from  the  east  end  of  the  tank.  The  trans- 
verse walls  will  be  only  4^  feet  high  and  will  therefore  act  as  weirs.  Th% 
3  compartments,  which  will  operate  in  series,  will  therefore  have  capacities 
of  about  00,000  gallons,  45,000  gallons,  and  23,000  gallons,  a  total  of  126,000 
ffallons  when  filled  to  the  level  of  the  tops  of  the  transverse  partition  or  weirs. 
If,  however,  the  tank  is  filled  to  its  high  water  line,  it  will  contain  approxi- 
mately 150,000  gallons.  With  the  estimated  average  tlow  of  fish  water  the 
first  compartment  will  hold  about  18  hours  average  flow  before  the  liquid 
overflows  into  the  second  compartment,  and  the  entire  cank  about  48  hours 
flow  before  the  liquid  will  overflow  to  the  cinder  screens  described  below. 
Each  of  the  compartments  of  the  tank  is  to  be  provided  with  a  transverse 
wooden  baflle  extending  from  the  top  to  a  point  18  inches  above  the  bottom. 
The  baffle  in  the  flrst  compartment  is  to  be  located  near  the  center  of  the 
compartment,  that  in  the  second  shout  two-thirds  of  the  distance  from  the 
inlet  to  the  outlet  end,  and  that  in  the  third  about  10  feet  from  the  outlet 
end  or  three-quarters  of  the  distance  from  the  inlet  to  the  outlet  end  of  the 
compartment. 

Under  normal  conditions  the  flsh  water  from  the  oil  recovery  tanks  will 
be  disdharged  into  the  flrst  compartment  of  the  flsh  water  tank,  and  pumped 
from  there  to  the  evaporators  throufi^h  a  3-inch  pipe  connected  to  the  inlet  end 
of  the  tank.  Should,  however,  the  evaporators  break  down,  or  for  any  leason 
be  unable  to  handle  the  flow  of  fish  water,  the  liquid  will  overflow  into  the 
second  compartment  and  then  into  the  third,  and  finally  make  its  escape 
through  the  outlet  to  the  cinder  screens. 

These  cinder  screens  will  consist  of  five  beds  of  coarse,  four  beds  of  nuedium, 
and  five  beds  of  fine  cinders,  each  7  by  9  feet  in  plan  and  5  feet  deep,  pro- 
vided with  concrete  walls  and  floors,  and  be  grouped  in  two  rows  forming  a 
structure  about  68  by  10  feet  in  plan.  The  beds  are  to  be  connected  to  operate 
in  series.  The  wastes  from  the  fish  water  tank  will  be  discharged  onto  the 
first  coarse  bed,  pass  down  through  that  bed  and  up  thrnuffh  a  rectangular 
outlet  box  extending  from  about  18  inches  above  the  bottom  of  the  bed  to 
the  top  of  the  next  bed,  then  in  the  same  manner  through  each  of  the  beds 
in  turn.  The  outlet  from  the  last  of  the  beds  will  discharge  into  an  8-inch 
pipe  leading  to  the  bay.  The  level  of  the  liquid  on  the  filters  will  be  about 
6  inches  above  the  top  of  the  cinders.  4.  total  loss  of  head  of  only  0.4  of  a 
foot  is  allowed  for  from  the  inlet  to  the  outlet  of  the  series  Perforated 
steam  pipes  will  be  provided  in  the  beds  to  assist  in  separating  any  aSt 
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which  may  be  carried  to  them  with  the  flah  water.  According  to  the  state- 
ments of  the  designing  engineer,  any  oil  which  accumulates  on  the  surface 
of  the  liquid  on  the  cinder  beds  will  be  skimmed  off  and  taken  to  the  oil 
recovery  tanks,  and  the  cinders  whm  they  become  clogsed  will  be  removed 
and  taken  to  the  scrap  pile  and  new  cinders  plaoed  in  tlm  bed. 

It  is  intended  that  the  cinder  screens  %vill  be  used  only  when  the  evapora- 
tors fail  or  are  unable  to  handle  the  total  flow.  If,  however,  the  entire 
estimated  flow  of  80,000  gallons  per  day  .should  reach  the  filters,  the  rate 
of  filtration  in  each  bed  will  be  about  55,000,000  gallons  per  acre  per  day, 
or  0.85  of  a  gallon  per  square  foot  per  minute.  There  is  no  data  available 
from  which  the  probable  loss  of  head  through  the  filters  and  the  time  during 
which  they  will  operate  before  clogging  can  be  accurately  estimated.  The 
rate  of  filtration  given  above  is  several  times  as  great  as  has  ever  been 
attempted  with  domestic  sewage,  and  it  seemfl  probable  that  unless  the 
cinders  are  very  clean  and  coarse  that  there  will  be  considerable  loss  of 
head  and  that  clogging  will  take  place  in  a  very  short  time. 

There  will  be  very  little  domestic  sewage  disdiarged  from  the  factory. 
Earth  vault  privies  and  privies  projecting  out  from  the  edge  of  the  wharf 
are  provided  for  the  men  woricing  ait  the  plant.  In  the  owners^  cottage, 
however,  there  is  a  bajthroom  with  three  fixtures,  and  in  the  office  building 
one  toilet  and  one  lavatory.  In  adldition  to  these,  there  is  of  course  the 
waste  from  the  sinks  in  the  kitchen  of  the  mesa  haU.  All  of  this  sewage 
is  at  present  discharged  directly  into  the  bay. 

It  is  now  proposed  to  construct  a  settling  tank  about  50  feet  above  the 
high  water  lin«  of  the  bay  to  treat  the  wastes  from*  the  kitchen  and  oflSce 
building,  which  are  located  not  far  apart,  and  to  discharge  the  effluent  from 
the  tajdc  into  the  bay  through  a  4-inch  outlet  extending  100  feet  beyond  the 
low  water  mark.  The  proposed  settHng  tank,  which  ie  intendled  to  a<i  also  as 
a  grease  trap  will  be  a  covered  concrete  structure  17  feet  6  inches  by  6  feet 
in  plan  and  4  feet  deep  below  the  flow  line,  making  its  capacity  about  3,000 
gallons.  The  tank  will  be  divided  into  3  compartments  by  2  transverse  walls 
or  weirs,  1  located  4  feet  from  the  inlet  and  the  other  located  4  feet  from  the 
outlet  end  extending  from  the  bottom  of  the  tank  to  the  flow  line.  Hie 
middle  compartment  is  divided  at  its  center  by  a  transverse  wooden  baffle 
extending  from  the  under  side  of  the  roof  to  a  point  12  inches  above  the 
floor  of  the  tank.  The  inlet  and  outlet  of  the  tank  consist  of  Ts,  with  one 
branch  of  each  extendini::  about  3  feet  below  the  surface  of  the  liquid.  Two 
manlioles  will  be  provided  to  afford  access  to  the  tank  for  inspection  and 
cleaning.  The  sewage  from  the  owners'  cottage  is  to  be'  disposed  of  in  a 
leaching  cesspool  about  6  feet  in  diameter  and  6  feet  deep  located  near  the 
cottage. 

In  view  of  the  above  facts,  and  after  careful  consideration  of  the  essential 
features  of  the  design  and  of  local  and  general  conditions,  I  would  recom- 
mend that  the  plans  be  approved,  and  a  permit  issued  to  the  Fisheries  Prod- 
ucts CoRvpany  allowing  the  discharge  of  the  effluents  from  the  proposed  works 
to  treat  the  tradie  wastes  and!  domestic  sewage  from  their  factory  into  the 
waters  of  Gardiner's  bay,  and  the  ground  waters  of  the  State  tributary 
to  Gardiner's  bay,  at  the  points  indicated  on  the  pSana  on  the  property  of 
the  Fisheries  Products  Companv,  in  the  town  of  East  Hampton,  Suffolk 
county,  N.  Y.,  subject  to  the  following  conditions: 

1.  That  all  the  proposed  improvements  for  betterinsf  the  sanitary  con- 
ditions at  the  fish  factory,  including  pavements,  drains,  troughs,  sewers, 
sewage  and  waste  disposal  works  and  their  appurtenances  shown  by  the 
plans  approved  this  day.  shall  be  fully  constructed  in  complete  eon- 
formitv  with  sriich  plans  or  approved  amendments  thereof  except  where 
variations  are  expresslv  reouired  bv  the  conditions  of  this  permit,  and 
the  work  completed  before  the  fish  factory  is  put  in  operation. 

2.  That  no  oil,  gurry,  stick,  filter  press  wastes,  or  scrap  shall  be  dis- 
chnrjTcd  or  thrown  or  allowed  to  flow  or  fall  into  Gardiner's  bay  or 
any  trihutarv  thereof,  or  deposited  on  the  ground  where  it  may  be 
wasTiefl  into  Gardiner's  bay  or  any  tribirtarv  ther(»of ;  and  that  no  water 
or  liquid  which  has  drained  from  or  come  in  contact  with  any  fish,  oil, 
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gurry,  scrap,  or  which  contains  any  oil,  blood,  slime,  gurry,  scrap,  sewage 
from  toilets,  sinks,  lavatories  or  showers,  or  other  putrescible  matter 
shall  be  dHacharged  or  aJloiwed  to  flow  into  Gardiner's  bay  or  any  tribu- 
tary thereof,  or  onto  the  ground  where  it  may  flow  into  Gardiner's  bay 
or  any  tributary  thereof,  except  through  the  outlets  shown  on  the  plans 
approved  this  day. 

3.  That  the  evaporators  used  for  evaporating  the  flsh  water  be  main- 
tained in  proper  working  condition  at  all  time8>  and  that  should  it  be 
found  that  the  present  evaporators  have  not  sufficient  capacity  to  dis- 
pose of  all  the  fish  water,  except  such  small  quantities  as  for  short 
periods  may  be  taken  care  of  by  the  cinder  screens,  additional  evapo- 
rators be  installed  with  as  little  delay  as  possible. 

4.  That  the  cinder  screens  be  used  only  in  case  of  emergency  and  to 
treat  such  small  quantities  of  water  as  the  evaporators  may  for  short 
periods  at  times  of  maximum  flow  be  unable  to  dispose  of,  and  that  the 
cinders  be  removed  and  disposed  of  in  such  a  manner  as  to  create  no 
nuisance  and  replaced  with  new  cinders  whenever  the  beds  become 
clogged. 

5.  That  should  the  cinder  screens  prove  to  have  insufficient  capacity 
properly  to  care  for  the  tank  effluent  reaching  them,  the  beds  be  remodeled 
and  enlarged  without  delay  in  accordance  with  plans  satisfactory  to  this 
Department,  or  a  sufficient  nunuber  additional  evaporators  installed  to 
reduce  the  quantity  of  liquid  reaching  the  cinder  screens  to  an  amount 
that  can  be  satisfactorily  treated  by  them. 

6.  That  the  troughs  and  pipes  leading  to  the  settling  tank  under  the 
wharf  be  properly  graded  to  carry  the  water  reaching  them  without 
danger  of  stoppages,  and  that  suitable  manholes  be  provided  at  frequent 
intervals  in  the  deck  of  the  wharf  over  the  troughs  to  afford  access 
to  them  for  inspection  and  cleaning. 

7.  That  whenever  necessary  to  prevent  the  escape  of  sediment  or  scum 
from  the  settling  tanks  on  shore  or  on  the  wharf,  the  sediment  or  scum 
shall  be  removed  by  a  suitable  method  and  disposed  of  by  placing  on  the 
scrap  or  in  some  other  satisfactory  manner. 

8.  That  only  sanitary  or  domestic  sewage  and  no  trade  waste,  storm 
water  or  surface  water  from  streets,  roofs,  or  other  areas  shall  be 
admitted  to  the  proposed  sewage  disposal  plant  and  cesspool  intended 
for  the  treatment  of  domestic  sewage. 

9.  That  when  necessary  the  sludge  from  the  proposed  tank  and  cess- 
pool for  the  treatment  of  the  domestic  or  sanitary  sewage  shall  be 
removed  in  such  a  manner  as  to  cause  no  nuisance,  and  finally  disposed 
of  by  burying  in  some  remote  place. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  ifay  21,  1920  Chief  Engineer 

Pebhit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  sections  76,  78,  79  of  chapter  49  of  the  Laws  of  1909,  tibe 
"Public  Health  Law,"  as  amended  by  chapter  663  of  the  Laws  of  1911,  con- 
stituting chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to 
The  Fisheries  Products  Company  to  discharge  the  effluents  from  the  proposed 
works  to  treat  the  trade  wastes  and  domestic  sewage  from  their  factory  into 
the  waters  of  Gardiner's  bay  and  the  ground  waters  of  the  State  tributary 
to  Gardiner's  bay,  at  the  points  indicated  on  the  plans  on  the  property 
of  the  Fisheries  Products  Company,  within  the  town  of  East  Hampton, 
Sufi'olk  county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the  petition, 
under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modifi- 
cation or  change  when  in  the  judgment  of  the  State  Oonmiissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 
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2.  That  the  issiuuice  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  aetion  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  all  the  proposed  improvements  for  bettering  the  sanitary  con- 
ditions at  the  fish  factory,  including  pavements,  drains,  troughs,  sewers, 
sewage  and  waste  disposal  works  and  their  appurtenances  shown  by  the 
plans  approved  this  day,  shall  be  fully  constructed  in  complete  con- 
formity with  such  plans  or  approved  amendments  thereof,  except  where 
variations  are  expressly  required  by  the  conditions  of  this  permit,  and 
the  work  completed  before  the  fish  factory  is  put  in  operation. 

4.  That  no  oil,  gurry,  stick,  filter  press  wastes,  or  scrap  shall  be  dis- 
charged or  thrown  or  allowed  to  flow  or  fall  into  Gcu-diner's  bay  or  any 
tributary  thereof,  or  deposited  on  the  ground  wliere  it  may  be  washed 
into  Oardiner's  bay  or  any  tributary  thereof;  and  that  no  water  or 
liquid  which  has  drained  from  or  come  in  contact  with  any  fish,  oil, 
gurry,  scrap,  or  which  contains  any  oil,  blood,  slime,  gurry,  scrap, 
sewage  from  toilets,  sinks,  lavatories,  or  showers  or  other  putrescrible 
matter  shall  be  discharged  or  allowed  to  flow  into  Gardiner's  bav  or  any 
tributary  thereof,  or  on  to  the  ground  where  it  may  flow  into  Gardiner's 
bay  or  anv  tributary  thereof,  except  through  the  outlets  shown  on  the 
plans  approved  this  day. 

5.  That  the  evaporators  used  for  evaporating  the  flsh  water  be  main- 
tained in  proper  working  condition  at  all  times,  and  that  should  it  be 
found  that  the  present  evaporators  have  not  sufficient  capacity  to  dispose 
of  all  the  fish  water,  except  such  small  quantities  as  for  short  periods 
may  be  taken  care  of  bv  the  cinder  screens,  additional  evaporators  be 
installed  with  as  little  delay  as  possible. 

6.  That  the  cinder  screens  be  used  only  in  case  of  emergency  and  to 
treat  such  small  quantities  of  water  as  the  evaporators  may  for  short 
periods  at  times  of  maximum  flow  be  unable  to  dispose  of,  and  that  the 
cinders  be  removed  and  disnosed  of  in  such  a  manner  as  to  create  no 
nuisance  and  replaced  with  new  cinders  whenever  the  beds  become 
•logged. 

7.  That  should  the  cinder  screens  prove  to  have  insuflipient  capacity 
properlv  to  care  for  the  t«nk  effluent  reaching  tb^rm,  the  be^ls  be  remodeled 
and  enlarired  without  delay  in  accordance  with  plans  satisfactory  to 
this  Department,  or  a  sufficient  number  additional  evaporators  installed 
to  reduce  the  quantity  of  liquid  reachinpr  the  cinder  screens  to  an  amount 
that  can  be  satisfactorily  treated  by  them. 

8.  That  the  troucrhs  and  pipes  leadincr  to  the  settling  tank  under 
the  wharf  be  properly  graded  to  carry  the  water  reaching  them  without 
danirer  of  stoppages,  aind  that  suilable  menholes  be  proivH^iHl  at  frecnient 
intervals  in  the  deck  of  the  wharf  over  the  troughs  to  afford  access  to 
them  for  inspection  and  cleaning. 

9.  That  whenever  necessary  to  prevent  the  escape  of  sediment  or  scum 
from  the  settling  tanks  on  shore  or  on  the  wharf,  the  sediment  or  scum 
shall  be  removed  by  a  suitable  method  and  disposed  of  by  placing  on 
the  scrap  or  in  some  other  satisfactory  manner. 

10.  That  only  sanitary  or  domestic  sewage  and  no  trade  waste,  storm 
water  or  surface  water  from  streets,  roofs,  or  other  areas  shall  be 
admitted  to  the  proposed  eewaire  disposal  plant  and  cesspool  intended 
for  the  treatment  of  domestic  sewage. 

11.  That  when  necessary  the  sludge  from  the  proposed  tank  and  cess- 
pool for  the  treatment  of  the  domestic  or  sanitary  sewage  shall  be 
removed  in  such  a  manner  as  to  cause  no  nuisance,  and  finally  disposed 
of  by  burying  in  some  remote  place. 

M.  NICOLL,  Jb. 
May  22,  1920  Deputy  State  Commissioner  of  Health 
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EAST  ROCHESTER 

Flans  were  approved  on  August  18,  1920,  for  proposed  amendments  to  the 
East  Rochester  sanitary  sewer  system  on  Elm,  McKinley,  Grant,  South  Wash- 
ington, and  Commercial  streets,  and  on  a  private  right  of  way  between  Com- 
mercial street  and  East  avenue,  in  the  village  of  East  Rochester.  The  permit 
issued  in  connection  with  the  approval  of  the  plans  contained  only  the  usual 
complete  construction  and  storm  water  clauses. 

I 


GHENT  (Town)  (District  School  No.  3) 

Plans  were  approved  on  lifay  20,  1920,  for  the  disposal  of  sewage  from  the 
public  school  in  School  District  No.  3,  of  the  town  of  Ghent,  Columbia 
county.  The  disposal  plant,  according  to  the  plans,  is  to  consist  of  a  settling 
tank  and  subsurface  irrigation  field  located  on  the  school  property.  The 
permit  issued  in  connection  with  the  approval  of  the  plans  follows: 


Pebmit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law  "  as  amended  by  chapter  653  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Board  of  Trustees  of  School  District  No.  3,  town  of  Ghent,  to  discharge  the 
effluent  from  the  proposed  sewage  disposal  plant  to  serve  the  school  in  said 
district  into  the  ground  waters  of  this  State  tributary  to  Kline  Kill,  within 
the  town  of  Ghent,  Columbia  county,  N.  Y.,  in  accordance  with  the  plans 
accompanying  the  petition,  under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to 
modification  or  change  when  in  the  judgment  of  the  State  Commissioner 
of  Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  the  sewage  disposal  works  shown  by  plans  approved  this  day 
shall  be  fully  constructed  in  complete  conformity  witn  such  plans  or 
approved  amendments  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to 
the  proposed  sewage  disposal  works. 

5.  That  when  necessary  the  sludge  shall  be  removed  from  the  pro- 
posed tank  in  such  a  manner  as  to  cause  no  nuisance,  and  disposed  of 
by  burying  in  some  remote  place. 

6.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shaU  be 
discharged  into  Kline  Kill,  or  any  other  watercourse,  or  deposited  on 
the  ground  where  it  may  be  washed  by  rain  or  melting  snow  into  any 
watercourse. 

7.  That  the  joints  in  the  drain  tile  in  the  subsurface  irrigation  field 
be  properly  protected  by  tar  paper  and  broken  stone  or  gravel  so  as  to 
prevent  the  entrance  of  sand  or  loam  into  the  tile  and  to  allow  the 
sewage  to  pass  freely  to  the  soil. 

8.  That  should  at  any  time,  due  to  the  increase  in  the  attendance  at 
the  school  or  other  cause,  the  length  of  tile  in  the  subsurface  irrigation 
field  be  found  insufficient  satisfactorily  to  care  for  the  sewage  from  the 
school,  additional  tile  shall  be  added  to  the  field. 

M.  NICOLL,  Jb. 
May  20,  1920  Deputtf  Btate  Oammisaioner  of  Health 
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GREENPORT  (Town)  (District  School  No.  z) 

Plans  for  the  disposal  of  sewage  from  District  School  No.  1,  at  Greenport 
Center,  in  the  town  of  Greenport,  were  submitted  for  approval  on  September 
30,  1920.  These  plans  were  returned  for  revision  on  October  14,  1920,  and 
the  revised  plans  were  approved  on  October  19,  1920.  The  plans  provided 
for  a  disposal  plant  consisting  of  a  settling  tank  and  a  line  of  field  tile 
connected  to  a  leaching  cesspool.  The  permit  issued  in  connection  with  the 
approval  of  these  plans  follows: 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  ''Public 
Health  Law  **  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the  Board 
of  Trustees,  School  District  No.  1,  town  of  Greenport,  to  discharge  effluent 
from  the  proposed  disposal  plant  of  the  school  in  Greenport  Center  into 
the  ground  wuters  tributary  to  the  Hudson  river,  in  accordance  with  the 
plans  accompanying  the  petition,  under  the  following  conditions: 

1.  That  the  sewer  and  disposal  plant  shown  by  the  plans  approved  this 
day  shall  be  fully  constructed  in  complete  conformity  with  such  plans 
or  approved  amendments  thereof. 

2.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewer  and  sewage  disposal  works. 

3.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  the  tributary  of  the  Hudscm  river,  or  any  other 
watercourse,  or  deposited  on  the  ground  where  it  may  be  washed  by 
rain  or  melting  snow  into  any  watercourse. 

4.  That  when  necessary  and  not  less  frequently  than  once  a  year  the 
sludge  shall  be  removed  from  the  proposed  tank  in  such  a  manner  as  to 
cause  no  nuisance,  and  disposed  of  by  burying  in  some  remote  place. 

5.  That  whenever  required  by  the  State*  Commissioner  of  Health,  satis- 
factory detailed  plans  for  extension  of  the  proposed  system  or  plana 
for  additional  works  for  treatment  of  the  sewage  for  the  school  shall 
be  submitted  for  approval;  and  upon  the  approval  of  said  plans  any  or 
all  portions  of  such  extension  or  additional  works  for  treatment  of  sewage 
shall  be  constructed  and  put  in  operation  at  such  time  or  times  there- 
after as  said  Conmiissioner  may  designate. 

M.  NICOLL,  Jr. 
October  19,  1920  Acting  State  Commiesioner  of  Heaiih 


HAMBURG 

Amended  plans  for  a  sewerage^  system  and  sewage  disposal  plant  for  the 
village  of  Hamburg  were  approved  on  Decemiber  6,  1910.  The  plans  provide.! 
for  a  comprehensive  sewerage  system  and  a  sewage  disposal  plant  consisting 
of  a  settling  tank,  sprinkling  filter,  chlorinatlon  plant,  and  final  settling 
tank.  The  plans  also  provided  for  pumping  the  sewage  from  about  on«- 
half  of  the  village.  The  above  plans  were  revised  and  amended  and  approved 
by  this  Department  on  February  23,  1920.  The  revised  and  amended  plans 
contemplated  the  construction  of  the  sewage  disposal  plant  at  a  new  site 
and  a  rearrangement  of  lines  and  grades  of  the  sewers  to  conduct  the  sewAge 
to  the  new  location.  The  rearrangement  eliminated  the  main  pumping  station. 
The  sewage  disposal  plant  remained  practically  the  same  as  in  the  original 
plans,  ^e  permit  issued  in  connection  with  the  approval  of  the  plans 
follows : 
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PEBimT 

Application  having  been  duly  made  to  the  State  Ck)mmi8ftioner  of  Health, 
as  provided  by  section  77  of  chapter  40i  of  the  Laws  of  1909,  the  ''  Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Board  of  Trustees  of  the  village  of  Hamburg  to  discharge  effluent  from  the 
sewage  disposal  works  to  be  constructed  in  connection  with  the  proposed 
Bewer  system  for  the  village  into  the  waters  of  Eighteen  Mile  creek  near  the 
proposed  disposal  works,  within  the  town  of  Hamburg,  Erie  county,  in 
accordance  with  the  plans  accompanying  the  petition,  under  the  following 
conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to 
modification  or  change  when  in  the  judgment  of  the  State  Commissioner 
of  Health  such  revocation,  modification,  or  change  shall  become 
necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  both  the  sewer  system  and  the  sewage  disposal  works  shown 
by  plans  approved  this  day  shall  be  fully  constructed  in  complete  con- 
formity with  such  plans  or  approved  amendments  thereof,  except  as 
otherwise  required  by  this  permit. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to 
the  proposed  sewers  and  sewage  disposal  works. 

5.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  Eighteen  Mile  creek  or  its  tributaries,  oi  be  deposited 
upon  the  ground,  where  it  may  be  washed  by  rain  or  melting  snow  into 
Eighteen  Mile  creek  or  any  other  watercourse. 

6.  That  if  difficulty  is  encountered  in  the  proper  chlorination  of  the 
effluent  from  the  sprinkling  filters,  the  chlorine  shall  be  applied  to  the 
effluent  from  the  secondary  settling  tank. 

7.  That  each  unit  of  the  proposed  sewage  pumping  station  on  Buffalo 
street  shall  have  a  capacity  of  not  less  than  50  gallons  per  minute,  and 
that  a  duplicate  source  of  power  shall  be  provided  for  operating  the 
ejectors. 

8.  That  complete  detailed  plans  and  specifications  for  the  proposed 
sewage  pumping  station  shall  be  submitted  to  and  approved  by  this 
Department  before  the  p^ant  is  constructed. 

M.  NICOLL,  Jb. 
FehrtMry  23,  1920  Deputy  State  Commissioner  of  Health 


Plans  were  approved  on  July  1,  1920,  for  sewer  extensions  in  the  village 
of  Hamburg  on  Crescent  avenue  and  Buffalo  street,  and  for  an  ejector  station 
to  take  care  of  these  low  lines.  The  permit  issued  in  connection  with  the 
approval  of  these  plans  contained,  in  addition  to  the  usual  storm  water  and 
complete  construction  clauses,  the  following  condition: 

That  the  ejector  be  built  and  provided  for  operation  in  duplicate,  and 
that  a  manhole  be  built  near  the  middle  of  the  600  foot  length  shown 
between  manholes  through  private  rights  of  way  below  Buffalo  street. 


HAMBURG  (Town)   (Erie  County  Agricultural  Society) 

Plans  for  the  treatment  and  disposal  of  sewage  from  the  fair  grounds  of 
the  Erie  County  Agricultural  Society,  in  the  town  of  Hamburg,  were  sub- 
mitted for  approval  on  August  30,  1920.  The  plans  provided  for  two  separate 
disposal  plants,  each  consisting  of  a  settling  tank  and  an  apparatus  for  the 
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sterilization  of  the  effluent  witli  hypochlorite  of  lime.  The  plans  were 
returned  to  the  designing  engineer  for  certain  modifications.  The  plans  were 
revised  in  general  accordance  with  the  suggestiona  of  the  Department,  and 
were  approved  on  September  23,  1920.  The  permit  issued  in  connection 
with  the  approval  of  ^e  plans  follows: 


Pebmit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  ^^E^blic 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  Erie 
County  Agricultural  Society  to  discharge  effluent  from  the  proposed  sewage 
disposal  plants  to  be  installed  to  care  for  the  sewage  from  the  comfort 
stations  at  the  fair  grounds  of  said  society  in  the  town  of  Hamburg  into  the 
waters  of  a  tributary  of  Rush  creek  at  the  point  of  discharge  shown  by  the 
plans,  within  the  town  of  Hamburg,  in  accordance  with  the  plans  accom- 
panying the  petition,  under  the  following  conditions: 

1.  That  the  settling  tanks  shall  be  cleaned  annually,  and  that  the 
sludge  shall  be  buried  or  such  disposition  made  of  it  as  to  avoid  the 
creation  of  any  nuisance  or  menace  to  health. 

2.  That  no  sludge  from  the  settling  tanks  shall  be  discharged  into 
Rush  credc  or  any  other  body  of  water,  or  deposited  on  the  ground 
where  it  might  be  washed  thereinto  by  rain  or  melting  snow. 

3.  That  a  constant  head  orifice  box  be  installed,  or  that  the  location 
of  the  control  valve  be  lowered  to  a  point  not  more  than  6  inches  above 
the  ground  level,  in  order  that  a  more  uniform  application  of  the  solution 
of  hypochlorite  of  lime  may  be  effected. 

4.  That  on  or  before  June  1,  1921,  satisfactory  detailed  plans  for 
additional  works  for  more  complete  treatment  of  the  sewage  from  the  fair 
grounds,  such  as  by  sand  filtration,  shall  be  submitted  for  approval;  snd 
after  the  approval  of  said  plans  any  or  all  portions  of  such  additicmal 
or  supplementary  works  for  more  complete  treatment  of  sewage  shall 
be  constructed  and  put  in  operation  when  required  by  the  State  Ck>m- 
missioner  of  Health. 

M.  NICOLL,  Jb. 
September  23,  1920  Acting  State  Oommieaioner  of  Health 


HAVERSTRAW  (Town)   (Lctchworth  Vaiage) 

Plans  were  approved  on  May  20,  1920,  for  proposed  sewer  extensions  to 
serve  the  Girls'  Group  at  Letchworth  village,  Thiells.  The  plans  were  sub- 
mitted  for  approval  by  the  State  Architect.  No  permit  was  issued  in  con- 
nection with  uieir  approval. 

HEMPSTEAD  (Town)  (District  School  No.  22) 

Plans  were  approved  on  November  27,  1920,  for  a  proposed  sewage  disposal 
plant  for  the  school  in  School  District  No.  22,  at  Floral  Park,  in  the  town 
of  Hempstead.  The  plans  provided  for  the  treatment  of  the  sewage  in  a 
disposal  plant  consisting  of  a  sedimentation  tank  and  a  series  of  leaching 
cesspools.  The  permit  issued  in  connection  with  the  approval  of  the  plans 
follows: 


PEBIinT 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  article  V  of  the  Public  Health  Law,  permission  is  hereby 
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gtYen  to  the  Board  of  Educatioii  of  School  District  No.  22,  of  the  town  of 
Hempstead,  to  discharge  effluent  from  the  proposed  system  of  leaching  cess- 
pools to  serve  the  school  in  the  village  of  Floral  Park,  into  the  ground 
TVVLters  tributary  to  the  Atlantic  ocean,  within  the  town  of  Hempstead, 
Nassau  county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the  applica- 
tion, under  the  following  conditions: 

1.  That  the  sewage  disposal  works  shown  by  plans  approved  this  day 
shall  be  fully  constructed  in  complete  conformity  witn  such  plans  or 
approved  amendments  thereof. 

2.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewage  disposal  works. 

3.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  Simonson  Pond  brook  or  any  other  watercourse,  or 
deposited  on  the  ground  where  it  may  be  washed  by  rain  or  melting 
snow  into  any  watercourse. 

4.  That  when  necessary,  and  not  less  frequently  than  once  a  year,  the 
sludge  shall  be  removed  from  the  proposed  tank  in  such  a  manner  as  to 
cause  no  nuisance,  and  disposed  of  by  burying  in  some  remote  place. 

5.  That  whenever  required  by  the  State  Conunissioner  of  Health, 
satisfactory  detailed  plans  for  additional  series  of  cesspools  or  works 
for  the  treatment  of  the  sewage  for  the  school  shall  be  submitted  for 
approval;  and  upon  the  approval  of  said  plans  any  or  all  portions  of 
such  additional  works  for  the  treatment  of  the  sewage  shall  be  con- 
structed and  put  in  operation  at  such  time  or  times  thereafter  as  said 
Commissioner  may  designate. 

M.  NICOLL,  Jb. 
November  27,  1920  Deputy  State  Oommisnoner  of  Health 


JOHNSON  CITY 

Plans  were  approved  on  June  22,  1920,  for  sewer  extensions  in  Massa- 
chusetts avenue.  Cook  street,  Crocker  avenue.  Main  street  terrace,  Cleveland 
and  Endicott  avenues,  and  Broad  street,  in  the  village  of  Johnson  City.  On 
November  24,  1920,  plans  were  approved  for  sewer  extensions  in  Bernice, 
Brown,  Burns,  Carlton,  Olive,  Sturtevant,  and  Thomas  streets,  and  Grand 
avenue,  in  the  village  of  Johnson  City.  The  permits  issued  in  connection 
with  the  approval  of  these  plans  follow: 


Pbbmit 

Application  having  been  duly  made  to  the  State  Conunissioner  of  Health, 
as  provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  ''Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the  Board 
of  Truetees  of  the  village  of  Johnson  City  to  discharge  sewage  from  the 
proposed  sewer  extensions  in  Massachusetts  avenue.  Cook  street,  Crocker 
avenue.  Main  street  terrace,  Cleveland  and  Endicott  avenues  and  Broad  street, 
into  the  waters  of  the  Susquehanna  river  through  the  present  outfall  sewer 
at  the  Delaware,  Lackawanna  and  Western  Railroad  bridge,  within  the  town 
of  Union,  Broome  county,  N.  Y.,  in  accordance  with  the  plans  accompanying 
the  petition  under  the  following  conditions: 

1.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewer  extensions. 

2.  That  a  manhole  be  constructed  at  once  to  or  near  the  surface  of 
the  ground,  where  a  manhole  foundation  is  shown  on  the  plans,  imme- 
diately below  the  creek  crossing  on  Broad  street. 
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3.  That  all  the  work  shown  on  the  plans  approved  this  day  shall  be 
fully  constructed  in  complete  conformity  with  such  plans  or  approved 
amendments  thereof,  except  as  to  condition  2  above. 

4.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
sewage  to  be  collected  by  the  proposed  sewers  shall  be  conveyed  to  and 
treated  in  sewage  disposal  works  to  be  constructed  jointly  by  the  village 
of  Johnson  City  and  tlie  city  of  Bingham-ton,  or  by  the  village  of 
Johnson  City  alone,  to  care  for  the  entire  sewage  of  the  village,  under 
plans  to  be  submitted  to  and  approved  by  this  Department. 

M.  NICOLL,  Jb. 
June  22,  1920  Deputy  State  Commissioner  of  Health 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  article  V  of  the  Public  Health  Law,  permission  is  hereby 
given  to  the  Board  of  Trustees  of  the  village  of  Johnson  City  to  discharge  sew- 
age through  the  proposed  sewer  extensions  in  Bernice,  Brown,  Bums,  CarltoQ, 
Olive,  Sturtevant,  and  Thomas  streets  and  Grand  avenue,  in  the  village  of 
Johnson  City,  into  the  waters  of  the  Susquehanna  River  through  the  present 
outfall  sewer  at  the  Delaware,  Lackawanna  and  Western  Railroad  bridge, 
within  the  town  of  Union,  Broome  county,  N.  Y.,  in  accordance  with  uie 
plans  accompanying  the  application,  under  the  following  conditions: 

1.  That  the  iron  pipe  sewer  crossing  of  the  open  ditch  on  Burns  street 
be  either  so  arranged  that  the  pipe  will  be  enveloped  in  and  rigidly  sup- 
ported by  properly  reinforced  concrete  and  so  that  it  will  not  materially 
reduce  the  carrying  capacity  of  the  drainage  ditch;  or  that  it  be  so 
arranged  as  to  pass  beneath  this  ditch  in  an  inverted  siphon  and  pro- 
vided with  additional  manholes  at  each  end  just  above  and  below  the 
ditclu 

2.  That  the  elbow  at  the  lower  end  of  the  descending  inflow  pipe  at 
the  drop  manhole  be  either  surrounded  by  the  masonry  of  the  manhole 
or  be  made  of  iron  resting  upon  the  manhole  base  extenaed. 

3.  That  the  sewer  extensions  shown  by  plans  approved  this  day  shall 
be  fully  constructed  in  complete  conformity  with  such  plans  or  approved 
amendments  thereof  with  the  exception  of  the  two  above  conditions^ 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewer  exteneions. 

5.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
sewage  to  be  collected  by  the  proposed  sew«rs  shall  be  conveyed  to  and 
treated  in  sewage  disposal  works  to  be  constructed  jointly  by  the  village 
of  Johnson  City  and  the  city  of  Binghamton,  or  by  the  village  of  John- 
son City  alone,  to  care  for  the  entire  sewage  of  the  village,  under  plans 
to  be  submitted  to  and  approved  by  this  Department. 

M.  NICOLL,  Jb. 
November  24,  1920  Deputy  State  Commdsaioner  of  Health 


LAKE  PLACID 

Plans  were  approved  on  January  26,  1920,  for  a  sewer  in  Main  street,  in 
the  village  of  Lake  Placid.  The  permit  issued  in  connection  with  the 
approval  of  the  plans  contained  only  the  usual  revocation,  modification,  com- 
plete construction,  and  storm  water  clauses. 


LARCHMONT 

Plans  for  sewer  extensions  in  Ocean  and  Linden  avenues,  in  the  village  of 
Larchmont,  were  approved  on  April  19,  1920.     The  permit  issued  in  oonnoc- 
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tion  with  the  approval  of  the  plans  contained,  in  addition  to  the  usual 
revocation,  modilication,  complete  construction,  and  storm  water  clauses,  the 
following  condition: 

That  whenever  required  by  the  State  Oonxmissioner  of  Health,  the  aewa^ 
disposal  plants  for  the  treatment  of  the  sewage  of  the  village  shall  be  con- 
fltructed  in  accordance  with  the  plans  approved  by  this  Department  on  March 
2,  1917,  &iid  the  provisions  of  the  permit  issued  on  the  same  date  in  con- 
nection with  the  approval  of  the  plans,  and  in  accordance  with  plans  subse- 
quently approved  and  permits  subsequently  issued  by  this  Department. 


LIBERTY  (Town)  (Loomis  Sanatorium) 

Revised  plans  for  a  sewerage  system  and  sewage  disposal  plant  to  serve  the 
Loomis  Sanatorium,  in  the  town  of  Liberty,  Sullivan  county,  were  approved 
on  March  12,  1920.  The  report  upon  the  examination  of  the  plans  and  .the 
permit  issued  in  connection  with  the  approval  of  the  plans  follow: 

Hermann  M.  Biggs,  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  on  the  examination  of  revised  plans 
for  a  sewerage  system  and  sewage  disposal  plant  to  serve  the  Loomds  Sana- 
torium, in  the  town  of  Liberty,  Sullivan  county,  N.  Y.,  submitted  to  this 
Department  for  approval  by  the  designing  engineers  on  March  9,  1920. 

The  Loomis  Sanatorium,  an  institution  for  the  treatment  of  tuberculosis, 
is  located  about  three  miles  west  of  the  village  of  Liberty,  and  occupies 
about  thirty  buildings  scattered  over  a  large  area  sloping  to  the  south  and 
toward  Swan  lake.  According  to  the  report  of  the  designing  engineers,  the 
total  population  of  the  institution  at  the  present  time  is  335,  but  in  design- 
ing the  sewage  disposal  plant  the  engineers  have  provided  for  a  population 
of  400. 

The  sanatorium  is  at  present  served  by  three  separate  sewage  disposal 
plants  which  are  not  giving  entirely  satisfactory  results.  A  description  of 
these  plants  will  be  found  in  a  report  on  the  water  supply  and  sewage  dis- 
posal of  the  institution  submitted  to  you  under  date  of  June  18,  191^. 
Plans  for  a  sewerage  system  and  sewage  disposal  plant  to  serve  the  entire 
institution  were  subnutted  to  this  Department  for  approval  on  November  7, 
1919.  These  plans  were  examined,  and  a  report  recommending  that  certain 
DKKlifications  be  made  in  the  design  waa  submitted  to  you  under  date  of 
Novemiber  21,  1919.  The  plans  have  been  revised  in  general  accordance  with 
these  recommendations  and  have  now  been  resubmitted  to  this  Department 
for  approval.  These  revised  plans  contemplate  the  construction  of  a  sew- 
erage system  for  collecting  the  sewacre  from  all  the  institution  buildings 
that  are  equipped  with  plumbing  fixtures,  and  a  sewage  disposal  plant,  con- 
sisting of  a  settling  tank,  sludge  bed,  dosing  chamber,  and  intermittent  sand 
filters  for  treating  the  sewage  so  collected. 

The  sewerage  system  will  consist  of  a  trunk  sewer  about  4,940  feet  long, 
comprising  360  feet  of  4-inch  pipe,  3,955  feet  of  6-inch  pip^t  and  325  feet  of 
8-inch  pipe,  and  a  munber  of  laterals  or  house  sewers.  The  larger  part  of 
the  trunk  line,  which  lies  above  the  waterworks  of  the  institution,  is  to  be 
of  castiron  pipe  laid  with  lead  joints  in  order  to  prevent  the  possible  con- 
tamination of  the  water  supply  by  leakage  from  the  sewers.  The  grades  will 
in  general  be  sufficiently  steep  to  produce  satisfactory  self-cleansing  velocities 
if  the  sewers  are  properly  laid,  the  minimum  grade  being  2  per  cent.  The 
average  depth  of  the  trunk  line  will  be  about  6  feet.  Manholes  are  to  be 
provided  at  frequent  intervals  and  at  nil  changes  in  grade  and  alignment 
except  at  stations  Nos.  10  and  19,  whare  changes  in  grade  are  indicated 
between  manholes.  This  undesirable  condition  can  apparently  be  easily  cor- 
rected at  station  No.  10  by  relocating  the  manhole  and  connecting  line  just 
below  this  point,  and  at  station  No.  19  by  straightening  the  grade,  which 
will  involve  only  a  slightly  deeper  cut  for  a  short  distance.  Unless  some 
conditions  exist  that   are   not  shown   on   the  plans,   this   should  be   done. 
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Twenty-eight  buildings  will  be  connected  to  the  trunk  line  by  lateral  sewers 
consisting  largely  of  lines  of  4-inch  castiron  pipe.  Two  lateral  lines,  both 
of  which  are  below  the  waterworks^  are  to  be  of  0-inch  tile  pipe.  The 
grades  of  the  laterals  are  not  given  in  detail,  but  judging  from  the  slope  of 
the  ground  will  apparently  be  satisfactory.  The  lines  should  haye  a  slope  of 
not  less  than  2  per  cent. 

The  settling  tank  is  to  be  a  concrete  structure  covered  with  a  one-story 
frame  building.  It  will  be  divided  by  a  longitudinal  concrete  partition  into 
two  separate  compartments  each  10  feet  by  34  feet  in  plan  and  10  feet  6 
inches  deep  from  the  flow  line  to  the  bottom  of  the  hopper  bottom.  The 
capacity  of  each  compartment  will  be  19,000  gallons,  making  the  total 
capacity  of  the  tank  38,000  gallons,  the  equivalent  of  about  26  hours  average 
flow  based  on  a  population  of  400  and  an  assiuned  sewage  flow  of  100  gal- 
lons per  capita  per  day.  Transverse  masonry  walls  will  be  built  acroea  each 
compartment  of  the  tank  at  its  middle.  The  lower  half  (3  feet)  of  this 
wall  will  be  of  open  brickwork  to  allow  the  liquid  to  pass  from  the  first 
into  the  second  section  formed  by  the  transverse  wall.  An  8-inch  circular 
overflow  will  be  provided  through  the  wall  above  the  flow  line.  One  hopper, 
the  flattest  side  of  which  has  a  slope  of  6  on  10,  forms  the  bottom  of  each 
section.  A  diverting  manhole  fltted  with  shear  gates  will  be  provided  just 
outside  of  the  inlet  end  of  the  tank  arranged  so  that  sewage  may  be 
admitted  to  either  or  both  of  the  compartments  of  the  tank. 

The  sewage  will  enter  the  tank  through  8-inch  Ts  extending  3  feet  below 
the  flow  line  of  the  tank  and  located  at  the  center  of  the  inlet  ends  of  the 
compartments,  pass  imder  concrete  ba£9es  set  6  feet  from,  the  inlet  end,  and 
extending  from  6  inches  above  to  4  feet  6  inches  below  the  flow  line;  then 
through  the  open  parts  of  the  transverse  partitions  which  extend  fr<Hn  3 
feet  below  the  surface  to  the  top  of  the  hopper  bottoms,  which  are  6  feet 
below  the  surface;  then  through  the  second  sections  of  the  compartments 
and  under  concrete  baffles  similar  to  those  near  the  inlet  ends  set  6  feet 
from  the  outlet  ends,  and  out  of  the  tank  through  S-inch  Ts  at  the  centers 
of  the  outlet  ends  of  the  compartments.  The  function  of  the  transverae  par- 
titions is  not  entirely  apparent;  and  while  they  will  probably  have  little 
effect  on  the  operation  of  the  tank,  their  construction  seems  unnecessary. 
The  baffles  are  to  be  placed  farther  from  the  ends  of  the  tank  than  is  usually 
customary,  and  would  probably  serve  their  purpose  better  if  placed  nearer 
the  end  walls  of  the  tank.  The  outlet  pipes  of  the  two  compartments  of 
the  tank  join  in  a  Y  a  few  feet  beyond  the  outlet  end  of  the  tank.     The 

trade  of  the  pipes  to  this  Y  is  not  deflnitely  indicated,  but  should  be  suf- 
ciently  steep  to  prevent  the  sewage  from  flowing  from  one  tank  to  the  otiber 
should  the  level  in  one  tank  be  drawn  down. 

Six-Inch  sludge  draw-off  pipes  will  be  provided,  connected  to  the  bottom 
of  each  hopper  for  discharging  the  sludge  onto  the  sludge  beds.  The  outlet 
branches  of  these  pipes  will  be  3^  feet  below  the  normal  level  of  the  liquid 
in  the  tank,  and  the  fall  from  the  tank  to  the  sludge  beds  which  are  located 
120  feet  from  the  tank  will  be  11  feet. 

The  sludge  beds  will  be  two  in  number,  each  15  feet  by  20  feet  in  i^an, 
making  their  total  area  600  square  feet,  or  the  equivalent  of  1.5  square  feet 
per  capita,  an  area  which  is  somewhat  less  than  is  usually  considered  advis- 
able for  use  in  connection  with  tanks  of  the  type  proposed,  and  which  will 
require  that  the  sludge  be  drawn  off  frequently  and  the  beds  well  taken 
care  of  if  satisfactory  results  are  to  be  obtained.  The  beds  are  to  be  made 
of  4  inches  of  sand  placed  on  a  layer  of  broken  stone  Tarying  from  6  indies 
to  12  inches  in  depth.  The  slud^  will  be  discharged  on  to  the  beds  through 
two  6-inch  valves,  one  located  at  a  corner  of  each  bed.  The  plans  do  not  indi- 
cate that  any  means  will  be  provided  to  prevent  the  incoming  sludge  from 
washing  away  the  sand  near  the  inlets  and  finding  its  way  directly  into  the 
broken  stone  and  underdrains.  It  would  seem  desirable  that  some  means, 
such  as  the  construction  of  aprons  under  the  inlets,  should  be  provided  to 
prevent  this.  The  sides  of  the  beds  are  planked  to  a  height  of  8  inches 
above  the  surface  of  the  filter.  The  effluent  from  the  beds  will  be  collected 
by  4-inch  tile  underdrains  10  feet  on  centers,  and  conducted  to  a  main  4-indi 
drain  which  will  carry  it  to  the  dosing  chamber  of  the  sand  beds. 
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The  dosing  chamber  is  to  be  a  concrete  tank  19  by  16  in  plan  and  will  be 
covered  with  a  one-story  bride  house.  The  depth  of  the  tank  below  the 
water  line  will  be  3  feet,  making  its  available  capacity  5,700  gallons,  the 
equivalent  of  about  3.4  hours  average  flow  or  a  depth  of  about  IVs  inches 
on  one  sand  bed.  The  chamber  is  to  be  equipped  with  four  automatic 
siphons  arranged  to  discharge  the  contents  of  the  dosing 'chamber  onto  each 
of  the  four  sand  beds  in  turn,  making  the  average  time  between  dosings  on 
each  bed  about  14  hours.  The  size  of  the  siphons  is  not  given,  but  according 
to  the  scale  is  about  6  inches.  In  order  effectively  to  flood  beds  of  the  size 
proposed,  the  siphon  discharges  should  be  at  the  rate  of  approximately  730 
gallons  per  minute.  With  an  average  head  of  about  21  Indies  as  provided 
in  this  case,  this  would  require  8-inch  siphons. 

The  sand  beds,  four  in  number,  are  each  to  be  90  feet  by  90  feet  in  plan, 
making  the  total  filter  area  32,400  square  feet,  or  approximately  0.75  of  an 
acre.  With  the  estimated  population  of  400,  and  an  assumed  sewage  flow 
of  100  gallons  per  capita  per  day,  the  rate  of  filtration  will  be  53,300  gallons 
per  acre  per  day.  The  beds  will  be  made  of  3  feet  of  sand  and  placed  on  6 
inches  of  medium  broken  stone,  which  in  turn  will  rest  upon  a  layer  of 
larger  broken  stones  varying  from  0  to  6  inches  in  depth.  The  size  and 
chu'acter  of  the  sand  is  not  given.  To  assure  satisfactory  results  the  sand 
should  have  an  effective  size  of  not  less  than  0.2  millimenter,  nor  greater 
than  0.45  millimeter,  preferably  about  0.3  millimeter  and  should  be  free 
from  clay,  loam,  or  material  likely  to  decompose.  The  uniformity  coefficient 
should  be  less  than  5.  Three  parallel  wooden  troughs  6  by  8  inches  in  size, 
provided  with  1-inch  holes  4  feet  apart  along  each  side,  will  be  placed  on 
each  bed  about  30  feet  apart,  for  distributing  the  sewage.  Four-inch  tile 
drains,  18  feet  on  centers,  laid  in  the  coarse  broken  stone  under  the  beds 
will  be  provided  for  collecting  the  effluent  and  conducting  it  to  the  8-inch 
main  effluent  pipe.  This  pipe  discharges  on  the  property  of  the  sanatorium 
into  a  small  stream  tributary  to  Swan  lake,  at  a  point  about  2^  miles  from 
the  lake.  The  outlet  of  this  lake  is  Mangaup  river,  which  flows  in  a  south- 
erly direction  about  26  miles  and  empties  into  the  Delaware  river.  There  is 
no  water  supply  taken  from  Mangaup  river  below  the  point  of  discharge  of 
the  sewage  effluent. 

In  view  of  the  results  of  our  examination  of  these  plans,  and  after  a  care- 
ful consideration  of  the  essentia]  features  of  the  design  and  of  local  and 
general  conditions,  I  would  recommend  that  the  plans  be  approved,  and  a 
permit  issued  to  the  Tjoomis  Sanatorium  allowing  the  discharge  of  the 
effluent  from  the  proposed  sewage  disposal  plant  to  serve  the  sanatorium, 
into  a  tributary  of  Mangaup  river  on  the  property  of  the  sanatorium,  in 
the  town  of  Liberty.  I  would  further  recommend  that  in  addition  to  the 
usual  revocation,  modification,  complete  construction,  and  storm  water 
clauses,  the  permit  contain  the  following  conditions: 

1.  That  there  shall  be  no  change  in  grade  or  alignment  between  the 
manholes  on  the  trunk  sewer. 

2.  That  the  dosing  tank  siphons  shall  be  not  less  than  8  inches  in  size. 

3.  That  the  sand  used  in  the  construction  of  the  filter  beds  shall  be 
clean,  free  from  loam,  clay,  or  readily  decomposable  matter,  and  shall 
have  an  effective  size  of  not  less  than  0.2  m.m  or  more  than  .45  nLnx, 
and  a  uniformity  coefficient  of  not  more  than  5. 

Respectfully  submitted 

THEODORE  HORTON" 
Albany,  N.  Y.,  March  11,  1920  Chief  Engineer 


Permit 

Application  having  been  duly  made  to  the  State  Oommissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the   Consolidated  Laws,   permission   is  hereby  given  to  the 
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Loonvis  Sanatorium,  town  of  Liberty,  to  discharge  the  effluent  from  the  pro- 
posed sewage  disposal  plant  to  serve  the  sanatorium  into  a  tributary  of 
Mangaup  river  on  the  property  of  the  sanatorium,  within  the  town  of  Lib- 
erty, Sullivan  county,  in  accordance  with  the  plans  accompanying  the  peti- 
tion, under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  the  judgment  of  the  State  Comonissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
sSiy  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  both  the  sewer  system  and  the  sewage  disposal  works  shown 
by  plans  approved  this  day  shall  be  fully  constructed  in  complete  con- 
formity with  such  plans  or  approved  amendments  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  fromi  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewage  disposal  works. 

5.  That  no  sewage  sludge  irom  any  part  of  the  disposal  works  shall 
be  discharged  into  any  tributary  of  Mangaup  river  or  any  other  water- 
course, or  deposited  on  the  ground  where  it  may  be  washed  by  rain  or 
melting  snow  into  any  watercourse. 

6.  That  there  shall  be  no  change  in  grade  or  alignment  between  the 
manholes  on  the  trunk  sewer. 

7.  That  the  dosing  tank  siphons  shall  be  not  less  than  8  inches  in 
size. 

8.  That  the  sand  used  in  the  construction  of  the  filter  beda  shall  be 
clean,  free  from  loam,  clay,  or  readily  decomposable  matter,  and  shall 
have  an  effective  size  of  not  less  than  0.2  millimeter  or  more  than  .45 
miliimeter,  and  a  uniformity  tx)effieient  of  not  more  than  5. 

M.  NICOLL,  Jr. 
March  12,  1920  Deputy  State  Commiaaioner  of  Health 

Amended  plans  for  the  proposed  sewage  disposal  plant  to  serve  Loomis 
Sanatoriiun  were  approved  on  April  8,  1920.  The  plans  proposed  to  sub- 
stitute a  two-story  settling  tank  for  the  plain  settling  tanks,  and  teft  the 
sewerage  system  and  the  remainder  of  the  sewage  disposal  plant  as  shown 
on  the  original  plans.  The  sewage  disposal  plant  as  provided  for  by  the  new 
plans  will  consist  of  a  two-story  settling  tank,  sludge  beds,  and  intermittent 
sand  filters.  The  permit  issued  in  connection  with  the  approval  of  the  plans 
follows : 


Pebmit 

Application  having  been  duly  made  to  the  State  Oonzmissioner  of  Health, 
a«  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  563  of  the  Laws  of  I9I1,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  g^ven  to  tb€ 
Loomis  Sanatorium,  to^-n  of  Liberty,  to  discharge  the  effluent  from  the  pro- 
posed sewage  disposal  plant  to  serve  the  sanatorium  into  a  tributary  of 
Mangaup  river  on  the  property  of  the  sanatorium  within  the  town  of  Lib- 
erty, Sullivan  coimty,  in  accordance  with  the  plans  accompanying  the  peti- 
tion, under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  the  judgment  of  the  State  Commissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  anv  future  application  that  nay 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 
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3.  That  both  the  sewer  system  and  the  sewage,  disposal  works  shown 
by  plans  approved  this  day  shall  be  fully  construeted.  in  complete  con- 
formity witn  such  plans  or  approved  amendments  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewage  disposal  works. 

5.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall  be 
discharged  into  any  tributary  of  Mangaup  river  or  any  other  water- 
course, or  deposited  on  the  ground  where  it  may  be  washed  by  rain  or 
melting  snow  into  any  watercourse. 

6.  l^at  there  shall  be  no  change  in  grade  or  aMgnmient  between  the 
manholes  on  the  trunk  sewer. 

7.  That  the  dosing  tank  siphons  shall  be  not  leas  than  8  inches  in 
size. 

8.  That  the  sand  used  in  the  construction  of  the  filter  beds  shall  be 
clcnn,  free  from  loam,  clay,  or  readily  decomposable  matter^  and  shall 
have  an  eiTective  size  of  not  less  than  0.2  millimeter  or  more  than  .45 
millimeter,  and  a  uniformity  coefficient  of  not  more  than  5. 

M.  NICOLL,  Jr. 
April  8,  1920  Deputy  State  ComnUasioner  of  Health 


MAMARONECK  (Town)  (Sewer  District  No.  i) 

Plans  were  approved  on  July  15,  1920,  for  a  sewer  system  for  Sewer  Dis- 
trict No.  1,  in  the  town  of  Mamaroneck,  Westchester  county.  The  report 
upon  the  examination  of  the  plans,  together  with  the  permit  issued  in  con- 
nection with  iheir  approval,  follow: 

Hermann  M.  Biggs,  M.D.,  State  Oommiationer  of  Health: 

I  beg  to  suhmdt  the  following  report  on  the  examination  of  general  plans 
for  sewerage  for  Sewer  District  No.  1,  in  the  town  of  Mamaroneck,  West- 
chester county,  N.  Y.,  submitted  by  the  board  of  sewer  commissioners  to  this 
Department  for  approval  on  June  15,  1920,  together  with  the  report  of  the 
designing  engineer  and  the  application  for  a  permit.  A  field  inspection  of 
this  district  was  made  by  an  engineer  of  the  Department  on  June  20,  1920, 
and  additional  information  was  submitted  by  the  engineer  of  the  district,  at 
the  request  of  the  Department,  on  June  30,  1920. 

Sewer  District  No.  1  of  Mamaroneck  has  an  area  of  356^  acres,  and  lies  in 
the  southwestern  part  of  the  town,  and  with  its  western  boundary  forming 
a  common  boundary  with  that  of  the  city  of  New  Rochelle.  In  general  ou^ 
line  the  form  of  the  district  resemjbles  an  inverted!  letter  Y,  with  the  st«m 
pointing  slightly  west  of  north,  and  with  the  village  of  Larchmont  reaching 
up  between  the  branches  and  separating  their  lower  extremities  from  Long 
Island  sound.  The  upper  or  northerly  section  is  very  hilly  and  wooded. 
The  east  section  is  suitable  for  a  closer  development,  but  much  of  the  south- 
erly  section  is  low  and  less  desirable  for  settlement,  so  that  while  the  present 
population  of  under  600  was  found  to  be  greatly  in  need  of  sewers,  pro- 
visions for  an  ultimate  population  greater  than  say  7,000,  or  20  persons  per 
acre,  seems  unnecessary. 

The  records  of  this  Department  show  that  on  March  2,  1917,  plans  for  a 
disposal  plant  for  the  village  of  Larchment  were  approved,  and  the  plans 
now  submitted  show  that  it  is  intended  to  discharge  the  sewage  tributary  to 
this  proposed  sewerage  system  through  the  present  and  proposed  system  of 
sewers  of  Larchmont  and  through  this  disposal  plant.  However,  a  proposed 
preliminary  treatment  is  indicated  by  locations  being  shown  for  two  Imhoff 
tanks  in  residential  sections  of  Mamaroneck  —  one  above  the  railroad,  and 
another  on  the  Larchmont  village  line  near  the  houses  of  the  growing  settle- 
ment in  that  village  along  Forrest  Park  avenue.  From  letters  of  the  engi- 
neer dated  June  9,  26,  and  29,  1920,  and  the  engineer's  report  of  June  10. 
1918,  submitted  with  the  plans,  it  appears  that  before  the  construction  of 
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the  sewers  on  any  particular  street  or  series  of  streets  the  engineer  will 
make  the  usual  large' scale  plan  and  profiles  of  the  particular  work  contem- 
plated and  submit  uie  same  to  the  Department  for  approval,  and  that  where 
sewers  are  shown  through  jj^rivate  land  the  intention  is  to  acquire  rights  of 
way  10  feet  or  more  in  width.  The  last  letter  of  the  designing  engineer 
referred  to  gives  a  few  essential  cuts,  diameters,  and  grades  which  were 
requested  by  the  Department  since  they  were  not  shown  on  the  plan.  The 
engineer's  letters  and  report  also  state  that  the  board  of  trustees  of  Larch- 
mont  village,  who  have  had  joint  meetings  with  the  board  of  sewer  oommis- 
sioners  of  District  No.  1  of  Mamaronedc,  insisted  on  Imhoff  tanks  being 
provided  by  this  district  on  each  of  the  two  principal  incoming  sewers  from 
Sewer  District  No.  1  of  the  town  of  Mamaroneck. 

The  attitude  of  the  Department  on  this  matter  was  referred  to  in  a  pre- 
vious report,  and  it  should  not  be  difficult  for  the  parties  concerned  to  make 
a  prompt  and  equitable  agreement  for  the  logical  plan  of  treatment  of  the 
sewage  of  the  town  sewer  district  and  the  Bonnett  avenue  sewer  district  at 
one  point  instead  of  ineffective  and  uneconomical  duplication  of  sewage  dis- 
posal  plants.  If  the  sewage  from  the  town  sewer  aistrict  were  treated  at 
ii»  points  indicated  by  the  plaoB,  the  partially  treated  sewage  would  be 
immediately  mixed  with  the  raw  untreated  ^ewage  of  the  village  when  dis- 
charged into  the  Larchmont  sewers.  Furthermore,  such  partial  treatment 
of  the  sewage  of  the  town  would  not  materially  affect  the  efficiency  or  the 
size  of  the  Bonnett  avenue  plant  for  the  joint  treatment  of  the  sewage  from 
the  town  and  village  districts  tributary  to  it,  and  the  cost  of  construction 
and  maintenance  of  three  plants  would  be  much  greater  than  the  construc- 
tion and  up-keep  of  one  joint  treatment  plant  near  the  harbor  as  originally 
planned.  I  am  of  the  opinion,  therefore,  that  permission  should  not  be 
granted  to  the  sewer  commissioners  of  Sewer  District  No.  1  of  the  town  of 
Mamaronedc  to  treat  the  sewage  from  this  sewer  district  in  individual  sew- 
age disposal  plants  before  such  sewage  is  discharged  into  the  Larchmont 
sewer  system. 

The  connections  between  the  sewers  of  District  No.  1  of  Mamaroneck  and 
those  of  Larchmont  are  made  at  three  points.  The  sewage  from  about  290 
acres  is  to  cross  the  town  line  in  an  18-inch  pipe  on  a  0.25  per  cent  grade 
under  the  railroad  on  the  line  of  Cedar  street,  Mamaroneck,  prolonged;  the 
sewage  from  about  68  acres  is  to  cross  the  town  line  in  a  lO^inch  pipe  on  an 
OJi  per  cent  grade  on  the  line  of  Forrest  avenue,  Larchmont,  prolonged;  and 
the  sewage  from  about  5  acres  on  the  north  side  of  the  Post  road,  and  from 
about  3  acres  on  the  south  side  of  the  Post  road,  in  8-inch  pipes  on  0.5  per 
cent  grades.  These  sewers  give  a  total  combined  outlet  capacity  sufficient 
for  several  times  the  ultimate  populstion  to  be  expected  in  the  distriH. 

The  principal  or  18-inch  connection  between  the  town  and  the  village  is 
shown  on  the  approved  village  maps  and  mentioned  in  report  on  proposed 
sewers  for  Larchmont  of  April  4,  1918,  and  is  also  shown  and  described  on  a 
map  attached  to  a  plan  for  sewer  extensions  in  Larchmont  approved  by  this 
Department  December  4.  1919.  It  has  a  cauacitv  of  about  5  second  feet, 
indicative  of  a  preparation  on  the  part  of  the  village  to  receive  from  the 
town  a  flow  from  a  population  of  some  15.000  persons.  Therefore  it  is 
apparent  that  this  Department  as  well  as  the  village  and  town  authorities 
continuously  held  in  mind  a  conneotion  of  sufficient  magnitiide  to  embrace 
the  territorv  now  of^nmie'l  hv  under  600  persons  with  an  ultimate  popula- 
tion of  but  about  one-half  that  for  which  preparations  have  been  arranged  for 
in  sdvance. 

The  sewage  from  the  entire  sewer  district,  except  from  a  small  area  in  tlie 
southwesterly  portion  of  the  district  marked  I-A.M.L.,  naturally  drains  toward 
the  village  of  Larchmont.  and  as  noted  is  to  be  dischareed  by  irravity  flow 
into  the  trunk  sewer  of  the  so  called  Bonnett  avenue  sewer  district  of  the 
village  of  Tjarchmont.  The  sewage  from  distriH  T-A.M.L.  is  to  be  collected 
at  a  pumpinflT  station  near  the  lower  end  of  Fifth  avenue,  from  which  it  is 
to  be  pumped  into  the  erravitv  svstem  at  the  intersection  of  Murray  avenue 
and  Beech  street.  Detailed  plans  of  the  pumninflr  station  and  force  main  of 
this  district  have  not  been  prepared  or  submdtted,  as  it  is  expected  by  the 
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fiewer  conuoiBBioners  that  it  will  be  a  considerable  time  before  this  area  will 
be  developed  and  require  sewers.  Before  the  pumping  station  and  force  main 
are  installed^  however,  satisfactory  detailed  plans  for  these  structures  should 
lirst  be  submitted  to  and  receive  the  approval  of  this  Department. 

The  plans  of  the  proposed  sewer  system  now  submitted  comprise  a  gen- 
eral plan  in  duplicate,  but  it  is  not  accompaitied  by  profiles,  and  no  drainage 
lines  or  contours  are  given  to  facilitate  the  examination  odf  the  plana.  The 
plan  shows  an  area  about  1,400  feet  by  2,800  feet  in  transverse  diameters 
without  elevations.  The  field  inspection  showed  the  feasibility  of  sewering 
this  area  into  the  proposed  system  and  revealed  the  nature  of  the  territory. 
It,  however,  also  brought  to  light  that  while  the  legend  on  the  plan  showed 
that  dotted  lines  were  to  be  used  to  indicate  ungraded  streets,  many  streets 
shown  in  solid  lines  had  no  existence  on  the  ground. 

The  entire  system  of  sewers  shown  are  8-inch  and  of  suitable  larger  diam- 
eters up  to  18-inch.  They  are  designed  with  slopes  that  will  give  self- 
cleansing  velocities  if  properly  constructed.  Flush  tanks  are  shown  at  their 
dead  ends,  and  manholes  at  angles  and  throughout  at  intermediate  points  at 
distances  of  about  300  feet  apart.  All  points,  including  the  lowest  points  in 
the  area  of  the  district  where  no  sewers  are  shown,  are  so  situated  and  of 
sufiicient  elevation  to  permit  their  being  reached  by  gravity  extensions  tram 
the  proposed  system. 

After  a  careful  examination  of  the  plan  and  report  submitted,  and  a  full 
consideration  of  the  local  aspects  on  the  ground  and  of  the  features  of 
design,  I  would  recommend  that  the  plans  be  approved,  and  a  permit  be 
issued  to  the  sewer  commissioners  of  iSewer  District  No.  1  of  the  town  of 
Mamaroneck  allowing  the  discharge  of  sewage  from  the  sewer  district  into 
Larchmont  Harbor,  fiirough  the  outlet  sewer  of  Sewer  District  No.  1  of  the 
village  of  Larchmont.  I  would  further  reconmiend  that  the  permit  contain 
the  following  conditions 

1.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admdtted  to  the 
proposed  sewer  and  disposal  works. 

2.  That  before  any  sewers  are  constructed  in  Sewer  District  No.  1  of 
the  town  of  Mamaroneck,  a  copy  of  the  agreement  between  the  board  of 
trustees  of  the  village  of  Larchmont  and  the  sewer  commissioners  of 
said  sewer  district,  for  the  joint  treatment  of  the  sewage  of  Sewer  Dis- 
trict No.  1  of  the  town  of  Mamaroneck  and  the  sewage  of  the  village  of 
Larchmont  tributary  to  the  Bonnett  avenue  outfall  sewer,  shall  be  sub- 
mitted to  this  Department. 

3.  That  before  the  pumping  station  and  force  main  for  subdistrict 
I-A.M.L.  are  constructed,  detailed  plans  for  said  pumping  station  and 
force  main  shall  be  submitted  to  and  receive  the  approval  of  this 
Department. 

4.  That  before  any  of  the  sewers  not  shown  in  detail  by  the  approved 
plans  are  constructed,  satisfactory  detailed  plans  of  said  sewers  shall  be 
submitted  to  and  receive  the  approval  of  this  Department. 

5.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
sewage  to  be  collected  by  the  proposed  sewers  of  this  sewer  district  shall 
be  passed  through  the  Bonnett  avenue  sewage  disposal  plant  of  the  vil- 
lage of  Larchmont,  which  plant  shall  be  constructed  and  put  in  opera- 
tion whenever  required  by  said  Commissioner. 

Bespectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  July  14,  1920  Chief  Engineer 

Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
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sewer  commissioners  of  Sewer  District  No.  1  of  the  town  of  Mamaroneck  to 
discharge  sewage  from  this  sewer  district  into  the  waters  of  Larchmont 
Harbor  through  the  outlet  sewer  of  Sewer  District  No.  1  of  the  village  of 
Larchmont,  within  the  village  of  Larchmont,  Westchester  county,  N.  Y.,  in 
accordance  with  the  plans  accompanying  the  petition,  under  the  following 
conditions: 

1.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewers. 

2.  That  before  any  sewers  are  constructed  in  Sewer  District  No.  1  of 
the  town  of  Mamaroneck,  a  copy  of  the  agreement  between  the  board  of 
trustees  of  the  village  of  Larclunont  and  the  sewer  commissioners  of  said 
sewer  district  for  the  joint  treatment  of  the  sewage  of  Sewer  District 
No.  1  of  the  town  of  Mamaroneck  and  the  sewa^  of  the  village  of 
Larchmont  tributary  to  the  Bonnett  avenue  outfall  sewer,  shall  be 
sutoiitted  to  this  Department. 

3.  That  before  the  piuniping  station  and  force  main  for  subdistrict 
I-A.M.L.  are  constructed,  detailed  plans  for  said  pumping  station  and 
force  main  shall  be  submitted  to  and  receive  the  approval  of  this 
Department. 

4.  That  before  any  of  the  sewers  not  shown  in  detail  by  the  approved 
plans  are  constructed,  satisfactory  detailed  plans  of  said  sewers  shall 
be  submitted  to  and  receive  the  approval  of  this  Department. 

5.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
sewage  to  be  collected'  by  the  proposed  sewers  of  this  sewer  district 
shall  be  passed  through  the  Bonnett  avenue  sewage  disposal  plant  of  the 
village  of  Larchmont,  which  plant  shall  be  constructed  and  put  in  opera- 
tion whenever  required  by  said  Commissioner,  or  that  said  Bewtige  shall 
be  intercepted  by  intercepting  sewers  and  treated  in  sewage  disposal 
works  to  be  constructed  by  Sewer  District  No.  I  of  the  town  of  Mamaro- 
neck in  accordance  with  plans  which  shall  first  be  submitted  to  and 
approved  by  the  State  Commissioner  of  Health. 

6.  That  no  sewage  disposal  works  shall  be  installed  at  the  points 
indicated  by  the  approved  plans  without  the  approval  of  this  Depart- 
ment. 

M.  NICOLL,  Je. 
July  15,  1920  Deputy  State  Commissioner  of  Health 


MARCY   (Town)    (Utica  State  Hospital) 

On  August  9,  1920,  plans  for  water  supply  distribution  system  and  sewerage 
and  sewage  disposal  systems  for  the  Marcy  Division  of  the  ITtira  State  Hos- 
pital were  approved.  The  report  upon  the  examination  of  the  plans  for 
sewerage  and  sewage  disposal  follows,  in  part: 

Hermann  M.  Bioos,  M.D.,  State  Commissioner  of  Health: 

I  beo:  to  submit  the  follcwnng  report  on  the  examination  of  Specification 
No.  2.387,  «nd»  Drawings  Nos.  208f>  to  2096,  inclusive,  and  Drawing  No. 
1058,  covering  sewerage  and  sewaore  disposal  systems  for  the  Marcy  Division 
of  the  Utica  State  Hospital,  in  the  town  of  Marcy,  Oneida  county,  N.  Y., 
submitted:  to  this  Department  for  approval  by  the  State  Architect  on  July 

10,  1920. 

Previous  Sewer  and  Disposal  Plans 

The  records  of  the  Department  show  that  on  July  22,  1917,  preliminary 
plans  for  the  collection  and  disposal  of  the  sewage  of  this  hospital  were 
approved  on  the  condition  that  final  and  detailed  plans  were  to  be  presented 
before  the  construction  of  the  work.  These  original  plans  provided  for  an 
immediate  population  of  3,000  persons  and  an  ultimate  population  of  5.000. 
It  was  later  decided  to  modify  the  original  plans,  and  in  this  connection 
several  conferences  were  held  with  the  representatives  of  the  State  Architect 
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by  the  engineers  of  this  Department  between  October  2,  1918,  and  April  9, 
1920,  inclusive,  in  which  details  of  a  plant  smaller  in  both  the  present  and 
future  capacity  were  gone  into  at  considerable  length. 

Btate  Architecfa  Report 

The  letter  from  the  State  Architect  submitting  the  present  plans  and 
specifications  states  that  the  Marcy  Division  of  the  Utica  State  Hospital  is 
to  be  a  hospital  for  the  insane;  that  it  is  now  under  construction,  contracts 
for  the  four  buildings  for  immediate  installation  having  been  let;  and  that 
sewer  and  water  connections  are  shown  for  two  other  buildings,  which  build- 
ings are  shown  but  are  not  to  be  built  at  present.  The  letter  further  states 
that  two  of  the  four  buildings  planned  for  immediate  construction  are  to  be 
chronic  patient  buildings,  and  are  designed  to  care  for  approximately  300 
inmates  each.  Another  one  of  these  four  buildings  is  to  be  an  acute  patients 
building,  and  is  designed  to  care  for  approximately  200  inmates.  The  total 
population  which  will  be  cared  for  in  the  buildings  now  under  contract  is 
stated  to  be  less  than  1,000,  and  the  estimated  ultimate  population  of  the 
institution  when  completed  at  some  future  date  in  accordance  with  present 
plans  is  stated  to  be  approximately  3,000. 

General  Location 

The  property  of  the  State  upon  which  this  proposed  hospital  is  located 
lies  about  5  miles  by  rail  west  of  Utica,  between  the  Mohawk  river  on  the 
southwest  and  the  Borne,  Watertown  and  Ogdensburg  Railroad  on  the  north- 
east. The  property  is  nearly  rectangular  in  general  form  with  sides  about 
1%  miles  in  length.  It  slopes  rapidly  up  a  100- foot  rise  from  elevation  of 
aibout  440  feet  above  mean  sea  level,  along  the  Barge  canal,  which  lies 
between  the  property  and  the  Mohawk  river,  and  then  slopes  more  gently 
back  across  a  highway  which  runs  in  general  parallel  to  the  canal  and  the 
railroad,  to  where  nearly  a  mile  beyond  the  highway  the  property  reaches  a 
summit  elevation  of  about  630  feet. 

BuUdinga  Served 

The  power  house  of  the  institution  shown  by  the  plans,  and  which  com- 
prises the  fourth  building  under  construction,  is  located  on  a  railroad  spur 
where  the  side  of  the  short  slope  toward  the  railroad  levels  out  about  400 
feet  from  the  railroad  station.  The  building  for  acute  patients  is  about  one- 
half  mile,  measured  at  right  angles  to  the  railroad,  back  from  the  depot, 
and  nearly  as  far  from  the  highway  mentioned  which  traversed  the  other 
side  of  the  property  above  the  crest  of  the  slope  near  the  canal.  The  two 
buildings  for  chronic  patients  are  symmetrically  placed  on  each  side  of  a  line 
between  the  first  two  buildings,  and  distant  about  1,000  feet  from  each  other 
and  from  the  building  for  acute  patients. 

Sewerage  and  Setoage  Dieposal 

The  plans  for  sewerage  and  sewage  disposal  have  been  carefully  examined 
with  respect  to  the  sewer  system  and  sewage  disposal  works.  In  connection 
with  the  sewerage  system,  the  design  has  been  carefully  studied  with 
reference  to  alignment,  sizes,  grades,  capacities,  facilities  for  cleaning  and 
inspection,  and  other  features  of  a  hydraulic  or  sanitary  nature.  In  con- 
nection with  means  for  sewage  disposal,  it  has  been  studied  with  referiBnce 
to  general  method  and  efficiency  of  the  sewage  disposal  plant  as  a  whole, 
and  of  the  capacities,  and  practical  construction  and  operation  of  the  indi- 
vidual structures,  appurtenances,  and  apparatus,  and  suitability  of  the  point 
of  discharge. 

Sewerage  System 

The  sanitary  sewage  is  all  collected  and  flows  to  and  through  the  disposal 
works  by  gravity,  except  the  sewage  from  the  power  house  and  two'  or  three 
adjacent  buildings,  which  se^tege  it  is  planned  to  pump  at  the  power  house 
up  over  the  ridge  where  it  enters  into  the  gravity  system  at  its  nearest  but 
highest  point.    The  outfall  sewer  is  15-inches  in  diameter  and  about  %  of  a 
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mile  long;  extending  to  the  disposal  plant  at  the  foot  of  the  bank  above  the 
canal  about  900  feet  from  the  road  and  700  feet  from  the  nearest  house. 

The  sewage  pump  well  and  pumping  equipment  is  shown  on  the  plans 
for  the  new  heating  and  lighting  plant  for  the  institution^  and  is  located 
near  the  middle  of  the  noruierly  side  of  this  building  which  is  nearly  300 
feet  long.  The  bottom  of  both  the  receiving  well  and  dry  pump  well  are 
16  feet  below  groimd  floor  level  and  6  feet  below  the  level  of  the  motor  room 
floor.  Two  horsepower  induction  motors  are  provided  with  automatic  float 
and  switch  starters,  and  appear  ample  to  operate  the  pumps  at  the  specified 
200  gallon  per  minute  rate  against  a  40-foot  head.  The  9-indi  direct  connected 
centrifugal  pumps  which  lift  the  sewage  through  600  feet  of  6-inch  castiron 
force  main  are  protected  by  a  removable  bar  screen  of  2-inch  by  ^-inch  bars 
1  inch  apart  placed  in  the  receiving  w^ll.  The  pumps  are  to  have  a 
maximum  static  suction  head  of  2  feet  and  a  static  discharge  head  of  30 
feet. 

The  receiving  well  is  located  just  outside  the  wall  line  of  the  building 
and  is  constructed  of  concrete,  as  is  also  the  pump  well.  The  sanitarv 
sewage  from  the  building  itself,  as  well  as  from  a  proposed  incoming  6-incn 
sewer  from  the  mortuary  shops  and  cottages,  which  is  not  shown  in  detail, 
are  to  be  discharged  into  the  receiving  well,  which  extends  up  to  the  level 
of  the  groimd  floor  of  the  building.  The  building  sewer  enters  the  receiving 
well  at  about  elevation  601,  while  that  from  the  cottages  enters  about  eleva- 
tions 502,  though  the  nearest  future  building  shown  is  550  feet  away  and 
has  a  ground  elevation  of  600,  so  that  it  would  appear  that  this  intake 
might  he  raised  several  feet  if  basement  fixtures  were  omitted. 

The  scaled  horizontal  dimensions  of  the  pump  well  are  approximately 
6%  l>y  8  feet,  giving  it  a  capacity  of  330  gallons  per  foot  of  depth.  There- 
fore the  effective  receiving  well  capacity  seems  to  be  sufficient  for  the  service 
now  planned.  The  well  floor  is  but  2.58  feet  on  the  average  below  the 
incoming  cottage  sewer  mentioned,  which  leaves  a  useful  capacity  of  860 
gallons. 

Sewer  Details 

In  detail,  the  sanitary  sewers  gradually  increase  in  size  from  6  Inches  to 
15  inches  as  they  descend  toward  the  canal  without  reduction  at  any  point 
and  appear  to  be  of  ample  capacity  to  prevent  undue  clogging  and  to  permit 
the  passage  of  sewage.  The  slopes  are  not  shown  at  all,  and  the  sizes  are 
not  given  on  the  profiles,  but  the  computation  from  the  elevations  shown  at 
manholes  indicates  that  all  the  sanitary  sewers  have  been  given  sufficient 
slopes  to  produce  self-cleasing  velocities.  All  sewers  are  of  vitrified  pipe, 
except  the  600  foot  6-inch  force  main  delivering  sanitary  sewage  from  tne 
power  house,  ^nd  about  an  equal  length  of  12-inch  effluent  pipe  from  the 
disposal  plant  to  the  canal,  which  are  to  be  of  castiron. 

The  alignments  of  the  sewers  are  chosen  with  a  view  to  minimizing  the 
cuts,  which  vary  between  4  feet  and  17  feet.  It  is  recommended  that,  par- 
ticularly at  great  depths,  tight  joints  be  insisted  on,  and  that  under  sudi 
ground  water  and  earth  pressures  particular  attention  be  given  to  solidifying 
the  supporting  backfill  beneath  and  beside  the  pipes. 

Sewer  Appurtenances  and  Features 

Manholes  are  to  be  placed  at  each  point  of  change  in  direction  in  line, 
and  at  distances  not  greater  than  400  feet  apart.  The  only  unusual  features 
in  the  system  are  the  submerged  effluent  discharge  pipe,  which  in  some  ways 
resembles  an  inverted  siphon;  frequent  6-inch  and  8-inoh  plugged  openings 
or  sleeves  provided  for  future  connections  at  manholes,  for  the  many  future 
buildings  shown  on  them  in  faint  outline;  and  the  systems  being  so  planned 
that  all  the  sanitary  sewage  from  these  buildings  can  drain  by  gravity  into 
the  present  system. 

A  commendable  feature  of  the  specifications  is  the  requirements  that  a 
trial  run  of  a  week's  duration  shall  precede  acceptance  of  the  sewer  system 
and  disposal  plant  from  the  contractor. 
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Treatment  and  Diapoeal 

The  aewa^  diBposal  plant  lor  the  treatment  of  sanitary  sewage  of  the 
institution  is  to  consist  of  screening  chambers  in  duplicate,  preliminary 
settling  tanks  of  the  two-story  type  in  duplicate,  dosing  tank  and  apparatus, 
sprinkling  filter,  final  settling  tank,  and  cnlorination  building  and  apparatus, 
with  auxiliary  beds  for  the  treatment  of  sludge.  The  effluent  trom  this 
plant  is  planned  to  be  discharged  into  the  canal  through  about  600  feet 
of  12-inch  pipe  at  a  point  approximately  1,200  feet  northwesterly  from  the 
Crane  Creek  canal  spillway,  and  about  1,800  feet  from  the  highway  traversing 
the  property. 

Effluent  Dilution 

The  portion  of  the  canal  into  which  the  effluent  is  to  be  discharged  is  fed 
by  waters  from  wide  adjoining  slopes,  and  more  largely  by  water  from  Nine 
Mile,  West  Canada,  and  Marcy  or  Crane  creeks,  the  Mohawk  river,  the 
Blade  River  canal,  and  old  Eirie  canal  feeders,  in  all  about  10  or  15  com- 
paratively adjacent  sources.  It*  thus  affords  ample  dilution  of  the  effluent, 
is  of  exceptionally  dependable  volume  and  uniformity  of  flow,  and  is  more- 
over relatively  free  from  danger  of  back  water  obstruction.  In  addition,  it 
has  the  further  advantage  of  not  being  used  adjacently  or  elsewhere  below 
to  any  considerable  extent  as  a  source  of  public  water  supply.  It  is,  how- 
ever, occasionally  used  above  for  the  disposal  of  sewage  and  trade  waste 
directly  or  indirectly,  as  from  Rome,  and  from  the  Fibre  Company  at 
Hinckley,  and  from  sanitary  wastes  entering  it  through  its  feeders. 

Disposal  Plant  Site 

The  site  chosen  for  the  disposal  plant  is  where  abundant  fall  is  available, 
between  contours  440  and  470  on  the  lower  portion  of  the  slope  above  the 
canal  and  about  midway  between  the  latter  and  the  highway.  Ample  suitable 
land  for  expansion  is  Available  on  all  sides.  While  the  plans  show  6  or 
more  buildings,  apparently  houses,  adjoining  the  highway  within  1,000  feet 
or  less  of  the  plant,  the  nearest  is  about  800  feet  distant.  This  house  is, 
besides,  60  feet  higher  in  elevation  and  back  from  the  brow  of  the  hill,  and 
above  the  point  where  the  road  turns  southward  and  descends  the  latter. 
This  turn  in  the  road  brings  one  or  more  of  the  houses  on  it  and  the  road 
itself  seemingly  more  within  sight  of  the  disposal  plant.  On  this  account 
it  is  suggested  that  the  placement  of  some  screen,  of  not  too  close  or  dense 
a  nature  as  of  trees,  on  the  southeasterly  side  of  the  plant  and  between  it 
and  the  canal,  might  be  considered,  holding  in  mind  the  avoidance  of  any 
restriction  of  possibilities  for  future  extension. 

Character  and  Amount  of  Sewage 

No  trade  waste  and  no  rain  water  or  drainage,  but  only  sanitary  sewage 
from  the  hospital  buildings  and  their  toilets,  kitchens,  laundries,  etc.,  are 
carried  by  the  sewers  for  treatment  in  the  disposal  plant.  The  sanitary 
sewage  will  reach  the  disposal  plant  in  general  in  an  exceptionally  fresh 
state,  none,  with  the  exception  of  a  small  portion  to  be  pumped  from  the 
power  house,  being  over  one  hour  old.  The  amount  of  sanitary  sewage  to  be 
provided  for  from  all  the  buildings  now  imder  contract  for  construction  is 
that  from  1,000  persons,  or  an  average  flow  of  100,000  gallons  per  day.  A 
maximum  hourly  rate  of  flow  of  251  gallons  per  capita  per  day,  giving  a 
maximimi  rate  of  215.000  gallons  per  day,  or  ^  second  foot,  for  very  short 
periods  during  certain  days,  may  be  anticipated  to  obtain  at  institutions  such 
as  that  at  Marcy. 

Disposal  Works  Details 

The  outfall  sewer  discharges  into  the  screen  chamber  which  adjoins  the 
primary  settling  tiuiks.  This  chamber  is  supported  by  a  1'2  inch  reinforced 
concrete  slab,  and  is  subdivided  by  12  inch  concrete  walls  into  a  distribution 
manhole  and  duplicate  screen  chambers.  It  is  about  7  feet  wide  by  11  feet 
long  and  4  feet  deep  in  gross  interior  dimensions,  with  a  hydraulic  depth  of 
.1.08  feet  and  gross  combined  seiwuge  capacity  of  500  gallons.    The  impounding 
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of  the  water  in  this  manhole  and  these  tanks  to  a  depth  of  1.08  feet  gives  the 
incoming  sewage  a  hydraulic  cross  section  of  4.32  square  feet»  which  for  an 
average  flow  ot  100,000  gallons  per  dsLj  gives  a  velocity  of  but  %  of  the 
previous  self -cleansing  velocity  in  the  pipe. 

This  check  in  velocity  will  lead  to  the  rapid  formation  of  deposits.  Ordi- 
narily a  hopper  bottom  drained  through  a  valve  and  pipe  on  a  steep  slope 
to  a  suitable  filter  might  seem  desirable;  but  it  is  understood  that  in  an 
institution  of  this  character  daily  or  frequent  hand  cleaning  and  consequent 
eicamination  is  desirable  and  assured.  In  construction  in  placing  the  screen 
and  embedding  any  frame  of  the  hinged  doors,  it  is  particularly  recommended 
that  nothing  be  left  which  will  obstruct  a  smooth  continuous  raking  surface 
from  the  bottom  of  the  screen  up  on  to  the  top  of  the  screen  chamber. 

Primary  Tanks 

The  primary  settling  tanks,  which  are  to  be  of  the  two-story  type,  are  to 
be  of  reinforced  concrete.  Each  tank  is  to  be  14  feet  wide  by  29  feet  4  inches 
long,  with  a  maximum  hydraulic  depth  of  24  feet  6  inches  and  a  total  depth 
of  28  feet.  The  side  walls  are  1  foot  4  inches  in  thickness,  but  the  hopper 
bottoms,  which  may  be  subjected  during  construction  or  later  to  reversed 
and  unequal  stress,  are  but  6  inches  thick,  and  reinforced  against  external 
pressure  or  flotation  only  by  but  4  per  cent  volume,  or  0.9  pound  per  square 
foot,  of  fabric  reinforcement.  While  it  is  believed  these  bottoms  may  not 
leak  or  give  trouble,  yet  the  construction  of  them  between  20  and  30  feet 
below  ground  surface  seems  to  contrast  with  the  heavily  reinforced  walls  of 
the  upper  partition  walls  where  pressure  from  both  sides  is  equal  and 
uniform. 

Sewage  is  admitted  in  one  end  of  the  primary  settling  tanks  and  passes 
out  from  the  other  over  the  level  edges  of  reinforced  concrete  gutters  on  each 
end,  which  are  protected  from  scun^  by  a  2  foot  3  inch  reinforced  concrete 
baffle  4  inches  thick  extending  1  foot  above  water  surface.  Each  primary 
settling  tank  has  a  total  capacity  of  over  50,000  gallons.  Of  this  the  inner 
or  upper  chamber  contains  20,000  gallons.  This  upper  chamber  is  10  feet 
wide  by  12  feet  6  inches  deep  below  the  water  line,  and  slopes  1%  on  1  to  a 
6  inch  slot  at  the  bottom,  which  has  a  lip  so  projecting  as  to  prevent  the 
entrance  of  any  bubbles  or  rising  particles  from  tiie  under  tank.  Tbe  capacity 
of  the  upper  tanks  provides  a  seemingly  satisfactory  settlement  or  subsidence 
detention  period.  With  one  tank  in  use,  this  would  be  5  hours  for  100,000 
gallons  a  day,  or,  with  both  tanks  in  operation,  of  between  3  and  4  hours 
for  a  rate  of  300,000  gallons  a  day. 

Sludge  Tanks 

The  available  combined  sludge  storage  space  of  both  tanks,  measured 
beneath  a  plane  taken  1  foot  below  the  bottom  of  the  slot,  is  about  40,000 
gallons,  or  about  13  gallons  per  capita  for  a  population  of  3,000,  which 
appears  sufficient.  Lead  pipes  for  facilitating  sludge  removal  are  shown, 
but  no  water  supply  for  the  plant  appears  to  l£  provided.  The  mains  of  the 
institution  water  supply  should  be  extended  to  the  disposal  plant,  or  an 
independent  water  supply  should  be  provided  for  use  at  the  disposal  plant. 

Siphon  Chamber 

The  siphon  chamber  is  of  concrete  adjoining  the  ends  of  the  settling  tank. 
It  is  10  feet  long  by  5  feet  wide  with  the  two  end  walls  sloping  to  the  bottom, 
which  is  6  feet  square  and  6  feet  below  the  water  surface.  This  chamber  is 
to  be  provided  with  a  12  inch  automatic  siphon  which  is  to  discharge  the 
contents  of  the  tank  in  doses  of  about  2,000  gallons  to  the  sprinkling  filters 
through  a  14  inch  main  castiron  distributing  pipe,  the  volume  depending  on 
the  inflow  during  siphonage  and  whether  one  or  both  tanks  are  connected. 
The  siphon  chamber  is  provided  with  a  drain,  and  is  so  arranged  as  to 
receive  the  effluent  from  either  or  both  tanks.  It  is  made  accessible  1^  hinged 
wrought-iron  doors  placed  on  the  top  3  feet  6  inches  above  the  water  lerel. 
A  12  inch  by-pass  is  to  be  provided  around  the  dosing  tanks  from  each  pre- 
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liminary  settling  tank.  These  by-passes  are  to  be  connected  with  the  main 
distribution  of  the  sprinkling  filter,  and  it  is  assumed  that  they  are  to  be 
used  only  in  case  of  emergency. 

BprinkUng  Filter 

The  sprinkling  filter  is  98  feet  by  111  feet  in  plan,  or  *^  acre  in  area,  with 
a  depth  of  7  feet,  giving  it  a  content  of  1%  acre  feet  of  filtering  material. 
For  a  flow  of  100,000  gallons  per  day,  it  will  give  a  rate  of  only  57,000 
gallons  per  acre  foot  per  day,  or  with  a  flow  of  300,000  gallons  per  day, 
a  rate  of  171,000  gallons  per  acre  foot  per  day,  rates  apparently  well  within 
permissible  lines.  The  filter  sides  are  composed  of  extremely  heavy  unven- 
tilated  walls  of  concrete.  The  bottom  is  of  concrete  6  inches  to  12  inches 
thick  on  a  cinder  fill.  The  filter  is  to  be  drained  by  gutters  formed  in  the 
concrete  bottom.  These  gutters  are  to  be  covered  with  tile  2  inches  thick 
and  2  feet  square,  and  are  to  be  ventilated  at  their  upper  ends  by  6-inch 
riser  pipes.  Concrete  expansion  joints  are  provided  throughout.  Four-inch 
ground  water  drains  to  relieve  pressure  under  the  filter  floor  are  provided. 
These  drains  are  to  discharge  into  the  effluent  pipe  of  the  final  settling  tank. 

Distribution  on  the  sprinkling  filter  is  accomplished  by  6-inch  castiron 
pipes  laid  5  feet  below  the  filter  surface  and  supported  on  concrete  posts, 
with  ^inch  castiron  risers  and  59  circular  spray  nozzles  placed  about  14 
feet  on  centers.  The  filter  medium  is  to  be  broken  stone  passing  a  2H-inch 
ring  and  retained  by  a  1-inch  ring. 

Final  Settling  Tank 

The  final  settling  tank  is  to  be  built  with  materials  and  on  lines  similar 
to  those  of  the  primary  settling  tank  but  slightly  smaller  in  capacity  and 
not  in  duplicate.  Its  total  capacity  is  about  34,000  gallons,  of  which  about 
8,000  is  in  the  upper  section  and  12,000  below  the  6-inch  slot.  As  in  the 
primary  tanks,  lead  wash-water  pipes  and  an  8-inch  sludge  blow-c^  are 
provided.    At  the  rate  of  100,000  gallons  per  day,  this  provides  a  detention 

Seriod  in  the  upper  chamber  of  nearly  2  hours,  and  about  3.4  hours  for  a 
ow  at  the  rate  of  300,000  gallons  per  day,  and  a  sludge  capacity  of  4 
gallons  per  capita. 

Chlorination  Tank 

The  chlorination  tank  is  in  a  heated  tin-roofed  frame  building  14  feet  by 
18  feet  in  outer  dimensions.  The  tank  itself  is  divided  by  3  partitions  into 
four  channels  giving  a  minimum  length  of  flow  of  about  25  feet,  which  if 
desired  could  be  increased  almost  50  per  cent  without  additional  cost  by 
placing  the  inlet  and  outlet  respectively  at  the  ends  of  the  end  channels 
instead  of  more  nearly  opposite  their  outlets  or  middle  points.  The  area 
of  the  channel  is  about  8  square  feci,  its  depth  2^  feet,  and  the  contents 
of  the  entire  tank  about  3,000  gallons,  giving  a  detention  period  for  a  rate 
of  100,000  gallons  per  day  of  about  %  of  an  hour.  The  liquid  chlorine 
sterilizing  device  is  of  a  direct  feed  pattern  and  capable  of  applying  chlorine 
at  a  maximum  rate  of  not  less  than  1  pound  per  hour.  Under  these  con- 
ditions, not  less  than  5  parts  of  chlorine  per  1,000,000  parts  of  sewage 
treated  should  be  applied  to  the  effluent. 

Sludge  Beds 

The  sludge  beds  are  well  underdrained  and  appear  to  be  of  ample  size. 
That  for  the  primary  beds  is  to  be  34  feet  6  inches  square,  with  an  area  of 
1,560  square  feet  or  .036  acre,  giving  an  area  of  1%  square  feet  per  capita 
for  l,000persons,  or  it  will  hold  a  dose  of  about  12,000  gallons  per  foot  of 
depth.  The  sludge  bed  for  the  secondary  settling  tanks  is  24  feet  square, 
giving  it  an  area  of  575  square  feet  or  .013  acre.  It  will  have  therefore 
an  area  of  ^  square  foot  per  capita  for  1,000  persons,  or  a  sludge  capacity 
of  over  4,400  gallons  per  foot  of  depth.  Both  beds  are  about  13  inches 
deep  and  similar  in  construction,  with  1%-inch  stone  around  the  drains  and 
joints;  above  this,  8  inches  of  1-inch  atone  followed  by  3  inches  of  fine 
stone  between  Vis  inch  and  V4  inch  in  size,  and  the  whole  flniahed  a  2-inch 
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surface  layer  of  mortar  sand.  It  would  be  desirable  to  provide  riprap  in 
front  of  the  aprons  in  order  to  check  the  velocity  of  the  sludge  discharge 
and  prevent  scouring  of  the  beds. 

The  sides  of  the  sludge  beds  are  to  be  riprapped  to  a  height  of  4  feet  above 
the  bottom  of  the  underdrains.  Sludge  would  penetrate  this  riprap  faster 
than  it  would  the  upper  0  inches  of  filter  material.  It  is  ther^ore  recom- 
mended that  for  1  foot  in  elevation,  both  above  and  below  the  surface  of  the 
sludge  beds,  the  riprap  be  either  set  in  cement  nK>rtar  or  thoroughly  grouted 
with  cement  grout.  Much  of  the  disposal  plant  is  set  in  heavy  side-hill 
cutting,  and  the  new  cut  bank  slopes,  some  of  which  are  between  20  and  26 
feet  in  length,  are  accordingly  a  danger  in  cases  of  deep  frost,  severe  rain- 
storms, etc.  It  is,  however,  planned  that  these  are  to  be  at  once  heavily 
sodded.  This,  with  their  fairly  easy  slope  of  1  on  1>/^,  should  enable  them 
to  be  easily  maintained  with  proper  attention. 

Submerged  OutfM 

The  plan  shows  an  outfall  pipe  700  feet  long.  The  length  of  the  pipe, 
however,  as  scaled  from  the  profile,  is  about  660.  There  appears^  therefore, 
to  be  a  slight  discrepancy  in  the  plans.  The  total  fall  in  the  pipe  from  tiie 
chlorinating  building  to  the  end  of  the  effluent  pipe  in  the  canal.  10  feet  below 
low  water,  is  15  feet,  but  the  hydraulic  slope  or  fall  from  the  effluent  surface 
in  the  chlorination  tank  to  the  low  water  surface  in  the  canal  is  only  5 
feet.  The  effluent  pipe  is,  nevertheless,  not  shown  to  have  a  c<MitinaouB 
slope  between  these  points,  but  to  have  an  abrupt  drop  of  3  feet  at  a  man- 
hole 60  feet  from  the  chlorinating  building,  leaving  about  2  feet  of  hydraulic 
head  for  the  remaining  600  feet  provided  the  canal  is  at  its  low  water 
stage.  The  extent  of  this  drop  in  grade  elevation  at  the  upper  end  of  the 
line  would  appear  to  unduly  increase  the  depth  and  the  extent  of  costly  deep 
water  construction.  Furthermore,  it  keeps  the  effluent  standing  in  about 
500  feet  of  pipe  even  when  there  is  no  flow  at  all,  and  the  pipe  would  be 
under  a  head  in  from  50  to  100  feet  more  when  the  maximum  flow  is  forcing 
its  way  out.  The  Department  has  been  advised,  however,  at  a  conference 
with  representatives  of  the  State  Architect's  Department,  that  the  length  of 
iron  pipe  is  to  'be  increased  and)  that  it  is  expected  to  coivstniet  lliis  work 
at  a  time  when  the  canal  is  imwatered. 

It  is  assumed  that  before  the  disposal  plant  is  put  in  operation  plans,  will 
be  submitted  providing  a  water  supply  therefor,  either  by  extension  from  the 
present  approved  supply  or  other  source. 

As  a  result  of  our  examination  of  these  plans,  and  after  a  careful  con- 
sideration of  the  local  conditions  and  features  of  desi^,  I  recommend  that 
these  plans  for  the  proposed  sewerage  system  and  disposal  plant  for  the 
Marcy  Division  of  the  Utica  State  Hospital  be  approved. 

Eespectfully  submitted 

THEODORE  HORTON      _ 

Albany,  N.  Y.  Aug^tst  d,  1920  Chief  Bngineer 


MIDDJLEBURG  (High  School) 

Plans  were  approved  on  July  9,  1020,  for  sewage  disposal  for  the  hig^ 
school  in  School  District  No.  1  of  the  town  of  Mddleburff,  located  in  the 
village  of  Middleburg,  Schoharie  county.  The  plans  provided  for  a  sewage 
disposal  plant  consisting  of  a  settlinfr  tank,  diverting  chamber,  and  sub- 
surface irrigation  syston.  The  permit  issued  in  connection  with  the  approval 
of  the  plans  follows: 

Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  ''Public 
Health  Law"  as  amended  by  chapter  559  of  the  Laws  oi  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the  Board 
of  Education  of  School  District  No.   1,  town  of  Middleburg,   to  discharge 


Sbwebage  and  Sewage  Disposal  69 

effluent  from  the  proposed  sewage  disposal  plant  at  the  High  School  in  said 
school  district  at  Middleburg  into  the  ground  waters  tributary  to  a  small 
l>Taiich  of  Schoharie  creek,  within  the  municipality  of  Middleburg,  dchoharie 
eounty,  N.  Y.,  in  accordance  with  the  plans  accompanying  the  petition,  under 
the  following  conditions: 

1.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to 
the  proposed  sewage  disposal  plant. 

2.  That  no  sludge  shall  be  discharged  into  any  stream  or  other  body 
of  water,  or  deposited  on  the  surface  of  the  ground  where  it  might  be 
washed  by  rain  or  melting  snow  into  any  stream  or  other  body  of  water. 

3.  That  the  subsurface  irrigation  system  shall  contain  not  less  than 
10  feet  of  distributing  tile  per  person  served,  and  that  the  lateral 
distributinff  tile  shall  be  laid  in  trenches  backfilled  with  not  less  than 
0  inches  of  coarse  cinders,  broken  stone,  or  gravel  in  such  a  manner 
that  the  lines  of  tile  shall  be  covered  and  surrounded  with  such  coarse 
material. 

4.  That  whenever  required  by  this  Department,  the  subsurface  irriga- 
tion system  shall  be  extended  or  some  other  suitable  method  of  disnosal  of 
the  sewage  from  this  school  shall  be  provided  under  plans  which  must 
first  be  submitted  to  and  receive  the  approval  of  this  Department. 

6.  That  no  part  of  any  distributing  tile  of  the  subsunace  irrigation 
system  shall  be  less  than  5  feet  from  the  top  of  the  bank  of  the  stream 
near  the  disposal  plant. 

0.  That  the  ends  of  all  lines  of  distributing  tile  on  the  sides  of  the 
subsurface  irrigation  system  near  the  stream  be  effectively  plugged. 

M.  NICOLL,  Jb. 
July  9,  1920  Deputy  State  Commiaaioner  of  Health 


MIDDLETOWN  (State  Homeopathic  Hospital) 

The  following  plans  were  approved  during  1920  for  the  State  Homeopathic 
Hospital  at  Midaletown,  Orange  county: 

On  April  8,  plans  for  sewer  and  water  extensrions. 

On  August  18,  plans  for  selvage  disposal,  cottage  for  patients,  Contort 
farm. 

On  September  19,  plans  for  underground  sewer  connections  for  chronic 
hospital. 

Oik  Octo^r  19,  amended  plans  for  sewage  disposal  for  cottage  for  patients, 
Comifort  fann. 

On  October  29,  plans  for  sewer  and  water  extensions. 


NAPLES  (Steuben  Products  Company) 

Plans  were  approved  on  June  11,  1920,  for  the  disposal  of  canning  wastes 
and  floor  washings  from  £he  factory  of  the  Steuben  Products  Company,  in  the 
village  of  Naples.  The  plans  provided  for  the  treatment  of  the  wastes  in 
septic  tanks  and  by  sand  filtration.  The  sanitary  sewage  and  ensilage 
drainage  is  to  be  disposed  of  by  leaching  cesspools.  The  permit  issued  in 
connection  with  the  approval  of  the  plans  follows: 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  78  of  chapter  49  of  the  Laws  of  1909,  the  '*  Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolid'ated  Law»,  permission  is  hereby  given  to  the  Steuben 
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Products  Company  to  discharge  effluent  from  beneath  the  ensilage  pit  into 
the  ground  water  and  from  the  drains  of  the  sand  filter  of  the  proposed  dis- 
posal plant  into  the  waters  of  the  State  tributary  to  Naples  creek,  within  the 
village  of  Naples,  Ontario  county,  N.  Y.,  in  accordance  with  the  plans  accom- 
panying the  petition,  under  the  following  conditions: 

1.  That  both  the  ensilage  drain  pit  and  the  sewer  and  disposal  workg 
shown  by  plans  approved  this  day  shall  be  fully  constructed  in  complete 
conformity  with  such  plans  or  approved  amendments  thereof. 

2.  That  additional   filters  shall   be  constructed  when   required  under 

glans  which  must  first  be  submitted  to  and  receive  the  approval  of  this 
department. 

3.  That  no  storm  water  or  surface  water  or  unpolluted  cooling  water 
shall  be  discharged  into  the  settling  tanks  or  onto  the  sand  filters. 

4.  That  the  sludge  shall  be  buried  or  otherwise  disposed  of  without 
nuisance,  and  that  no  sludge  shall  be  discharged  into  any  stream  or 
body  of  water  of  this  State  or  be  deposited  on  the  surface  of  the  ground 
where  it  might  be  carried  thereto  by  rain  or  melting  snow. 

5.  That  the  filtering  material  over  the  gravel  surrounding  and  cover- 
ing the  underdrains  shall  consist  of  a  layer  of  sand  not  less  than  90 
inches  deep  and  having  an  effective  size  of  not  less  than  0.2  millimeter 
nor  more  than  0.5  millimeter,  and  a  uniformity  coefficient  of  not  greater 
than  6. 

M.  NICOLL,  Jr. 
June  11,  1920  Deputy  State  Oommiaeioner  of  Health 


NEWFIELD  (Town)  (District  School  No.  2) 

Plans  were  approved  on  January  31,  1920,  for  a  sewage  disposal  plant  to 
serve  the  public  school  in  District  No.  2  of  the  town  of  Newfield,  Tompkins 
county.  Tne  plans  provided  for  a  sewage  disposal  plant  consisting  of  a  settling 
tank,  dosing  chamber,  and  subsurface  irrigation  field.  The  permit  issued  in 
connection  with  the  approval  of  the  plans  follows: 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Poblic 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Board  of  Education  of  School  District  No.  2,  town  of  Nereid,  Tompkins 
county,  to  discharge  effluent  from  the  proposed  sewage  disposal  plant  to 
serve  the  public  school  in  District  No.  2  into  the  groimd  waters  of  the 
State  tributary  to  the  west  branch  of  Cayuga  inlet,  within  the  town  of 
Newfield,  in  accordance  with  the  plans  accompanying  the  petition,  under  the 
following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to 
modification  or  change  when  in  the  judgment  of  the  State  Commis- 
sioner of  Health  such  revocation,  modification,  or  change  shall  become 
necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect 
in  any  way  action  by  this  Department  on  any  future  application  that 
may  be  made  for  permission  to  discharge  additional  sewage  or  effluent 
into  the  waters  of  this  State. 

3.  That  the  sewage  disposal  works  shown  by  plans  approved  this 
day  shall  be  fully  constructed  in  complete  conformity  with  such  plana  or 
approved  amendments  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewers. 
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6.  That  the  sludge  be  removed  from  the  tank  when  neoesBary  in  such 
a  manner  as  to  cause  no  nuisanccl  and  disposed  of  by  burying  in  some 
remote  place,  and  that  no  sludge  from  any  part  of  the  disposal  plant 
be  deposited  in  any  watercourse  or  on  or  in  the  ground  in  Budi  a  manner 
that  it  may  be  washed  by  rain  or  melting  snow  into  any  watercourse. 

6.  That  the  drain  tile  be  laid  so  that  the  depth  from  the  surface  of 
the  groimd  to  the  top  of  the  tile  shall  in  no  case  be  greater  than  18  or  less 
than  12  inches. 

M.  NIOOLL,  Jr. 
JwMta/ry  31,  1920  Deputy  Stctte  Commissioner  of  Health 


NEW  WINDSOR  (Town)  (District  School  No.  i) 

Plans  were  approved  on  August  30,  1920,  for  a  proposed  sewage  disposal 
plant  for  the  public  school  in  School  XMstrict  No.  1  in  the  town  of  New 
Windsor,  Orange  county.  The  plans  provided  for  the  treatment  and  disposal 
of  the  sewage  in  works  consisting  of  a  settling  tank  and  two  batteries  of  cess- 
pools of  6  cesspools  each.  The  permit  issued  in  connection  with  the  approval 
of  the  plans  follows: 

Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
asbeajpfter  45  of  the  Consolidated  LawB,  permission  is  hereby  given  to  the  Board 
of  Trustees  of  School  District  N<).  1,  town  of  New  Windsor,  to  disdiarge 
sewage  effluent  from  the  proposed  system  of  leaching  cesspools  into  the 
ground  waters  tributary  to  the  Hudbon  river  within  the  town  of  New 
Windsor,  Orange  county,  N.  Y.,  in  accordance  with  the  plans  accompanying 
the  petition,  under  the  following  conditions: 

1.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewers. 

2.  That  when  necessary  sludge  shall  be  removed  from  the  proposed 
tank  in  such  a  manner  as  to  cause  no  nuisance,  and  disposed  of  by 
burying  in  some  remote  place  or  in  some  other  satisfactory  manner. 

3.  That  no  sewage,  scum  or  sludge  from  any  part  of  the  disposal 
works  or  sewer  system  tributary  thereto  shall  be  discharged  into  any 
watercourse  or  body  of  surface  water,  or  deposited  where  it  may  be 
carried  thereinto  by  rain  or  melting  snow. 

4.  That  whenever  required  by  the  State  Commissioner  of  Health,  satis- 
factory detailed  plans  for  extension  to  the  proposed  plant  or  for  other 
satisfactory  method  of  disposal  of  the  sewage  of  the  school  shall  be 
submitted  for  approval;  and  upon  approval  of  said  plans  any  or  all 
portions  of  such  tensions  or  works  for  some  other  method  of  disposing 
of  the  sewage  shall  be  constructed  and  put  in  operation  at  such  time 
or  times  thereafter  as  said  Commissioner  may  designate. 

M.  NICOLL,  Jb. 
August  30,  1920  Deputy  State  Commissioner  of  Health 


NORTH  HEMPSTEAD  (Town)  (Great  Neck  Sevirer  District) 

Amended  plans  for  relocation  of  a  sewer  on  Fifth  street,  in  the  Great  Neck 
Sewer  District  of  the  town  of  North  Hempstead,  were  approved  on  December 
10,  1920.  No  permit  was  issued  since  no  additional  sewers  were  to  be  con- 
structed and  no  sewage  was  to  be  discharged  in  addition  to  that  provided  for 
by  the  plans  originally  approved. 
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NORTH   HEMPSTEAD    (Town)    (Port   Washington   Sewer 

Diflitrict) 

PlanB  were  approved  on  May  14,  1920,  for  sewer  eztenBionB  in  Carlton  and 
Ohio  avenues  and  Washington  and  High  streets,  in  Port  Washington  Sewer 
District  No.  1  of  the  town  of  North  Hempstead.  The  permit  issued  in 
connection  with  the  approval  of  the  plans  follows: 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health,  as 
provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  "  Public  Health 
Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting  chapter 
45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the  Board  of 
Sewer  Commissioners  of  Port  Washington  Sewer  District  No.  1  of  the  town 
of  North  Hempstead,  Nassau  county,  N.  Y.,  to  discharge  sewage  from  the 
proposed  sewer  extensions  after  treatment  in  the  Port  Washington  sewage 
disposal  plant  into  the  waters  of  Manhasset  bay,  through  the  existing  out- 
fall from  the  sewage  disposal  plant  within  the  town  of  North  Hempst^ul, 
in  accordance  with  the  plans  accompanying  the  petition,  under  the  following 
conditions : 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  the  judgment  of  the  State  Commissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewer  extensions. 

4.  That  no  sewage  sludge  or  scum  from  any  part  of  the  disposal  works 
shall  be  discharged  into  Manhasset  bay,  or  into  any  of  the  waters  or 
tributariea  of  Long  Island  sound  or  New  York  bay,  or  within  10  miles 
of  any  shore  except  that  such  sewage,  sludge  or  scum  may  be  deposited 
on  land  at  such  points  and  in  such  a  manner  as  may  be  approved  by  the 
State  Commissioner  of  Health. 

5.  That  whenever  required  by  the  State  Commissioner  of  Health,  satis- 
factory detailed  plans  for  an  extension  of  the  outlet  pipe  from  the 
disposal  works  or  for  additional  works  for  more  complete  treatment  of 
sewage  shall  be  submitted  for  approval;  and  after  approval  of  said 
plans  such  extension  of  the  effluent  pipe  or  any  or  all  portions  of  such 
additional  or  supplementary  works  tor  more  complete  treatment  of 
sewage  shall  be  constructed  and  put  in  operation  at  such  time  or  times 
thereafter  as  said  Commissioner  may  designate. 

M.  NICOLL,  Jb. 
May  14,  1920  Deputy  State  Commissioner  of  Health 


Amended  plans  were  approved  on  October  29,  1920,  for  changes  in  the 
sewers  in  High  and  Locust  streets,  in  the  Port  Washin^on  Sewer  District 
No.  1,  in  the  town  of  North  Hempstead.  No  permit  was  issued  in  connection 
with  the  approval  of  these  plans  since  they  were  simplv  amendments  to  plans 
already  approved  and  since  they  did  not  provide  for  the  discharge  of  sewage 
not  contemplated  by  plans  heretofore  approved. 


NUNDA  (Peck  &  Pratt  Condensed  Milk  Company) 

Plans  were  approved  on  January  7,  1920,  for  sewage  and  waste  disposal 
plants  to  serve  the  Peck  &  Pratt  Condensed  Milk  Company's  factory  at 
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IN'unda,  Livingstoii  county.  According  to  the  plans,  it  was  proposed  to  treat 
th^  wash  water  in  a  settling  tank  and  discharge  the  effluent  from  that  tank 
into  Kesfaequa  creek,  and  to  dispose  of  the  domestic  sewage  by  means  of 
&  settling  tank  and  subsurface  irrigation  system.  The  permits  issued  in 
connection  with  the  approval  of  the  plans  follow : 


PsaiaTs 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
841  provided  by  section  78  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Ck>nsolidated  Laws,  permission  is  hereby  given  to  Peck  £ 
Pratt  Condensed  Milk  Co.  to  discharge  effluent  from  the  proposed  disposal 
plant  to  treat  the  trade  wastes  from  their  condensery  at  Nunda,  Livingston 
county,  N.  Y.,  into  the  waters  of  Keshequa  creek,  within  the  municipality 
of  Nunda,  in  accordance  with  the  plans  accompanying  the  petition,  under 
the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to 
modification  or  change  when  in  the  judgment  of  the  State  Commissioner 
of  Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  no  sludge  from  any  part  of  the  disposal  works  shall  be 
discharged  into  Keshequa  creek  or  any  other  watercourse,  or  be  deposdted 
on  the  surface  of  the  ground  where  it  might  be  washed  by  rain  or  melt- 
ing snow  into  Keshequa  creek  or  any  other  watercourse. 

4.  That  only  wash  water  from  the  cans,  tanks,  and  floors,  and  no 
storm  water  or  condenser  water  be  permitted  to  enter  the  tanks,  and 
that  no  sewage  be  permitted  to  enter  the  tanks  or  the  outfall  sewer. 

M.  NTCOLL,  Jr. 
January  7,  1920  Deputy  State  Commissioner  of  Health 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chaptei:  49  of  the  Laws  of  1909,  the  ''Public 
Health  Law,"  as  amended  by  chapter  563  of  the  Laws  of  1911,  constitutins 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  Peck  £ 
Pratt  Condensed  Milk  Co.  to  discharge  effluent  from  the  proposed  sewage 
disposal  plant  to  treat  the  domestic  sewage  from  their  condensery  at  Nunda, 
Livingston  county,  N.  Y.,  into  the  un<)erground  waters  of  the  State  tributary 
to  Keshequa  credc,  within  the  nninicipality  of  Nunda,  in  accordance  with  the 
plans  accompanying  the  petition,  under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  \o 
modification  or  change  when  in  the  judgment  of  the  State  Commissioner 
of  Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  the  sewage  disposal  works  shown  by  plans  approved  this 
day  shall  be  fully  constructed  in  complete  conformity  with  such  plans 
or  approved  amendments  thereof,  except  as  required  by  section  4  and  5 
of  this  permit. 

4.  That  the  length  of  the  proposed  settling  tank  be  increased  so  as  to 
make  its  dimensions  approximately  4  feet  by  7  feet  by  5  feet  deep  below 
the  flow  line. 

5.  That  the  baffle  near  the  outlet  end  of  the  tank  be  extended  to  about 
12  inches  below  the  normal  flow  line  of  the  tank. 
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6.  That  only  domestic  sewage  and  no  storm  water,  wash  water,  con- 
denser water,  or  other  wastes  be  permitted  to  enter  the  plant. 

7.  Ihat  no  sludge  from  the  piant  be  deposited  on  or  in  the  ground 
within  200  feet  of  any  well  or  watercourse,  or  deposited  in  such  place 
or  manner  that  it  might  be  washed  by  rain  or  melting  snow  into  any 
watercourse  or  near  any  well. 

M.  NICXHJi,  Je. 
January  7,  1020  Deputy  State  Commisgianer  of  Healik 


OGDENSBURG 

On  April  21,  1920,  plans  were  approved  for  a  trunk  sewer  and  sewer 
laterals  in  the  city  of  Ogdensburg,  in  Barre,  Jay,  Knox,  and  Champlain 
streets.  The  permit  issued  in  connection  with  the  approval  of  the  plans 
contained  only  the  usual  revocation  and  modification  cUusea. 

On  June  3,  1020,  plans  were  approved  for  the  proposed  extension  of  a 
sewer  in  Green  street.  The  permit  issued  in  connection  '^th  the  approval 
of  the  plans  contained  only  the  usual  revocation,  modification,  storm  water, 
and  complete  construction  clauses. 

On  July  1,  1020,  plans  were  approved  for  a  sewer  extension  on  South 
Rosseel  street.  The  permit  issued  in  connection  with  the  approval  of  the 
plans  contained  only  the  usual  storm  water  and  complete  construction 
clauses. 

On  September  17,  1920,  and  October  15,  1920,  plans  were  approved  for 
sewer  extensions  on  Champlain  street  and  Ogden  street  respectively.  The 
permits  issued  in  connection  with  the  approval  of  these  plans  contained  in 
addition  to  the  storm  water  clause,  the  lol lowing  condition: 

That  the  flush  pipe  and  cover  be  so  arranged  that  it  shall  not  he  directly 
connected  to  the  riser  pipe,  and  that  it  be  so  built  that  breakage  may  not 
result  from  settlement  or  from  surface  disturbances  being  directly  trans- 
mitted to  the  riser  pipe  or  sewer  line. 


ORWELL  (Town)   (Ideal  Rest  Sanatorium) 

Plans  were  approved  on  April  20,  1920,  for  a  sewage  disposal  plant  for 
Ideal  Rest  Sanatorium,  in  the  town  of  Orwell,  Oswego  county.  The  plant 
provided  for  a  settling  tank  and  sewer  to  Orwell  creek.  The  permit  issued 
in  connection  with  the  approval  of  the  plans  follows: 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law,''  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  Dr.  P.  D. 
Bailey  to  discharge  efi9uent  from  the  sewage  disposal  plant  of  the  Ideal  Rest 
Sanatorium  into  the  waters  of  Orwell  creek  on  his  property,  within  the  town 
of  Orwell,  Oswego  countv,  N.  Y.,  in  accordance  with  the  plans  accompanying 
the  petition,  under  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modifi- 
cation or  change  when  in  the  judgment  of  the  State  Conunissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  by  this  Department  on  any  future  application  that  msy 
he  made  for  permission  to  discharge  additional  sewage  or  effluent  into 
the  waters  of  this  State. 

3.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streeto,  roofs,  or  other  areas  shall  be  admitted  to  the 
sewage  disposal  works. 
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4.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  Orweii  creeK  or  any  ouher  waiercourse,  or  deposited 
on  the  ground  where  it  may  be  washed  by  rain  or  melting  snow  into  any 
watercourse. 

5.  That  when  necessary  the  sludge  shall  be  removed  from  the  tank 
in  such  a  manner  as  to  cauae  no  nuisance,  and  disposed  of  by  burying 
in  some  remote  place. 

6.  That  whenever  required  by  the  State  Commissioner  of  Health,  satis- 
factory detailed  plans  for  additional  works  for  more  complete  treatment 
of  the  sewage  of  the  sanatorium  shall  be  submitted  for  approval;  and 
upon  the  approval  of  said  plans  any  or  all  portions  of  such  additional 
or  supplementary  works  for  more  complete  treatment  of  sewage  shall  be 
constructed  and  put  in  operation  at  such  time  or  times  thereafter  as 
the  said  Commissioner  may  designate. 

M.  NICOLL,  Jr. 
April  20,  1920  Deputy  State  Commiasioner  of  Health 


OSSINING  (Sing  Sing  Prison) 

Amended  plans  for  sewer  extensions  to  serve  the  new  clinic  building, 
detention  building,  and  mess  hall  at  Sing  Sing  Prison  were  approved  on 
February  11,  1020.  On  June  17,  1920,  plans  were  approved  for  a  relocation 
of  the  proposed  sewage  pumping  station,  and  on  July  3,  1920,  plans  were 
approved  for  a  second  relocation  of  the  pumping  station.  Plans  for  the 
relocation  of  a  portion  of  a  sewer  were  approved  on  July  27,  1920.  No 
permits  were  issued  in  connection  with  the  approval  of  these  plans. 


OYSTER  BAY   (Town)   (District  School  No.  12) 

Plans  for  sewage  disposal  for  the  public  school  of  District  No.  12,  at 
Syosset,  in  the  town  of  Oyster  Bay,  were  approved  on  August  30,  1920. 
The  plans  provided  for  the  disposal  of  the  sewage  by  two  leaching  cesspools 
designed  to  operate  in  series.  The  permit  issued  in  connection  with  the 
approval  of  the  plans  follows: 

Pkbmit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  40  of  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permdssion  is  hereby  given  to  Board  erf 
Trustees  of  School  District  No.  12.  town  of  Oyster  Bay,  to  discharge  sewage 
effluent  from  the  proposed  system  of  leaching  cesspools  mto  the  ground  waters 
tributary  to  the  Atlantic  ocean  within  the  town  of  Oyster  Bay,  Nassau 
county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the  petition,  under 
the  following  conditions : 

1.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewage  disposal  plant. 

2.  That  the  sewage  disposal  plant  shown  by  plans  approved  this  day 
shall  be  fully  constructed  in  complete  conformity  with  such  plans  or 
approved  amendments  thereof,  except  that  the  inter-connecting  pipes  be 
nuuie  6  inches  in  diameter  and  the  manhole  openings  be  made  24  inches 
in  diameter. 

3.  That  when  necessary  the  sludge  shall  be  removed  from  the  pro- 
posed plant  in  such  a  manner  as  to  cause  no  nuisance,  and  disposea  of 
by  burying  in  some  remote  place. 

4.  That  whenever  required  by  the  State  Commissioner  of  Health, 
additional  cesspools  shall  be  installed,  or  detailed  plans  for  some  other 
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satisfactory  method  of  disposal  of  the  sewage  of  the  school  shall  be 
submitted  ior  approval;  and  upon  the  approval  of  said  plana  any  or  all 
portions  of  sucn  disposal  plant  for  the  complete  treatment  oi  sewage 
8hali  be  constructed  and  put  in  operation  at  such  time  or  times  there- 
atter  as  said  Commissioner  may  aesignaie. 

Ai.  NICOLL,  Jb. 
August  30,  1920  Deputy  Htate  Commisdioner  of  HeoUk 


PARIS   (Town)    (ClayvIUe  Knitting  Company  Develc^ment) 

Plans  for  a  sewer  system  and  disposal  works  for  a  housing  development 
of  the  Clayville  Knitting  Company,  in  the  town  of  Paris,  were  submitted 
to  this  Department  for  approval  on  July  10,  1920.  The  unapproved  plan^ 
were  returned  for  revision,  the  report  upon  the  examination  of  the  plans 
following : 

Hermann  M.  Biggs,  M.  D.,  State  Cofnmiasioner  of  Health: 

I  beg  to  submit  the  following  report  on  the  examination  of  plans  and 
application  for  a  sewer  system  and  disposal  works  for  a  housing  development 
of  the  Clayville  Knitting  Company,  just  outside  the  corporation  limits  of  the 
village  of  Clayville,  in  the  town  of  Paris,  Oneida  county,  N.  Y.,  submitted 
to  tliis  Department  for  approval  by  the  engineer  for  the  company  on  July 
10,   1920. 

Enoinebb's  Rbpobt 

The  report  of  the  engineer  states  that  the  proposed  sewer  and  disposal 
works  are  designed  to  provide  for  a  population  of  250  persons  in  thia  private 
housing  development  which  the  Clayville  Knitting  Company  is  now  engaged 
in  building  on  their  property.  This  development  is  planned  ultimately  to 
comprise  about  60  houses.  The  application  states  that  10  of  these  houses 
are  contemplated  tor  present  construction. 

General  Location 

Clayville  is  located  on  the  Delaware,  Lackawanna  and  Weatem  railroad 
about  Id  miles  south  of  Utica,  on  the  southerly  side  of  the  watershed  of 
the  Mohawk  river.  The  village  haa  a  population  of  about  1,000  person^ 
and  is  built  on  both  sides  of  lijaquoit  cre«k  and  around  the  pond  formed  by 
a  dam  on  the  creek  at  this  point.  The  housing  development  property  of 
the  Clayville  Knitting  Company  is  situated  about  half  a  mile  north  oi  the 
village  and  east  of  the  main  highway  along  which  moet  of  the  town  i»  eon- 
structed,  and  which  lies  between  this  property  and  the  creek. 

General  Design 

The  plans  submitted  show  a  nearly  rectangular  tract  of  land  for  building 
site  about  500  feet  by  1,000  feet  in  size,  located  at  an  elevation  of  about 
100  feet  higher  than  the  creek.  The  upper  or  westerly  portion  of  this  tract 
is  subdivided  by  curved  streets  and  plots  for  which  sewers  are  to  be  pro- 
vided. The  sewage  is  then  to  be  conveyed  by  gravity  in  a  northwesterly  dire^ 
tion  about  1,600  feet  across  a  cemetery,  private  land,  and  a  highway,  and 
through  areas  shown  as  owned  by  the  Clayville  Knitting  Company,  on  the 
Saquoit  creek.  It  is  planned  to  treat  the  sewage  at  this  point  in  duplicate 
two-stor}'  settling  tanks,  with  an  auxiliary  sludge  filter,  before  discharging 
it  into  the  creek.  This  creek  has  an  area  of  watershed  of  over  10  square 
miles  above  Clayville,  and  receives  considerable  pollution  above  this  point 
of  discharge  and'  is  not  suitable  as  a  source  of  domestic  water  supply. 

Detailed  Examination 

The  plans  have  been  carefully  examined  with  respect  to  the  sewerage  and 
sewage  disposal  works.  In  connection  with  the  sewerage  system  the  design 
has    been    carefully    studied    with    reference    to    alignment,    sices,   grades. 
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eapaeities,  facilities  for  cleaning  and  inspection  and  flushing,  and  other 
fe&tures  of  a  hydraulic  or  sanitary  nature.  In  connection  with  means  for 
se'wage  disposal,  it  has  been  studied  with  reference  to  general  method  and 
efficiency  of  the  sewage  treatment  plant  as  a  whole,  and  of  the  capacities  and 
practical  operation  of  the  individual  structures,  appurtenances,  and  apparatus, 
and  particular  recommendation  made  looking  toward  a  possible  improvement 
of   the  regulation  of  flow  through  the  settling  tanks. 

AlignmefU  and  Deia4U 

The  sewers,  including  the  outfall,  are  all  to  be  of  S-inch  vitrified  pipes  laid 
on  slopes  of  0.6  ner  cent  or  over,  which  should  give  them  self-cleansing 
velocities  and  ample  capacity.  They  are  to  be  so  located  that  the  cuts  wifi 
vary  from  3  feet  to  11  feet,  and  are  to  be  laid  largely  through  the  rear 
portions  of  the  lots  apparently  for  the  purpose  of  shortening  the  house 
branches.  Manholes  are  provided  at  all  deflections  and  at  intervals  of  not 
over  400  feet.  If  the  possibility  were  less  remote  of  this  subdivision  being 
taken  into  a  municipality,  the  location  of  lateral  sewers  off  of  streets  might 
be  a  serious  objection.  *In  this  case  it  is  felt  that  the  curved  l^treets  and 
other  circumstances  make  permissible  the  alignments  chosen,  and  for  similar 
reasons  the  location  of  the  angle  manhole  which  is  shown  on  the  side  instead 
of  the  center  of  the  highway  marked  on  the  plans  Church  street  extended, 
appears  satisfactory,  ft  is,  however,  desirable  whenever  possible  to  place 
both  sewers  and  manholes  in  the  centers  of  streets  and  highways. 

Disposal  Bite 

The  dispoaal  site  is  located!  about  500  feet  from  Church  street  extended. 
The  geological  survey  of  1904  shows  a  highway  along  which  are  houses, 
which  highway  crosses  the  creek  about  one-half  mile  below  where  the  effluent 
is  plannM  to  he  discharged.  The  plant  structure  itself  is  located  on  the 
higher  portion  of  a  trapezoidal  plot  about  120  feet  by  150  feet  on  a  side. 
The  hank  of  the  creek  at  this  point  slopes  from  elevation  948  to  908,  or  about 
40  feet  in  200  feet,  to  a  low  wet  area  along  the  stream.  The  treatment  tank 
is  planned  for  construction  about  midway  up  on  this  bank. 

Disposal  Bystem 

The  sewage  is  to  enter  a  distribution  manhole  adjacent  to  the  reinforced 
concrete  settling  tanks,  into  either  or  both  of  which  it  can  be  diverted.  The 
piping  and  gates  are  shown  to  be  so  arranged  as  to  permit  the  sewage  flow- 
ing through  the  tanks  either  in  series  or  in  parallel,  and  to  enter  a  discharge 
manhole  at  elevation  927,  and  to  leave  this  manhole  18  feet  lower,  at  eleva- 
tion 909,  through  an  8-inch  effluent  pipe  on  a  0.75  per  cent  slope,  which  then 
conducts  it  130  feet  to  a  point  of  discharge  into  the  stream  near  the  east 
bank  of  the  creek.  Care  must  be  taken  to  prevent  odors  from  arising  from 
the  sudden  drop  and  splash  of  the  effluent  where  it  falls  18  feet  vertically  in 
the  disrhsrge  manhole  and  a  downcast  pipe  should  be  inserted  if  a  nuisance 
from  this  cause  should  arise. 

Treatment  Tanks 

The  duplicate  settling  tanks  are  planned  to  be  built  of  reinforced  concrete 
and  are  provided  with  3-inch  cypress  covers.  It  is  suggested  that  all  parts  of 
the  disposal  plant  except  the  sludge  Alter  be  covered,  and  that  where  planks 
are  used  these  should  be  thoroughly  painted  to  prevent  harboring  insects  and 
flecav,  and  the  planks  should  be  chained  tojBrether  or  otherwise  secured  nerainst 
removal.  These  tanks  are  each  7  feet  square  by  13  feet  deep.  Their  com- 
hinH  hydraulic  capacity  is  to  he  8,000  gallons,  or  sufficient  if  unsubdivided 
for  8  hours  detention  of  sewapre  at  a  normal  rate  from  250  nertsons.  The 
upper  portion  of  each  of  the  2  tanks  is,  however,  to  be  subdivided  into  2 
upper  or  settling  compartments  bv  a  central  wall  12  inches  wide  at  the  top, 
6  feet  deep,  and  running  the  length  of  each  tank.  These  upper  compartments 
are  to  have  bottonvs  fonned  by  S-foot  slate  slabs  %  inches  thick,  laid  on  a 
slope  of  4/5  on  1,  and  having  a  6-inch  slotted  opening  between  their  lower 
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edges  and  the  outer  walls  of  the  main  tanks.  The  slate  slabs  must  be  pro- 
tected from  breakage  and  frequently  examined  to  ascertain  their  condition. 
As  slight  a  slope  as  that  used  has  been  found  in  other  ca^ee  to  retard  the 
downward  movement  of  deposits;  for  this  reason  a  slope  of  at  least  1% 
to  1  is  recommended  for  these  slate  slabe.  Also  that  baffles  about  9  inches 
from  the  outlet  extending  a  foot  below  the  surface,  or  other  meiuis,  be  pro- 
vided for  preventing  the  escape  of  fragments  of  scum  or  large  undigested 
particles  into  the  stream,  and  similar  baffles  be  provided  to  distribute  the 
inflow  as  widely  and  as  early  as  possible. 

Capacity  of  Tankt 

These  2  upper  compartments  of  each  tani:  together  are  to  hold  1,350 
gallons,  while  the  useful  sludge  capacity  measur^  from  a  foot  below  the 
bottom  of  these  compartments  is  1,400  gallons,  and  the  chimney  or  central 
well  section  together  with  the  unavailable  section  above  the  sludge  about 
1,250  gallons  for  each  main  tank.  Thus  both  tanks  combined  give  normaliy, 
for  250  persons,  in  the  upper  portion  a  settlement  detention  period  il 
between  1^  hours  and  2  hours  and  an  apparently  satisfactory  sludge  capacity 
of  11  gallons  per  capita  in  the  lower  portion. 

Uniformity  of  Flow 

It  is  planned  for  the  sewage  to  enter  the  tanks  from  2  long  9-inch  bends 
extending  out  nearly  2  feet  from  the  wall,  thus  materially  lessening  the  length 
of  flow  through  each  tank.  The  sewage  enters  these  bends  through  2  open- 
ings in  the  side  of  flat  bottonied  though  18  inches  wide  to  which  the  sewage 
is  admitted  at  one  end.  In  practice  it  has  been  found  that  sudi  exposed 
and  putrefying  settlements  giving  out  foul  odors  rapidly  form  in  the  angles 
and  portions  of  such  troughs  where  cleansing  flow  is  not  constant;  and 
furthermore,  that  the  channel  to  the  second  opening  soon  becomes  obetructed 
so  that  the  sewage  following  the  line  of  least  resistance  is  all  diverted  into 
one  of  the  compartments  thus  losing  half  the  detention  period  and  about 
half  of  the  value  of  the  tank  installation.  The  curved  end  oonnectioos, 
although  permitting  the  tanks  to  be  operated  in  series,  cannot  be  approved 
as  shown,  as  they  could  be  arranged  to  by-pass  the  sewage  around  the  tanks. 
It  is  accordingly  recommended  that  these  curved  end  connections  be  omitted, 
and  that  the  entrance  of  the  sewage  to  the  settling  tanks  be  so  arranged 
by  a  short  end  trough  with  baffle  protected  weir  or  otherwise  that  it  will  have 
equal  distance  as  short  as  possible  to  flow  to  reach  each  compartment. 

Sludge  Treatment 

The  tanks  as  planned  have  hopper  bottoina  at  about  elevation  914,  or  13 
feet  below  the  water  surface  in  them.  In  these  bottoms  a  10-im:h  iron  pipe 
provided  with  a  gate  valve  will  permit  the  sludge  to  be  drawn  into  a  mannole 
4  feet  square  with  bottom  elevation  913.  From  here  the  sludge  is  to  be 
led  through  15  feet  of  sewer  to  sludge  bed,  at  elevation  912.5,  1  foot  above 
the  surface  of  the  sludge  Altering  material.  The  sludge  Alter  is  to  be  25  feet 
in  length  by  6  feet  in  width,  and  is  to  have  vertical  walls  rising  3  feet 
above  its  sand  surface.  Its  area  is  to  be  125  square  feet,  or  %  square  foot 
per  capita.     Its  capacity  is  to  be  940  gallons  per  foot,  or  2,800  gallons  fcnr 

3  feet,  which  equals  the  combined  useful  sludge  capacity  of  both  main  tanks 
together.    The  Alter  medium  is  to  be  1  foot  of  coarse  sand  underdrained'  by 

4  lines  of  4-inch  tile  bedded  at  the  bottom  of  a  0-inch  layer  of  gravel. 

As  a  result  of  our  examination  of  these  plans  and  after  a  careful  considiera- 
tion  of  the  features  of  the  design,  I  would  recommend  that  the  plana  be 
returned  for  the  following  additions  and  amendments: 

1.  Thai  the  inlets  to  the  settling  tanks  be  so  formed  that  the  sewage 
will  have  an  equal  distance  to  flow  to  each  settling  compartment  if  t^«« 
compartments  are  used  for  each  tank,  and  so  that  it  will  begin  its  flow 
in  each  compartment  behind  distributing  baffles  placed  near  the  wsll  of 
the  tank  through  which  it  first  passes;  and  further,  that  both  protmdlpf 
inlets  and  also  ttte  curved  pipe  outlet  and  any  by-passeo  be  omittod. 
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2.  That  the  slope  of  the  eUte  slabe  in  the  bottom  of  the  settling  oom- 
partmentft  be  increased  to  not  less  than  1.2  vertical  on  1.0  horizontal, 
and  that  the  outlets  of  these  tanks  be  protected  by  baffles. 

Respectfully  submitted 

THEODORE  HORTON 
ALBAmr,  N.  Y.,  August  7,  1020  Chief  Engineer 


Amended  plans  were  approved  on  September  14,  1020,  for  a  sewer  system 
and  disposal  works  for  the  housing  development  of  the  Clayville  Knitting 
Ck>mpany.  The  permit  issued  in  connection  with  the  approval  of  the  plans 
follows: 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  40  of  the  Laws  of  1000,  the  ''Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1011,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  Clayville 
Knitting  Company  to  discharge  effluent  from  the  disposal  plant  to  ba  con* 
structed  in  connection  with  the  proposed  sewer  system  to  care  for  the  se%^age 
from  the  property  of  said  company  at  Clayville,  into  the  waters  of  Saquoit 
creek,  within  the  town  ol  Paris,  Oneida  oounty,  N.  Y.,  in  cuocordance  with  the 
plans  accompanying  the  petition,  under  the  following  conditions: 

1.  That  only  domeatic  sewage  and  no  storm  water  or  surface  water 
frcMn  streets,  roofs,  or  other  areas  shall  be  admitted  to  the  proposed 
sewers  and  sewage  disposal  plant. 

2.  That  no  sewage  sludge  from  any  part  of  the  disposal  plant  shall  be 
dischaiiged  into  Saquoit  creek  or  any  other  body  of  water,  or  depoedted 
on  the  surface  of  the  ground  where  it  may  be  washed  by  rcun  or  melting 
snow  into  Saquoit  creek  or  any  other  body  of  water. 

9.  That  the  floor  of  the  inlet  manhole  be  sloped  toward  the  path  of 
flow  of  the  incoming  sewage. 

4.  That  a  difference  in  elevation  of  the  crests  of  the  inlet  and  outlet 
weirs  of  at  least  1  inch  be  provided. 

5.  That  the  projection  from  the  wall  of  the  settling  tank  designed  to 
trap  the  gases  resulting  from  the  digestion  of  sludge  oe  so  increased  in 
size  as  to  provide  a  trap  of  at  least  4  inches  to  prevent  these  gases  from 
reaching  the  sedimentation  chamber. 

6.  That  at  least  one  line  of  perforated  lead  pipe  be  provided  extend- 
ing around  the  four  sides  of  each  hopper  of  the  settling  tank,  so  designed 
as  to  furnish  an  efficient  means  of  loosening  the  accumulated  sludge 
preparatory  to  blowing  it  off. 

7.  That  the  sludge  blowoff  valves  be  located  in  the  outlet  manhole. 

8.  That  whenever  required  by  the  State  Commissioner  of  Health,  satis- 
factory detailed  plans  for  additional  works  for  more  complete  treatment 
of  the  sewage  of  the  realty  development  of  the  Clayville  Knitting  CcNOir 
pany,  shall  be  submitted  for  approval;  and  after  the  approval  of  said 
plans,  any  or  all  portions  of  such  additional  or  supplementary  works 
for  more  complete  treatment  of  the  sewage,  shall  be  constructed  and 
put  in  operation  at  such  time  or  times  as  said  Comniissioner  may 
designate. 

M.  NICOLL,  Jb. 

Beptemher  14,  1020  Acting  State  Ccmmiaeumer  of  Health 


PELHAM  MANOR 

Plans  for  alterations  and  extensions  to  the  sewerage  system  of  the  village 
of  Pelham  Manor  were  approved  on  February  25,  1020.  The  plans  contem- 
plated the  construction  of  sewers  in  Iden  and  Reed  avenues  and  other  streets 
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and  private  ways  in  the  northeast  part  of  the  village.  The  permit  issued  in 
connection  with  the  approval  of  the  plans  contained  in  addition  to  the  usual 
revocwtion,  modification,  complete  construction  and  storm  water  dauses,  the 
following  condition: 

That  all  sewage  to  be  collected  by  the  proposed  sewers  shall  be  treated  in 
the  sewage  disposal  works  of  the  town  of  Pelham. 


PORT  CHESTER 

Plans  were  approved  on  December  8,  1920,  for  a  proposed  sewer  extensioi 
in  Beech  street,  in  the  village  of  Port  Chester,  Westdiester  county.  The  per- 
mit issued  in  connection  with  the  approval  of  the  plans  allows  the  discharge 
of  effluent  from  the  proposed  sewers  through  the  disposal  works  into  the 
waters  of  Long  Island  sound,  through  the  existing  outfall  sewer  at  the  harbor 
of  Port  Chester,  and  contains,  in  addition  to  the  usual  complete  construetioo 
and  storm  water  clauses,  the  following  condition : 

That  whenever  the  40-foot  extension  east  from  the  manhole  on  the  9-iiicb 
sewer  near  the  easterly  end  of  Beech  street  is  constructed,  a  manhole  shiU 
be  provided  at  the  easterly  end  of  this  extension. 


RENSSELAER 

Plans  were  approved  on  October  16,  1020,  for  extensions  of  outfall  sevsri 
in  Central  avenue  and  Tracey  street,  in  the  city  of  Rensselaer.  No  pennit 
was  issued  in  connection  with  the  approval  of  the  plans  since  the  propoeed 
extensions  did  not  provide  for  the  discharge  of  any  additional  sewage. 


ROCHESTER  (State  Hospital) 

Plans  were  approved  on  October  20,  1920,  for  modifications  Vid  additioo^ 
to  the  sewage  pumping  station  of  the  Rochester  3tate  Hospital.^ 


RYE 

Plans  were  approved  on  January  28,  1920,  for  modifications  and  ext^^' 
to  the  sewerage  system  and  sewage  disposal  plant  of  the  village  of  Rye.^ 
report  upon  the  examination  of  the  plans  and  the  permit  issu^  in  connect 
with  their  approval  follow: 

HJencAVN  M.  Bigos,  M.D.,  8tate  Commisaumer  of  Health: 

I  beg  to  submit  the  following  report  on  the  examination  of  plans  for  modi 
floations  and  extensions  to  the  sewerage  system  and  sewage  disposal  plant  of 
the  village  of  Rye,  Westchester  county.  New  "N'ork,  snbmitteil  to  this  Depart- 
ment for  approval  by  the  Board  of  Tnifltees  of  the  ^illage  on  January  27, 
1920. 

Preliminary  plans  for  a  comprehensive  sewerage  system  and  sewage  dis- 
posal plant  for  the  village  were  approved  by  this  Department  in  June,  1M7, 
subject  to  subsequent  approval  of  detailed  plans  of  the  system  and  diapos^ 
plant.    Tliese  detailed  plans  were  submitted  during  the  following  year  ana 
approved  on  September  15,  1908.    A  large  part  of  these  sewers  and  ^*^*' 
posal  plant  were  constructed  during  the  years  1909  and  1910  and  hav«  heen 
in  operation  since  then.    The  plans  now  submitted  contemplate  the  constnic- 
tion  of  some  of  the  lines  shown  on  the  1908  plans  but  not  constructed,  ana 
a  few  additional  laterals  not  shown  on  those  plans;  the  substitution  of  <*^^' 
iron  for  the  vitrified  pipe  shown  on  the  original  plans  throu^  certain  lo'^ 
wet  areas;  the  formation  of  the  new  low  level  district  to  serr^  tjie  Ry«'i"^^ 
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PATk  district;  the  construction  of  a  pumping  Btation  to  serve  this  district; 
and  the  construction  of  a  new  sewage  disposal  plant  to  be  located  on  Blind 
brook. 

According  to  the  map  and  profiles  submitted,  it  is  intended  to  construct 

about  8^  miles  of  new  sewers  in  the  near  future.    With  the  exception  of 

about  %  mile  of  10-inch  sewer,  and  a  short  length  of  the  outfall  aewer  from 

the  disposal  plant,  these  lines  will  be  8  inches  in  diameter.    In  general  they 

will  be  of  vitrified  tile  pipe.    The  10-inch  line  just  mentioned  and  a  section 

of  d-inch  aewer  on  the  same  street,  however,  which  will  be  in  low  wet  ground, 

are  to  be  of  castiron  pipe  laid  with  leaded  joints  in  order  to  prevent  the 

possible  infiltration  of  ground  water.    The  proposed  grades  of  the  sewers  have 

m  many  cases  been  made  very  flat  in  order  to  avoid  excessive  rock  excavation 

and  deep  trenches  in  wet  ground.     The  minimum  grade  used  for  the  8-inch 

lines  is  0.26  per  cent,  a  slope  which  will  cause  a  Icnv  velocity  and  consequent 

sedimentation  and  which  will  make  it  necessary  that  the  sewers  be  carefully 

laid  and  frequently  inspected  and  flushed  if  stoppages  are  to  be  avoided. 

Manholes  will  be  provided  at  intervals  of  from  300  to  360  feet,  and  flush 

tanks  fitted  with  automatic  siphons  will  be  provided  at  the  upper  ends  of  all 

lateral  sewers. 

The  small  low  level  system  near  Rye  Town  Park  comprises  about  a  half 
of  a  mile  of  8-inch  sewers  draining  to  a  pumping  station  which  will  discharge 
the  sewage  through  a  fli-inch  force  main  about  400  feet  long  into  the  gravity 
system  at  the  comer  of  Forest  and  Dearborn  avenues.  The  maximum  flow 
to  this  pumping  station  will  probably  not  exceed  about  75  gallons  per  minute. 
The  pumping  station  is  to  be  a  circular  reinforced  concrete  structure  12  feet 
in  diameter.  The  lower  part  of  the  building,  which  extends  18  feet  below  the 
surface  of  the  ground,  forms  a  pump  well  and  screen  room  and  is  surrounded 
by  a  one-story  building  housing  the  motors  and  switchboard.  The  pump  well 
is  divided  by  a  partition  and  screen  into  two  compartments.  Tne  sewage 
enters  through  an  8-inch  inlet  pipe  and  falls  to  the  flrst  compartment,  from 
which  it  passes  through  a  screen  consisting  of  %-inch  angles  set  1^^  inches 
apart  and  having  a  gross  submerged  area  of  about  20  square  feet  into  the 
second  compartment,  which  contains  two  submerged  centrifugal  pumps.  The 
depth  of  the  pump  well  below  the  high-water  line  is  4  feet,  and  the  total 
available  capacity  of  the  well  about  3,300  gallons.  There  is  no  overflow 
to  the  pump  well.  Each  of  the  two  pumps  will  have  a  4-inch  discharge  and 
a  capacity  of  100  gallons  per  minute,  and  each  will  be  provided  with  a  verti- 
cal motor  on  the  samje  shaft  located  in  the  motor  rf)oni  above  the  level  of 
the  ground.  Floats  and  float  switches  will  be  provided  for  controlling  the 
motors.  The  pumps  and  motors  will  be  so  arranged  that  either  of  the 
pumps  may  be  readily  raised  for  inspection  and  repairs  without  interference 
with  the  operation  of  the  other.  The  power  will  be  obtained  from  the  West- 
dieeter  Lighting  Co.  No  auxiliary  source  of  power  is  provided,  it  being 
'  considered  that  the  source  of  power  which  includes  four  separate  generator 
plants  makes  the  possibility  of  interruption  of  service  a  very  remote  one. 

At  the  present  time  the  sewer  from  the  section  of  the  village  known  as 
the  Rye  Beach  district,  amounting  to  about  136,000  gallons  per  day,  drains 
''     by  gravity  to  the  disposal  plant  located  near  Manursing  Island;  and  that 
-^     from  what  is  known  as  the  Blind  Brook  district,  amounting  to  about  306,000 
gpedlons  per  day,  drains  to  a  settling  tank  and  pumping  station  on  the  east 
•     side  of  Blind  brook  and  is  pumped  from  there  to  the  disposal  plant  just  men- 
tioned.   There  are  about  11,500  feet  of  sewers  in  the  first  district,  and  about 
: ;    25,600  feet  in  the  latter  district. 

It  is  now  proposed  to  construct  a  new  sewage  disposal  plant  on  the  west 

-     bank  of  Blind  brook  to  treat  the  sewage  from  the  Blind  Brook  district,  and 

;'     to  continue  the  operation  of  the  Ryi  Beach  plant  to  treat  only  the  fvewage 

from  the  Rye  Beach  district  and  the  new  Rye  Town  Park  district  the  sewage 

.''     from  which  will  be  discharged  into  the  Rye  Beach  system.    The  use  of  the 

■r     existing  Blind  Brook  pumping  station  will  be  continued  as  at  the  present, 

except  that  a  new  settling  tank  will  be  added,  and  the  force  main  will  be 

arranged  to  discharge  the  sewage  to  the  new  Blind  Brook  plant  instead  of 

to  the  present  disposal  plant. 


'.-' 
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It  is  estimated  that  in  1925'  the  flow  from  the  Rye  Beach  district  which 
will  then  have  about  24,300  feet  of  sewers,  including  trunk  sewers,  will  be 
about  289,000  gallons  per  day.  Under  the  new  arrangement  the  present 
Rye  Beach  plant  will  be  used  to  treat  this  sewage.  The  total  capacity  of  the 
existing  settling  or  digestion  tanks  now  in  use  at  this  plant  is,  according 
to  the  plans  on  file  in  this  office,  about  100,000  gallons,  which  will  give  an 
average  detention  period  of  8  hours  with  the  estimated  flow  of  289,000  gallons 
per  day  if  the  entire  tank  is  used,  or  a  shorter  period  if  some  of  the  com- 
partments are  cut  out.  The  portion  of  the  sprinkling  filter  which  has  been 
constructed  and  is  now  in  use  has  an  area  of  .027  of  an  acre,  which  will  give 
a  rate  of  about  1,100,000  gallons  per  acre  per  dav,  or  a  little  less  than 
200,000  gallons  per  acre  per  foot  of  depth  per  day  with  the  estimated  sewaAe 
flow.  It  eeema  apparent,  therefore,  that  the  old  plant  will  have  ample 
capacity  to  care  for  the  sewage  which  will  reach  it  under  the  new  plan. 

According  to  the  engineer's  report,  there  will  be  00,000  feet  of  sewers 
including  trunks  in  the  Blind  Brook  district  after  the  proposed  extensions 
are  completed,  and  he  estimates  that  the  flow  from  these  sewers  in  1925  will 
be  about  025,000  gallons  per  day.  This  sewage  will  be  cared  for  by  the 
present  Blind  Brodk  pumping  station  and  the  proposed  new  disposal  plant. 

In  order  to  provide  for  the  additional  sewage  that  will  be  received  from 
the  new  extensions,  another  compartment,  built  in  accordance  with  the  plans 
approved  by  this  Department  in  1908,  will  be  added  to  the  three  compart- 
ments of  the  settling  tank  now  in  use  at  the  Blind  Brook  station.  This  will 
make  the  total  capacity  of  the  eettllng  tank  192,000  gallons,  or  the  equivalent 
of  7.4  hours  average  flow  based  on  the  estimated  daily  flow  of  625,000  gaUons. 
The  punips  will  not  be  altered,  their  capacity  being  sufficient  to  care  for  all 
the  sewage  that  will  be  received.  The  present  force  main  will  be  cut  and 
a  Y  and  suitable  valves  arranged  so  that  the  sewage  may  be  discharged  to 
the  new  plant.  A  10-inch  oastiron  force  main  about  500  feet  long  will  be 
laid  between  the  Y  and  the  proposed  disposal  plant. 

The  proposed  new  disposal  plant  is  to  consist  of  dosing  chambers,  sprinkling 
filters,  chlorination  plant,  final  setthng  tank,  and  sludge  beds  for  use  in  con- 
nection with  the  final  settling  tanks.  The  effluent  from  the  plant  will  be  dis- 
charged into  Blind  brook  at  the  village  dock  and  below  the  dam  near  the 
foot  of  Hewlett  street. 

The  settled  sewage  from  the  Blind  Brook  pumping  station  will  be  discharged 
into  a  trough  connecting  the  two  dosing  chambers  of  the  sprinkling  filter 
and  divided  approximately  equally  between  them.  Each  of  these  chambers 
is  of  concrete,  paraboloidal  in  shape,  and  has  an  available  capacity  of 
2,000  gallons.  A  10-inch  siphon  is  provided  in  each  chamber  for  dischaiging 
its  contents  into  the  distribution  systems  of  the  sprinkling  filters.  The 
engineer  estimates  that  each  discharge  of  1  siphon  will  amount  to  about  4,600 
gallons,  including  the  inflow  during  discharge.  This  inflow  will  be  variable 
due  to  the  fact  that  it  will  be  received  from  the  pumping  station  where  one 
or  more  pumps  may  be  in  operation;  and  it  is  possible  that  at  times  the 
period  of  discharge  may  be  materially  lengthened,  a  condition  which  must  be 
carefully  considered  in  connection  with  the  size  of  the  siphons,  which  should 
be  large  enough  to  break  properly  if  a  uniform  distribution  is  to  be  obtained. 
In  this  case  the  siphons  appear  to  have  sufficient  capacity  to  care  for  the 
flow  if  the  pumps  are  operated  so  as  to  produce  a  uniform  discharge,  but  they 
may  cause  unsatisfactory  distribution  if  the  pumps  are  operated  irreg^ularly. 
Care  should  therefore  be  taken  to  secure  uniform  operation  or  larger  siphons 
or  an  additional  unit  installed  to  care  for  the  flow. 

The  sprinkling  filter  is  to  be  built  up  of  coke,  of  such  size  as  will  pass  a 
1%-inch  screen  and  stop  on  a  1-inch  screen.  The  bed  is  to  be  open  on  the 
sides,  from  6  feet  to  6^  feet  in  depth,  and  will  have  an  area  of  about  0.37 
of  an  acre,  making  the  rate  of  filtration  with  the  estimated  fiow  about 
1,700,000  gallons  per  acre  per  day.  The  bed  will  be  divided  into  two  approxi- 
mately equal  parts,  each  connected  to  one  of  the  dosing  chambers  mentioned 
above.  The  distribution  system  consists  of  castiron  pipe  varying  from  12  to  4 
inches  in  diameter,  laid  near  the  surface  of  the  beds,  with  2^ -inch  ri^rs 
to  the  nozzles.    There  are  47  nozzles  on  one  section  of  the  bed  and  46  qhl  the 
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other,  making  a  total  of  93.  The  nozzles  are  ertaggered  and  set  14  feet  on 
centers.  The  head  on  the  nozzles  will  vary  from  a  maximum  of  7.5  to  a 
minimum  of  about  2.0  feet.  The  bottom  of  the  bed  will  be  covered  by  8-inch 
half  tile  arranged  to  form  a  false  bottom  and  allow  the  effluent  to  flow  to 
the  main  drainage  channels  and  thence  to  the  chlorinating  plant.  The  plans 
provide  for  future  extensions  to  the  litter  and  its  appurtenances,  to  increase 
its  capacity  to  about  1^  times  its  proposed  present  capacity. 

A  chlorinating  plant,  consisting  of  a  float  controlled  liquid  chlorine  appa- 
ratus and  mixing  tank,  is  located  immediately  adjacent  to  the  filters.  Here 
the  sprinkling  filter  effluent  will  be  treated  with  liquid  chlorine  at  the  rate 
of  5  parts  per  million,  and  caused  to  fiow  through  mixing  troughs  fitted  with 
suitable  baffles  to  the  final  settling  tank.  The  plans  call  for  only  one  chlori- 
nating machine.  These  machines  frequently  break  down,  and  it  would  seem 
desirable  that  two  machines  be  installed  to  prevent  possible  interruption  of 
the  application  of  the  chlorine  due  to  the  failure  of  one  piece  of  apparatus. 

The  final  settling  tank  is  an  open  concrete  basin  divided  into  2  equal  parts, 
each  28  feet  by  30  feet  in  plan,  and  having  a  depth  of  3  feet  2  inches,  making 
its  total  capacity  38,000  gallons,  the  equivalent  of  about  1%  hours  average 
flow.  The  chlorinated  filter  affluent  will  enter  the  compartments  at  the  corners 
near  the  chlorinating  plant  and  leave  over  weirs  extending  the  full  width 
of  the  sections  at  the  side  farthest  from  the  filters.  A  scum  baffle  set  12 
inches  from  each  weir  and  extending  from  5  inches  above  to  7  inches  below 
the  surface  of  the  liquid  is  provided  to  prevent  the  escape  of  floating 
particles. 

The  effluent  from  the  final  settling  tanks  passes  through  a  12-inch  inverted 
siphon  about  430  feet  long,  operating  under  a  maximum  available  head  of  7 
feet,  to  the  east  sides  of  Blind  brook,  and  thence  through  the  outfall  sewer 
for  about  2,000  feet  to  the  outlet  at  the  village  dock. 

Two  sand  beds,  each  50  feet  by  35  feet  in  plan,  furnishing  a  total  area  of 
3,500  square  feet,  will  be  provided  for  drying  the  sludge  from  the  final  settling 
tanks.  These  beds  contain  1  foot  2  inches  of  sand,  and  are  provided  with 
3-inch  imderdrains  10  feet  on  centers  for  collecting  the  effluent.  The  under- 
drains  are  connected  to  an  S-inch  tile  pipe  which  discharges  into  Blind  brook 
opposite  the  plant.  The  sludge  will  be  conducted  from  the  final  settling  tank 
to  the  sludge  beds  by  an  8-inch  pipe  and  discharged  onto  the  beds  over 
concrete  aprons  arranged  to  prevent  the  sludge  from  disturbing  the  sand  in 
the  beds. 

In  view  of  the  results  of  our  examination  of  these  plans,  and  after  careful 
consideration  of  the  essential  features  of  the  design  and  of  local  and  general 
requirements,  I  would  recommend  that  the  plans  be  approved,  and  a  permit 
issued  to  the  trustees  of  the  village  allowing  the  discharge  of  the  sewage 
from  the  proposed  sewers  after  treatment  in  the  existing  and  proposed  sewage 
disposal  plants  into  the  waters  of  Long  Island'  sound  and  Blind  brook,  in 
the  village  of  Rye,  at  the  points  indicated  on  the  plans. 

Respectfully  submitted 

THEODORE  HORTON 

Albany,  N.  Y.,  January  28,  1920  Chief  Engvneer 


Permit 

Application  having  been  duly*  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  "  Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Board  of  Trustees  of  the  village  of  Rye  to  discharge  the  sewage  from  the 
proposed  sewers  after  treatment  in  the  proposed  and  existing  sewage  disposal 

Elants  into  the  waters  of  Blind  brook  and  Long  Island  sound  at  the  points 
idicated  on  the  plans,  within  the  municipality  of  Rye  in  accordance  with  the 
plans  accompanying  the  petition,  under*  the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  the  judgment  of  the  State  Commissioner  of 
Health  sach  revocation,  modification,  or  change  shall  become  necessary. 
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2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in  any 
way  action  by  this  Department  on  any  future  application  that  may  be 
made  for  permission  to  discharge  additional  sewage  or  effluent  into  the 
waters  of  this  State. 

3.  That  both  the  sewer  system  and  the  sewage  disposal  works  shown 
by  plans  approved  this  day  shall  be  fully  constructed  in  complete  con* 
formity  with  such  plans  or  approved  amendments  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewers. 

6.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  Long  Island  sound.  Blind  brook,  or  any  other  water- 
course. 

M.  NICOLL,  Jb. 

January  28,  1920  Deputy  State  CommiaaUmer  of  Health 


Plans  were  approved  on  July  14,  1920,  for  modi^cations  and  extensions  to 
the  sewerage  system  and  disposal  works  in  the  Beaver  Swamp  District  of  the 
village  of  Rye.  The  permit  issued  in  connection  with  the  approval  of  these 
plans  follows: 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  46  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the  Board 
of  Trustees  of  the  village  of  Rye  to  discharge  effluent  from  the  proposed  dis- 
posal plant  to  be  constructed  in  connection  with  the  proposed  sewer  system 
m  the  Beaver  Swamp  district  of  said  village,  into  the  waters  of  Beaver 
Swanvp  brook  at  a  point  about  400  feet  from  the  westerly  village  line,  within 
the  village  of  Rye,  Westchester  county,  N.  Y.,  in  accordance  with  the  plans 
accompanying  the  petition,  under  the  following  conditions: 

1.  That  only  sanitary  sewage  and  no  storm  water  or  surface  water 
from  streets,  roofs  or  other  areas  shall  be  admitted  to  the  proposed  sewera 
and  sewage  disposal  works. 

2.  That  sludge  and  scum  shall  not  be  permitted  to  accumulate  in  any 
settling  tank  to  such  an  extent  as  to  occupy  more  than  one-fifth  of 
normal  liquid  capacity  of  such  tank. 

3.  That  the  sludge  and  scum  from  the  primary  settling  tanks  shall 
be  removed,  transported,  and  disposed  of  at  some  suitable  point  without 
the  creation  of  a  nuisance,  or  that  such  sludge  and  scum  shall  be  dis- 
posed, of  on  suitable  sludge  drying  beds,  plans  for  which  shall  first  have 
been  submitted  to  and  received  the  approval  of  this  Department  before 
such  beds  are  installed  and  put  in  operation. 

4.  That  no  sludge,  scum,  or  screenings  shall  be  discharged  into  any 
stream  or  body  of  water,  or  so  placed  as  to  be  carried  or  washed  there- 
into by  rain  or  melting  snow. 

5.  That  the  sludge  drip  drain  from  the  settling  tanks  near  Davenport 
street  shall  be  connected  with  and  discharged  into  the  first  settling  tank. 

6.  That  suitable  motors  shall  be  provid^  to  discharge,  at  normal  rate 
without  overloading,  210  gallons  per  minute  to  the  dosing  tank  at  the 
sprinklers. 

7.  That  whenever  the  sewage  tributary  to  the  portions  of  the  proposed 
sewage  disposal  plant  designed  to  be  installed  first,  shall  exceed  that 
contributed  by  1,500  .persons,  additional  units  shall  be  added  as  pro- 
vided for  by  the  plans  approved  this  day. 

M.  NICOLL,  Jb. 

July  14,  1920  Deputy  State  Commissioner  of  Health 
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SARANAC  LAKE 

The  following  approval  of  a  certification  of  the  recommendation  for  the 
construction  of  a  sewer  in  Winona  avenue,  in  the  village  of  Saranac  Lake, 
was  issued  on  July  9,  1920: 

In  the  matter  of  the  certification  of  the  Board  of  Health  of  the  village  of 
Saranac  Lake  and  town  of  Harrietstown  (consolidated  health  district),  recom- 
mending the  construction  of  a  certain  sewer. 

Whereas,  The  Board  of  Health  of  the  village  of  Saranac  Lake  and  the  town 
of  Harrietstown  (consolidated  health  district),  acting  under  the  provisions 
of  section  2il-a  of  the  Puhlic  Health  Law,  have  deemed  the  sewers  of  the 
village  of  Saranac  Lake  insufficient  properly  and  safely  to  sewer  said  village, 
and  nave  certified  this  fact  to  me  in  writing,  with  its  reasons  therefore; 
stating  and  reconmiending  what  additions  should  in  the  judgment  of  such 
Board  of  Health  be  made,  namely,  the  construction  of  a  sewer  in  Winona 
avenue  to  discharge  into  the  existing  sewer  at  the  foot  of  Winona  avenue;  and 

Whereas,  Such  recommendations  and  the  reasons  therefor  for  the  con- 
struction of  said  sewer  and  appurtenances  have  been  carefully  considered  and 
meet  with  my  approval ; 

Now,  therefore,  I,  M.  Nicoll,  Jr.,  Deputy  State  Commissioner  of  Health, 
acting  under  the  authority  vested  in  me  by  section  21 -a  of  the  Public  Health 
Law,  as  amended  by  chapter  559  of  the  Laws  of  1913,  do  hereby  approve  said 
recommendations  on  this  9th  day  of  July,  1920. 

M.  NICOLL,  Jb. 

Albany,  N.  Y.  Deputy  State  CofnmieHoner  of  Health 


SCOTIA 

Plans  were  approved  on  March  3,  1920,  for  proposed  sewer  extensions  in 
Exchange,  Hetherington,  and  Veeder  streets,  in  the  village  of  Scotia.  ThMB 
permit  issued  in  connection  with  the  approval  of  the  plans  contained  only 
the  usual  revocation,  modification,  complete  construction,  and  storm  water 
dauaes. 


SHANDAKEN  (Town)  (Chichester) 

Plans  for  the  proposed  sewerage  system  and  disposal  plant  at  the  unin- 
corporated village  of  Chi<!hester,  in  the  town  of  Shandaken,  Ulster  county, 
were  submitted  to  this  Department  for  approval  on  July  22,  1920,  by  the 
Coanmissdoner  of  Wkter  Supply,  Gas  and  Electricity  of  the  city  of  New 
York.    The  report  upon  the  examination  of  the  plans  follows : 

Hkbmann  M.  Bioos,  M.D.,  State  Commieeumer  of  Health: 

I  beg  to  submit  the  following  report  on  an  examination  of  plans  for  the 
proposed  sewerage  system  and  disposal  plant  at  the  unincorporated  village 
of  Chichester,  in  the  town  of  Shandaken,  Ulster  county,  N.  Y.,  submitted  with 
a  report  and  application  for  approval  of  these  plans  by  the  Conunissioner  of 
Water  Supply,  Gas  and'  Electricity  of  the  city  of  New  York  on  July  22,  1920. 

Department  Records 

The  records  of  the  Health  Department  of  the  State  of  New  York  show  that 
on  January  30,  1920,  the  chief  engineer  of  the  New  York  City  Department 
of  Water  Supply,  Gas  and  Electricity  was  advised  that  the  plans  for  this 
work  must  be  submitted  to  the  State  Department  of  Health  for  approval,  in 
accordance  with  article  V  of  the  Public  Health  Law,  and  that  on  June  1, 
1920,  two  engineers  from  the  city  department  conferred  with  the  Chief  Engineer 
of  the  Health  Department  on  preliminary  plans  for  the  disposal  of  the  sewage 
of  Chichester  by  sedimentation  and  subsurface  irrigation;  and  further,  that 
a  conference  was  held  on  the  grounds  where  the  proposed  works  are  planned 
to  be  installed,  by  an  engineer  from  the  Health  Department  and  the  city 
department  on  August  7,  1920. 


86  State  Depabtment  of  Health 

Earlier  Records 

The  Health  Department  records  alBO  show  that  previous  to  this  time  sewa^ 
disposal  provisions  were  maintained  by  the  city  of  New  York  at  the  factory 
of  W.  0.  Schwarzwaelder,  at  Chichester,  which  were  inspected  by  a  repre- 
sentaiive  of  the  State  Health  Department  in  the  spring  of  1917.  They  further 
show  that  the  advice  of  the  Deputy  Commissioner  of  Health  on  sanitary  pro- 
visions for  the  vicinity  in  question,  sought  by  the  Deputy  Commissioner  of 
Water  Supply,  Gas  and  Electricity,  was  given  by  letter  on  December  8,  1919. 

General  Location 

The  manufacturing  hamlet  of  Chichester  is  situated  at  the  confluence  of 
Ox  Clove  stream  and  Wamerkill,  about  2  miles  above  where  the  latter,  which 
is  called  Stony  Glove  on  the  plans  and  United  States  geologic  sheets,  empties 
into  the  Esopujs  creek.  The  hamlet  is  located  in  the  upper  mountainous 
part  of  Ulster  county,  about  1  mile  south  of  the  Greene  county  line,  on  the 
Stony  Clove  and  Kaaterskill  branch  of  the  Ulster  and  Delaware  railroad,  25 
miles  by  rail  northwesterly  from  the  city  of  Kingston  on  the  Hudson.  The 
population  of  Chichester  itself,  prior  to  the  last  census,  is  given  as  218 
persons.  The  population  contained  in  town  and  county  both  appears  to  have 
remained  about  stationary  since  1875. 

Engineer's  Report,  Historical 

The  report  of  the  engineer  of  the  city  department  states  as  follows :  "  The 
unincorporated  village  of  Chichester  lies  within  the  watershed  of  Eaopus 
creek,  from  which  watershed  New  York  city  obtains  more  than  half  its 
present  supply.  The  village  is  really  built  around  and  owes  its  existence  to 
a  furniture  factory  owned  and  operated  by  William  Schwarzwaelder  and  Own- 
pany.  Inc.  The  owners  and  managers  of  this  industry  live  in  houses  located 
more  or  less  at  random  on  the  company's  property,  while  some  of  the  oper- 
atives live  in  company  owned  houges  located  generally  along  the  public  high- 
way. Two  streams,  the  Warnerkill  or  Stony  Clove,  and  the  Ox  Clove,  unite 
just  below  the  village. 

Engineer's  Report,  Somitation 

"Of  about  forty  buildings  in  the  village,  eight  houses,  one  store,  one 
office,  and  one  stable  are  provided  with  running  water  and  inside  toilet 
fixtures  which  discharge  sewage  and  household  wastes  directly  into  the  streams 
mentioned  above.  Chemical  closets  installed  in  the  factory  in  1918  by  the 
Board  of  Water  Supply,  city  of  New  York,  and  now  maintained  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  provide  toilet  facilities 
for  the  factory  operatives.  The  buildings  not  provided  with  inside  fixtures 
depend  on  pit  privies  for  fecal  wastes.  The  water  supply  for  the  village 
comes  from  a  small  reservoir  located  on  the  Ox  Clove  north  of  the  village.  A 
system  of  hydrants  provide  fire  protection.  The  water  supply  is  abundant 
except  during  periods  of  drought  or  extreme  cold  weather.  Test  pits  excavated 
at  several  points  in  the  disposal  field  indicated  a  gravelly  formation  admirably 
suited  for  the  absorption  of  the  effluent  from  the  dosing  tank.  The  disposal 
field  will  be  operated  by  the  Denartment  of  Water  Supply,  city  of  New 
York,  an  employee  visiting  the  plant  at  regular  intervals  to  note  general 
conditions  and  to  operate  the  mechanical  devices  controlling  delivery  of  sewage 
to  the  different  sections  of  tile  field." 

General  Purpose  of  Design 

The  following  outline  is  included  in  the  general  description  given  by  the 
report  of  the  engineer  for  the  city  department:  The  purpose  of  the  proposed 
oonstniction  is  to  rollect  all  waterhnme  sewafje  and  household  wastes  in  a 
small  sewerage  system  of  the  separate  type,  and  dispose  of  same  by  sub- 
surface irrigation  through  a  tile  field  located  on  suitable  ground  below  the 
village.  Until  such  time  as  water  supply,  inside  fixtures,  etc.,  are  installed 
in  the  factory,  that  building  must  continue  to  use  the  chemical  closets.  The 
system  as  laid  out  can  be  readily  extended  for  connecting  with  buildings  not 
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At  present  ecjuipped  for  delivering  waterborne  sewage.  Briefly,  the  design 
calls  for  a  simple  collecting  system  which  will  deliver  the  sewage -to  a  con- 
crete sedimentation  tank,  this  structure  to  be  divided  into  two  parts,  one  to 
act  as  a  settling  basin,  the  other  as  a  dosing  tank.  The  contents  of  the  dosing 
tank  will  be  discharged  through  an  automatic  syphon  into  a  system  of  6-inch 
sulMurface  tiles  arranged  in  sections  for  use  in  rotation. 

Basis  of  Design 

This  gives  design  assumptions  as  follows : 

Source  of  Daily  Contribution  GaUons 

10  tributary  buildings,  mostly  residences,  at  300  gallons 3, 000 

1  factory  and  office,  toilets  only,  100  persons,  at  20  gallons 2, 000 

20  future  fixtures,  where  system  is  in  use 1, 000 

Total  daily  rate,  about  800  cubic  feet,  or 6, 000 

Persons  provided  for  in  foregoing . . .  •. 160 

Capacity  settlement  tank,  about  2%  hrs.  total  flow,  cu.  ft 80 

Digestion  tank,  below  slot,  about  2  cu.  ft.  per  capita,  cu.  ft 290 

Dosing  tank,  about  8  hrs.  flow,  capacity,  cu.  ft 200 

iSubsurface  tile,  20  ft.  each  for  150  persons,  3  units 3, 000 

Estimated  cost  of  work  planned  and  specified $16, 000 

General  Field  Inspection 

In  inspection  on  the  field  by  one  of  our  engineers  showed  that  the  raceway 
from  the  mill  to  below  the  private  road,  a  distance  of  about  500  feet,  instead 
of  being  open  was  used  as  a  covered  general  sewer  at  the  discharge  end  of 
which  evidence  of  such  use  was  most  apparent.  The  city  maintains  a 
dilorinating  station  on  the  Esopus  just  below  the  hamlet  of  Phoenicia,  which 
with  a  population  of  350  lies  2  miles  south  of  Chichester  at  the  confluence  of 
Stony  Clove  stream  with  the  Esopus.  About  6  miles  farther  down  the 
Ashokan  reservoir  provides  a  storage  detention  of  about  6  months,  while  as 
a  further  precaution  the  water  entering  the  aqueduct  to  the  city  is  subjected 
to  constant  bacteriological  and  chemical  examination. 

Bcope  of  Plans 

The  plans  now  submitted  show  the  building  sites  to  be  located  along  Stony 
Clove  and  Ox  Clove  streams  in  such  form  as  to  be  within  an  equilateral  tri- 
angle with  legs  1,600  feet  long  north  of  a  base  line  lying  east  and  west 
along  Stony  Clove  for  a  distance  of  about  2,100  feet.  The  disposal  works  are 
in  the  westmost  angle  of  this  triangle  at  an  elevation  of  040  feet,  while  the 
surface  elevation  in  the  other  angles  is  about  1,100  feet.  About  64  buildings 
are  indicated  on  the  general  plan.  Of  these,  immediate  connection  appears 
feasible  for  27  houses,  and  for  about  11  future  connections  seem  provided. 
Eleven  houses  or  buildings  seem  left  without  indicated  provision,  but  at 
sufficient  elevations  to  connect,  and  another  11  seem  to  be  very  small  but  in 
positions  which  enable  connections  from  them  to  be  made  to  the  general 
system.  Only  four  houses  shown  on  the  plans  appear  to  be  too  low  for  future 
gravity  connection  to  be  easily  made  although  three  of  these  four  can  be 
reached  by  a  600  foot  extension. 

Detailed  Examination 

The  plans  and  the  site  of  the  works  in  the  field  have  been  carefully  exam- 
ined with  respect  to  the  sewerage  systems  and  sewage  disposal  works.  In 
connection  with  the  sewerage  system,  the  design  has  been  carefully  studied 
with  reference  to  alignment,  sizes,  grades,  capacities,  facilities  for  cleaning 
and  inspection  and  flushing,  and  other  features  of  a  hydraulic  or  sanitary 
nature.  In  connection  with  means  for  sewage  disposal,  it  has  been  studied 
with  reference  to  general  location,  method  and  efficiency  of  the  sewage  dis- 
posal plant  as  a  whole,  and  of  the  capacities  and  practical  operation  of  the 
mdiviaual  structures,  appurtenances,  and  apparatus. 
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Sewer  Location 

The  alignment  of  the  sewer  is  bo  chosen  as  to  escape  deep  cutting.  Of  the 
entire  system  only  about  200  feet  is  more  than  10  feet  beneath  the  surface. 
Although  the  narrow  but  important  highway  from  Kingston,  Ashokan,  and 
Phoenicia  to  Zanesville,  Hunter,  and  Tannersville  passes  through  the  center 
of  the  hamlet,  and  a  private  road  is  shown  running  from  it  along  Ox  CloTe 
to  most  of  the  houses  not  on  this  highway;  and  although  as  a  general  public 
policy  with  a  view  to  ultimate  ownership  it  is  usually  desirable  to  locate 
sewers  in  streets  or  roads,  this  sewer  system  appears  to  be  largely  located 
through  private  land.  This  location  seems  probably  permissible,  however,  in 
this  case,  on  account  of  the  narrowness  and  constant  use  of  the  road  and 
other  local  conditions.  It  seems  to  be  explained  by  the  statement  in  the 
engineer's  repoH  concerning  the  managers  and  operatives  living  on  properties 
now  owned  collectively  by  the  present  factory  owners.  The  sanitary  rights 
and  rights  of  way  of  the  city  are  also  reported  to  be  more  definitely  and 
completely  covered  in  a  permanent  right  of  way  and  maintenance  agreement 
with  the  land  owners. 

Sewer  System 

The  main  sewer  is  of  8-inch  vitrified  pipe  and  extends  down  Stony  Clove 
1,850  feet  from  the  factory  to  the  treatment  tank,  from  which  tank  the 
effluent  is  carried  about  175  feet  farther  to  a  subsurface  irrigation  field.  A 
5-inch  branch  running  northward  740  feet  near  the  confluence  of  Stony  and 
Qx  Clove  provides  for  the  buildings  near  the  north  angle  of  the  triangle 
near  the  building  site.  From  near  the  factory,  two  6-inch  future  extensions 
are  shown  —  one  extending  northerly  380  feet  to  provide  for  a  garage  and 
two  other  buildings,  the  other  extending  easterly  620  feet  to  provide  for 
8  buildings  at  the  eastern  extremity  of  the  triangle.  The  vitrified  pipe  shown 
passing  over  the  tailrace  under  the  factory  building  should  be  changed  to 
an  iron  pipe. 

Sewer  Grades  and  Appurtenances 

The  lightest  slope  in  the  main  8-inch  sewer  is  0.5  per  cent,  which  should 
be  suflicient  to  produce  a  self-cleansing  velocity.  The  little  likelihood  of  any 
very  great  extensions  in  the  near  future,  together  with  the  excellent  slopes 
attainable  and  short  lengths,  makes  the  small  size  of  the  6-inch  branch  and 
extension  appear  permissible.  The  5-inch  house  connections  afford  additional 
opportunities  for  flushing  beside  that  arranged  for  in  a  permanent  agreement 
with  the  factory  proprietors,  and  that  provided  by  manholes  which  are  shown 
at  all  terminals  and  deflections  in  the  sewer  and  are  nowhere  more  th*n 
400  feet  apart.  The  castiron  pipe  under  the  two  creek  crossings  and  the 
vitrified  pipe  bends  in  drop  manholes  are  shown  bedded  in  concrete. 

Location  of  Disposal  Plant 

The  site  for  the  disposal  works  is  chosen  in  what  appears  from  the  United 
States  topographic  map  to  be  relatively  flat  bottom  land  below  the  hamlet 
and  between  Stony  Clove  stream  and  the  adjoining  highway  and  the  railroad, 
which  seem  to  parallel  the  former  at  a  distance  of  about  500  feet  from  it 
The  railroad  and  contours  of  the  disposal  field  are  not  shown  on  the  plans 
submitted.  These  plans,  however,  show  the  treatment  tank  to  be  located 
about  110  feet  from  a  church.  The  subsurface  tile  field  is  to  be  within  75 
feet  of  a  house  located  where  a  branch  road  from  the  direction  of  the  rail- 
road enters  the  main  road,  so  that  it  is  important  that  the  plant  shall  be 
so  constructed,  maintained,  and  operated  as  to  prevent  the  creation  of  objec- 
tionable odors,  and  unusual  attention  and  provisions  to  facilitate  examina- 
tion and  cleaning  are  desirable.  That  portion  of  the  disposal  field  which 
is  to  be  at  once  underfed  by  subsurface  irrigation  pipes,  is  to  be  15  feet  from 
the  main  highway  and  about  30  feet  from  the  bank  of  a  stream.  That  dis- 
tance is  less  than  such  rules  as  rule  10  of  the  regulations  for  the  protection 
of  the  city's  water  supply  might  be  interpreted  to  allow;  but  as  the  dis- 
tance to  the  usual  flow  line  of  the  stream  is  about  100  feet  it  seems 
permissible. 
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Inapeotion  of  Disposal  Location 

The  main  highway  runs  along  the  north  side  of  this  flat  on  a  bank  about 
10  feet  or  15  feet  above  the  adjoining  creek,  while  on  the  other  side  of  the 
disposal  site  the  ground  rises  on  a  slope  of  about  15  per  cent  to  the  railroad, 
irith  however  a  small  ditch  between  which  diverts  most  of  the  hill  water 
from  the  flat.  The  church  is  at  the  easterly  and  most  used  end  of  the  flat, 
-while  on  the  westerly  end  is  the  house  previously  mentioned  as  the  only  one 
not  provided  for  by  gravity.  On  the  side  road  near  this  house  are  one  or 
two  more  houses,  and  several  others  are  on  the  main  road  below  the  disposal 
site.  The  only  water  supply  for  these  houses  is  from  outside  community 
hydrants,  and  separate  disposal  plants  may  be  provided  when  necessary. 

Field  Inspection  of  Disposal  Site 

The  field  examination  of  the  disposal  site  showed  it  to  be  located  on  a  flat 
or  area  of  bottom  land  about  500  feet  long  by  200  feet  wide,  which  is  in 
frequent  use  as  a  ball  field  by  the  people  of  the  hamlet.  The  probable  use 
of  the  tank  covers  and  surrounding  ground  for  a  standing  place  for  smokers 
and  others  watching  ball  games  makes  the  installation  of  proper  ventilation 
for  the  settling  tank,  and  a  fence  around  the  covers  or  their  further  strength- 
ening, essential.  It  is  stated  in  the  report  that  test  pits  indicated  a  gravelly 
formation,  but  no  water  levels  or  grain  sizes  were  given  and  no  samples  of 
soil  furnished.  Test  pits  on  the  location  of  the  lower  unit  of  subsurface  tile 
showed  14  inches  of  loam  followed  by  gravel  and  boulders  growing  more 
sandy  as  the  depth  increased  to  about  4  feet.  Previous  tests  in  April  were 
reported  as  showing  water  at  a  depth  of  about  5  feet  below  the  surface  in 
a  pit  near  the  west  end  of  the  field. 

Disposal  Tank  Details 

The  treatment  tank  is  to  be  of  the  two-story  type.  It  is  to  be  built  of  con- 
crete and  will  consist  of  an  outer  tank  7  feet  long  by  8  feet  wide  with 
vertical  walls  18  inches  thick  extending  9  feet  below  water  line,  at  which 
depth  they  terminate  in  a  hopper  bottom  2  feet  deep  and  from  10%  inches 
to  12  inches  thidc.  In  the  upper  portion  of  the  tank  is  to  be  placed  an  inner 
compartment  or  sedimentation  trough  S  feet  8  inches  wide  at  the  top,  which 
extends  the  length  of  the  tank.  The  walls  of  the  trough  are  of  4-inch  rein- 
forced concrete  extending  vertically  1  foot  6  inches  (below  water  line,  after 
which  they  converge  to  a  4-inch  bottom*  slot  at  a  farther  depth  of  about 
2  feet  8  inches.  It  is  customary  and  a  satisfactory  practice  for  this  alot 
to  be  made  6  inches  wide,  and  it  is  recommended  that  this  change  in  width 
be  made,  as  trouble,  such  as  the  bridging  of  gelatinous  matter  and  large 
solids,  has  been  frequently  experienced  with  smaller  openings. 

Tank  Capacity 

The  settling  trough  has  a  capacity  of  623  gallons,  or  0.55  cubic  feet  per 
capita  for  150  persons;  or  if  a  rate  of  40  gallons  per  capita  per  day  be  con- 
sidered, a  detention  period  of  2%  hours  at  this  average  rate  of  flow.  The 
available  slnd^e  capacity  of  the  main  tank  taken  under  a  plane  1  foot  below 
the  slot  is  252  cubic  feet,  or  1,890  gallons,  giving  an  apparently  satisfactory 
storage  capacity  of  1.7  cubic  feet  or  12.0  gallons  per  capita.  It  is  umial 
to  assume  water  consumption  at  100  gitllons  per  capita,  instead  of  40  gallons 
used  by  the  engineer  for  the  city  department.  Small  hamlets  are  occasionally 
found  where  a  water  consumption  as  low  as  40  or  50  obtains,  but  as  this 
generally  rapidly  increases  after  facilities  for  getting  rid  of  sewage  are 
furnished,  a  larger  assumption  than  40  gallons  is  usual.  However,  on 
account  of  the  responsible  care  and  feasibility  of  duplicating  this  taidc  if 
necessary,  its  present  dimensions  appear  satisfactory. 

Facilities  for  Inspection  and  Cleaning 

On  the  same  sheet  which  covers  the  disposal  works  and  details  drawn  on 
a  scflle  I/IO  that  marked  thereon,  the  treatment  tank  is  shown,  covered  by 
5  concrete  slabs  reinforced  by  twisted  bars  ^^-inch  square  on  6-inch  centers, 
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shown  longitudinally  placed  about  1  inch  from  both  the  top  and  bottom  and 
shown  transversely  close  to  the  center.     These  slabs  are  each  about  8  feet 
long  by  2  feet  2  inches  wide  and  6  inches  thick,  and  are  each  furnished  with 
2  steel  handles.    As  these  slabs  were  stated  to  be  provided  in  expectation  o! 
their  use  for  standing  upon  by  an  assemblage  of  people,  for  which  purpose, 
particularly  considering   possible  injury  in  handling,  the  factor   of   safet) 
used  seems  none  too  gpreat;   and  as  slabs  of  the  width  shown  would  each 
weigh  1,200  to  1,500  pounds,  it  is  suggested  that  means  for  easily  and  care- 
fully handling  them  be  furnished  and  maintained  closely  at  hand,  and  Uiat 
they  be  carefully  made  and  kept  in  condition  to  sustain  exposure,  handling, 
and  the  load  of  crowds  of  persons  in  motion;  or  that  means  be  providd 
in  some  part  for  each  tank  or  manhole  to  simplify  examination,  adiustment, 
and  maintenance,  and  that  this  object  be  held  in  view  in  the  design  of  the 
gate  and  cover,  not  shown,  for  the  tile  field  control  gate  chamber  or  dSs- 
tribution  manhole,  which  is  specified  aa  to  be  furnished  by  the  city. 

FlouD  Th/rougji,  Settling  Ta/nk 

The  outfall  sewer  is  shown  to  enter  the  settling  trough  with  its  invert 
grade  level  with  the  top  of  the  sewage  in  the  trough.  The  outlet  from  the 
settling  trough  into  the  dosing  chamber  is  protected  with  a  vertical  screen 
extending  18  inches  below  the  surface  about  a  foot  from  the  wall,  but  the 
outfall  sewer  ends  flush  with  the  end  wall  of  the  tank  and  is  neither  turned 
down  into  an  iron  T  nor  submerged  discharge,  nor  provided  with  a  scum 
board  or  baffle  slightly  offset  from  the  end  to  prevent  any  sewage  discharge 
on  top  of  the  scum  and  to  give  it  a  wide  distribution.  It  is  therefore  recom- 
mended that  the  latter  of  these  provisions  be  made,  to  ensure  better  circula- 
tion of  the  sewage. 

Dosing  Chamber 

The  dosing  chamber,  which  the  sewage  enters  over  a  24-inch  weir,  is  7  feet 
wide  by  11  feet  long  in  plan  and  has  a  hydraulic  depth  of  2  feet  II  indhea 
It  is  of  concrete,  with  12-inch  walls  and  a  level  8-inch  bottom.  The  end  wall 
thickness  below  the  water  line  is  reduced  to  8  inches  for  a  width  of  2  feet. 
Above  this  reduced  panel  is  shown  a  rectangular  opening  about  14  inches 
hi<rh  which  will  provide  a  means  for  the  effluent  automatically  to  reach  the 
subsurface  irrigation  field  in  case  the  6^inch  siphon,  with  which  the  diamher 
is  shown  equipped,  fails  to  work. 

Dosing  Capacity 

The  siphon  bell  is  placed  about  4  inches  above  the  floor  at  one  end, 
and  its  air  inlet  pipe  about  6  inches  above  the  floor.  The  hydraulic  content 
of  the  dosing  chamber  above  this  inlet  is  about  187  cubic  feet  or  1,400  ffallons. 
which  seems  satisfactory  in  view  ofl  the  capacity  of  each  of  the  3  units  of 
1.000  feet  each  of  0-inch  open  joint  tile  into  which  the  subsurface  svsteni  is 
divided.  These  tile  units,  when  clean,  have  &  liquid  capacity  of  over  1,470 
gallons.  It  is  snegested.  however,  that  the  bottom  of  the  dosinir  chamber 
be  sloped  to  facilitate  cleaning,  as  otherwise  an  average  excess  of  over  six 
inches  of  more  or  less  odt>rou8  sludlcre  will  coSlect  and  remain  in  the  bottom. 
It  is  further  suggested  that  the  siphon  he  placed  in  a  sump  about  5  or  6 
inches  in  depth  so  as  to  drain  more  completely  the  chamber. 

Automatic  Siphon 
The  0-inch  sewage  effluent  siphon  shown  is  shown  by  the  manufacturer's 
catalogue  to  have  an  average  dischanre  rate  of  1.06  second  foot  throng  its 
operation  when  emptying  a  40-gallon  flush  tank  with  an  incipient  head  of  3 
feet  8  inches.  The  maximum  hvdranlic  gradient  shovm  from  the  eW'^ent 
surface  to  the  pipe  invert  is  3  feet  6  inches,  which  appears  to  give  an  incipient 
discharge  rate  of  about  3  second  feet,  or  a  disrharsre  rate  of  nearly  2  sepond 
feet  when  the  8-inch  outlet  pipe  to  the  distribution  lines  is  flowing  full  to 
its  maximum  capacity.  Since  the  capacity  of  the  8-inrh  effluent  pine  on 
its  %  per  cent  grade  shown  is  about  4/5  of  a  second  foot,  the  discham  of 
the  siphon  will   be  somewhat  retarded^  but  as  care  i&  taken  to  maintain 
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sufficient  n^t  head  to  operate  the  siphon  this  retardation  of  discharge  and 
operation  of  the  effluent  pipe  under  a  slight  pressure  appears  permissible. 

Effluent  OutfaU 

The  outlet  manhole  into  which  the  effluent  siphon  discharges  is  2  feet  by 
3  feet  in  plan  and  is  of  concrete,  with  9-inch  walls  attached  to  the  end  oi 
the  dosinff  chamber  and  drained  by  the  8-inch  effluent  pipe  previously  men- 
tioned. This  effluent  ^ipe  is  shown  to  have  its  invert  at  elevation  939  at 
this  manhole,  which  with  its  scaled  length  of  175  feet  and  grade  of  %  per 
cent  would  give  its  invert  an  elevation  of  938.12  at  the  gate  chamber  or 
control  manhole.  The  upper  portion  of  the  subsurface  tile  lines,  therefore, 
appears  to  have  an  invert  elevation  slightly  lower  than  938,  while  the  adjacent 
stream  bed  is  indicated  to  have  an  elevation  of  about  925,  further  indicating 
that  care  must  be  taken  to  prevent  seepage  through  the  bank  of  the  stream 
and  uneven  distribution  by  too  great  a  rush  to  the  ends  of  the  subsurface 
tile.  It  is  therefore  suggested  that  their  slopes,  which  are  not  specified, 
be  made  not  greater  than  5  or  6  inches  in  100  feet. 

Bubsurface  Irrigation 

The  information  regarding  the  subsoil  irrigation  field  is  far  from  beinj;  as 
full  as  might  be  desired,  there  being  no  spacing  of  lines  and  distributing 
tile  shown,  nor  are  sections  of  distributors  nor  details  of  gatea  and  branch 
Unes  shown.  The  whole  system  is  shown  in  plan  only,  and  on  a  space  less 
than  3  inches  square  without  any  indication  of  the  slopes  of  the  field  or  the 
slopes  on  which  the  6-inch  subsurface  tile  an3  8-inch  feeders  are  to  be  laid, 
unless  the  slopes  stated  by  the  report  as  adopted  for  these  sizes  of  pipe  be 
taken  which  slopes  would  be  about  twice  too  much  if  applied  to  subsurface 
irrigation  piping.  It  is  therefore  recommended  that  such  essential  details 
be  shown.  It  cannot  be  assured  in  advance  that  in  soil  containing  the  per- 
centage of  loam  present  in  that  of  the  disposal  field,  20  feet  of  tile  per 
capita  will  suffice  even  if  the  exceptionally  small  use  of  water  continues. 
For  this  reason  it  is  suggested  that  advantage  be  taken  at  this  time,  when 
a  contractor  is  to  be  present  with  labor  equipment,  to  lay  advantageously 
additional  tile,  even  though  it  be  found  later  that  they  are  not  needed  at 
once,  but  may  be  held  in  renerve  for  subsequent  use  when  the  population 
sewered  is  increased  or  the  soil  around  the  present  tile  become  saturated  and 
clogged. 

Sliidge  Piping 

No  wash  water  supply  is  shown,  and  the  sludge  pipe  of  the  settling  tank  is 
shown  only  in  profile.  It  is  of  6-inch  B.  &  S.  C.  I.,  which  size,  instead  of 
the  usual  size  of  S-inches  or  larger,  seems  permissible  on  account  of  the 
small  size  of  the  unit  and  the  care  and  attention  likely  to  obtain.  The  sludge 
pipe  is  without  support  for  its  lower  section  other  than  such  temporary 
strength  as  the  builder  may  give  through  the  calking  of  the  bell  of  its  lower 
joint,  and  at  the  joints  of  the  Y  branch  to  which  the  lower  loint  hanirs.  The 
sludge  is  shown  as  let  into  the  sludge  manhole  at  the  bottom  of  the  latter 
by  a  shear  gate  in  the  sludge  pipe.  Such  a  gate  as  ordinarilv  installed  and 
operated  would  not  suffice  to  retard  the  infiltration  of  sewage  from  the  tank, 
and  the  creation  of  a  nuisance  at  this  point  might  result.  It  is  liherefore 
recommended  that  the  sludge  pipe  be  firmlv  supported,  and  that  a  gate  valve 
be  used  at  its  outlet,  and  that  consideration  be  given  to  making  some  con- 
venient provision  for  a  connection  from  a  hydrant. 

Sludge  Disposal 

The  sludfpe  manhole  is  constructed  of  concrete,  with  9-inch  walls  and  6-inch 
bottom,  and  has  a  monolithic  inset  reinforced  slab  cover  weighing  nearly  a 
ton.  The  maximum  hvdraulic  capacity  of  the  sludee  manhole  is  60  cubic 
feet,  but  under  nomrml  operation  —  as  it  will  continually  decrease,  lowerinsf 
the  level  of  the  main  tank  about  0.95  feet,  even  in  its  first  filling — its 
useful  m«iximum  capacity  appears  to  be  about  4-8%  cubic  feet,  or  less  than 
%  of  the  sludge  capacity  of  the  main  tank.     No  outlet  is  shown  from  the 
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sludge  masliole^  or  is  any  apparatus  for  or  method  of  removal,  treatmBDt 
or  disposal  of  sludge  described.  It  appears  from  the  elevation  that  several 
hundred  feet  of  pipe  would  be  required  to  convey  the  sludge  to  a  sludge  filter. 
It  seems  essential  to  an  understanding  of  the  project  to  have  some  state- 
ment or  plan  covering  the  removal,  conveyance,  and  disposal  of  the  sludge 
before  finally  considering  the  plans. 

Eeoommendationa 

It  is  therefore  recommended  that  the  plans  be  returned  for  amplification 
and  modifications  along  the  lines  suggested,  including  the  following: 

1.  That  the  reason  for  not  locating  the  sewers  on  roads,  and  that 
the  methods  of  operation  and  sludge  disposal  be  fully  stated. 

2.  Iliat  the  spacing  of  the  tile  subsurfa^ce  pipes,  details  of  the  con- 
nections of  the  branches  to  the  main  distributors  and  manner  of  cover- 
ing their  joints  as  well  as  their  slopes  be  shown,  so  that  these  important 
features  of  the  design  may  be  understood. 

3.  That  to  lessen  the  danger  of  clogging  the  slot  in  the  bottom  of 
the  sedimentation  trough  be  made  6  inches  in  width;  and  further,  that 
either  a  baffle  be  placed  near  the  inlet  to  the  settling  trough  or  other 
means  provided  for  securing  better  distribution  of  flow. 

4.  That  a  strong  bracket  of  wroug'htiron  heavily  coated'  with  tar,  or 
other  satisfactory  method  of  supporting  the  bottom  of  the  sludge  pipe, 
be  shown;  and  that  a  gate  valve  be  placed  at  its  discharge  end  to  lessen 
any  danger  of  seepage  of  sewage  into  the  sludge  manhole. 

Respectfully  submitted 

THEODORE   HORTON 
Albawy,  N.  Y.,  August  13,  1920  Chief  Engineer 

The  revised  plans  were  submitted  for  approval  on  September  3,  1920.  An 
examination  of  the  plans  showed  that  they  were  revised  in  general  accordance 
with  the  recommendations  of  the  above  report.  The  plans  were  approved  on 
September  22,  1920.  The  permit  issued  in  connection  with  the  approval  of 
the  plans  follows: 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  70  of  chapter  49  o£  the  Laws  of  1909,  the  "Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Ck>n  soli  dated  Laws,  permission  is  hereby  given  to  the 
Department  of  Water  Supply,  Gas  and  Electricity  of  the  city  of  New  York 
to  discharge  effluent  from  the  proposed  sewage  disposal  plant  to  be  conetracted 
by  said  Department  at  Chichester,  into  the  ground  waters  tributary  to  the 
Stony  Clove  branch  of  Esopiw  creek,  within  the  town  of  Shandaken,  Ulster 
county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the  petition,  under 
the  following  conditions: 

1.  That  the  sewer  system  and  the  sewage  disposal  works  shown  by  the 
plans  approved  this  day  shall  be  fully  constructed  in  complete  conformity 
with  such  plans  or  approved  amendments  thereof  except  that  the  slopes 
of  subsurface  laterals  shall  not  exceed  one-half  of  1  per  cent. 

2.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewer  system  and  sewage  disposal  works. 

3.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall  be 
discharged  into  the  Stony  Clove  branch  of  Esopiis  creek  or  any  other 
watercourse  or  body  of  surface  water,  or  be  deposited  on  the  ground 
where  it  may  be  washed  by  rain  or  melting  snow  into  any  watercourse  or 
body  of  surface  water. 

4.  That  when  necessary  the  sludge  shall  be  removed  from  the  proposed 
tank  and  disposed  of  by  burying  in  such  a  manner  as  not  to  create  a 
nuisance. 
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5.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
proposed  sewage  disposal  plant  shall  be  enlarged  or  extended  or  that 
some  other  satisfactory  method  of  disposal  of  the  sewage  from  this  com- 
munity be  provided  under  and  in  accordance  with  plans  which  must  first 
be  submitted  to  and  receive  the  approval  of  this  Department. 

M.  NICOLL,  Jb. 
September  22,  1920  Acting  State  Oommieaianer  of  Health 


STONY  POINT  (Town)   (Tompkins  Cove  High  School) 

Plans  were  approved  on  August  18,  1920,  for  a  proposed  sewage  disposal 
plant  for  the  Tompkins  Cove  High  School,  in  the  town  of  Stony  Point,  Kock- 
land  county.  The  permit  issued  in  connection  with  the  approval  of  the  plans 
follows : 


Pebmit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  *'  Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  46  of  the  Consolidated  Laws,  permission  is  hereby  given  to  Board  of 
Education  of  School  District  No.  5,  town  of  Stony  Point  to  discharge  the 
effluent  from  the  proposed  sewage  disposal  plant  to  serve  the  Tompkins  Cove 
High  School  in  said  school  district  into  the  ground  waters  tributary  to  the 
Hudson  river,  within  the  town  of  Stony  Point,  Rockland  county,  N.  Y.,  in 
accordance  with  the  plans  accompanying  the  petition,  under  the  following 
conditions: 

1.  That  the  seepage  trench  be  terminated  at  no  less  distance  than  6 
feet  from  the  adjommg  property. 

2.  That  the  treatment  tank  and  trench  be  so  placed  as  not  to  con- 
taminate any  well  or  source  of  water  supply. 

3.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewage  disposal  works. 

4.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  the  blind  ditch  or  into  any  watercourse,  or  deposited 
on  the  ground  where  it  may  be  washed  hj  rain  or  melting  snow  into 
any  watercourse. 

5.  That  whenever  required  by  the  State  Commissioner  of  Health,  satis- 
factory detailed  plans  for  extension  to  the  disposal  plant  or  additional 
works  for  more  complete  treatment  of  the  sewage  of  the  disposal  plant 
of  the  school  shall  be  submitted  for  approval;  and  upon  the  approval  of 
said  plans  any  or  all  portions  of  such  additional  or  supplementary  works 
for  more  complete  treatment  of  sewage  shall  be  constructed  and  put  in 
operation  at  such  time  or  times  thereafter  as  said  Commissioner  may 
designate. 

M.  KICOLL,  Jr. 
Auguet  18,  1920  Deputy  State  Comtniseianer  of  Health 


SYRACUSE 


Plans  were  approved  on  September  2,  1920,  for  the  extension  from  Spencer 
street  to  Hiawatha  street  of  the  existing  main  intercepting  sewer  of  the 
city  of  Syracuse.  The  report  upon  the  examination  of  the  plans,  together 
with  the  permit  issued  in  connection  with  the  approval  of  the  plans,  follow: 

Hebmann  M.  Bigos,  M.D.,  State  Commiaeioner  of  Health : 

•I  beg  to  submit  the  following  report  on  our  examination  of  plans  for  the 
extension  from  Spencer  street  to  Hiawatha  street  of  the  exisCng  main  inter- 
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cepting  sewer  of  the  city  of  Syracuse,  Onondaga  county,  submitted  to  this 
Department  for  approval  by  the  Syracuse  Intercepting  Sewer  Board  on 
August  27,  1920. 

Qeneral 

Syracufle  is  located  in  the  central  part  of  Onondaga  county  at  the  south- 
easterly end  of  Onondaga  lake.  All  but  a  relatively  amfull  area  of  about 
600  acres  in  the  southeastern  section  of  the  city  drains  into  Onondaga  lake 
through  Onondaga  creek,  Harbor  brook,  and  Ley  creek.  Most  of  the  city, 
however,  drains  into  Ononda^  creek  which  flows  in  a  northerly  direction 
through  the  central  part  of  the  city.  The  old  Erie  caaal  extends  through 
the  city  from  west  to  east,  and  one  of  the  terminals  or  harbors  of  the  State 
Barge  canal  is  situated  on  Onondaga  creek  in  the  north  central  part  of  the 
city. 

The  city  of  Syracuse  has  an  area  of  about  11.500  acres  and  a  population 
of  about  172,000,  giving  an  average  density  of  population  from  the  entire 
area  of  approximately  15  persons  per  acre.  The  actual  density  of  population, 
however,  varies  from  2  to  70  persons  per  acre.  The  population  tributary  to 
the  public  sewer  system  and  intercepting  sewers  is  estimated  at  158,000.  The 
remainder  of  the  population  is  not  reached  by  the  existing  sewers  and  is  pro- 
vided with  privies  and  cesspools. 

The  water  supply  of  the  city  is  derived  from  Skaneateles  lake  and  is 
delivered  to  the  city  by  gravity.  The  water  is  sterilized  with  liquid  chlorine 
at  certain  seasons  of  the  year.  The  present  water  consumption  is  approxi- 
mately 26,000,000  gallons  per  day,  and  it  is  estimated  that  about  160,000 
persons  are  supplied  with  the.  public  water  supply. 

According  to  data  submitted  by  the  Intercepting  Sewer  Board,  the  present 
average  dry  weather  flow  of  sewage  tributary  to  the  intercepting  sewers  is 
22.62  million  gallons  per  day,  equal  to  a  per  capita  rate  of  sewage  contribu 
tion  of  143  gallons  per  day.  The  present  average  flow  'of  sewage,  which 
includes  storm  water,  is  estimated  at  30.37  million  gallons  per  day,  equal  to 
a  daily  per  capita  rate  of  sewage  contribution  of  101  gallons.  The  population 
that  will  be  tributary  to  the  intercepting  sewers  of  the  city  in  1940  is  esti- 
mated at  220,000  gallons,  and  the  average  dry  weather  flow  of  sewage  in  1940 
is  estimated  at  27.52  million  gallons  per  day,  equal  to  a  per  capita  rate  of 
sewage  flow  of  125  gallons  per  day.  The  average  rate  of  sewage  flow  in  1940 
is  estimated  at  35.27  million  gallons  per  day,  equal  to  a  rate  of  sewage 
flow  of  160  gallons  per  capita  per  day. 

With  the  exception  of  a  small  section  in  the  northeastern  part  of  tiie 
city  having  an  area  of  about  600  acres,  practically  the  entire  city  is  sewered 
on  the  combined  plan.  Most  of  the  sewers  of  the  city  have  been  constructed 
in  general  accordance  with  plans  prepared  by  Samuel  M.  Gray  of  Providence, 
in  1895.  The  socalled  Gray  plane  were  adopted  as  the  official  map  of  the  city 
of  Syracuse  under  chapter  542  of  the  Laws  of  1907.  Certain  modifications 
have  been  made  in  these  plans  by  the  Intercepting  Sewer  Board  established 
by  chapter  356  of  the  Laws  of  1907.  In  this  connection  it  may  be  noted  that 
except  for  plans  for  sanitary  sewers  in  the  socalled  Huntley  tract,  and  for 
certain  sanitary  sewers  in  the  17th  ward  of  the  city,  approved  by  this  Depart^ 
ment  in  1915,  plans  for  none  of  the  sewers  constructed  in  the  city  have  be»i 
submitted  to  and  received  the  approval  of  this  Department  before  their 
construction. 

The  socalled  Gray  plans  provided  for  the  construction  of  combined  sewers 
in  all  but  the  socalled  Huntley  tract  in  the  northeastern  section  of  the  dty 
tributary  to  Ley  creek,  and  for  the  ultimate  interception  and  concentration 
of  the  sewage  tributary  to  these  sewers  at  Hiawatha  street.  That  objection- 
able conditions  would  be  created  by  the  discharge  of  sewage  from  these 
sewers  into  Onondaga  creek  and  Harbor  brook,  and  ultimately  into  Onon- 
daga lake,  and  the  need  for  the  interception  and  the  treatment  of  the  sewage 
of  the  city,  were  recognized  by  Mr.  Gray.  In  fact,  he  pointed  out  that  even 
in  1894  the  dilution  aftorded  by  Onondaga  creek  and  Harbor  bro<^  was  inade- 
quate to  prevent  the  creation  of  a  nuisance  in  these  streams,  and  accord- 
ingly designed  plans  for  the  interception  of  the  sewage  tributary  to  these 
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sireanw  and  for  the  discharge  of  the  sewage  ioteroepted  into  Onondaga  creek 
to  Hiawatha  street,  near  the  lake. 

The  lateral  sewers  of  the  city  which  have  heen  constructed  in  general 
accordance  with  the  Gray  plans,  were  designed  to  care  for  all  of  the  sanitary 
or  domestic  sewage  of  the  dty  tributary  to  Onondaga  lake,  and  for  raiiufalls 
of  from  %  to  %  inches  per  hour.  They  were  planned  to  discharge  into  Onon- 
daga creek  and  Harbor  brook  at  the  foot  of  nearly  every  street  leading  to 
these  streams.  The  plans  prepared  by  Mr.  Gray  for  intercepting  sewers  along 
Onondaga  creek  and  Harbor  brook  have  been  modified  somewhat  by  the 
Intercepting  Sewer  Board.  These  sewers  as  finally  constructed  were  planned 
to  care  for  a  maximum  ilow  of  sewage  from  an  ultimate  future  population  of 
about  400,000,  which  it  is  expected  will  be  reached  in  about  70  years,  and  in 
addition  an  amount  of  storm  water  equivalent  to  this  flow  of  sewage  being 
estimated  at  187.5  gallons  per  day.  In  estimating  the  dry  weather  flow  it 
was  assumed  that  the  ultimate  average  flow  of  domestic  sewage  will  be  126 
gallons  per  day,  and  that  the  maximum  rate  of  flow  will  be  50  per  cent  greater 
than  the  average  flow.  The  intercepting  sewers  have  therefore  a  combined 
capacity  of  approximately  150,000,000  gallons  per  day,  equal  to  about  six 
times  the  present  dry  weather  flow  of  sewage. 

The  sewage  collected  by  the  sewers  of  the  city  formerly  discharged  into 
Onondaga  creek  and  Harbor  brook  through  numerous  outlete.  in  order  to 
relieve  the  insanitary  conditions  created  by  the  discharge  of  sewage  into  these 
streams,  the  Syracuse  Intercepting  Sewer  Board  improved  and  in  certain 
sections  lowered  the  channel  of  Onondlaga  creek  and  constructed  the  presoii 
intercepting  system  of  sewers.  These  sewers  now  discharge  into  Onondaga 
creek  near  Spencer  street  and  near  Hiawatha  street.  These  intercepting 
sewers  provide  for  the  interception  of  all  of  the  dry  weather  flow  from  the 
lateral  sewers  and  for  the  storm  water  up  to  the  capacity  of  the  intercepting 
sewers.  The  excess  flow  of  sewage  is  discharged  through  regulated  overflows 
at  the  points  where  the  lateral  sewers  are  mtercepted  by  the  intercepting 
sewers. 

Thus  it  will  be  seen  that  the  intercepting  sewers  are  expected  to  care  for 
an  amoimt  of  storm  water  equal  to  about  five  times  the  present  dry  weather 
flow,  but  that  ultimately,  when  the  population  reaches  400,000,  they  will  care 
for  only  twice  the  maximum  dry  weather  flow  of  sewage.  Although  it  is  not 
stated  how  frequently  the  lateral  sewei's  will  overflow  into  Onondnga  creek 
and  Harbor  brook  as  a  result  of  the  limited  capacity  of  the  intercepting 
sewers,  it  is  obvious,  with  a  combined  capacity  of  the  two  intercepting  sewers 
of  only  1(50,000,000  gallons  per  day,  which  is  equivalent  to  about  .025  inch 
of  rainfall  per  hour  over  the  area  served  by  these  sewers,  that  overflowing  of 
combined  sewage  will  occur  frequently  at  the  present  time,  and  increasingly 
more  so  in  the  future  as  the  ultimate  population  is  reached. 

The  main  intercepting  sewer  varies  in  size  from  24-  to  90-inohes  in  diameter, 
and  at  present  discharges  into  Onondaga  creek  near  Spencer  street  above  the 
Barge  canal  harbor.  The  socalled  Harbor  brook  intercepting  sewer  varies 
in  size  from  18  to  54-inche8  in  ddameter,  and  discharges  into  Onondaga  creek 
at  Hiawutha  street  below  the  Bai^e  canal  harbor.  The  discharge  of  sewage 
and  the  deposits  of  sludge  into  Barge  canal  harbor  has  created  a  serious 
nuisance.  In  order  to  remedy  this  condition,  the  city  is  now  planning  to 
extend  the  intercepting  sewer  to  the  point  below  the  harbor  and  flnally  to 
treat  this  sewage  collected  by  the  intercepting  sewers  in  a  sewage  disposal 
plant  to  be  located  north  of  Hiawatha  street,  and  to  discharge  the  effluent 
into  Onondaga  lake  through  multiple  outlets  about  l.,300  feet  from  the 
shore. 

Plans  now  submitted  provide  for  the  extension  of  the  existing  main  inter- 
cepting sewer  from  its  point  of  discharge  into  Onondaga  creA  at  Spencer 
street  to  the  proposed  disposal  plant  at  Hiawatha  street,  about  5,000  feet  from 
Spencer  street,  and  for  the  interception  of  the  existing  Harbor  brook  existing 
sewer  at  Hiawatha  street.  General  tentative  plans  for  the  disposal  of  the 
sewage  have  also  been  submitted,  but  these  plans  have  not  been  worked  out  in 
detail,  and  since  it  is  the  desire  that  earliest  possible  action  be  taken  by  the 
Department  upon  the  intercepting  sewer  extension  from  Spencer  street  to  the 
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disposal  plant  in  order  that  the  construction  thereof  may  be  undertaken  at 
once,  the  question  of  approval  of  the  sewage  disposal  plans  will  not  be  con- 
sidered at  this  time. 

The  problem  of  the  interception  and  disposal  of  the  sewage  of  the  city  has 
been  subject  to  detailed  studies  and  experiment  by  Mr.  Glenn  B.  Holmes,  chief 
engineer  for  the  Intercepting  Sewer  Board  for  the  past  12  years,  and  early 
this  year  Metcalf  &  Eddy,  consulting  engineers  of  Boston,  were  engaged  to 
pass  upon  the  plans  and  report  prepared  by  MV.  Holmes.  After  a  detailed 
study  of  the  entire  problem  by  these  engineers  covering  a  period  of  some  4 
months,  a  report  setting  forth  the  findings  and  results  of  these  studies  was 
transmitted  to  the  city.  This  report,  a  copy  of  which  has  been  transmitted 
to  this  Department,  endorses  in  general  the  conclusions  and  recommendations 
and  report  of  Mr.  Holmes. 

As  noted  above,  the  detailed  plans  now  under  consideration  provide  for 
the  extension  of  the  existing  main  intercepting  sewer  from  the  temporary 
outlet  chajuber  near  Spencer  street  to  the  proposed  disposal  plant  site  north 
of  Hiawatha  street,  a  distance  of  4,863  feet,  and  for  the  interception  of  the 
Harbor  brook  interceptor  at  Hiawatha  street.  The  proposed  extension  to  the 
main  interceptor  is  to  be  OO-inches  in  diameter,  and  is  to  be  laid  on  a  slope  of 
0.06  per  cent  from  the  present  temporary  outlet  to  Hiawatha  street.  This 
section  of  the  sewer  will  have  a  capacity  when  flowing  full  of  approximately 
130,000,000  gallons.  Below  Hiawatha  street,  the  point  of  interception  of 
the  Harbor  bro<^  interceptor,  the  main  intercepting  sewer  will  be  laid  oo 
a  slope  of  0.09  per  cent  and  will  have  a  capacity  of  about  155,000,000  gallons 
per  day,  which  is  a  little  greater  than  the  combined  capacities  of  the  two 
mterceptors  above  Hiawatha  street. 

The  main  intercepting  sewer  is  to  be  constructed  either  of  reinforced  con- 
crete or  of  segmental  blocks.  Manholes  are  to  Be  placed  at  each  point  of 
change  of  alignment  and  at  intermediate  points  not  more  than  500  feet  apart 
The  chanses  of  alignment  of  the  sewer,  however,  will  be  made  on  a  radius  of 
80  feet.  The  sewer  is  to  be  supported  on  piles  placed  3  feet  center  to  center 
longitudinally  and  about  3  feet  6  inches  center  to  center  transversely.  The 
pipe  is  to  be  laid  in  private  right  of  way  and  through  State  land  for  the 
greater  part  of  its  length.  Where  the  sewer  runs  through  low  areas  the  pipe 
is  to  be  back  filled  to  a  depth  of  not  less  than  2%  feet  according  to  scale 
dimensions. 

It  is  proposed  to  cross  Onondaga  creek  near  the  upper  end  of  the  proposed 
extension  by  means  of  a  double  tube  inverted  siphon  103  feet  long  between  the 
lower  and  upper  entrance  chambers.  The  siphon  is  to  consist  of  two  48-inch 
pipes  incased  in  concrete.  These  pipes  are  to  be  of  %-inch  lock-bar  steel  pipe, 
or  class  A  iron  pipe,  or  lock- joint  type  of  reinforced  concrete.  A  diflference  of 
elevation  of  1.02  feet  is  provided  between  the  invert  elevation  of  the  inter- 
cepting sewer  above  and  below  the  sipbon,  thereby  giving  a  hydraulic 
gradient  of  about  1  x>er  cent  so  that  one  of  the  4^inch  pipes  will  have  a  car- 
rying capaxiity  of  some  140  cubic  feet  per  second.  Under  ordinary  conditions 
(k  dry  weather  fiow,  only  one  otf  the  two  pipes  will  be  in  use.  An.  overflow  or 
relief  weir  with  its  crest  about  4  feet  above  the  invert  of  t^e  main  intercepting 
sewer  is  to  be  ii»talled  in  the  headhouse  or  upper  entrance  chamber  betiwea 
the  two  tubes  of  the  siphon,  and  a  similar  weir  is  to  be  placed  between  the  2 
pipes  in  the  lower  entrance  chamber,  so  that  ordinarily  aN  of  the  sewage  of 
the  main  interceptor  will  flow  through  one  pipe  until  the  scwrage  rises  about  4 
feet  above  the  invert  of  the  interceptor  when  the  excess  sewage  will  flow  over 
the  weir  into  the  second  tube  of  the  siphon.  Stop  planks  are  also  to  be  pro- 
vided at  the  upper  and  lower  ends  of  these  tubes  so  that  either  of  the  2  tubes 
may  be  closed  off  if  desirable. 

It  would  seem  therefore  that  this  extension  to  the  main  intercepting  sewer 
of  the  city  from  Spencer  street  to  the  proposed  disposal  plant,  so  far  as  iti 
capacity  is  concerned,  will  take  the  flow  of  the  intercepting  sewer  above 
Spencer  street  and  the  contribution  from  the  Harbor  brook  interceptor  at 
Hiawatha  street,  and  within  this  limitation  of  capacity  might  appropriately 
be  (approved.  It  should  be  clearly  borne  in  mind,  however,  tiiat  in  approving 
this  sewer  extension  that  this  Department  would  not  assume  any  responsibility 
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for  the  propriety  of  the  design  of  the  intercepting  sewers  above  theee  points, 
either  as  to  sices^  capacities,  or  grades,  or  as  to  any  allowance  or  provision 
for  storm  water  from  sewers  discharging  into  them.  Although  a  limited 
allowance  for  inclusion  of  storm  water  has  been  provided  in  these  intercepting 
sewers,  storm  overflows,  as  previously  pointed  out,  are  an  inherent  part  of 
these  systems;  and  if  in  the  future  any  objectionable  conditions  arise  in 
Onondaga  creek,  the  Barge  canal  hartx>r,  or  in  the  lake  itself,  from  these 
overflows,  the  responsibility  for  correcting  them  obviously  rests  entirely 
with  the  city. 

With  this  clear  understanding  of  the  responsibility  which  the  city  must 
assume  with  reference  to  the  intercepting  sewers  already  constructed  in  the 
city,  but  in  view  of  the  urgent  need  for  improving  conditions  with  respect 
to  sewage  now  discbarged  and  creating  a  nuisance  in  Onondaga  creek  and 
the  Barge  canal  harbor,  and  the  appropriate  capacity  of  the  sewer  esctension 
from  Spencer  street  to  the  proposed  disposal  works  which  will  convey  the 
sewage  (rf  the  Onondaga  and  Harbor  brook  interceptors  to  the  sewage  dds- 
posal  works,  general  plans  for  which  have  been  submitted  and  will  be  sub- 
sequently reported  upon,  I  beg  to  recommend  that  the  plans  for  the  intercept- 
ing sewer  extension  from  Spencer  street  to  the  proposed  disposal  works  now 
submitted  be  approved,  and  a  permit  be  granted  for  the  discharge  of  sewiCge 
therethrough  into  Onondaga  lake,  upon  the  following  conditions: 

1.  That  the  proposed  intercepting  sewer  extension  shall  be  constructed 
in  complete  conformity  with  the  plans  or  approved  amendments  thereof. 

2.  That  before  this  intercepting  sewer  extension  is  put  in  operation, 
or  any  sewage  discharged  therethrough,  sewage  disposal  works  and  out- 
fall sewers  shall  be  constructed  to  &eat  the  sewage  of  the  city,  plans 
for  which  shall  first  be  submitted  to  and  receive  the  approval  of  the 
State  Department  of  Health. 

3.  That  on  or  before  January  1,  1921,  satisfactory  detailed  plans  for 
sewage  disposal  works  and  outfall  sewers  shall  be  submitted  to  this 
Department  for  approval,  and  after  the  approval  thereof  said  works  and 
outfall  sewers  shall  be  constructed  and  put  in  operation  at  such  time  as 
the  State  Commissioner  of  Health  may  designate. 

4.  That  00  sewage  overflow  shall  be  constructed  by  the  city  of  Syra- 
cuse to  discharge  into  Onondaga  creek,  the  Barge  canal  harbor,  or  the 
Barge  canal  between  Plum  street  and  Onondaga  lake. 

5.  That  whenever  in  the  opinion  of  the  State  Commissioner  of  Health 
objectionable  conditions  occur  resulting  from  the  overflow  of  combined 
sewage,  relief  sewers  shall  be  constructed  to  remedy  the  same,  plans  for 
which  shall  flrst  be  submitted  to  and  receive  the  approval  of  the  State 
Commissioner  of  Health. 

Respectfully  submitted 

THEODORE  HORTON 
AlAANT,  N.  T.,  September  1,  1920  Chief  Engineer 


Pebhit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  77  of  chapter  49  of  the  Laws  of  1909,  the  ''Public 
Health  Law  "  as  amended  by  chapter  653  of  the  Laws  of  1911,  constituting 
chapter  46  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Syracuse  Intercepting  Sewer  Board  to  discharge  sewage  from  the  proposed 
main  intercepting  sewer  extension  into  the  waters  of  Onondaga  lake,  after 
such  sewage  shall  first  have  been  passed  through  and  treated  in  sewage 
disposal  works  to  be  constructed  by  the  city,  within  the  city  of  Syracuse, 
Onondaga  county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the 
petition,  under  the  following  conditions: 

1.  That  the  proposed  intercepting  sewer  extension  shown  by  the  plans 
approved  this  day  shall  be  fully  constructed  in  complete  conformity  with 
such  plans  or  approved  amendments  thereof. 
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2.  Thai  before  this  intercepting  sewer  extension  is  put  in  operation, 
or  any  sewage  discharged  t/herethrough,  sewage  disposal  work»  and 
outfall  sewers  shall  be  constructed  to  treat  the  sewage  of  the  dty,  plans 
for  whieh  shall  first  be  submitted  to  and  receive  the  approval  of  the 
State  Department  of  Health. 

3.  That  on  or  before  January  1,  1921,  satisfactory  detailed  plans  for 
sewage  disposal  works  and  outfall  sewers  shall  be  submitted  to  this 
Department  for  approval,  and  after  the  approval  thereof  said  worlu 
and  outfall  sewers  shall  be  constructed  and  put  in  operation  at  snch 
time  as  the  State  CJommissioner  of  Health  may  designate. 

4.  That  no  sewage  overflows  shall  be  constructed  by  the  city  of  Syra- 
cuse to  discharge  into  Onondaga  creek,  the  Barge  canal  harbor,  or  the 
Barge  canal  between  Plum  street  and  Onondaga  lake. 

5.  That  whenever  in  the  opinion  of  the  State  Commissioner  of  Health 
objectionable  eonditions  occur  resulting  from  the  overflow  of  comfaiBed 
sewage,  relief  sewers  shall  be  constructed  to  remedy  the  same,  plans 
for  which  shall  first  be  sulnnitted  to  and  receive  the  approval  of  the 
State  Ck)mmisBioner  of  Health. 

M.  NICOLE  Jb. 
September  2,  1920  Acting  State  Commisaioner  of  Health 


TONAWANDA  (Town)  (Dunlop  America,  Limited) 

Plans  were  approved  on  September  27,  1920,  for  the  disposal  of  sanitary 
sewage  and  trade  wastes  from  the  factory  of  the  Dunlop  America,  Limited, 
in  the  town  of  Tonawanda,  Erie  county.  The  sewage  from  a  population  of 
4,000  persons,  estimated  at  about  100,000  gallons  daily,  is  to  be  treated  in  t 
sewage  disposal  plant  consisting  of  settling  tanks  and  contact  beds.  The 
trade  wastes,  which  contain  no  acids,  caustics,  or  alkalies,  have  only  eertain 
impurities  such  as  dirt,  leaves,  splinters,  and  other  matter  whidi  are  to  be 
removed  by  settling  basins.  The  permits  issued  in  connection  with  the 
approval  of  the  plans  follow. 

Pbbmits 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  78  of  chapter  49  of  the  Laws  of  1909,  the  ''Public 
Health  Law,"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Dunlop  America,  Limited,  to  discharge  partially  treated  trade  wastes  from 
the  plant  of  said  organization  in  the  town  of  Tonawanda,  into  the  waters 
of  the  Erie  canal  opposite  their  property,  within  the  town  of  Tooflpwanda, 
Erie  county,  N.  Y.,  m  accordance  wltn  the  plans  accompanying  the  petitioB, 
under  the  following  conditions : : 

1.  That  when  necessary,  sludge  and  settled  deposits  shall  be  removed 
from  the  proposed  settlement  tanks  for  trade  wastes  in  such  a  manner 
as  to  cause  no  nuisance,  and  disposed  of  by  burying  in  some  remote 
place  or  in  some  other  satisfactory  manner  without  the  creation  of  a 
nuisance. 

2.  That  whenever  required  by  the  State  Commissioner  of  Health  the 
sewer  carrying  trade  wastes  shall  be  extendied)  to  the  Niagara  river 
under  plans  which  must  first  be  submitted  to  and  receive  the  approval 
of  this  Department. 

3.  That  whenever  required  by  the  State  Commisaioner  of  Health, 
satisfactory  detailed  plans  for  additional  works  for  more  complete 
treatment  of  tlie  industrial  wastes  shall  be  submitted  for  approval;  and 
upon  approval  of  said  plans  any  or  all  portions  of  such  additional  or 
supplementary  works   for  more   complete   treatment  of  the  industrial 
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wastes  shall  be  constxucted  and  put  in  operation  at  auch  time  or  times 
thereafter  as  said  Gommmissioner  may  designate. 

M.  NICOLL,  Jb. 
September  27,  ld20  Acting  State  ComnUssioner  of  Health 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909-,  the  "Public 
Mealth  Laws  "  as  amended  by  chapter  ^3  of  the  Laws  of  1911,  constituting 
cl&apter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
I>unlop  America,  Limited,  to  discharge  sewage  effluent  from  the  proposed 
sewage  disposal  plant  of  said  organization  in  the  town  of  Tonawanda,  into 
the  waters  ot  the  Erie  canal  o]>posite  their  propertv,  within  the  town  of 
Tonawanda,  Erie  county,  N.  Y.,  m  accordance  with  the  plans  accompanying 
the  petition,  under  the  following  conditions: 

1.  That  both  the  sewer  system  and  sewage  disposal  works  shown  by 
plans  approved  this  day  shall  be  fully  constructed  in  complete  conform- 
ity with  such  plans  or  approved  amendments  thereof. 

2.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sanitary  sewers. 

S.  That  when  necessary  sludge  shall  be  removed  from  the  proposed 
tanks  in  such  a  manner  as  to  cause  no  nuisance,  and  disposed  of  by 
burying  in  some  remote  place  or  in  some  other  satisfactory  manner 
without  the  creation  of  a  nuisance. 

4.  That  no  scum  or  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  the  Erie  canal,  Niagara  river,  or  into  any  water- 
course or  body  of  surface  water,  or  deposited  where  it  may  be  carried 
thereinto  by  rain  or  melting  snow. 

5.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
sewer  carrying  sewage  effluent  shall  be  extended'  to  the  Niagara  river 
under  plans  which  must  first  be  submitted  to  and  receive  the  approval  of 
this  Department. 

6.  That  whenever  required  by  the  State  Commissioner  of  Health, 
satisfactory  detailed  plans  for  additional  works  for  more  complete  treat- 
ment of  the  sewage  shall  be  submitted  for  approval;  and  upon  approval 
of  said  plans  any  or  all  portions  of  such  additional  or  supplementary 
worics  for  more  complete  treatment  of  sewage  shall  be  constructed  and 
put  in  operation  at  such  time  or  times  thereafter  as  said  Commissioner 
may  designate. 

M.  NIOOLLi  Jb. 
September  27,  1920  Acting  State  CommMnoner  of  Health 


TONAWANDA  (Town)  (DuPont  FibcrsUk  Company) 

Plans  were  approved  on  September  2,  1920,  for  the  disposal  of  sewage 
and  trade  wastes  from  the  factory  of  th^  I>uPont  Fibersilk  Company,  in  the 
town  of  Tonawanda,  Erie  county.  The  plans  provided  for  the  discharge  of 
trade  wastes  (about  750,000  gallons  daily)  through  a  54-inch  sewer  into 
the  Erie  canal  and  for  the  treatment  of  the  sanitary  sewage  from  a  popula- 
tion of  700  persons  by  sedimentation  only  before  its  discharge  into  the 
Niagara  river.  The  permits  issued  in  connection  with  the  approval  of  the 
plans  follow: 

Peemits 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  1^  section  76  of  diapter  49  of  the  Laws  of  1909,  the  *'  Public 
Health  Law,'*  as  amended  by  chapter  5&3  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws  permission  is  hereby  given  to  the  DuPont 
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Fibersilk  Company,  Inc.,  to  discharge  sewage  effluent  from  the  settling  tank 
to  serve  the  factory  of  said  company  in  the  town  of  Tonawanda,  into  the 
waters  of  Niagara  river  opposite  their  property,  within  the  town  of  Tona- 
wanda, Erie  county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the 
petition,  under  the  following  conditions: 

1.  That  on  the  sanitary  sewer  system  a  manhole  be  placed  near  the 
shore  end  of  the  flexible  joint  submerged  outfall  pipe. 

^  That  the  proposed  settling  tank  be  so  arrangisd  that  the  sewage 
will  enter  it  by  means  of  a  trough  behind  a  baffle  similar  to  the  arrange- 
ment shown  for  the  exit  of  the  effluent. 

3.  That  with  the  exception  of  the  above  conditions  Nos.  1  and  2,  the 
proposed  works  shown  by  the  plans  approved  this  day  shall  be  fully  con- 
structed in  complete  confcMrmity  with  such  plans  or  approved  amend- 
ments thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to 
the  proposed  sewers  for  the  collection  of  domestic  sewage  or  to  the 
proposed  plant  for  the  treatment  of  domestic  sewage. 

5.  That  when  necessary  the  sludge  shall  be  removed  from  the  proposed 
tank  in  such  a  manner  as  to  cause  no  nuisance,  and  disposed  of  by 
burying  in  some  remote  place,  or  on  suitable  sludge  drying  beds  plans 
for  which  must  first  be  submitted  to  and  receive  the  approval  of  this 
Department  before  they  are  constructed. 

6.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  the  Erie  canal  or  Niagara  river  or  any  other  water- 
course, or  deposited  on  the  ground  where  it  may  be  washed  by  rain  or 
melting  snow  into  any  watercourse. 

7.  That  whenever  required  by  the  State  Conunissioner  of  Health, 
satisfactory  detailed  plans  for  additional  works  for  more  complete  treat- 
ment or  disposal  of  the  sewage  of  the  IhiPont  Fibersilk  Ckmvpany,  Inc.. 
shall  be  submitted  for  approval;  and  upon  the  approval  of  said  plans 
any  or  all  portions  of  such  additional  or  supplementary  works  for 
more  complete  treatment  or  disposal  of  sewage  shall  be  constructed  and 
put  in  operation  at  such  time  or  times  thereafter  as  said  Commissioner 
may  designate. 

M.  NIOOLL,  Jb. 
September  2,  1920  Ading  State  Oommiasumer  of  Health 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  78  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the  ]>uP<sit 
Fibersilk  Company,  Inc.,  to  discharge  trade  wastes  from  the  factory  of  said 
company  in  the  town  of  Tonawanda,  into  the  waters  of  the  Erie  canal,  opposite 
their  property,  within  the  town  of  Tonawanda,  Erie  county,  N.  Y.,  in  accord- 
ance with  the  plans  accompanying  the  petition,  under  the  following  con- 
ditions : 

1.  That  the  sewers  conducting  trade  wastes  into  the  trunk  sewer  be 
so  arranged  that  should  it  be  found  that  the  wastes  discharged  by  these 
sewers  produce  objectionable  conditions,  treatment  plants  shall  be 
installed  to  treat  the  wastes,  plans  for  which  treatment  plante  must  first 
be  submitted'  to  and  receive  the  approval  of  the  State  Department  of 
Health. 

2.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
sewer  carrying  trade  wastes  shall  be  extended  to  the  Niagara  river  under 
plans  whidi  must  first  be  submitted  to  and  receive  the  approval  of  the 
Department. 

IVL  NICOLL,  Jr. 

September  2,  1920  Acting  State  Oommisaioner  of  Seelih 
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Revised  plans  were  approved  on  October  15,  1920,  for  the  proposed  sewerage 
system  and  disposal  plant  for  the  sanitary  sewage  from  the  factory  of  the 
DuPont  Fibersilk  Company,  in  the  town  of  Tonawanda.  The  plans  provided 
for  a  screen  chamber,  construction  of  siphons  in  duplicate,  and  extension 
of  outfall  pipe  into  the  Niagara  river,  150  feet  from  shore.  The  permit 
issued  in  connection  with  the  approval  of  the  plans  follows: 


Permit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  70  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permissiou  is  hereby  given  to  the 
DuPont  Fibersilk  Company  to  discharge  etllucnt  from-  the  proposed  disposal 
plant  to  care  for  the  domestic  sewage  from  the  factory  of  said  company 
in  the  town  of  Tonawanda  into  the  waters  of  the  Niagara  river  opposite 
their  property  within  the  town  of  Toaawanda,  Erie  county,  N.  Y.,  in  accord- 
ance with  the  plans  accompanying  the  petition,  imder  the  following 
conditions : 

1.  That  the  platform  for  draining  the  screens  be  constructed  of  and 
supported  by  concrete  and  contain  no  apertures  larg.'^r  than  ^'^-inch  in 
diameter. 

2.  That  the  bar  screen  shall  extend  from  side  to  side  entirely  across  the 
screen  chamber  so  that  a  screen  with  openings  not  wider  than  2  inches 
shall  be  continuously  maintained  in  front  of  both  pipes  on  the  siphon. 

3.  That  with  the  exception  of  the  recommendations  1  and  2  above, 
the  sewerage  system  and  sewage  disposal  works  and  outfall  pipe  shown 
hy  the  plans  shall  be  fully  constructed  in  complete  conformity  with 
such  plans  or  approved  amendml^nts  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewage  disposal  works. 

5.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  the  Nia^ra  river  or  any  other  watercourse,  or 
deposited  on  the  ground  where  it  may  be  washed  by  rain  or  melting 
snow  into  any  watercourse. 

6.  That  when  necessary  the  sludge  shall  be  removed  from  the  proposed 
tank  in  such  a  nuinner  as  to  cause  no  nuisance,  and  disposed  of  by 
burying  in  some  remote  place. 

7.  That  whenever  required  by  the  State  Conimisftioner  of  Health, 
satisfactory  detailed  plans  for  additional  works  for  more  complete  treats- 
ment  of  the  sewage  from  the  factory  shall  Ikj  submitted  for  approval; 
and  upon  the  approval  of  said  plan«  any  or  all  portions  of  such  additional 
or  supplementary  works  for  more  complete  treatment  of  sewage  shall  be 
constructed  and  put  in  operation  at  such  time  or  times  thereafter  as  said 
Commiseioner  may  designate. 

M.  NICOLL,  Jr. 

October  15,  1920  Deputy  State  Commissioner  of  Health 


TONAWANDA  (Town)  (Philadelphia  Rubber  Works  Co.) 

Plans  were  approved  on  June  25,  1920,  for  the  disposal  of  sewage  and 
trade  wastes  from  the  factory  of  the  Philadelphia  Rubber  Works  Company, 
in  the  town  of  Tonawanda,  Erie  county.  The  domestic  sewage,  acoordinp: 
to  the  plans,  will  be  collected  by  a  system  of  sewers  ranjfinsf  from  6  to  10 
inches  in  diameter,  and  treated  in  a  disposal  plant  consisting  of  a  settling 
tank  and  contact  beds.  The  trade  wastes  from  the  factory  will  consist  of 
about  1,000,000  gallons  of  wash  water  per  day,  which  will  be  passed  through 
a  settling  tank  and  screens  and  discharged,  together  with  about  2,500,000 
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gallons  of  water  used  for  cooling  purposes,  into  the  storm  water  sewer 
system.  This  sewer  EyBtem  will  consist  of  mains  varying  from  8  to  54  inches 
in  diameter,  which  will  discharge  the  wastes  and  waste  water  into  the  Erie 
canal.  The  permits  issued  in  connection  with  the  approval  of  the  plans 
follow: 


PlSMITS 

Application  having  been  duly  made  to  the  State  Commis^^ioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1009,  the  "Public 
Health  Law"  as  amended  by  chapter  559  of  the  Laws  of  1911,  constitutii^ 
chapter  45  of  the  Consolidated  T^aws,  permission.  U  hereby  given  to  the 
Philadelphia  Rubber  Wlorks  Company  to  discharge  effluent  front  the  pro- 
posed sewage  disposal  works  to  treat  the  domestic  sewage  from  the  factory 
of  the  company  at  Tonawanda,  Erie  county,  N.  Y.,  into  the  waters  of  the 
Niagara  river  at  the  point  shown  on>  the  plans  on  the  property  of  the  com- 
pany, within  the  town  of  Tonawanda,  Erie  county,  N.  Y.,  in  accordance  with 
the  plans  accompanying  the  petition,  under  the  following  conditions: 

1.  That  both  the  sewer  system  and  the  sewage  disposal  works  shown 
by  plans  approved  this  day  shall  be  fully  constructed  in  complete  con- 
formity with  such  plans  or  approved  amendments  thereof  except  that 
the  contact  beds  shown  need  not  be  constructed  until  required  by  the 
State  Commissioner  of  Health. 

2.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or 
surface  water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to 
the  proposed  sewers  for  the  collection  of  domestic  sewage  or  the  sewage 
disposal  plant  for  the  treatment  of  domestic  sewage. 

3.  That  when  necessary  the  sludge  shall  be  removed  from  the  pro- 
posed tank  in  such  a  manner  as  to  cause  no  nuisance,  and  disposed  of 
by  burying  in  some  remote  place. 

4.  That  no  sewage  sludjire  from  any  part  of  the  disposal  works  shall 
be  discharged  into  the  Niagara  river  or  any  other  wiatercoursei,  or 
deposited  on  the  ground  where  it  may  be  washed  by  rain  or  melting 
snow  into  any  watercourse. 

5.  That  whenever  required  by  the  State  Commissioner  of  Health,  the 
contact  beds  shown  on  the  plans  shall  be  constructed  in  complete  con- 
formity with  the  plans  and  put  in  (Operation  at  such  time  or  times  there- 
after as  said  Commissioner  may  designate. 

6.  That  in  order  to  assure  continuous  operation  the  ejectors  for  liftine 
the  domestic  sewage  over  the  bridge  across  the  Erie  canal  be  installed 
in  duplicate 

M.  NICOLL,  Jr. 
June  25 y  1920  Deputy  State  Oommisaioner  of  Health 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health,  m 
provided  by  sections  78  and  79  of  chapter  49  of  the  Laws  of  1909,  the  "Puh- 
iic  Health  Law"  as  amended  by  chanter  553  of  the  I/aws  of  1911,  constitnt- 
inpr  chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Philadelphia  Rubber  Wprk»  Company  to  discharcfe  trade  wastes  from  their 
factory  &t  Tonawanda,  Erie  county,  N.  Y.,  after  settlement  and  screening, 
into  the  waters  of  the  Erie  canal  at  the  point  shown  on  the  plans  on  the 
property  of  the  company,  within  the  town  of  Tonawanda,  Erie  countv,  N.  Y., 
in  accordance  with  the  plans  accompanying  the  petition,  under  the  followinfr 
conditions : 

1.  That  the  sewerage  system  and  the  scttlini^  (auk  and  screening  plflnt 
for  the  collection  and  treatment  of  trade  wastes  shall  be  fully  con- 
structed in  complete  conformity  with  plans  approved  this  day  or  approred 
amendments  thereof. 

2.  That  whenever  required  by  the  State  Comniissioner  of  Health, 
detailed  plans  for  additional  works  for  the  more  complete  treatment  of 
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the  trade  wastes  from  the  factory  of  the  Philadelphia  Rubber  Works 
Company  at  Tonawanda,  Erie  county,  N.  V.,  shall  be  submitted  for 
approval;  and  upon  the  approval  of  said  plans  any  or  all  portions  of 
such  additional  or  supplementary  works  for  more  complete  treatment 
of  trade  wastes  shall  be  constructtKl  and  put  in  operation  at  such  time 
or  times  thereafter  as  said  Commissioner  may  designate. 

M.  NICOLL»  J&. 
JwM  25,  1920  Deputy  State  ComnU89ioner  of  Health 


TUCKAHOE 

Plans  were  approved  on  June  22,  1020,  for  sewer  extensions  in  Hollywood 
avenue,  Bella  \^sta  avenue.  Hall  street,  and  Dante  avenue,  in  the  village  of 
Tuckahoe.  The  permit  issued  in  ccnnci!tian  with  the  approval  of  the  plans 
contained  in  addition  to  the  usual  complete  construction  and  storm  water 
clauses,  the  following  condition : 

That  when  the  extensions  beyond  the  upper  manholes  shown  on  the  plans 
on  Hollywood  and  Bella  Vista  avenues  are  planned  for  construction,  the  plans 
for  these  extensions  be  first  submitted  to  this  Department  for  approval. 


UNION 


Plans  were  approved  on  July  14,  1920,  for  a  sewerage  system  and  temporary 
sewage  disposal  plant  for  a  portion  of  the  village  and  the  town  of  Union. 
The  report  upon  the  examination  of  the  plans  and  the  permit  issued  in  con- 
nection with  their  approval  follow: 

Hermann  M.  Biogs,  M.D.,  State  Commieaioner  of  Heaith: 

I  beg  to  submit  the  foUowinj^  report  on  the  examination  of  the  plans  for 
a  sewerage  system  and  temporary  sewage  disposal  plant  to  serve  a  certain 
area  own^  by  the  Endicott-tTohnson  Corporation,  lying  partially  in  the  north- 
west comer  of  the  village  of  Union,  Broome  county,  N.  Y.,  and  partially  in 
the  town  of  Union  immediately  adjacent  to  that  corner  of  the  village,  sub- 
mitted to  this  Department  for  approval  by  the  Endicott-Johnson  Corporation 
on  June  30,  1920. 

The  records  of  this  Department  show  that  plans  for  a  system  of  sewers 
covering  a  part  of  the  area  now  under  consideration  were  submitted  to  this 
Department  for  approval  by  the  board  of  trustees  of  the  village  of  Union  in 
1919,  and  approved  on  December  9  of  that  year,  with  the  condition  that 
before  the  sewers  were  put  in  use  satisfactory  plans  for  an  intercepting 
sewer  and  sewage  disposal  works  should  be  submitted  to  this  Department  for 
approval,  and  after  approval  put  in  operation  whenever  required  by  the 
State  Commissioner  of  Health.  The  sewage  from  the  district  was,  according 
to  the  plans,  to  be  discharged  into  the  Susquehanna  river  within  the  village 
and  town  of  Union. 

It  now  appears  that  the  Endicott-Johnson  Corporation  has  built  and  are 
building  a  number  of  houses  in  the  district  under  consideration  and  desires 
to  provide  sewerage  for  these  houses.  The  village  authorities,  however,  do 
not  deem  it  advisable  to  make  any  extensions  to  their  sewerage  system  at 
the  present  time;  and  for  that  reason  the  Endicott-Johnson  Corporation, 
which  according  to  the  statement  in  its  application  owns  all  the  property 
in  the  district,  including  the  streets,  has  prepared  plans  for  the  sewerage 
system  to  serve  it  and  for  the  sewage  disposal  plant  for  temporarily  dis- 
posing of  the  sewage  collected.  Tt  is  estimated  by  the  designing  engineer 
that  the  population  of  the  district  will  ultimately  reach  about  1,000  persons, 
or  the  equivalent  of  about  12  persons  per  acre,  or  6  persona  per  100  feet 
of  sewer.  The  plans  include  some  of  the  streetf«  shown  on  the  plan  approved 
bv  this  Department  on  December  9.  1919,  and  modify  some  of  the  sewers' 
shown  on  that  plan  reversing  the  direction  of  the  flow  on  Jennings  street 
and  on  Dwight  street. 
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The  plans  as  enbmitted  contemplate  the  constmction  of  about  3%  miles  of 
vitrified  tile  sewer  with  the  usual  appurtenancee,  and  the  conatraction  of  a 
temporary  disposal  plant  consisting  of  a  sedimentation  tank,  pumping  pknt, 
and  sand  filter. 

The  sewers  will  be  of  tile  pipe  and  consist  of  about  15,900  feet  oi  8-inch, 
3,480  feet  of  10-inch,  and  IJOO  feet  of  12-inch  pipe.  Of  this  about  3,600 
feet  apparently  do  not  drain  to  the  temporary  sewage  disposal  plant,  and 
for  that  reason  cannot  be  put  in  use  until  the  new  trunk  sewer  line  and 
disposal  plant  are  constructed.  All  sewers  appear  to  be  of  sufficient  sixe  to 
cany  the  sewage  that  will  probably  reach  them,  and  the  grades  will  be  suffi- 
ciently steep  to  provide  self-cleansing  velocities  if  the  sewers  are  properly 
laid.  The  minimum  grade  on  the  8-inch  lines  is  0.4  per  cent,  on  the  10-indi 
lines  0.29  per  cent,  and  on  the  12-inch  lines  0.21  per  cent.  Manholes  are 
provided  at  freouent  intervals,  and  at  all  intersections  and  changes  in  grade 
or  alignment,  tne  average  distance  between  manholes  being  about  250  feet 
and  the  maximum  distance  about  400  feet. 

The  settling  tank  is  a  covered  concrete  structure  divided  into  two  compart- 
ments by  a  longitudinal  wall.  Each  compartment  is  11  feet  6  inches  l^  29 
feet  6  inches  in  plan,  and  about  7  feet  deep  below  the  flow  line.  The  flow 
line  is,  however,  6  inches  above  the  crest  of  the  outlet  weir,  and  for  iJiat 
reason  the  net  capacity  of  the  tank  is  only  about  32,000  gallons,  the  equiva- 
lent of  approximately  8  hours  average  flow.  The  sewage  will  enter  the  tank 
at  the  center  of  the  inlet  ends  of  the  compartments  and  leave  over  concrete 
weirs  extending  the  full  width  of  the  outlet  ends  of  the  compartments.  Trans- 
verse wooden  baffles  extending  12  inches  below  the  level  of  the  crest  of  the 
outlet  weirs  and  set  18  inches  from  the  inlet  and  outlet  ends  of  the  compart- 
ments are  provided  to  distribute  the  flow  evenly  over  the  croes-section  of 
the  tank  and  prevent  the  escape  of  floating  particles.  The  pipes  at  the  inlet 
end  of  the  tank  are  so  arranged  that  the  sewage  ma^  be  turned  into  either 
or  both  of  the  tanks  at  the  will  of  the  operator.  This  will,  of  course,  allow 
the  sewage  tb  be  turned  through  one  tank  while  the  other  tank  is  being 
cleaned,  provided  the  water  level  in  the  adjacent  pun^  chamber  is  kept 
below  the  crest  of  the  outlet  weir.  Two  manholes  are  provided  in  the  roof 
of  each  compartment  to  afford  access  for  inspection  and  cleaning. 

According  to  the  statement  of  the  designmg  engineer,  the  sludge  will  be 
removed  from  time  to  time  by  pumping  through  the  manholes,  and  carted 
to  a  remote  place  on  one  of  the  farms  of  the  corporation  and  there  finally 
disposed  of  by  plowing  in  the  ground. 

Immediately  adjacent  to  the  outlet  end  of  the  settling  tank  and  extending 
the  full  width  of  it  will  be  a  covered  concrete  pump  chamber  26  feet  3  inches 
by  14  feet  10  inches  in  plan,  and  3  feet  2  inches  deep  below  the  outlet  weir 
of  the  tank  or  4  feet  2  inches  deep  below  the  maximum  flow  line  of  the 
tank.  The  net  capacity  of  the  chamber  will  therefore  be  about  9,000  gallons 
or  a  little  over  2  hours  flow,  while  the  total  capacity  including  the  1  foot 
head  available  from  the  settling  tank  will  be  about  16,800  gallons  or  approxi- 
mately 4  hours  average  fiow. 

The  elevation  of  the  roof  of  the  settling  tank  and  pump  chamber  is  about 
7  feet  below  extremrte  high  water  in  the  Nanticoke  oredc  adjacent  to  the 
plant,  and  it  is  understood  from  the  engineer's  report  that  for  that  reason 
the  tank  and  pump  chamber  will  be  made  watertight. 

A  pumping  plant  will  be  installed  just  west  of  the  settling  tank  and  pump 
chamber,  and  between  them  and  the  sand  beds,  to  lift  the  sewage  from  the 
tanks,  the  elevation  of  the  flow  line  of  which  is  to  be  810.8,  to  the  sand  beds 
the  elevation  of  the  surface  of  which  will  be  818.0.  The  pumping  plant  will 
be  housed  in  a  building  about  15  feet  square  with  its  floor  raised  above 
extreme  high  water  level  to  protect  the  machinery  from  high  water.  The 
equipment  will  consist  of  one  4-inch  single  stage  centrifugal  pump  rated  at 
600  gallons  per  minute,  arranged  to  be  £riven  by  a  15-hp.  three-phase  motor 
or  a  15-hp.  gasoline  engine.  The  motor  and  engine  will  be  belt  connected 
to  the  pump,  and  their  operation  will  be  manually  controlled.  Under  normal 
conditions  the  pump  will  be  operated  by  the  motor  and  with  current  sup- 
plied from  the  factory  of  the  Endicott- Johnson  Corporation.     The  gasoline 


SsWSEAQS    AND    SsWAOX    DiSPOBAL  105 

engine  will  be  held  in  reserve  for  use  in  case  of  failure  of  the  electric  power. 

Five  sand  beds  will  be  provided^  each  100  by  80  feet  in  size,  making  the 
total  area  about  0.9  of  an  acre,  and  the  rate  of  filtration  based  on  a  flow  of 
100  gallons  per  capita  per  day  about  110,000  gallons  per  acre  per  day.  The 
filter  material  will  consist  of  from  3  feet  to  3  feet  6  inches  of  sand,  having 
an  effective  size  of  0.26  mm.  and  a  uniformity  coefficient  of  not  over  3,  resting 
on  a  2-inch  layer  of  coarse  sand.  The  sewage  will  be  distributed  over  the 
beds  by  means  of  wooden  troughs  and  the  effluent  collected  by  single  lines  of 
12-inch  tile  pipe  laid  in  gravel  along  the  center  of  each  bed.  These  under- 
drains  will  connect  to  a  12 -inch  main  drain  which  will  discharge  into 
Nanticoke  creek  near  the  plant.  The  arrangement  of  the  underdrains  is 
therefore  such  that  the  distance  from  the  sides  of  the  beds  to  the  drain  will 
be  about  40  feet,  a  distance  which  seems  too  great  to  assure  satisfactory 
draining  of  the  beds,  particularly  as  no  layer  of  coarse  gravel  or  broken 
stone  is  according  to  the  plans  to  be  provided  under  the  sand.  It  would 
eeem  desirable  therefore  that  the  spacing  of  the  underdrains  should  be  reduced, 
and  that  a  layer  of  gravel  or  broken  stone  should  be  provided  on  the  bottom 
of  the  beds  to  facilitate  the  passage  of  the  effluent  to  the  underdrains.  The 
maximum  dose  from  the  pump  station  will  be,  as  stated  above,  16,800  gal- 
lons, or  the  equivalent  to  a  depth  of  about  3%  inches  on  one  sand  bed. 
Manually  operated  valves  will  be  provided  for  turning  the  flow  on  to  any 
bed  at  the  option  of  the  operator. 

As  noted  on  June  30  by  an  engineer  in  this  Department,  in  an  interview 
with  the  engineer  of  the  proposed  plant,  the  distribution  and  drainage  system 
of  the  fllter  should  be  made  uniform.  At  present  the  section  of  fllter  surface 
in  which  the  words  "Distributing  Trough"  appear,  has  an  area  of  200 
square  feet  supplied  from  a  trough-lip  length  of  100  feet,  while  the  section  in 
wnich  occurs  Uie  word  "  Underdrain  "  has  an  area  of  100  square  feet  and  a  lip 
of  120  feet,  apparently  giving  one  area  between  two  and  three  times  the 
intensity  of  application  of  the  other.  Hence  the  regulation  of  lip  elevations 
or  perforations  must  be  carefully  worked  out  and  the  surface  grading  properly 
maintained  to  guard  against  imeven  distribution. 

The  elevation  of  the  surface  of  the  beds  will  be  818.0  or  7  feet  below 
extreme  high  water  in  the  creek,  and  in  order  to  protect  the  beds  in  time  of 
such  high  water  an  embankment  will  be  constructed  around  them  and  car- 
ried up  above  the  highest  elevation  that  the  water  will  probably  reach.  A 
check  valve  will  be  provided  on  the  outlet  from  the  beds  to  prevent  the  river 
water  from  backing  up  into  them.  This  arrangement  will  not  of  course 
prevent  the  beds  from  becoming  flooded  during  periods  of  high  water,  for 
while  it  may  not  be  possible  for  the  river  water  to  enter  the  beds  the  sewage 
will  not  be  able  to  escape  into  the  river  and  will  therefore  rise  on  the  beds. 
The  condition  thus  created  will  undoubtedly  deleteriously  affect  the  efficient 
operation  of  the  beds,  but  since  at  such  times  the  dilution  will  be  large  it  ie 
probable  that  no  unsatisfactory  condition  will  be  created  if  the  Alters  are 
operated  with  proper  care. 

It  is  understooa  from  the  engineer's  report  that  this  disposal  plant  is  for 
temporary  use  only,  and  that  it  is  intended  in  a  few  years  to  construct  and 
put  in  operation  an  intercepting  sewer  and  disposal  plant  for  the  treatment 
of  the  sewage  of  the  village  and  the  adjacent  district,  and  that  the  sewaee 
collected  by  the  system  at  present  under  consideration  will  be  ultimately 
connected  to  this  intercepting  sewer  and  disposal  plant. 

In  view  of  the  above  facts,  and  after  a  careful  consideration  of  the  essential 
features  of  the  design  and  of  general  and  local  conditions,  I  would  recommend 
that  the  plans  be  approved  and  a  permit  issued  to  the  Endicott-Johnson 
Corporation  allowing  the  discharge  of  the  effluent  from  the  proposed  temporary 
»ewi«^  diiHpodal  plant  into  the  waters  of  Xantieoke  creek  at  the  point  shown 
by  the  plans  on  the  property  owned  by  the  corporation  in  the  town  of  Union, 
Broome  county,  N.  T.,  with  the  following  conditions: 

1.  That  both  the  sewer  system  and  the  sewage  disposal  works  shown 
by  plans  approved  this  day  shall  be  fully  constructed  in  complete  con- 
formity with  such  plans  or  approved  amendments  thereof,  except  where 
variations  are  expressly  required  by  the  conditions  of  this  permit. 

2.  Tl^t  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewers  and  sewage  disposal  works. 
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3.  That  when  necessary  the  sludge  shall  be  removed  from  the  pro- 
posed tank  in  such  a  manner  as  to  cause  no  nuisance,  and  disposed  of 
by  burying  or  ploughing  into  the  ground  in  some  remote  place. 

4.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall  be 
discharged  into  Nanticoke  creek  or  any  other  watercourse,  or  deposited 
on  the  ground  where  it  may  be  washed  by  rain  or  melting  snow  into 
any  watercourse. 

5.  That  the  spacing  of  the  underdrains  of  the  sand  bed  be  reduced 
to  not  greater  than  16  feet  center  to  center,  and  that  the  bottom  of  the 
bed  be  properly  graded  and  covered  with  gravel  or  broken  stone  of  suit- 
able size  in  order  to  facilitate  the  draining  of  the  beds. 

6.  That,  before  that  portion  of  the  proposed  sewerage  system  shown 
on  the  plans  approved  this  day  and  not  draining  to  the  temporary  sew- 
age disposal  plant,  is  put  in  use,  satisfactory  plans  for  an  intercepting 
sewer  and  sewage  disposal  works  for  the  treatment  of  the  sewage  from 
that  portion  of  the  sewerage  system  shall  be  submitted  to  this  Department 
for  approval;  and  that  after  the  approval  of  said  plans  any  or  all  psrts 
of  such  intercepting  sewer  and  sewage  disposal  plant  shall  be  constructed 
and  put  in  operation. 

Respectfully  submitted 

THEODORE  HORTON 
ALBAinr,  N.  Y.,  July  13,  1920  Chief  Engineer 

Pebmit 

Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  78  of  chapter  49  of  the  Laws  of  1909,  the  "Pablie 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the 
Endicott-Johnson  Corporation  to  discharge  effluent  from  the  proposed  tem- 
porary sewage  disposal  plant  to  serve  the  property  of  said  corporation  in 
the  town  and  village  of  Union,  near  Nanticoke  creek,  into  the  waters  of 
Nanticoke  creek  at  the  point  shown  by  the  plans  on  the  property  owned  br  the 
corporation,  within  the  town  of  Union,  Broome  county,  N.  Y.,  in  accordance 
with  the  plans  accompanying  the  petition,  under  the  following  conditions: 

L  That  both  the  sewer  system  and  the  sewage  disposal  works  shown 
by  plans  approved  this  day  shall  be  fully  constructed  in  complete  con- 
formity with  such  plans  or  approved  amendments  thereof,  except  where 
variations  are  expressly  required  by  the  conditions  of  this  permit. 

2.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewers  and  sewage  disposal  works. 

3.  That  when  necessary  the  sludge  shall  be  removed  from  the  pro- 
posed tank  in  such  a  manner  as  to  cause  no  nuisance,  and  disposed  of  br 
burying  or  ploughing  into  the  ground  in  some  remote  place. 

4.  That  no  sewage  sludge  from  any  part  of  the  disposal  works  shall 
be  discharged  into  Nanticoke  creek  or  any  other  watercourse,  or  deposited 
on  the  ground  where  it  may  be  washed  1^  rain  or  meltiiig  snow  into  anr 
watercourse. 

5.  That  the  spacing  of  the  underdrains  of  the  sand  bed  be  reduced  to 
not  greater  than  15  feet  center  to  center  and  that  the  bottom  of  the  bed 
be  properly  graded  and  covered  with  gravel  or  broken  stone  of  suitabk 
size  in  order  to  facilitate  the  draining  of  the  bed. 

6.  That  before  that  portion  of  the  proposed  sewerage  system  sbown 
on  the  plans  approved  this  day  and  not  draining  to  the  temporary  sewage 
disposal  plant  is  put  in  use,  satisfactory  plans  for  an  intercepting  sewer 
and  sewaee  disposal  works  for  the  treatment  of  the  sewage  from  that 
portion  of  the  sewerage  system  shall  be  submitted  to  this  Department  for 
approval ;  and  that  after  the  approval  of  said  plans  any  or  all  parts  of 
such  intercepting  sewer  and  sewage  disposal  plant  shall  be  constmcted 
and  put  in  operation. 

M.  NICOLL,  Jr. 
Juljf  14,  1920  Deputy  State  CommisHoner  of  Healtk 
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WATERPORD  (State  Commission  of  Highways) 

Plans  were  approved  on  July  14,  1920,  for  the  disposal  of  sewage  from 
the  fltorehouse  of  the  State  Commission  of  Highways  in  the  village  of  Water- 
ford.  The  plans  provided  for  the  treatment  of  the  sewage  in  a  septic  tank 
and  its  discharge  into  the  Barge  canal.  No  permit  was  issued*  in  connection 
with  the  approval  of  the  plans. 

WATERTOWN 

Plans  were  approved  on  January  7,  1920,  for  a  proposed  sewer  in  Dewey 
street,  in  the  city  of  Watertown.  On  June  15,  1920,  plans  were  approved 
for  proposed  sewers  in  Palmer  street,  in  the  city  of  Watertown.  The  permits 
issued  in  connection  with  the  approval  of  these  plans  contained  only  the 
usual  revocation,  modification,  complete  construction,  and  storm  water  clauses. 


WOLCOTT  (Town)  (Leavenworth  Institute  and  Wolcott 

High  School) 

Plans  were  approved  on  February  21,  1920,  for  a  sewage  disposal  plant 
to  serve  the  Leavenworth  Institute  and  Wolcott  High  School,  in  School  Dis- 
trict No.  1  of  the  town  of  Wolcott,  Wayne  county.  The  plans  provided  for 
a  sewage  disposal  plant  consisting  of  a  settling  tank,  dosing  chamber,  and 
subsurface  irrigation  system.  T^e  permit  issued  in  conn^ion  with  the 
approval  of  the  plans  follows: 


Application  having  been  duly  made  to  the  State  Commissioner  of  Health, 
as  provided  by  section  76  of  chapter  49  of  the  Laws  of  1909,  the  "Public 
Health  Law"  as  amended  by  chapter  553  of  the  Laws  of  1911,  constituting 
chapter  45  of  the  Consolidated  Laws,  permission  is  hereby  given  to  the  Board 
of  Education  of  School  District  No.  1,  in  the  town  of  Wolcott,  to  discharge 
the  effluent  from  the  proposed  sewage  disposal  plant  to  serve  Leavenwor^ 
Institute  and  Wolcott  High  School  into  the  ground  waters  of  the  State 
tributary  to  Wolcott  cre^,  within  the  municipality  of  Wolcott,  Wayne 
county,  N.  Y.,  in  accordance  with  the  plans  accompanying  the  petition,  under 
the  following  conditions: 

1.  That  this  permit  shall  be  revocable  at  any  time  or  subject  to  modi- 
fication or  change  when  in  the  judgment  of  the  State  Commissioner  of 
Health  such  revocation,  modification,  or  change  shall  become  necessary. 

2.  That  the  issuance  of  this  permit  shall  not  be  deemed  to  affect  in 
any  way  action  bv  this  Department  on  any  future  application  that  may 
be  made  for  permission  to  discharge  additional  sewage  or  effluent  into  the 
waters  of  this  State. 

3.  That  the  sewage  disposal  works  shown  by  plans  approved  this  day 
shall  be  fully  constructed  in  complete  conformity  with  such  plans  or 
approved  amendments  thereof. 

4.  That  only  sanitary  or  domestic  sewage  and  no  storm  water  or  sur- 
face water  from  streets,  roofs,  or  other  areas  shall  be  admitted  to  the 
proposed  sewers. 

5.  That  the  length  of  tile  in  the  subsurface  irrigation  field  be  made 
such  that  the  total  length  will  be  equivalent  to  6  feet  for  each  pupil 
attending  the  school,  and  that  should  the  number  of  pupils  increase  the 
number  of  feet  of  tile  in  the  field  shall  be  correspondingly  increased,  or 
other  satisfactory  methods  of  final  disposal  provided. 

6.  That  the  sludge  be  removed  from  the  settling  tank  when  necessary 
in  such  a  manner  as  to  cause  no  nuisance,  and  be  disposed  of  by  burying 
in  some  remote  place. 

75.  TTiat  no  shulge  or  sewage  from  any  part  of  the  proposed  sewage 
disposal  works  shall  be  discharged  or  allowed  to  fiow  into  Wolcott 
creek  or  into  any  other  watercourse,  or  deposited  on  the  ground  where 
it  may  be  washed  by  rain  or  melting  snow  into  any  watercourse. 

M.  NICOLL,  Jb. 
February  21,  1920  Deputy  State  CommUsioner  of  Health 
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GENERAL   INVESTIGATIONS    RELATING   TO 
SEWERAGE  AND  SEWAGE  DISPOSAL 

In  addition  to  the  albove  work  of  examining  and  passing  upon 
plans  for  sewerage  and  sewage  disposal,  investigations  of  the  con- 
ditions of  existing  sewerage  and  sewage  disposal  systems  have 
been  made  in  the  following  places  during  1920 : 


EAST  SYRACUSE 

Sebmann  M.  Bigos,  M.D.,  State  CommUaioner  of  Health: 

I  b^  to  submit  the  -following  report  on  an  investigation  of  the  conditions 
of  sewerage  and  «ew»ge  disposal  of  the  village  of  East  Syracuse^  with  special 
reference  to  the  resulHng  pollution  of  Heedson  and  Lye  creeks,  made  on  June 
16  and  17,  1920,  bv  W.  G.  Eknigh,  Assistant  Engineer  in  this  Department. 

The  incorporated  village  of  East  Syracuse  is  located  in  the  east  central 
part  of  Onondaga  county,  about  four  miles  east  of  the  city  of  Syracuse, 
on  the  main  lines  of  the  New  York  Central  and  West  Shore  railroads.  The 
village  lies  between  two  streams:  Butternut  creek,  which  is  about  1%  miles 
to  the  east  of  the  center  of  the  village,  and  Headson  creek,  which  is  about 
%  mile  to  the  west  of  the  center  of  the  village.  Butternut  creek  flows 
niortiheast,  ita  Miaters  eventually  reaching  Oneida  lake.  Headeon  creek  flows 
northweet  into  Lye  creek,  and!  thence  into  Onondaga  lake. 

In  recent  years  the  village  has  shown  a  steady  increase  in  population. 
CensuB  returns  indicate  in  1905,  2,996;  in  miO,  3,274;  in  1915,  3,839.  The 
present  population  is  estimated  at  about  4,000.  One  of  the  largest  railroad 
yards  in  the  State  is  located  in  this  village.  A  metal  ware  factory  within 
the  corporation  limits  employs  aJbout  200  persons.  The  supply  for  a  munici- 
pally owned  water  system  is  obtained  by  gravity  from  springs  about  seven 
miles  south  of  the  village.  This  water  is  distributed  without  filtration.  Prac- 
tically all  of  the  population  is  connected  to  the  water  system.  The  average 
per  capita  consumption  is  about  80  gallons. 

The  sewer  system  consists  of  approximately  7%  miles  of  sanitary  sewers, 
varying  in  size  from  6  to  18  inches.  About  75  per  cent  of  the  population  is 
connected,  or  approximately  3,000  persons.  A  considerable  ground  water 
infiltration  has  always  taken  place  in  these  sewers  which,  during  the  greater 
part  of  the  year,  is  probably  equal  to,  or  greater  than,  the  sewage  contributed. 

Sewerage  System  Plane  and   Construction 

The  records  of  this  Department  show  that  on  December  21,  1900,  original 
plans  for  sewers  and  sewage  disposal  works  for  the  village  of  East  Syracuse 
were  approved  by  the  Department.  (See  2 let  Annual  Report,  page  84.) 
These  plans  provided  for  a  separate  sewer  system,  a  receiving  well,  pumping 
equipment,  and  a  chemical  precipitation  sewage  disposal  plant.  The  entire 
pumping  and  disposal  plant  was  to  be  located  near  the  intersection  of 
Second  and  Henry  streets  and  near  the  developed  section  of  the  village. 
Certain  portions  of  the  system  as  designed  included  sewers  at  a  depth  as 
great  as  17  feet  below  ground  surface.  The  receiving  well  was  to  be  circular. 
Above  the  well  was  to  be  installed  the  pumping  equipment  which  was  in 
duplicate,  a  sludge  press  and  tanks  for  the  chemical  to  be  used  in  inducing 
precipitation.  After  application  of  chemicals  the  sewage  was  to  be  pumped 
into  4  precipitation  tanks.  The  effluent  from  these  tanks  was  to  be  discharged 
by  ffiavity  flow  through  some  5,600  feet  of  15-inch  sewer  into  Butternut 
creeK. 

[Ill] 
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The  construction  of  thie  sewerage  system  was  delayed  and  in  1902  the 
question  of  substituting  a  gravity  system  with  outlet  into  Headson  creek 
in  place  of  pumping  into  Butternut  creek  was  raised  by  the  village  authorities. 
A  report  was  submitted  to  the  village  by  Mr.  George  Rafter  in  1902,  stating 
the  relative  merits  of  the  case.  It  does  not  appear,  however,  that  plans 
for  such  a  gravity  system  to  discharge  into  Headson  creek  were  prepared  at 
that  time. 

On  November  11,  1904,  plans  were  approved  by  this  Department  for  t 
thoroughly  revised  system  of  sewage  disposal  works  (see  25th  Annual  Report, 
page  382).  At  that  time  the  sewerage  system  provided  for  by  the  original 
plans,  with  the  exception  of  the  disposal  plant,  was  under  construction  and 
nearly  completed.  A  receiving  well  was  in  course  of  construction  but  in 
accordance  with  the  new  plans.  These  plans  included  radical  modifications 
over  those  of  1900.  Under  the  plans  of  1904  a  receiving  well  was  to  be  located 
at  the  same  point  as  shown  on  plans  of  1900,  but  it  was  to  consist  of  two 
chambers  so  arranged  that  either  or  both  might  be  used  in  connection  with 
either  or  both  of  the  pumps  which  were  to  be  in  duplicate.  This  detail  of 
design  evidently  possessed  some  advantages  over  the  former  design  in  facility 
for  cleaning  the  well.  The  sewage  was  to  be  pumped  from  this  receiving 
well  in  an  easterly  direction  through  an  8-inch  castiron  force  main  to  a  grit 
chamber.  Thence  it  was  to  flow  by  gravity  to  a  settling  tank  and  into  the 
siphon  dosing  chamber  from  which  it  was  to  pass  to  sand  filter  beds.  This 
plant  was  to  be  located  on  the  town  line  road  about  8,300  feet  easterly  from 
the  receiving  well  and  about  2,000  feet  east  of  Butternut  creek.  From  these 
filter  beds  the  effluent  wrr  t-o  flow  Avesterly  through  a  lO-inch  tile  pipe  to  tlw* 
point  of  discharge  into  Butternut  creek.  At  the  point  of  crossing  Butternut 
creek,  the  force  main  was  provided  with  a  valve  intended  to  permit  the 
sewage  to  be  discharged  directlv  into  the  creek  should  occasion  arise  for  by- 
passing the  disposal  plant.  When  this  valve  was  opened  it  would  be  neces- 
sary to  pump  against  only  15  feet  of  hydrostatic  head  whereas  to  pump  into 
the  disTK>sal  plant  would  involve  45  feet  of  head.  Automatic  control  was 
provided  for  the  pumps. 

The  laying  of  the  sewers  was  not  completed  until  1906.  The  pumping 
plant  was  installed  in  Jiuie,  1906.  The  disposal  plant  was  accepted  in  th** 
spring  of  1907.  The  total  outlay  involved  was  about  $80,000.  Pumping 
equipment  consisted  of  one  8-inch  vertical  centrifugal  pump  driven  by  one 
20-horsepower  induction  motor  in  place  of  the  duplicate  equipment  provided 
in  the  plans.  In  the  process  of  construction  a  considerable  quantity  of 
Unround  water  was  encountered.  The  rate  of  infiltration  into  the  sewers  was 
high  with  a  correspondingly  high  cost  of  pumping.  In  1907  before  the 
disposal  plant  had  been  placed  in  operation  and  while  pumping  directly  into 
Butternut  creek  against  a  head  of  only  15  feet,  the  cost  of  pumping  had 
reached  $500  per  month.  At  times  it  was  impossible  to  prevent  sewage  from 
rising  in  some  manholes  due  to  the  heavy  infiltration  oif  ground  water  into 
the  sewers. 

On  February  19,  1908,  application  was  made  bv  the  board  of  sewer  com- 
missioners for  the  approval  of  plans  for  an  overfiow  from  the  village  sewer 
system  into  Headson  creek.  On  March  7,  1908.  an  engineer  from  this  depart- 
ment was  sent  to  East  Syracuse  to  consult  with  the  village  authorities  and 
their  engineer.  As  a  result  of  this  conference  and  from  data  obtained  at 
that  time  and  a  subsequent  study  of  the  situation  certain  suggestions  were 
made  by  this  Department.  On  February  10,  1909,  plans  prepared  in  general 
accordance  with  the  recommendations  of  this  Department  were  approved  (see 
30th  Annual  Report,  Vol.  IT,  page  46).  These  plans  provided  for  the  elimina- 
tion of  the  low  level  or  deep  sewers  and  the  construction  of  a  high  level 
intercepting  sewer  in  the  easterly  portion  of  the  village;  for  the  reversal  of 
the  direction  of  fiow  of  sewage  in  certain  sections;  and  for  the  conveyance 
of  the  entire  sewage  of  the  village  to  a  sewage  disoosal  plant  consisting  of 
septic  tanks  and  contact  beds  to  be  located  along  Headson  creek,  some  400 
feet  northeast  of  the  intersection  of  James  and  Manlius  streets.  These  plans 
'\  further  showed  a  temporary  septic  tank  to  be  located  oh  the  permanent  line 

of  the  trunk  sewer  at  a  point  in  close  proximity  to  the  right  of  way  of  the 
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freight  line  of  the  New  York  Central  and  Hudson  River  railroad,  and  about 
600  feet  down  stream  from  the  point  of  confluence  of  Marcey  and  Headson 
creeks.  At  the  time  of  the  approval  of  these  plans  permission  was  also 
granted  for  the  construction  of  a  temporary  septic  tank  at  this  location 
having  effective  dimensions  of  60  feet  x  26  feet  x  6  feet.  This  permit 
terminated  on  March  1,  1014,  at  which  time  a  complete  permanent  sewage 
disposal  plant  was  to  have  been  completed  and  placed  in  operation. 

On  October  3,  1910,  amended  plans  for  sewerage  and  sewage  disposal  of 
the  village  were  submitted  to  this  Department.  (See  Slst  Annual  Report, 
page  500.)  These  plans  showed  that  it  was  proposed  to  construct  two  per- 
manent settling  tanks  at  a  point  near  the  intersection  of  Elm  and  Maple 
streets,  which  point  is  about  800  feet  southerly  and  upstream  from  the 
point  at  which  it  was  proposed  in  the  plans  of  the  preceding  year  to  con- 
struct temporary  tanks  for  which  construction  permission  had  been  granted. 
This  proposed  point  of  location  is  200  feet  above  the  junction  of  Marcey  and 
Headson  creeks.  It  was  requested  that  permission  be  granted  to  temporarily 
discharge  the  effluent  from  the  settling  tanks  into  Marcey  creek  above  its 
confluence  with  Headson  creek.  Hiese  plans  further  provided  for  the  ultimate 
extension  of  the  effluent  pipes  of  the  proposed  settling  tanks  to  contact  and 
Alter  beds  tq  be  located  north  of  the  village  about  3,000  feet  distant  from 
the  settling  tanks.    Approval  of  these  plans  was  not  granted. 

An  inspection  of  the  sewage  disposal  plant  of  the  village  made  by  a 
representative  of  this  Department  on  December  8,  1014,  in  connection  with 
the  general  investigation  being  carried  on  at  that  time  of  sewage  disposal 
plan>te  in  the  State,  showed-  that  a  tenuporary  septic  tank,  13  feet  x  48  feet 
X  6^  feet  had  been  constructed  and  was  in  use.  This  tank  provided  an 
effective  volume  only  44  per  cent  as  large  as  would  have  been  provided  in 
the  tank  specified  in  thei  temporary  permit.  The  effluent  at  that  time  was 
being  treated  with  a  solution  of  hydrochlorite  of  lime  before  its  discharge 
into  the  stream.  Furthermore,  this  tank  had  been  constructed  at  a  point 
about  700  feet  distant  from  the  location  approved  for  the  temporary  tank 
and  near  the  location  for  which  approval  was  refused  in  1010.  It  was  also 
foimd  that  the  tank,  due  to  its  inadequate  size  and  to  the  fact  that  it  was 
practically  filled  with  sludge  and  scimi,  gave  very  unsatisfactory  results. 
It  was  therefore  recommended  that  a  permanent  plant  be  constructed  at 
once,  and  that  imtil  such  time  as  such  plant  should  be  completed,  the  present 
plant  be  placed  and  maintained  in  an  effective  operating  condition. 

On  May  20,  1915,  plans  were  submitted  to  this  Department  showing  details 
of  certain  sewers  and  of  sewage  disposal  works  which  it  was  proposed  to 
construct.  These  proposed  new  works  embodied  the  extension  of  the  trunk 
sewer  from  a  temporary  settling  tank  as  constructed  a  distance  of  6,200  feet 
following  in  general  the  line  of  Headson  creek  to  the  site  of  the  proposed 
disposal  plant.  This  proposed  site  is  located  about  3,300  feet  down  stream 
from  the  proposed  location  of  the  disposal  plant  as  shown  in  the  plans  sub- 
mitted and  approved  in  1909.  From  the  disposal  plant  an  outfall  sewer  is 
shown  following  the  line  of  the  stream  a  distance  of  4,300  feet.  Plans  of  the 
proposed  disposal  works  show  a  preliminary  settling  tank  of  the  Imhoff 
type,  a  dosing  tank  equipped  with  automatic  siphons,  a  sprinkling  filter,  a 
final  settling  tank  likewise  of  the  Imhoff  type  and  a  sludge  drying  bed  (36th 
Annual  Report,  Vol.  11,  page  80).  After  certain  revisions  of  these  plans, 
including  the  design  of  a  coarse  screen,  had  been  made,  they  were  approved 
July  23,  1915.  A  proposition  to  raise  funds  for  the  construction  of  the  trunk 
sewer  and  disposal  plant,  as  shown  by  the  last  plans  approved  was  voted 
on  by  the  taxpayers  and  defeated  August  16,  1916.  Since  that  time  it 
appears  that  no  move  has  been  made  for  a  reconsideration  of  this  proposition. 

During  the  year  191-1  complaint  was  made  by  the  owners  of  certain  dairy 
farms  which  adjoin  Headson  and  Lye  creeks,  in  the  towns  of  DeWitt  and 
Salina,  stating  that  municipal  and  industrial  wastes  discharged  into  these 
creeks  were  causing  pollution  of  the  same.  This  complaint  was  followed  by 
a  suit  in  which  the  village  of  East  Syracuse,  the  Syracuse  Rendering  Com- 
pany, the  New  York  Central  and  Hudson  River  Railroad  Company,  and  the 
Benedict  Manufacturing  Company  were  named  as  codefendants.     A  verdict 
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was  rendered  in  favor  of  the  plaintiffs ;  the  case  was  appealed  and  the  verdict 
sustained  ahout  the  first  of  the  year  1918. 

Existing  Sewerage  Conditions 

On  June  1,  1920,  a  conununication  was  received  from  Mr.  Charles  A.  Say, 
of  East  Syracuse,  stating  that  the  Syracuse  Rubber  Company,  manufacturers 
of  rubber  tires,  had  recently  erected  a  manufacturing  plant  in  the  vicinity 
of  Lye  or  Headson  creek  within  the  corporate  limits  of  East  Syracuse,  and 
that  it  was  his  imderstanding  that  the  village  of  East  Svracuse  had  granted 
that  company  permission  to  drain  the  sewage  of  its  plant  into  Lye  creek 
through  the  mimicipal  sewer  system,  and  tlukt  for  this  purpose  the  village 
was  about  to  allow  the  connection  of  this  manufacturing  establishment  with 
the  East  Syracuse  village  system.  The  complainant  further  referred  to  a 
past  report  of  this  Department,  in  which  insanitary  conditions  were  noted 
and  expressed  his  belief  that  to  add  materially  to  the  volume  of  sewage  in 
the  villa^  sewer  system  would  aggravate  a  condition  already  objectionable. 

Upon  mvestigation  it  was  found  that  the  conditions  existing,  as  regards 
village  sewerage,  at  the  time  of  the  inspection  of  December  8,  1914,  to  which 
reference  has  been  made,  and  detailed  in  a  report  thereof  (see  36th  Annus! 
Report,  Vol  2,  page  1077),  had  in  general  been  only  slightly  changed.  The 
bulk  of  the  sewage  is  conducted  to  a  concrete  settling  tank  previously 
described  in  connection  with  the  investigation  of  1914.  This  tank  is  covered 
with  a  roof  composed  of  plank,  some  of  which  are  loose.  It  is  estimated  that 
the  volume  of  sewage  entering  the  tank  would  receive,  if  the  entire  volume 
of  the  tank  were  available,  a  theoretical  detention  of  1%  hours.  There  was 
in  the  tank  a  considerable  quantity  of  sludge  and  thick  tough  scum.  That 
it  has  been  the  practice  to  remove  these  accumulations  is  shown  by  quanti- 
ties of  dry  sewage  solids  on  nearby  land.  From  this  tank  the  effluent  passes 
through  a  manhole  and  into  the  stream,  a  distance  of  about  50  feet.  Over 
the  manhole  is  a  small  frame  building  housing  a  Wallace  and  Tieman 
chlorinating  apparatus.  The  chlorine  is  applied  in  the  manhole.  No  pro- 
vision is  made  for  detention  during  the  process  of  disinfection  other  than 
such  as  is  obtained  in  the  slow  current  of  the  creek.  The  dilution  obtained 
in  the  waters  of  the  stream  effects  a  similar  reduction  in  the  proportion  of 
chlorine.  This  disinfecting  plant  supplanted  a  hypochlorite  apparatus  which 
was  described  in  the  report  of  the  1914  investigation. 

Recently  the  village  of  East  Syracuse  voted  to  annex  some  39  acres  located 
inunediately  adjacent  to  its  former  east  boundary  line  and  upon  which  is 
located  the  new  plant  of  the  Syracuse  Rubber  Company.  At  this  plant  it 
was  found  that  a  settling  tank,  12  feet  x  12  feet  in  plan,*  had  been  built  near 
the  freight  line  right  of  way  of  the  New  York  Central  railroad.  The  tank 
was  constructed  of  vertical  plank  sheathing  held  in  place  by  a  timber  frame. 
The  contents  of  this  tank  plainly  indicated  that  sanitary  sewage  was 
entering  it.  The  effluent  was  piped  imderground  30  feet  to  a  point  in  the 
bed  of  a  ditch  inside  the  railroad  right  of  way.  It  then  flowed  in  this  ditch 
over  the  right  of  way  a  distance  of  about  400  feet  to  Headson  creek,  into 
which  it  discharged  near  the  railroad  bridge  about  700  feet  down  stream 
from  the  point  of  discharge  of  the  village  sewage.  No  plans  showing  this 
tank  and  method  of  disposal  of  sanitary  sewage  and  trade  wastes  have  been 
submitted  to  this  Department,  nor  has  any  application  been  made  by  this 
company  or  by  the  village  in  their  behalf  for  permission  to  discharge  sewage 
from  this  industrial  plant  into  the  waters  of  Headson  creek.  This  discharge 
of  sewage  into  the  waters  of  the  State  without  permission  constitutes  a 
viokition  of  section  79  of  the  Public  Health  Law.  Application  should  be 
made  inunediately  by  the  Syracuse  Rubber  Company  for  temporary  permis- 
sion to  discharge  sewage  and  wastes  from  their  plant  into  the  waters  of 
Headson  creek.  This  application  should  be  accompanied  by  plans  in  duplicate 
showing  details  of  construction  of  sewers  and  disposal  plant  together  with 
the  location  of  the  proposed  point  of  discharge  into  the  creek. 

It  was  stated  by  Dr.  B.  F.  Chase,  Health  Officer  of  the  village  of  East 
Syracuse,  that  he  understood  this  method  of  treatment  to  be  temporary  only, 
and  that  the  village  engineer  had  been  instructed  to  prepare  plans  for  a  plant 
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to  treat  the  sewage  of  this  manufacturing  establishment.  He  further  stated 
that  tlie  vilh^e  of  ESajat  Syracuse  liad!  purchased  certain  property  rights, 
including  a  right  of  way  across  the  road  bed  of  the  New  York  Central  rail- 
road, for  purposes  of  treatment  and  disposal  of  this  sewage.  It  appears 
from  such  information  as  could  be  obtained  that  it  is  intended  to  discharge 
the  efihient  of  this  plant  into  the  stream  at  a  point  about  500  feet  down 
stream  from  the  present  point  of  discharge,  or  about  1,200  feet  down  stream 
from  the  present  village  outfall. 

In  general  the  slope  of  the  bed  of  Headson  creek  is  slight  and  the  resulting 
current  moderate,  in  some  places  sluggish.  After  passing  under  the  tracks 
of  the  Kew  York  Central  railroad  it  passes  between  the  railroad  right  of 
way  and  the  rear  of  a  number  of  houses  located  on  Manlius  street.  A  con- 
siderable quantity  of  suspended  solids  was  seen  in  the  stream  in  this  section. 
The  stream  then  crosses  Manlius  and  James  streets  in  a  well  built-up  section. 
Thence  it  flows  in  the  town  of  DeWitt  in  a  northeasterly  direction  mainly 
through  an  agricultural  section,  but  passes  near  several  farm  houses.  About 
%  of  a  mile  below  James  street  the  stream  crosses  a  highway  at  a  point 
not  far  distant  from  a  large  industrial  plant  now  under  construction.  This 
plant  is  owned  by  the  M.  L.  Oberdorfer  Brass  Company.  As  the  proposed 
location  of  the  sewage  disposal  plant,  shown  on  the  plans  approved  in  1916,  is 
some*  %  miles  below  this  highway  crossing,  it  will  be  posaible  for  the  village 
of  East  Syracuse  to  care  for  the  sewage  of  this  section  if  it  appears  desirable. 

ConohMiona  and  Recommendationa 

As  a  result  of  this  investigation,  together  with  the  results  of  previous 
investigations  and  data  at  hand,  and  after  a  careful  consideration  of  the 
various  factors  involved,  I  am  of  the  opinion  that  the  sewage  discharged 
into  Headson  creek  by  the  village  of  Kast  Syracuse  at  present  does  not 
create  a  serious  and  imwarranted  pollution  of  that  stream. 

I  would  therefore  recommend: 

1.  That  the  village  of  East  Syraxjuse  be  required  to  construct  trunk 
sewers  and  a  sewage  disposal  plant  in  conformity  with  the  plans  approved 
by  this  Department  on  July  23,  1915. 

2.  That  the  sewage  of  the  Syracuse  Rubber  Company,  a  manufacturing 
corporation  within  the  corporate  limits  of  the  village,  be  conducted  to 
this  trunk  sewer  at  the  most  suitable  point  and  that  it  be  treated  with 
the  sewage  of  the  village  of  East  Syracuse. 

3.  That  the  Syracuse  Rubber  Company  prepare  and  submit  plans  to 
this  Department  showing  temporary  method  of  disposal  of  sewage  and 
wastes  together  with  application  for  permission  to  discharge  same  into 
Headson  creek,  as  outlined  in  the  body  of  this  report. 

I  would  further  recommend  that  copies  of  this  report  be  sent  to  the  Sani- 
tary Sujpervisor  of  the  District,  the  Board  of  Health  of  the  village  of  East 
Syracuse,  the  Syracuse  Rubber  Company,  and  the  complainant. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  August  16,   1920  Chief  Engineer 


Copies  of  this  report  were  sent  on  August  17,  1920,  to  the  village  authori- 
ties and  to  the  Syracuse  Rubber  Company,  and  they  were  urged  to  carry  out 
the  recommendations  of  the  report. 


GLENS  FALLS 

Hebicann  M.  Bioqs,  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  on  the  results  of  an  inspection  made 
by  an  engineer  of  this  Department  on  October  30,  and  November  1  and 
2,  of  the  alleged  insanitary  conditions  caused  by  the  dischai^  of  sewage 
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into  the  Sherman  Qnarry,  owned  and  operated  by  the  F.  W.  Waite  Lime  Com- 
pany, within  the  city  of  Glens  Falls,  Warren  county,  N.  Y.,  aa  con^lained 
of  in  a  letter  received  from  the  Industrial  Conmiission  of  the  State  Department 
of  Labor  on  October  19,  1920. 

Chneral  Situation 

Glens  Falls  has  a  population  of  about  16,500  persons,  and  is  located  on  the 
Hudson  river  about  60  miles  north  of  Albany.  The  nearest  populated  places 
on  the  Hudson  below  Glens  Falls  are  the  villages  of  Hudson  Falls  and  Fort 
Edward.  These  municipalities  are  located  about  2  and  4  miles  respectively 
below  Glens  Falls,  and  nave  a  combined  population  of  about  10,000  persons. 
Neither  of  these  villages,  however,  nor  any  other  municipality  below  them 
on  the  river,  use  the  latter  as  a  source  of  water  supply  without  purification. 

Approved  Plana 

The  records  of  the  Department  show  that  plans  for  a  sewer  system  for 
tlie  city  of  Glene  Fallii  were  approred  on  October  14,  IS^l,  as  described  in 
our  12th  Annual  Report.  The  sewer  system  provided  for  by  these  plans  was 
constructed  in  general  accordance  therewith.  The  system,  however,  was 
lapidly  outgrown  and  extensively  added  to  so  that  new  plans  were  necessary. 
Such  plans  were  submitted  to  the  Department  and  received  approval  on  Feb- 
ruary 27,  1918.  These  latter  plans  embraced  a  complete  system  of  sewage 
disposal,  and  included  three  pumping  stations  to  care  for  low  undeveloped 
portions  of  the  city.  The  treatment  comprised  screen  and  grit  chamber,  three 
settling  tanks  of  the  two-story  type  with  five  sludge  drying  beds,  and  a  sub- 
merged outfall  discharging  at  a  point  near  the  center  of  the  Hudson  river. 
No  steps,  however,  appear  to  have  been  taken  to  install  the  proposed  sewag^e 
disposal  plant  provided  for  by  these  1018  plans. 

Original  Disposal  Conditions 

The  system  approved  in  1891  provided  for  the  disposal  of  sewage  by  dis- 
charging it  into  a  large  fissure,  crevice,  or  sink  hole  in  the  lime  rock  around 
which  was  built  a  covered  brick  tank  vented  by  a  central  chimney.  Thi? 
tank  prevented  the  horizontal  flow  of  sewage,  at  times  of  violent  storm  dis- 
charges, from  jumping  over  the  sink  hole,  and  confined  the  sewage  so  that 
its  disposal  might  be  fully  accomplished  without  its  being  seen  or  odors  from 
it  noticed. 

Limitations  of  Original  Disposal  Method 

No  point  of  issue  of  the  sewage  from  they  sink  hole  crevice  was  ever  dis- 
covered, and  for  many  years  it  served  as  a  satisfactory  means  of  sewage 
disposal  for  the  city.  However,  the  discharge  from  the  city  increased  in 
volume  on  the  one  hand  and  the  capacity  of  the  sink  hole  crevice  on  the 
other  hand  was  lessened  by  deposits  therein,  of  the  products  of  erosion  and 
surface  wash  carried  by  the  sewers,  which  were  and  are  largely  on  the 
combined  system. 

Termination  of  Original  Method 

About  fifteen  years  ago,  when  at  times  the  sewage  could  no  longer  be 
sccommodated  by  the  crevice,  at  first  a  little  and  before  long  apparentlj 
all  of  even  the  drv  weather  flow,  quite  posRiblv  despite  efl^orts  by  t.lie  city 
to  clean  the  sink  hole  by  hose  flushing  or  shooting,  found  its  way  down  to 
the  river,  about  a  thousand  feet  dis^nt,  through  an  open  channel  across 
the  lands  of  the  Sherman  Lime  Company. 

Property  Rights  at  Disposal  Site 
In  about  1906  a  lawsuit  was  brought  against  the  city  by  the  Sherman 
Lime  Company  which  was  understood  to  have  been  decided  in  favor  of  the 
latter.  This  suit  related  to  the  pollution  of  the  quarry  properties  of  the 
Sherman  Lime  Company  by  the  city.  The  city  consequently  purchased  from 
the  Sherman  company  the  fee  ownership  of  a  considerable  tract  of  land 
embracing  the  site  of  the  present  pond  of  sewage  near  the  quarry  on  the 
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line  of  the  outfall  sewer  and  Including  all  of  a  wide  strip  of  land  between 
the  outlet  of  the  existing  sewer  and  the  Hudson  river.  From  this  fee  owner- 
ship there  was  reserved,  however,  the  right  of  the  Sherman  company  to 
quarry  some  of  the  lime  rock  on  this  property,  which  right  the  F.  W.  Waite 
Company  is  said  to  have  secured  from  the  Sherman  company.  It  was  espe- 
cially stipulated  that  the  right  to  quarry  was  to  be  exercised  as  not  to 
interfere  with  the  Glens  Falls  sewer  system  as  then  or  thereafter  constructed 
and  maintained. 

1918  Outfall  Conations 

The  conditions  resulting  in  1918  as  the  outcome  of  failing  properly  to 
replace  this  original  method  of  sewage  disposal  are  described  in  the  report 
of  the  consulting  engineer  for  the  city  in  that  year.  This  report  states  that 
the  sewage  at  that  time  overflowed  the  sink  hole  through  an  overflow  cut 
in  the  foundation  of  the  tank  building,  and  dropped  over  a  lime  rock  channel 
some  40  feet,  then  ran  through  an  earth  ditch  for  about  one-third  of  the 
way  to  the  river,  and  last  flowed  rapidly  down  a  steep  incline  to  the  latter. 

Present  General  Outfall  Condituma 

At  the  time  of  the  inspection  the  sewage  was,  as  formerly,  discharged 
from  a  trunk  sewer  into  a  large  rectangular  tank  in  the  bottom  of  wmch 
is  the  flssure  in  the  rock  which  at  first  sufficed  to  carry  away  all  the  sewage 
but  which  appears  to  be  so  clogged  up  as  to  carry  away  little  or  none  of  it. 
in  consequence  of  this  condition  the  sewage,  or  the  major  part  of  it,  flows 
from  the  point  of  discharge  from  the  sewer  near  the  center  of  the  building 
directly  out  through  the  wall  in  the  southeast  corner.  From  here  it  falls 
rapidly  for  a  distance  of  10  or  20  feet  and  then  runs  through  a  channel 
with  a  rocky  bed  and  with  more  or  less  precipitous  descent  into  a  pond  of 
sewage  about  200  feet  to  300  feet  distant,  the  overflow  from  which  spreads 
itself  out  over  the  river  bank  and  discharges  through  open  channels,  about 
200  feet  in  length,  into  the  river, along  the  shore  line. 

Area  of  Impounded  Sewage  Expoeed 

This  pond  seems  to  be  formed  from  an  old  quarry  bed,  and  has  a  width 
of  about  100  feet  and  a  length  of  about  300  feet.  Judging  from  the  depth 
of  other  adjacent  quarry  beds,  this  pond  might  be  expected  to  have  a  depth  of 
from  3  to  0  feet,  or  a  storage  capacity  approximating  100,000  cubic  feet 
or  sufficient  for  about  half  a  day's  storage  of  the  dry  weather  sewage  flow 
from  the  entire  city.  Septic  action  was  observed  and  bubbles  apparently 
the  size  of  a  bucket  frequently  came  to  the  surface.  It  is  to  be  borne  in 
mind,  however,  that  since  there  are  no  provisions  for  removing  the  sludge 
to  drained  drying  filters,  this  pond  must  ultimately  become  a  solid  mass 
of  stagnant  filth  through  which  the  sewer  must  Torce  a  channel. 

Outlet  from  Pond  of  Sewage 

From  this  pond  the  sewage  overflows  through  a  box  culvert  under  the 
industrial  railroad  of  the  Lime  company.  The  entrance  or  upper  part  of  this 
culvert,  however,  is  formed  by  three  24-inch  terracotta  pipes,  two  placed  on 
the  lower  level,  and  the  third  adjoining  these  but  on  the  adjacent  level 
above.  At  the  time  of  flrst  observation  the  two  lower  pipes  were  flowing 
half  full  at  ^e  upper  end  and  about  one-third  depth  at  the  lower  end.  A  cul- 
vert of  such  design  is,  of  course,  in  danger  of  stoppage  from  quarry  brush 
and  debris  carried  down  as  well  as  objects  carried  by  the  large  trunk  sewer. 
At  least  one  such  stoppage  is  reported  to  have  already  occurred  and  to  have 
been  remedied  in  response  to  efforts  of  the  health  officer. 

Sewage  Splayed  Along  the  River  Bank 

Below  the  discharge  of  the  culvert  the  sewage  spread  itself  over  about  an 
acre  of  area  composed  of  small  pools  amonff  the  rock  fragments  lininR  the 
river  bank,  ultimately  finding  its  way  into  the  Hudson.  For  the  time  being 
both  the  region  aroubd  the  pond  and  the  region  around  the  pools  were  isolated 
and  free  from  human  habitation  though  used  by  workmen.    The  conditions  on 
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a  hot  sTimmer  day  would  be  objectionable  to  a  far  more  pronounced  degree 
than  could  be  observed  at  the  time  ot  the  inspection  which  occurred  on  a 
cool  day  after  two  or  more  days  of  rainy  weather. 

Contemplated  Quarrying  Operations 

At  the  time  of  the  inspections  only  two  or  three  men  were  found  working 
in  the  Sherman  quarry  and  the  representative  on  the  ground  as  well  as  tbe 
general  manager  stated  that  it  >fas  not  expected  to  have  any  men  working 
m  the  quarry  after  the  6th  of  November.  It  was  also  stated,  however,  that 
some  time  in  the  early  summer  of  1921,  if  and  when  business  conditions 
justified,  some  stripping  operations  might  be  begun  preliminary  to  resuming 
further  quarrying,  the  stripped  material  to  be  placed  near  the  sewage  pond. 
This  will  result  in  the  further  increasing  of  the  dike  or  embanlmient  of 
dirt  now  about  150  feet  wide  and  8  feet  or  more  deep  lying  between  tkii 
pond  and  the  present  quarry. 

Infiltrations  into  Quarry 

In  the  Sherman  quarry  infiltration  of  ground  water  or  sewage  occurs  in 
fairly  large  quantities  at  three  points.  At  two  of  theae  three  points  the 
infiltration  appears  to  be  of  sewage,  but  no  sewage  seems  to  enter  the  quarry 
from  any  other  points  than  these  two.  The  quarry  itself  is  of  irregular 
shape,  is  about  500  feet  long  from  north  to  south  and  has  a  maximum  widtk 
at  least  sla  irreat.  The  three  points  of  infiltration  mentioned  are  on  the 
easterly  side  of  the  quarry,  which  is  the  side  between  it  and  the  present  sewage 
outfall  ditch  and  pond.  At  each  of  these  points  the  infiltration  enters  from 
the  foot  of  the  rock  wall  under  three  feet  or  more  of  rock  cover  over  which 
is  6  feet  or  more  of  earth  overburden. 

Pollution  in  Quarry 

The  first  of  these  infiltration  points  is  about  100  feet  below  the  railroad, 
or  about  100  feet  down  from  the  upper  or  northerly  end  of  the  quarry.  The 
amount  of  infiltration  here  appeared  to  be  about  1^  second  feet  at  the  time 
of  the  observation.  This  first  stream  of  infiltration  was  clear  water  withont 
observable  odor  and  apparently  contained  no  sewage.  At  the  next  point  of 
infiltration  there  was  a  flow  of  about  0.4  of  a  second  foot  of  sewage  of  a  dark 
brown  color.  This  flow  entered  the  quarry  at  a  point  about  midway  down 
on  its  easterly  side,  while  about  70  feet  below  this  point  the  third  point 
of  infiltration  occurred.  There  a  flow  of  about  0.3  of  a  second  foot  of 
similar  sewage  entered.  None  of  this  sewage  contains  large  particles  but 
all  of  it  is  discolored  and  malodorous  and  causes  deposits  of  slime  and  sludge 
characteristic  of  sewage.    • 

Source  of  Pollution 
Neither  the  city  engineer  nor  the  health  officer  accompanying  the  engineer 
from  this  I>epartment  on  one  of  the  four  inspections  were  able  to  say  with 
certainty  whether  the  source  of  this  infiltering  sewage  was  the  original 
sink  hole  crevice  or  some  other  crevice  at  the  point  of  discharge  of  the 
trunk  sewer  or  the  pond  previously  mentioned.  There  seems  to  be  sufficient 
fall  provided  from  either  source.  The  pond  service  appeared  to  be  at  an 
elevation  of  about  10  feet  above  the  water  in  the  Sherman  quarry  and  about 
6  or  8  feet  above  the  joints  of  infiltration  discharge  of  the  aewage  in  the 
quarry,  while  the  point  of  discharge  of  the  sewage  from  the  trunk  sewer  was 
at  an  elevation  of  probably  20  to  40  feet  above  tihese  points  of  discharge. 

Remedies  Proposed 

The  manager  of  the  quarry  appeared  decidedly  of  the  opinion  that  the 
source  of  pollution  was  not  the  pond  but  the  crevice  or  rock  formation 
near  the  sink  hole,  and  he  said  that  he  expected,  before  further  working  the 
quarry,  to  deepen  an  intercepting  rock  cut  near  the  point  of  sewer  di^ 
charge  and  between  it  and  the  pond  and  thus  cut  off  this  source  of  contami- 
nation, and  that  he  would  also  further  prevent  the  possibility  of  pollution 
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from  the  pond,  if  any,  liy  placing  the  overburden  or  top  soil  yet  to  be 
removed  between  the  pond  and  the  present  quarry. 

Possible  Temporary  Relief 

While  it  was  not  mentioned  in  the  discussion  at  Glens  Falls,  it  appears 
also  that  it  may  prove  feasible  temporarily  to  relieve  the  insanitary  condi- 
tion in  the  quarry  by  collecting  the  portion  of  the  sewage  which  enters  it 
at  its  points  of  entrjr  into  the  quarry  workings,  and  to  convey  it  by  an 
iron  pipe  across  or  around  the  present  workings  back  to  the  sewage  outfall 
channel  above  its  outlet  into  the  river,  provided  the  authorities  were  willing 
to  permit  this  diversion  of  sewage  through  private  premises  imtil  a  more 
permanent  remedy  be  found. 

Cause  of  Entry  of  PoUutum 

The  fact  that  the  quarry  is  polluted  by  sewage  is  evident,  though  the 
precise  point  at  which  the  pollution  leaves  the  flow  between  the  sewer 
mouth  and  the  culvert  below  the  pond  may  Wm  in  doubt.  It  further 
appears  that  the  discharge  or  seepage  of  sewage  into  the  quarry  is  largely 
due  to  the  quarrying  of  lime  rock  particularly  along  the  outlet  channel 
of  the  sewage  below  the  sink  hole,  and  to  the  changing  of  the  location  of 
the  outlet  channel  of  the  sewage  by  the  present  owners  of  the  quarry. 

Changes  in  Sewage  Outfall  Channel 

It  seems  from  the  report  of  the  consulting  engineer  of  the  city,  submitted 
with  the  plans  for  sewage  disposal  in  1919,  that  less  than  three  years  ago 
there  was  no  pond  on  the  sewage  outlet  channel  below  the  sink  hole,  and 
the  description  of  its  course  further  showed  that  it  was  on  a  different 
course  than  is  the  present  course  of  the  outfall  channel.  Inquiry  from 
the  manager  of  the  limestone  quarry  brought  out  an  explanation  which 
appeared  to  be  about  as  follows:  Two  changes  were  made  in  the  channel 
through  which  the  city  sewage  flows.  These  changes  seem  to  have  been 
made  by  the  Lime  company  in  the  outfall  channel,  and  in  the  outfall 
tank  and  building  and  outfall  channel  of  the  city,  and  are  understood  to 
be  without  official  knowledge  on  the  part  of  the  city  or  of  the  city  engineer. 

Original  Channel  and  First  Change 

The  outfall  channel  in  1918  as  described  in  the  report  of  the  consulting 
engineer  referred  to,  ran  directly  toward  the  river  much  as  at  present  for 
about  300  feet,  but  then  deflected  to  the  right,  or  in  a  westerly  direction, 
about  30  degrees  or  more  and  passed  under  the  industrial  railroad  through  a 
culvert  now  filled  in.  The  present  owners  of  the  quarry,  who  are  reported  to  be 
successors  to  the  rights  of  the  Sherman  Lime  Company,  appear  to  have 
broken  out  the  west  side  wall  of  the  tank  house  over  the  sink  hole,  i^to 
the  center  of  which  tank  the  trunk  sewer  discharges,  and  dug  an  entirely 
new  channel  about  600  feet  long  from  the  sewer  mouth  to  uie  industrial 
railway,  largely  along  the  property  line  between  their  property  and  that  of 
the  city,  and  from  a£>ut  100  feet  to  300  feet  west  of  the  old  diannel  of  the 
sewage  outfall  stream. 

Second  and  Last  Channel  Change 

This  new  channel,  however,  used  the  same  old  culvert  imder  the  industrial 
railway  as  did  the  channel  from  which  the  sewage  was  deflected.  To  reach 
this  culvert  the  lower  end  of  the  channel  was  considerably  curved.  To  lessen 
the  sewage  seepage  when  subsequent  quarrying  operations  approached  this 
new  line,  or  for  other  reasons  of  their  own,  the  Lime  company  decided  to 
change  the  channel  again.  This  they  appear  to  have  done  fy  filling  in  the 
tank  at  the  sink  hole  sufficiently  to  divert  or  otherwise  diverting  the  flow 
of  the  stream  of  sewage  back  to  somewhere  near  its  former  channel  in  the 
iTpper  half  of  its  course,  while  the  lower  half,  instead  of  being  deflected  as 
.originally  about  30  degrees  to  the  west,  was  deflected  to  the  east  toward 
the  new  triple  pipe  outlet  and  culvert  prepared  for  it  and  already  described. 
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Bwnk  Protection  of  Pond  Formed 

This  new  culvert  opening,  however,  was  at  an  elevation  eo  much  higher 
than  the  quarry  hole  across  which  the  outfall  channel  was  now  deflected 
that  the  pond  already  described  was  formed  in  the  latter.  A  dam  or  bank  of 
clay  nearly  100  feet  thick  was  placed  by  a  steam  shovel  close  to  the  pond 
and  between  it  and  the  present  workings.  Besides  this  protection,  there 
also  remains  a  berm  of  about  another  hundred  feet  of  untouched  overburden 
between  this  bank  and  the  present  workings  and  adjoining  the  latter. 

Probable  Course  of  InfUtration 

As  the  sewage  infiltration  flows  into  the  quarry  through  seams  in  the  rock, 
it  seems  probable  that  none  of  it  penetrated  these  extensive  earth  banks, 
but  that  on  the  contrary  its  entire  course  between  either  the  sewage  outfall 
channel  or  the  pond  and  its  points  of  discharge  into  the  present  workings 
lies  in  eeams  or  crevices  in  the  rock  which  have  been  cut.  These  aeuns 
may  have  been  all  or  partly  caused  or  opened  by  quarrying  or  blasting 
operations^  as  no  material  change  in  the  sewage  channel  seems  to  have 
been  made  by  the  city  itself  since  the  settlement  of  the  case  at  law 
previously  mentioned. 

Conclueione 

In  conclusion  I  would  state  that  the  investigation  showed: 

1.  That  local  insanitary  conditions  existed  in  the  Sherman  quarry  owned 
and  operated  by  the  F.  W.  Waite  Lime  Company  due  to  the  infiltration  of 
sewage  through  openings  apparently  made  by  quarrying  or  across  territory 
disturbed  by  quarrying  operations. 

2.  That  general  insanitary  conditions  existed  due  to  the  unusual  temporary 
expedient  of  discharging  untreated  raw  sewage,  through  open  trenches, 
directly  upon  the  shore  line  of  the  river. 

Recommendations 

In  order  to  abate  the  nuisance  complained  of  and  to  correct  the  foregoing 
insanitary  conditions,  it  is  recommended: 

1.  That  the  leakage  of  sewage  from  the  Glens  Falls  sewerage  system 
into  the  Sherman  quarry  of  the  F.  W.  Waite  Lime  Company  ^  stopped 
by  the  parties  who  caused  or  permitted  the  flow  reaching  such  workings, 
and  that  such  leakage  be  prevented  from  reaching  any  quarry  in  which 
men  are  or  are  to  be  employed. 

2.  That  the  city  of  (^lens  Falls  take  ^teps  to  install  the  treatment 
plant  provided  for  by  the  plans  approved  by  this  Department  on  Feb- 
ruary 27,  1018,  as  soon  as  possible. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  November  16,  1920  Chief  Enginwr 

Copies  of  this  report  were  sent  on  November  22,  1920,  to  the  Mayor  and 
Common  Council  of  Glens  Falls,  to  the  loc«l  Board  of  Health,  to  the  Sanitary 
Supervisor,  and  to  the  F.  W.  Waite  Lime  Company. 


GREEN  ISLAND 

Hebmann  M.  Biggs,  M.D.,  State  Commissioner  of  Health : 

I  beg  to  submit  the  following  report  on  an  investigation  of  the  sewerage 
conditions  of  the  village  of  Green  Island,  Albany  county,  N.  Y.,  made  Irr 
Mr.  W.  C.  Emigh\  Assistant  Engineer  in  this  Department,  on  August  25. 
1920.  This  investigation  was  made  at  the  request  of  Dr.  H.  L.  Albrecht, 
Health  Officer  of  the  village. 

Green  Island  is  an  incorporated  village  located  at  the  confluence  of  the 
Hudson  and  Mohawk  rivers,  about  three  miles  above  Albany.  It  has  an 
estimated  population  at  the  present  time  of  4,800  persons.     Its  water  supply 
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is  furnished  1^  the  Green  Island  Water  Company.  It  is  derived  principally 
from  infiltration  galleries  located  on  Center  Island,  a  small  island  between 
Green  Island  and  Troy.  The  water  is  purified  by  gravity  mechanical  filters. 
It  is  stated  by  the  superintendent  of  the  company  that  the  water  consump- 
tion of  the  village  is  approximately  300,000  gallons  per  day,  all  of  which  is 
metered. 

The  sewer  system  of  the  village,  which  was  installed  in  the  year  1887, 
was  constructed  on  the  combined  plan:  that  is,  the  fiow  of  sanitary  sewage 
and  storm  water  nmoff  is  collected  in  the  same  set  of  pipes.  Four  outfalls 
are  provided,  located  on  Bleecker,  Swan,  Hamilton,  and  Saratoga  streets 
respectively.  The  sizes  of  sewers  at  these  outfalls  are  2'0"  by  S'O";  I'lO"  by 
2'9^;  VS"  by  £'6";  and  15"  respectively.  The  first  three  are^  egg-shaped 
brick  sewers,  and  the  fourth  is  a  circular  tile  pipe  sewer.  In'  the  case  of 
each  of  the  brick  sewers,  the  end  of  the  main  sewer  is  above  high  tide. 
A  short  distance  back  of  each  of  these  open  ends  is  located  a  maimole,  at 
which  point  the  dry  weather  flow  enters  a  smaller  iron  pipe  and  is  conveyed 
therin;  at  Bleecker  street  to  a  point  above  normal  high  tide;  at  Swan 
street  to  a  point  aulmierged  at  low  tide;  at  Hamilton  street  to  a  point 
just  above  low  tide.  In  1004  it  was  estimated  that  the  population  served 
by  the  Bleecker  street  sewer  was  about  15  per  cent;  the  Swhxi  street  sewer 
about  50  per  cent;  the  Hamilton  Street  sewer  29  per  cent;  and  the  Saratoga 
street  sewer  about  6  per  cent  of  the  total.  A  15-inch  sewer  carrying  only 
storm  water  discharges  into  the  river  at  the  foot  of  Center  street. 

It  was  stated  hy  the  village  health  officer  that  complaints  regarding  only 
the  nuisance  created  by  the  Hamilton  street  sewer  had  been  miuie  to  him. 
It  was  found  that  this  sewer  discharges  into  a  channel  of  the  Hudson  river 
lying  between  Green  Island  and  Center  Island.  The  recent  inspection  was 
made  about  one  hour  before  extreme  low  tide.  At  that  time  it  was  estimated 
that  the  water  level  in  the  portion  of  the  channel  into  which  the  Hamilton 
street  sewer  discharges  was  approximately  8  inches  above  the  water  level 
in  the  main  channel.  At  the  southerly  end  a  small  amount  of  water  was 
trickling  over  the  gravel  bed  of  the  river  in  a  stream  about  2  feet  wide. 
At  the  northerly  end  a  similar  stream  was  about  4  feet  wide.  It  thus 
aippears  that  this  portion  of  the  river  is  nearly  land-locked  for  several 
hours  before  and  after  extreme  low  tide. 

A  large  quantity  of  gas  was  rising  to  the  surface  in  this  land-locked 
portion  of  the  river.  It  is  claimed  by  residents  of  the  village  of  Green 
Island  that  this  condition  of  stagnation  .has  been  either  creat^  or  aggra- 
vated by  the  use  of  the  north  end  of  the  channel  lying  between  ween 
Island  and  Center  Island  as  a  spoil  bank  during  recent  dredging  operations 
in  connection  with  the  Construction  of  the  State  Barge  canal.  It  appears, 
however,  from  the  gravel  observed  near  the  bridf^e  spanninfi;  the  channel 
that  deposition  of  gravel  and  sand  is  likely  to  occur  in  this  section  and  that 
little  current  would  exist  even  had  the  spoil  not  been  dumped  at  the  north 
end. 

The  Bleecker  and  Swian  street  outfalls  are  located  at  points  which  are  at 
all  times  connected  with  the  main  channel  but  are  in  slack  water  at  some 
distance  from  that  channel.  Scum  was  observed  upon  the  surface  of  the 
i^iater  near  these  outfalls.  The  iSaratoga  street  outfall  is  located  in  the  face 
of  a  bulkhead  and  at  a  point  fully  2  feet  above  low  tide.  Sewage  from  this 
outfall  *fall8  into  slack  water.  A  considerable  quantity  of  scum  was  noted 
at  this  point. 

Although  it  was  evident  that  conditions  were  somewhat  worse  at  and  near 
the  Hamilton  street  outfall,  it  also  appeared  that  oibjectionable  condiitions 
existed  at  all  of  the  outfalls.  After  careful  consideration  of  these  conditions 
I  would  recommend  — 

1.  That  the  village  of  Green  Island  prepare  and  submit  to  this  Depart- 
ment for  approval  plans  showing  — 

(a)  An  intercepting  sewer  so  designed  as  to  receive  and  convey 
all  of  the  dry  weather  flow  of  the  sewers  now  discharging  into  the 
river  at  Bleecker,  Swan,  Hamilton,  and  Saratoga  streets  to  a  point 
suitably  located  for  and  adapted  to  the  construction  of  a  sewage 
disposal  plant. 
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(b)  Details  of  a  suitable  sewage  disposal  plant  for  the  preliminary 
treatment  of  the  dry  weather  flow  of  sewage  before  its  discharge  into 
the  waters  of  the  Hudson  river,  together  with  general  plans  for  the 
more  complete  treatment  of  the  sewage  of  the  village. 

(c)  An  outfall  sewer  to  convey  the  effluent  of  the  disposal  plant 
to  a  point  in  the  channel  of  the  Hudson  river  so  located  as  to  obtain 
dilution  and  velocity  of  stream  flow  sufficient  to  avoid  the  creation  of 
a  nuisance. 

«(d)   Outfall  severs  to  convey  the  storm  overflow  from  each  of  the 
existing  outfalls  to  the  main  channel  of  the  Hudson  river. 
2.  That  after  the  approval  of  these  plans  the  village  proceed  to  con- 
struct and  put  in  operation  the  works  for  the  preliminary  treatment  of 
the  sewage  and  the  intercepting  and  outfall  sewers. 

I  would  further  recommend  that  copies  of  this  report  be  sent  to  the  Board 
of  Health  of  the  village. of  Green  Island,  to  the  president  of  the  Chamber  of 
Commerce  of  the  village,  and  to  the  sanitary  supervisor  of  the  district. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  September  10,  1920  Chief  Engineer 

On  September  10,  1920,  copies  of  this  report  were  sent  to  the  sanitary 
supervisor  of  the  district,  to  the  local  board  of  health,  and  to  the  president 
of  the  Chamber  of  Commerce  of  Green  Island. 


MALTA  (Town) 

Hebmann  M.  Biggs,  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  upon  an  investigation  of  sewerage 
conditions  and  garbage  disposal  at  Round  Lake,  Saratoga  county,  N.  Y., 
made  on  July  20,  1920,  by  Mr.  A.  I.  Howd,  Assistant  Engineer  in  this 
Department. 

Round  Lake  is  an  incorporated  association  in  the  town  of  Malta,  Saratoga 
county,  N.  Y.  It  is  on  the  main  line  of  the  Delaware  and  Hudson  railroad 
about  13  miles  south  of  Saratoga  Springs.  During  the  summer  the  popula- 
tion of  Round  Lake  is  about  1,500,  but  during  the  remainder  of  the  year  it 
is  only  about  500.  The  village  has  a  comprehensive  sewer  system,  and  a 
water  supply  owned  by  the  association  and  derived  from  a  spring  brook 
about  2  miles  from  the  village. 

The  Round  Lake  Association,  of  which  Mr.  A.  A.  Lavery  is  president,  and 
Mr.  John  T.  Wilmot  is  superintendent,  has  a  board  of  nine  trustees  which 
pass  upon  all  matters  pertaining  to  the  association.  The  association  owns 
about  200  acres  of  land  in  the  town  of  Malta,  approximately  one-half  of 
which  is  occupied.  There  are  about  300  camps  and  houses  in  the  settlement 
practically  all  of  which  were  occupied  at  the  time  of  the  inspection.  The 
association  leases  the  land  for  99  years  with  privilege  of  renewal. 

The  sewer  system  for  Round  Lake  was  designed  by  Landreth  and  Fitz- 
gerald and  was  constructed  in  1887.  Storm  water  was  discharged  into  the 
sewers  originally,  but  about  five  years  ago  practically  all  the  storm  water 
was  excluded  from  the  sewers.  There  are  about  1.7  miles  of  sewer  mains, 
ranging  in  size  from-  4  indies  to  8  inches.  The  sewage  flows  by  gravity  to  a 
sewage  disposal  plant  located  in  the  northeastern  part  of  the  village  near 
the  lake.  This  plant  which  was  constructed  about  1890  was  designed  for 
the  treatment  of  the  sewage  by  chemical  precipitation.  At  present,  however, 
and  for  some  time,  the  plant  has  been  operated  simply  as  a  series  of  plain 
settling  tanks.    The  effluent  has  'been  discharged'  into  Round  lake. 

The  sewerage  conditions  in  the  village  are  briefly  as  follows: 

1.  The  area  bounded  by  Prospect  avenue  on  the  east,  by  Whitfield  and 
Lake  avenues  on  the  south,  by  Simpson  avenue  on  the  west,  and  6arat<^ 
avenue  on  the  north,  includes  the  central  and  major  part  of  the  village  and  is 
tributary  to  the  main  sewage  disposal  plant. 
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2.  The  section  enclosed  by  Merrill,  Thomson,  Whitfield,  and  James  avenues 
a  low  area  near  the  lake,  and  is  served  almost  entirely  by  cesspools.    Some 

properties  in  this  section  are  provided  with  cesspools. 

3.  There  are  some  12  properties  on  Andrews  avenue  east  of  Bowman 
'enue  which  are  served  by  a  4-inch  and  0-inch  sewer  which  discharges  into 
series  of  3  small  settling  tanks,  located  near  the  ice  house.  The  effluent 
pe  is  carried  under  the  Hudson  Valley  railroad  tracks  near  which  the 
wage  discharges  into  a  ditch  and  flows  through  underbrush  lor  about  100 
■  200  feet  to  the  lake. 

4.  That  part  of  the  village  west  of  the  Delaware  and  Hudson  railroad 
acks  is  served  by  cesspools,  some  of  which  it  was  learned  have  effluent 
[pes  connected  to  a  sewer  in  Washington  avenue  which  in  turn  empties 
Lto  the  ditch  along  the  Delaware  ai^d  Hudson  railroad  tracks.  There  are 
ime  17  properties  in  this  section  provided  with  cesspools. 

5.  There  are  a  few  houses  on  ioidrews  avenue  west  of  Bowman  avenue 
hich  are  too  low  to  be  connected  with  the  sewer  system  and  which  are 
rovided  with  cesspools.  A  cesspool  serving  the  Weld  and  Freinsberg 
ropertiea  was  found  to  be  overflowing  and  creating  insanitary  and  ob- 
actionable  conditions.  The  sewage  from  these  properties  should  be  disposed 
f  in  a  satisfactory  and  sanitary  manner. 

6.  A  cesspool  located  in  Barker  Paric,  near  Wiley  avenue  and  Kinth 
treet,  which  serves  the  Boyce  and  Manson  properties  on  Wiley  avenue, 
^as  found  to  be  practically  full  of  solid  matter  and  scum.  This  cesspool 
hould  be  cleaned  out  at  the  earliest  possible  time  and  the  properties  should 
«  connected  with  the  sewer  system  on  Andrews  avenue  or  Lake  avenue  if 
possible. 

7.  The  sewage  from  the  property  of  a  Mr.  Boucher,  on  the  corner  of  Whit- 
ield  and  Ames  avenues,  discharges  onto  the  ground  in  the  rear  of  the 
)roperty  and  flows  through  a  ditch  for  about  100  feet  seeping  into  the 
pound.  Since  there  is  no  sewer  to  which  the  property  might  be  connected, 
it  seems  that  a  leaching  cesspool  should  be  constructed  to  receive  and  dis- 
pose of  the  sewage  from  the  property. 

The  sewage  disposal  plant  is  housed  in  a  frame  building  about  50  feet 
square.     As  previously  pointed  out,  the  works  were  originally  operated  as 
a  chemical  precipitation  plant,  but  for  a  number  of  years  the  plant,  with 
practically  no  alterations,  has  been  used  as  a  series  of  plain  settling  tanks. 
The  first  settling  tank  is  constructed  of  brick,  and  is  about  26  feet  by  50 
feet  by  6  feet  deep.    This  tank  is  divided  into  two  compartments,  25  feet  by 
25  feet,  by  a  brick  wall  through  the  center  of  the  tank.    The  sewage  enters 
each  compartment  through  a  10-inch  inlet  pipe  located  in  the  comer  of  the 
tank  near  the  division  wall  and  about  2  feet  below  the  top  of  the  tank. 
About  10  feet  from  the  inlet  pipe  in  each  compartment  a  brick  wall  extends 
transversely  across  the  tank  to  within  about  5  feet  of  the  side  wall,  and 
about  15  feet  from  the  inlet  pipe  another  wall  extends  transversely  across 
the  tank  from  the  division  wall  to  the  side  wall.    The  sewage  flows  around 
the  end  of  the  first  wall  and  over  the  second  wall  from  the  end  of  which 
bricks  have  been  removed  allowing  the  sewage  to  flow  into  the  outlet  chamber. 
The  sewage  leaves  each  compartoient  through  a  pipe  provided  with  a  gate 
n«ar  the  bottom  of  the  compartment  and  drops  into  another  tank  about  25 
feet  by  50  feet  in  plan  located  at  elevation  about  5  feet  lower  than  the  first 
tank.    In  this  second  tank  there  are  two  brick  walls  partially  demolished, 
which  were  formerly  a  part  of  the  diemical  precipitation  plant,  but  are  of 
practically  no  use  at  present.     The  sewage  leaves  the  tank  through  a  sub- 
merged outlet  pipe  and  discharges  through  about  50  feet  of  pipe  into  an 
open  ditch. 

This  ditch  runs  in  a  southeasterly  direction  for  about  100  feet  at  which 
point  the  sewage  fiows  under  the  tracks  of  the  Hudson  Valley  railroad,  and 
about  50  feet  farther  it  fiows  imder  a  state  highway.  The  sewage  then  flows 
through  an  open  ditch  for  several  hundred  feet  into  Round  lake,  at  the  north- 
western end  of  the  lake.  No  deflnite  information  could  be  obtained  as  to  the 
volume  of  daily  sewage  flow,  but  it  might  be  roughly  estimated  at  approxi- 
mately 100,000  gallons  daily  at  the  time  of  the  inspection. 
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The  sewage  disposal  plant  is  operated  as  follows :  The  gate  on  the  influent 
pipe  to  one  compartment  is  opened  and  the  effluent  pipe  on  the  same  coin- 
partment  is  closed,  allowing  the  sewage  to  fill  the  compartment.  At  the 
same  time  the  gate  on  the  influent  pipe  to. the  other  compartment  is  closed 
and  the  effluent  pipe  opened  allowing  the  compartment  to  be  emptied.  Each 
time  an  effluent  pipe  is  opened  a  scoop  of  chloride  of  lime  (about  ^  pound) 
is  thrown  on  to  the  sewage  of  the  final  settling  tank.  During  the  summer 
the  tanks  are  alternated  every  6  hours  (except  during  the  night)  and  during 
the  winter  every  12  hours. 

Bather  than  operate  the  settling  tanks  on  the  ''fill  and  draw"  plan,  it 
would  probably  be  better  and  more  in  accordance  with  modem  practice  to 
operate  the  tanks  on  the  "continuous  flow"  plan.  This  would  necessitate 
only  a  few  minor  changes  such  as-  the  removal  of  about  5  feet  6f  the  second 
transverse  brick  wall  near  the  division  wall  in  each  of  the  25  feet  by  25 
feet  tanks,  so  that  all  of  the  sewage  might  flow  around  the  wall.  An  outlet 
pipe  should  be  provided  near  tiie  ^p  of  each  tank  instead  of  at  the  bottom 
as  at  present,  and  scum  boards  should  be  provided  about  12  inches  from  the 
outlets  to  prevent  scum  and  floating  matter  from  flowing  through  the  effluent 
pipe. 

At  the  time  of  the  inspection  the  tanks  contained  considerable  quantities 
of  scum  and  sludge,  which  should  be  removed  from  the  tanks. 

Each  of  the  25  feet  by  25  feet  tanks  has  a  capacity  of  about  55,000  gallons, 
which  would  provide  a  detention  period  for  the  sewage  if  operated  on  the 
continuous  flow  plan  of  about  6^  hours  in  each  tank,  assuming  a  daily  flow 
of  sewage  of  100,000  gallons  during  the  simimer.  A  detention  period  for  the 
sewage  of  about  6  hours  would  probably  be  sufficient,  and  it  would  be  neces- 
sary to  use  only  one  tank  at  a  time.  The  secondary  settling  tank  into  which 
the  sewage  from  the  two  primary  tanks  is  at  present  discharged  might  be 
put  out  of  operation  if  the  primary  tanks  are  operated  by  continuous  flow, 
since  the  primary  tanks  would  furnish  sufiScient  detention  of  the  sewage. 

The  present  method  of  applying  the  chloride  of  lime  to  the  sewage  is 
ineffective  and  insufficient.  As  pointed  out  above,  a  scoop  of  chloride  of  lime 
is  thrown  into  the  sewage  each  time  a  tank  is  changed,  which  results  in 
only  a  small  portion  of  the  sewage  being  treated.  Assuming  the  daily  flow 
of  sewage  to  be  100,000  gallons  and  about  %  pound  of  chloride  of  lime 
applied  three  times  a  day,  the  amount  of  available  chlorine  applied  to  the 
sewage  would  only  be  0.6  parts  per  million  on  the  average.  A  suitable 
apparatus  or  mixing  device  should  be  installed  for  making  a  solution  from 
the  chloride  of  lime  and  the  solution  should  be  uniformly  applied  to  the 
sewage,  preferably  in  the  effluent  pipe  by  means  of  a  constant  level  feed 
tank  or  some  other  satisfactory  apparatus.  The  effluent  from  the  sewage 
disposal  plant  should  be  treated  with  not  less  than  10  parts  of  chlorine  per 
million  parts  of  sewage,  which  is  equivalent  to  about  25  pounds  of  chloride 
of  lime  per  100,000  gallons  of  sewage  aasuming  that  the  chloride  of  lime 
contains  about  35  per  cent  of  available  chlorine. 

The  effluent  from  the  sewage  disposal  plant,  as  pointed  out  above,  is 
carried  in  a  pipe  only  a  short  distance  from  the  plant,  the  sewage  being 
discharged  into  an  open  ditch  through  which  it  flows  for  some  distance  to 
the  lake.  Since  the  discharge  of  sewage  into  the  open  ditch  is  objectionable, 
the  effluent  pipe  should  be  continued  to  deep  water  in  the  lake. 

In  regard  to  garbage  disposal,  the  inspection  disclosed  the  following  facts: 
Garbage  is  collected  2  or  3  times  a  week  from  hotels  and  boarding  houses 
and  once  a  week  from'  residences.  A  charge  of  25  cents  a  can  is  made  for 
the  collection  of  garbage.  No  attempt  is  made  to  separate  the  garbage  from 
ashes  and  rubbish.  The  association  has  one  dump  wagon  having  a  capacity 
of  about  1%  yards,  which  collects  about  10  loads  or  15  yards  of  garbage  and 
rubbish  per  week. 

The  garbage  and  rubbish  is  dumped  on  one  of  two  dumps  located  north 
of  the  village.  One  dump  is  located  in  an  isolated  spot  near  the  sewage  dis- 
posal plant  and  the  other  is  several  hundred  feet  west  of  the  plant.  Then* 
was  not  much  garbage  exposed  around  the  dumps  and  no  objectionable  con- 
ditions were  apparent  at  the  time  of  the  inspection. 
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In  view  of  the  above  facts  the  following  condiuions  may  be  drawn: 

1.  That  in  some  sections  of  Round  Lake  objectionable  conditions  are 
created  by  the  improper  disposal  of  sewage  from  residences. 

2.  That  the  present  method  of  operation  of  the  main  sewage  disposal  plant 
is  not  in  accordance  with  modem  practice. 

<3.  That  the  present  method  of  applying  chloride  of  lime  to  the  sewage  is 
ineffective  and  insufficient. 

4.  That  the  discharge  of  the  effluent  from  the  sewage  disposal  plant  into 
the  open  ditch  is  objectionable. 

I  therefore  recommend: 

1.  That  the  sewage  from  the  Weld  and  Freinsberg  properties  be  dis- 
posed of  by  some  sanitary  and  satisfactory  method;  that  the  cesspool 
serving  the  Boyce  and  Manson  properties  be  cleaned  out  at  once,  and 
that  the  properties  be  connected  with  the  sewer  system  on  either 
Andrews  or  Lake  avenues  if  possible;  and  that  a  proper  cesspool  be 
constructed  to  receive  and  dispose  of  the  sewage  from  the  Boucher 
property  at  Whitfield  and  Ames  avenues,  or  that  Uie  sewage  be  disposed 
of  by  some  other  satisfactory  method. 

2.  That  the  Round  Lake  Association  consider  the  practicability  of 
operating  the  sewage  disposal  plant  as  outlined  above. 

3.  That  a  suitable  apparatus  be  installed  for  the  application  of 
hypochlorite  of  lime  to  the  effluent  from  the  sewage  disposal  plant,  and 
that  the  effluent  be  treated  with  not  less  than  10  parts  of  chlorine  per 
million  parts  of  sewage,  or  about  25  pounds  of  chloride  of  lime  per 
100,000  gallons  of  sewage  (assuming  that  the  chloride  of  lime  contains 
about  36  per  cent  available  chlorine). 

4.  That  the  effluent  pipe  from  the  sewage  disposal  plants  be  continued 
to  deep  water  in  the  lake. 

•1  further  recommend  that  copies  of  this  report  be  sent  to  the  local  Board 
of  Health  of  the  town  of  Malta,  to  Dr.  James  S.  Walton,  sanitary  supervisor 
of  the  district,  and  to  the  Round  Lake  Association. 

Respectfully  submitted 

THEODORE  HORTON 
Albant,  N.  Y.,  September  15,  1920  Chief  Engineer 

Copies  of  this  report  were  sent  on  September  10,  1020,  to  the  Round  Lake 
Association  and  to  the  local  board  of  health,  and  the  association  was  urged 
to  carry  out  the  recommendations  of  the  report. 


ONEONTA 


Hermann  M.  Biggs,  M.D.,  State  Oommiasioner  of  Health : 

I  beg  to  submiit  tjhe  following  report  on  an  investigation  of  the  sewerage 
conditions  in  the  northwestern  part  of  the  city  of  Oneonta,  Otsego  eoun^, 
N.  Y.,  made  by  Mr.  W.  W.  Young  on  June  3,  1920,  in  response  to  a  com*- 
plaint  received  May  29,  19>20. 

Oneonta  is  a  thriving  city  on  the  Susquehanna  river  in  a  farm  and  milk 
producing  district.  It  is  on  the  Delaware  and  Hudson  railroad.  The  yards 
and  shops  of  this  company  employ  between  800  and  1,200  men,  many  of 
whom  live  in  the  section  under  investigation,  or  closely  adjoining  in  the 
town  of  O^eonita.  The  popukutdon  of  the  city  of  Oneonta  is  11,582  according 
to  the  census  of  1920.  The  water  supply  is  privately  owned  and  is  obtained 
from  a  lake  some  miles  distant. 

The  complainants  allege  that  the  health  of  the  entire  west  end  of  the  city 
is  threatened  by  the  insanitary  condition  caused  by  overflowing  cesspools, 
and  tills  Deparhnent  is  asked  to  cause  sewers  to  be  built  on  the  lower  outer 
end  of  Chestnut  street  and  connecting  sewers  through  Morgan  and  West 
End  avenues  to  remedy  this  condition. 
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At  the  time  of  the  inspection  there  was  no  odor  or  surface  pollution  erident 
on  or  from  any  part  of  this  district  nor  any  insanitary  odor  noticeable  in  the 
neighborhood.  It  seemed,  therefore,  that  the  insanitary  conditions  were  not 
continuous,  and  subsequent  questioning  of  the  health  officer  and  residents 
brought  out  the  fact  that  the  conditions  arose  largely  from  the  rise  of  groond 
water  due  to  rainfalls  at  certain  seasons  being  held  by  the  shelf  projecting 
from  the  side  of  a  mountain  wiiich  rises  to  a  height  cf  nearly  500  feet  ju^ 
behind  this  district. 

An  examination  of  the  locality  and  of  the  successive  city  and  sewerage 
plans  was  also  made.  It  appeared  that  this  district  was  not  developed  at 
the  time  tSie  plans  for  sewerage  and  sewage  disposal  were  approved  in  1912 
and  1916  but  that  it  has  since  grown  into  four  or  five  blocks  of  fairly  well 
built  up  suburban  streets.  It  was  found  that  all  of  this  western  section  of 
the  village  is  either  constructed  along  a  single  street.  Chestnut  street^  idddi 
is  mainly  brick  paved  and  contains  a  trolley  line,  or  along  short  streets 
branching  from  Chestnut  street.  About  a  quarter  of  a  mile  from  its  westers 
end,  Chestnut  street  rises  over  a  knoll  which  is  about  10  feet  higher  thts 
the  low  points  beyond,  between  it  and  the  outer  line  of  the  city.  However, 
after  rising  again  a  comparatively  small  amount,  it  slopes  downward  toward 
Ceperly  avenue  which  is  in  the  town  of  Oneonta  about  1,000  feet  west  of  tbe 
city  line  and  extends  toward  the  river  from  distant  streets. 

To  connect  the  sewers  from  these  newly  built  up  streets  into  Chestnut 
street,  and  to  build  a  sewer  along  Chestnut  street  to  collect  sewage  from  this 
district,  would  cost  approximately  the  same  by  whatever  method  might  be 
chosen  to  provide  an  outlet  connection.  In  order,  however,  to  conduct  this 
sewage  back  along  Chestnut  street  to  the  present  sewers  through  tiie  knoll 
or  high  point  in  the  manner  requested  by  the  ccMuplainants,  would  require 
at  least  1,000  feet  of  sewer  to  be  laid  where  there  is  already  a  sewer  at  a 
higher  level.  This  new  low  level  sewer  would  also  involve  cuts  of  between 
15  and  10  feet  deep  in  most  places  and  necessitate  construction  along  a 
narrow  brick  paved  street  and  beside  a  trolley  track. 

Another  remedy  of  this  situation  would  be  that  originally  provided  by  tbe 
plsjiA  for  sewerage  approved  in  1912.  This  original  1912  plan  provided  a 
sewer  about  a  mile  long  across  private  right  of  way  to  be  acquired  by  the 
city.  The  right  of  way  then  contemplated  was  across  railroad  property.  If 
this  or  some  other  line  or  right  of  way  acquired  by  the  city  oe  shortened 
by  entering  the  river  at  a  different  point  than  is  planned  for  the  dRuent 
from  the  city  disposal  works  to  enter,  either  a  separate  treatment  plant 
must  be  installed  or  the  sewer  should  be  constructed  at  such  an  elevation 
that  it  can  be  connected  by  gravity  to  the  proposed  approved  municipal  plan 
when  built. 

A  third  remedy  or  method  is  to  pump  the  sewage  by  establishing  a  low 
lift  pump  or  pressure  chamber  and  pumping  the  sewage  about  a  distance  of 
1,000  feet  up  over  the  knoll  on  Chestnut  street  with  a  total  lift  of  about  30 
feet.  The  tributary  area  is  only  about  00  acres  and  it  seems  to  be  unnec»* 
sary  to  provide  for  any  additional  territory  which  might  become  tributary 
by  annexation. 

The  ground!  was  also  examined  with  the  view  of  t^e  posBibility  of  utilizing 
a  fourth  method  or  remedy  to  be  effected  by  opening  a  new  street  on  the  low 
side  of  Chestnut  street  and  conducting  the  sewage  back  along  this  to  tbe 
existing  sewer  beyond  the  hill  or  rise  on  Chestnut  street;  but  the  quick 
descent  of  the  bank  and  the  houses  already  burlt  on  it  on  the  low  side  of 
Chestnut  street  seemed  to  interfere  and  make  this  fourth  remedy,  or  e?en 
the  construction  of  a  castiron  pipe  on  a  right  of  way  along  the  lower  side 
of  Chestnut  street  impracticable  OU;  account  of  the  many  interests  involved 
and  topography  of  the  groimd. 

In  conclusion,  the  matter  seems  largely  a  local  one  of  sewer  extension,  and 
the  method  of  this  sewer  extension  one  entirely  for  local  decision.  It  does 
not  appear  essential  from  the  viewpoint  of  this  Department  which  of  these 
or  what  other  satisfactory  method  may  be  adopted  of  providing  sewers  for 
this  section;  but  there  does  appear  to  exist  a  recurrent  nuisance  whidi  in 
my  opinion  can  best  be  pennanently  remedied  by  sewer  extensions. 
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I  therefore  recommend: 

1.  That  the  city  engineer  be  authorized  to  prepare  and  submit  to 
this  Department  for  approval  plans  providing  for  sewers  for  this  district 
at  an  early  date. 

2.  That  should  the  city  decide  not  to  pump  or  connect  by  gravity  to 
the  existing  sewers  but  to  construct  an  independent  outlet  sewer  to  the 
river,  the  sewage  collected  by  such  sewer  should  be  passed  through  and 
treated  in  a  settling  tank,  plans  for  which  must  be  submitted  to  and 
receive  the  approval  of  this  Department. 

3.  That  until  such  time  as  sewers  are  provided  in  this  section  of  the 
city,  steps  be  taken  by  the  local  board  of  health,  in  accordance  with  the 
provisions  of  the  Public  Health  Law,  to  abate  any  public  nuisance 
created  by  the  overflow  of  cesspools  in  this  section. 

I  would  further  recommend  that  copies  of  this  report  be  sent  to  the  city 
authorities,  to  Dr.  George  W.  Augustin,  health  officer,  to  Dr.  Halsey  J.  Ball, 
sanitary  supervisor  of  the  district,  and  to  the  complainants.' 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  September  7,  1920  Cief  Engineer 

On  September  13,  1920,  copies  of  this  report  were  sent  to  the  mayor  and 
common  coundl  and  to  the  local  board  of  health  of  the  city  of  Oneonta. 


WOODRIDGE 

Hesmann  M.  Bioos,  M.D.,  State  Commiaaioner  of  Health : 

I  b^  to  submit  the  following  report  on  an  inspection  of  sewerage  con- 
ditions in  the  incorporated  village  of  Woodridge,  Sullivan  county,  made  on 
December  17,  1919,  by  Mr.  C.  A.  Howland,  Assistant  Engineer  in  this  Depart- 
ment. This  inspection  w^as  made  in  resfponse  to  a  request  receivedJ  from  the 
board  of  trustees  of  Woodridge  for  infonnation  in  regard  to  sewerage  for 
the  vilkige. 

Woodridge  is  situated  in  the  mountainous  region  of  the  central  eastern 
part  of  Sullivan  county,  on  the  main  line  of  the  New  York,  Ontario  and 
Western  railroad,  about  26  miles  northwest  of  the  city  of  Middletown.  In 
the  central  part  of  the  village  the  elevation  above  mean  sea  level  is  about 
1,150  feet,  while  the  surrounding  mountains  rise  to  elevations  of  1,300  and 
1,440  feet  above  mean  sea  level.  The  population  of  the  village,  which  accord- 
ing to  the  State  census  of  1915  was  900,  increases  to  several  times  this 
number  during  the  summer  vacation  months.  This  increase  is  due  to  the 
influx  of  summer  visitors  from  the  large  cities,  especially  Ne^  York  city. 
The  population  during  the  summer  is  somewhat  indeterminate,  but  from 
information  furnished  the  engineer  at  the  time  of  the  inspection  the  number 
may  be  estimated  to  be  from  3,000  to  3,500. 

It  appears  from  a  map  of  the  village  surveyed  in  1917  that  the  corporation 
is  about  1.3  miles  in  length  and  0.64  mile  wide,  comprising  an  area  of  about 
0.83  square  mile,  or  nearly  533  acres.  The  village  proper  is  somewhat  long 
and  narrow  and  lies  in  the  central  part  of  this  area.  The  ground  surface  of 
the  village  slopes  toward  two  watercourses,  approximately  four-flfths  of  the 
village  l^ing  in  the  watershed  of  Sandbury  creek,  while  the  western  end  of 
the  village  extends  into  the  watershed  of  a  small  tributary  of  the  Neversink 
river.  The  number  of  houses  in  the  village  was  given  as  125,  and  at  the  time 
of  the  inspection  it  was  noticed  that  several  buildings  were  in  the  course  of 
construction,  indicating  growth  in  the  village.  There  appears  to  be  only  one 
small  manufacturing  establishment,  the  remainder  of  the  buildings  being 
stores,  hotels,  boarding  houses,  residences,  and  similar  places. 

Woodridge  is  provided  with  a  public  water  supply  obtained  by  gravity  from 
a  pond  about  1%  miles  north  of  the  village  center.  An  inspection  was  made 
of  this  water  supply  by  a  representative  of  this  Department  in  tJie  summer  of 
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1918,  and  in  the  report  upon  that  inspection  it  is  stated  that  the  numher  of 
service  taps  in  the  village  was  115. 

The  village  of  Woodridge  is  not  provided  with  a  public  sewer  system,  and 
no  information  was  obtained  at  the  time  of  the  inspection  which  would 
indicate  that  private  sewers  had  been  constructed  in  any  of  the  village 
streets.  It  appears  that  in  practically  all  of  the  buildings  which  are  sup- 
plied with  the  village  water  modern  plumbing  fixtures,  including  flush  closets, 
have  been  installed.  The  sewage  from  these  buildings  is  discharged  into  cess- 
pools, and  in  1  or  2  instances  into  a  small  watercourse.  The  soil  conditions 
m  the  village  arc  not  suitable  for  the  disposal  of  sewage  in  cesspools.  In 
parts  of  the  village  the  top  soil  is  underlain  by  rock  at  a  depth  of  from 
3  feet  to  4  feet,  while  in  other  parts  of  the  village  the  soil  is  somewhat  s&ndy. 
The  engineer  observed,  at  a  place  where  a  large  cesspool  was  in  course  of 
construction,  that  the  sand  contained  a  considerable  percentsige  of  clay.  The 
soil  is  therefore  somewhat  impervious  and  does  not  readily  absorb  the  sewage. 

The  result  is  that  cesspools  overflow  and  new  cesspools  are  continually 
being  constructed  in  an  effort  to  dispose  of  the  sewage.  In  the  closely  built 
up  portions  of  the  village  the  area  available  for  cesspools  is  restricted  and 
in  some  cases  has  apparently  been  practically  exhausted.  A  permanent 
method  for  the  disposal  of  sewage  is  therefore  not  provided  by  the  con- 
struction of  these  cesspools.  Conditions  of  nuisance,  which  constitute  in 
many  cases  a  menace  to  the  health  of  the  conmiunity,  result  from  the  over- 
flowing of  cesspools.  The  engineer  observed,  in  one  instance,  a  small  water- 
course into  which  several  cesspools  overflow.  A  markedi  odor  characteristic 
of  sewage  was  noticed  arising  from  this  stream  although  the  day  was  very 
cold.  Obstructions  in  the  watercourse  cause  the  sewage  to  flood  an  area 
in  the  rear  of  several  buildings. 

Instances  were  observed  where  sewage  overflows  from  cesspools  into  the 
road  ditches,  and  a  number  of  cesspools  also  overflow  over  the  surface  of 
the  ground  into  the  railroad  cut.  These  insanitary  conditions  are  general 
throughout  the  village,  and  are  becoming  more  and  more  acute  as  the  volume 
of  sewage  to  be  cared  for  increases  and  the  area  available  for  cesspools  beoomes 
more  restricted.  It  is  apparent  that  the  considerable  amounts  of  money 
which  are  being  expended  for  the  construction  of  these  cesspools  do  not 
provide  a  permanent  method  for  the  disposal  of  the  sewage  of  the  village,  and 
as  some  of  these  cesspools  are  from  10  to  15  feet  in  diameter  and  from  6  to 
16  feet  deep  their  construction  is  comparatively  costly.  The  engineer  was 
informed  that  no  serious  epidemic  of  disease  which  can  be  traced  to  the 
insanitary  conditions  has  occurred  in  the  village.  If  this  is  the  case  it  does 
not  argue  that  such  an  epidemic  may  not  occur  in  the  future  if  the  existing 
insanitary  conditions  are  allowed  to  continue.  The  occurrence  of  an  epidemic 
of  disease  would  detract  seriously  from  the  reputation  of  the  village  as  a 
summer  resort. 

From  the  above  description  it  is  apparent  that  the  only  permanent  solu- 
tion for  the  present  situation  in  regard  to  the  disposal  of  sewage  in  the 
village  of  Woodridge  is  to  construct  a  properly  designed  system  of  sewers 
and  sewage  disposal.  Such  a  system  would  provide  a  permanent  relief  from 
the  existing  conditions,  would  safeguard  the  health  of  the  community  and 
prevent  the  occurrence  of  conditions  of  nuisance  such  as  now  exist,  and  would 
provide  for  any  future  growth  of  the  village.  The  cost  of  such  a  system  of 
sewerage  and  sewage  disposal  should  not  prove  prohibitive  when  it  is  con- 
sidered that  long  term  bonds,  on  which  the  annual  per  capita  payments 
would  be  comparatively  small,  could  be  issued  to  provide  funds  for  the  con- 
struction of  such  a  system. 

The  procedure  for  the  construction  of  a  sewerage  system  and  sewage  dis- 
posal in  a  village  is  described  in  sections  260  et  aeq,  of  article  XI  of  the 
Village  Law.  This  law  requires  that  plans  for  sewers  shall  include  all  parts 
of  the  village,  but  provision  is  also  made  in  the  law  whereby  parts  of  the 
sewer  system  which  it  is  unnecessary  to  construct  at  the  present  time  in 
order  to  care  for  the  sewage  of  the  village  may  be  temporarily  omitted  from 
construction,  but  such  omission  requires  the  permission  of  the  State  Commis- 
sioner  of  Health.     The  plans  for  sewerage  and  sewage  disposal  must  also 
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he  submitted  to  the  State  CommisHioner  of  Health  and  receive  hiB  approval 
before  the  system  is  constructed. 

It  appears  from  data  gathered  at  the  time  of  the  inspection  that  the  largest 
part  of  the  village  drains  naturally  toward  Sandbury  creek.  This  creek 
discharges  into  a  large  pond  just  below  the  village.  The  engineer  was 
inforiued  that  thi«  pond  is  to  be  developed  for  pleasure  resort  rairpOBCH.  In 
such  a  case  it  would  not  be  advisable  to  discharge  sewage  into  tne  pond,  and 
it  would  probably  therefore  be  necessary,  in  the  event  that  the  sewage  of 
the  village  was  discharged  into  this  stream,  to  place  the  sewer  outlet  below 
the  outlet  of  the  pond. 

The  area  of  the  watershed  of  Sandbury  creek  at  the  outlet  of  the  pond  is 
nearly  6  square  miles  while  the  watershed  area  at  the  inlet  of  the  pond  is 
about  4  square  miles.  By  carrying  tbe  sewer  outlet  below  the  outlet  of  the 
pond  the  benefit  of  the  greater  dilution  due  to  the  greater  volume  of  flow 
in  the  stream  at  this  point  would  be  obtained.  However,  an  approximation 
of  the  minimum  dry  weather  flow  to  be  expected  in  this  stream,  from  avail- 
able data  from  other  streams  in  the  State,  indicates  that  the  volume  of  flow- 
in  the  stream  would  be  inadequate  to  dispose  of  the  sewage  from  the  maximum 
population  in  the  village  by  dilution,  and  that  treatment  of  the  sewage  in 
a  disposal  plant  before  it  is  discharged  into  this  stream  would  be  necessary. 
There  are  no  records  in  this  Department  to  show  that  a  public  water  supply 
is  derived  from  the  Sandbury  creek  below  Woodridge,  therefore  the  question 
of  the  pollution  of  a  public  water  supply  does  not  arise  in  regard  to  the  use 
of  this  stream,  but  Sandbury  creek  passes  through  the  village  of  Mountaindale, 
about  2%  miles  below  Woodridge,  and  it  is  important  that  the  creation  of 
conditions  of  nuisance  due  to  the  discharge  of  sewage  into  this  stream  be 
prevented. 

The  northern  end  of  the  village  lies  within  the  watershed  of  a  small  tribu- 
tary of  the  Neversink  river.  This  small  tributary  has  a  watershed  area  of 
about  %  square  mile  above  the  point  at  which  it  crosses  a  road  in  the 
northern  end  of  the  village.  In  order  to  carry  the  sewer  outlet  to  the  Never- 
sink  river,  it  would  be  necessary  to  cover  an  additional  distance  of  about 
1%  miles. 

More  extensive  study  than  could  be  made  at  the  time  of  this  inspection  is 
necessary  in  order  to  determine  the  most  advantageous  system  of  sewers  to 
be  adopted  for  the  village.  It. would  be  possible  to  dispose  of  the  sewage  of 
the  small  northern  area  by  pumping  into  the  sewer  system  of  the  rest  of  the 
village  if  this  sewage  is  discharged  into  the  Sandbury  creek,  or  to  dispose 
of  it  in  a  separate  sewage  disposal  plant,  the  effluent  from  which  might  be 
discharged  into  the  small  tributary  of  the  Xeversink  river.  On  the  other  hand, 
the  relative  cost  of  construction  and  maintenance  of  a  sewage  disposal  plant 
to  treat  the  sewage  before  it  is  discharged  into  iSandbury  creek,  or  of  a  pump- 
ing plant  to  discharge  all  of  the  sewage  into  the  Neversink  river,  including 
the  cost  of  rights  of  way  to  the  river,  should  be  considered.  Part  of  the 
water  supply  of  the  village  of  Port  Jervis  is  taken  from  the  Neversink  river 
at  a  considerable  distance  below  this  point.  This  supply  is  chlorinated.  The 
relative  costs  of  the  several  possible  methods  should  be  compared.  It  will 
also  be  necessary  to  determine  the  degree  of  treatment  necessary  for  the 
sewage  before  it  is  discharged  into  a  watercourse.  Provision  should  be  made 
in  designing  the  sewer  system  and  sewage  disposal  to  care  for  the  consider- 
able increase  in  population  during  the  summer  months,  and  also  to  provide 
for  a  reasonable  increase  in  population  in  the  village  in  the  future. 

It  is  obvious  that  careful  study  is  necessary  in  order  to  design  properly 
the  most  economical  and  efficient  system  of  sewers  and  sewage  disposal  for 
the  village,  and  a  competent  engineer  should  therefore  be  employed  by  the 
village  to  undertake  this  work.  The  urgent  necessity  for  such  a  step  on  the 
part  of  the  village  authorities  is  apparent  from  the  description  of  the  condi- 
tions existing  in  the  village.  Furthermore,  the  village  should  complete  the 
necessary  financial  arrangements  and  should  proceed  as  rapidly  as  possible 
with  the  construction  of  the  system  of  sewers  and  sewage  disposal.  A  per- 
manent benefit,  protection  to  the  health  of  the  community,  and  relief  from  the 
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existing  conditions  of  nuisance  would  be  obtained  at  a  cost  which  should  not 
be  prohibitive. 

In  view  of  the  existing  conditions  in  regard  to  sewage  disposal  in  the 
village  of  Woodridge,  and  after  a  careful  consideration  of  the  local  and 
(general  requirements  in  regard  to  the  disposal  of  sewage  from  this  village, 
I  beg  to  make  the  following  recommendations: 

1.  That  the  village  authorities  be  advised  to  employ  a  competent  sani- 
tary engineer  at  once  to  design  a  system  of  sewerage  and  sewage  disposal 
for  the  village,  plans  for  which  should  be  submitted  to  this  Department 
for  approval  as  required  by  the  Village  Law. 

2.  That  the  village  authorities  be  further  advised  to  construct  the 
system  of  sewerage  and  sewage  disposal  as  soon  as  possible  after  the  plans 
therefore  have  been  submitted  to  and  have  received  the  approval  of  this 
Department. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  January  17,  1920  Chief  Engineer 

On  January  19,  1920,  copies  of  this  report  were  sent  to  the  village  president 
and  to  the  local  board  of  health  of  Woodridge. 


In  addition  to  the  above,  inspections  were  made  or  advice  was  given  through 
correspondence  in  matters  relating  to  sewerage  and  sewage  disposal  at  the 
following  places: 

Alfred,  Garden  City,  Gasport,  Monroe,  Saratoga  Springs  (State  Beserra- 
tion  Baths),  Stillwater  and  Tannersville. 
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ENACTMENT  AND  ENFORCEMENT  OF  RULES  AND 
REGULATIONS  FOR  THE  PROTECTION  OF 
PUBLIC  WATER  SUPPLIES 

Under  section  70  of  the  Public  Health  Law  the  State  Depart- 
ment of  Health  may  make  rules  and  regulations  for  the  protection 
from  contamination  of  any  public  supply  of  potable  water  and 
its  source  in  the  State,  and  the  work  of  preparing  these  rules  and 
regulations  forms  one  of  the  important  duties  of  the  Engineering 
Division  of  the  Department.     The  rules  and  regulations   are 
enacted  at  the  request  of  the  authorities  in  charge  of  the  water 
supply,  made  voluntarily  or  as  a  result  of  the  recommendations 
of  this  Department  or  requirements  by  the  Conservation  Commis- 
sion.    On  the  receipt  of  such  a  request  the  supply  is  carefully 
investigated  by  a  representative  of  the  Engineering  Di^nsion  and 
the  local  and  general  conditions  given  careful  consideration  and 
rules  and  regulations  prepared  properly  to  protect  the  supply. 
For  the  enforcement  of  such  rules  and  regulations  when  enacted 
and  published,  sections  70,  71,  and  73  of  the  Public  Health  Law 
prescribe  a  definite  procedure,  the  carrying  out  of  which  rests 
largely  with  the  waterworks  officials  acting  in  conjunction  with 
this  Department  and  the  local  health  boards. 

Of  the  540  odd  water  supplies  in  the  State,  86,  not  including 
Xew  York  city,  are  protected  by  rules  and  regulations  prepared 
and  enacted  by  this  Department.  During  the  year  1920  rules 
and  regulations  were  enacted  for  the  villages  of  Monroe  and 
Stamford,  and  rules  and  regulations,  amending  those  previously 
made,  were  enacted  for  the  village  of  Peekskill.  In  addition  to 
these  rules  and  regulations  enacted  and  amended,  rules  and  regu- 
lations were  prepared  for  the  villages  of  Canton  and  Hobart,  but 
have  not  yet  been  enacted,  and  the  matter  of  enacting  rules  and 
regulations  for  Beacon,  Rochester,  Saratoga  Springs,  and  Wap- 
pingers  Falls  has  been  under  consideration. 

The  rules  and  regulations  enacted  for  the  protection  of  the 
water  supplies  of  Kingston  and  Watervliet  during  1919,  and  for 
Albion  during  1918,  were  published,  as  required  by  law,  in  news- 
papers of  the  counties  in  which  the  districts  affected  are  located, 
during  the  year  1920,  and  proof  of  such  publication  furnished 
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Itules  and  regulations  for  the  protection  from  contamic; 
of  the  public  water  supply  of  the  village  of  Monroe,  Orau 
county,   enacted  by  the  Xew  York   State   DepartmeLi 
Health  under  chapter  49  of  the  Laws  of  1909,  constir::!:, 
chapter  45  of  the  Consolidated  Laws,  as  finally  amended :; 
chapter  665  of  the  Laws  of  1915  (Public  Health  I^w. 

Rules  and  Regulations 

The  rules  and  regulations  hereinafter  given,  duly   made   and  cn.t»ifi 
accordance  virith  the  provisions  of  section  70,  71,  72,   and    73  of  diapier  - 
of  the  Consolidated  Laws  (Public  Health  Law),  as  heretofore  set  forii.  * 
apply  to  Mombasha  Lake  and  to  all  watercourses  tributary  or  uhisi&tf 
disduarging  into  said  Moraibasha  Lake,  these  bodies  of   water  heiD<:  -^'f' 
of  tlie  public  water  supply  of  the  village  of  Monroe,   Orange  county.  >^ 
York.     The  term  "  lake  "  wherever  used  in  these  rules  is  intended  to  r?. 
and   refer  to  Mombasha,  which   serves  as  the  source   of   this   pnWi<' '•  " 
supply.     The  term  "watercourse"  wherever  used  in  these  rules  is  in-r- 
to  mean  and  include  every  spring,  stream,  ditch,  gutter,  or  to  other  ch  rr 
of  every  kind,  the  waters  of  which  when  running  whether  continuou>i> 
occasionally  eventually  flow  or  may  flow  into  the  public  water  supply  ot 
village  of  Monroe. 

Wherever  a  linear  distance  of  a  structure  or  object  from  the  lake  or  : 
a  watercourse  is  mentioned  in  these  rules,  it  is  intended  to  mcin  the  ^l-''*" 
horizontal  distance  from  the  nearest  point  of  the  structure  or  object  to  t- 
hio:hv/ater  mark  of  the  lake   or  to  the   edge,  margin,   or   preeipitcis  bar 
forming  the  ordinary  highwater  mark  of  such  watercourse. 

Privies  Adjacent  to  Momhaslia  Lake  or  Any  Waiercouise 

1.  No  privy,   privy  vault,  pit,  cesspool,   or  any  other   receptacle  of  &"' 
kind  used   for   either   the   temiwrary  storage   or   the    permanent  depo?i-  ' 
hitman  excreta  shall  be  constructed,  placed,  maintained,  or  allowed  to  reni^^ 
within  seventy-five  (75)  feet  of  Mombasha  lake  or  any  watercourse  tribuu 
to  tlie  public  water  supply  of  the  village  of  Monroe.  , , 

2.  No  privy,  privy  vault,  pit,  cesspool,  or  any  other  receptacle  ii<eii 
the  permanent  deposit  of  human  excreta  shall  be  constructed,  located,  jl-y 
maintained,  or  allowed  to  remain  within  two  Inmdred  and  fifty  (3.'^''  •'' 
of  Mombasha  lake  or  any  watercourse  tributary  to  the  public  vrater  >']■['• 
of  the  village  of  Monroe. 

3.  No  cesspool,  pit,  or  other  receptacle  of  any  kind  used  for  the  te-'l^;' 
storage  of  human  excreta  or  sewage  shall  be  constructed,  located,  ni:»:^i^^^'; 
or  allowed  to  remain  between  the  limiting  distance  presiTibed  by  r-fi'  ^ ' 
and  the  limiting  distances  prescribed  by  rule   (2)   unless  said  c'»s«;p"' •  ■' 
or  other   receptacle  is   so  arranged   and  equipped    that  the  ^M  ^^^'^^''^ 
sewage  are  at  once  removed  by  pump  or  other   satisffictoiy  means    "|  .,. 
watertight  pipes  or  conduits  to  ao\i\?  proper  pifice  of  iiltininlf*  dispoj^". 
hereinafter  provided;  or  unless  suitable  removable  vessels  or  rcoept'J "'* y  . 
the  temporary  stort^ge  of  said  human  oxcreta  or  sewa'^e  nre  prarMf"  .in^  ^ 
all   times   maintained   in    an    absolutely   watertisjjht   condition   and  i«  " 
manner  as  to  permit  of  convenient  removal  of  sHid  ext?roia  or  >cwrig«  ^  • "' 
place  of  ultimate  disposal  as  hereinafter  set  forth.  ^^j 

4.  The  excreta  collected  in  the  afore^ild   n^movable  re'-eptacles  r^""'.'!,,.! 
under  rule   (3)   shall  be  removed  ".nd  tlic  reoepta-jles  thoroujjhly  clesnei  • 
deodorize'!   as  often   as  maj  1>€   found   nece.ssary  to  maintain  tne  j'  .  ^, 
proptr  sanitary  condition   on:*  I'lTectiu'.lly  to  prevent  any  oYC^t]o^v  upo 
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soil  or  upon  the  foundation  or  floor  of  the  privy.  In  olfcctinf;  tliis  removal 
the  utmost  care  shall  be  exercised  that  none  of  the  contents  be  allowed  to 
escape  while  being  transferred  from  the  privy  to  the  place  uf  disposal  here- 
inafter specified;  and  that  tJic  contcats,  while  being  transferred  from  the 
privy  to  the  place  of  disposal,  shall  be  thorougholy  covered  and  that  the  least 
possible  annoyance  and  inconvenience  Le  caused  to  occupanis  of  the  premises 
and  the  adjacent  premises. 

5.  Unless  otherwise  specificaUy  ordered  or  permitted  by  the  State  Depart- 
ment of  Health,  the  excreta  collected  in  the  aforesaid  removal  receptacles 
permitted  under  rule  (3)  sliall,  when  removed,  be  disposed  of  by  burying  in 
trenches  or  pits  at  a  depth  of  not  less  than  18  inches  below  the  surface 
and  at  a  distance  not  less  then  five  hundred  (500)  feet  from  Mombasha  lake 
or  any  watercourse  tributary  to  the  public  water  supply  of  the  village  of 
Monroe. 

6.  Whenever,  owing  to  the  character  of  the  soil  or  of  the  surface  of  the 
ground,  or  owing  to  the  height  or  flow  of  subsoil  or  surface  water,  or  other 
special  local  conditions,  it  is  considered  by  the  State  Commissioner  of  Health 
that  excremental  matter  from  any  privy  or  aforesaid  recptacles,  or  from  any 
trench  or  place  of  disposal  or  the  garbage  or  wastes  from  any  dump,  may 
be  washed  over  the  surface  or  through  Uhe  soil  in  an  imperfectly  purifietl 
condition  into  the  lake  or  any  watercourse,  then  the  said  privy  or  receptacles 
for  excreta  or  the  trench  or  place  of  disposal  or  the  said  garbage  or  waste 
dump,  shall,  after  due  notice  to  the  owner  threof,  be  removed  to  such  greater 
distance  or  to  such  place  as  shall  be  considered  safe  and  proper  by  tlie  State 
Commissioner  of  Health. 

Seioage,  House  Slops,  Sink  Wastes,  etc, 

7.  No  house  slopsj  bath  water,  sewage,  or  other  excretal  matter  from  any 
water  closet,  privy,  cesspool,  or  other  source  shall  be  thrown,  placed,  led, 
conducted,  discharged,  or  allowed  to  escape  or  flow  in  any  manner  eitlier 
directly  or  indirectly,  into  Mombaeha  lake  or  into  any  watercourse  tributary 
to  the  public  water  supply  of  the  village  of  Monroe;  nor  shall  any  such 
matters  be  thrown,  placed',  led,  discharged,  or  allowed  to  escape  beneath  the 
surface .  except  into  watertight  receptacles,  the  contents  of  which  are  to  be 
removed  as  provided  by  rule  (4)  >#ithin  two  hundred  and  fifty  (250)  feet  of 
the  lake  or  any  watercourse  tributary  to  the  public  water  supply  of  the 
village  of  Monroe. 

8.  No  garbage,  putresclble  matter,  kitchen  or  sink  wastes,  refuse  or  waste 
water,  from  any  creamery,  cheese  factory,  laundry,  nor  water  in  which  milk 
cans,  utensiLs,  clothing,  bedding,  carpets,  or  harness  have  been  washed  or 
rinsed,  nor  any  polluted  water  or  limiid  of  any  kind  shall  be  thrown  or  dis- 
charged directly  or  indirectly  into  Mombasha  lake  or  in  any  watercourse, 
nor  shall  any  such  liquid  or  solid  refuse  or  wafite  be  thrown,  discharged, 
or  allowed  to  escape  or  remain  upon  the  surface  of  the  ground  or  to  per- 
colate into  or  through  the  groimd  lielow  the  surface  in  any  manner  whereby 
the  same  may  flow  into  the  lake  or  into  any  watercourse  within  a  distance  of 
one  hundred  (100)  feet  from  the  lake  or  any  watercourse  tributary  to  the 
public  water  supply  of  the  village  of  Monroe. 

9.  No  clothing,  bedding,  carpets,  harnesses,  vehicles,  receptacles,  utensils, 
nor  anything  that  pollutes  water,  shall  be  washed,  rinsed,  or  placed  in  Mom- 
baeha lake  or  in  any  watercourse. 

Bathdng,  Animals,  Manwre,  Compost 

10.  No  person  shall  be  allowed  to  bathe  in  Mombasha  lal;e  or  in  any  vrater- 
course,  nor  shall  any  animals  or  poultry  be  allowed  to  stand,  wallow,  wade, 
or  swim  in  the  lake  nor  be  washed  therein. 

11.  No  stable  for  cattle  or  honses,  barnyard,  hog  yard,  pig  pen,  poultry 
house  or  yard,  hitching  place  or  standing  place  for  horses  or  other  animals, 
manure  pile  or  compost  heap,  shall  be  constructed,  placed,  maintained,  <»r 
allowed  to  remain  witli  its  nearest  point  less  than  seventy-five  (75)  feet 
from  Mombasha  lake  or  any  watercourse  tributary  to  the  public  water  supply 
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of  the  villa^  of  Monroe;  and  none  of  the  aJbove  named  objects  or  Swon^- 
pollution  shall  be  so  constructed^  placed,  maintained,  or  allowed  u>  r^ 
where  or  in  such  a  manner  that  the  drainings,  leachin^s  or  warihiujjs  iri.-:. :' 
same  may  enter  the  lake  or  any  such  w&tercoursc  witnout  first  hariiig  pis*, 
over  or  through  such  an  extent  of  soil  as  to  have  been  prop'jrl/  puriikdLV 
in  no  case  shall  it  be  deemed  that  proper  purification  lias  been  securd  'f- 
the  above  drainings,  or  washings  shall  have  percolatert  over  or  throu^'- 
doil  in  a  scattered  dissipated  form,  and  not  concent rate<l  in  i<€rceptii>I^  t:- 
of  drainage  for  a  distance  of  not  less  than  seventy  <ive  (75)  feet  tn^ii  ^• 
lake  or  any  watercourse  tributary  to  the  public  water  supply  of  the  r.V 
of  Monroe. 

12.  No  human  excieta  and  no  compost  or  other  matter  lonta-nin?  li" 
excreta  shall  be  thrown,  placed,  or  allowed  to   escape   into  Mombaslii  .^' 
or  into  any  watercourse,  nor  to  be  placed,  piled,  or  spread  upon  the  sen 
of  the  ground  at  any  point  on  the  watersheds  tributary  to  the  public  '^•' 
supply  of  the  village  of  Monroe,  nor  shall  such  humua  excreta  or  (»^y 
or  other  matter  containing  human  excreta  be  dug  or  buried  in  the  soil  ai 
less  depth  than   18  inches  below  the  surface  nor  within  a  distanw  oi  '^ 
hundred  and  fifty  (250)  feet  from  Mombasha  lake  or  any  watercourse  tnfc 
tary  to  the  public  water  supply  of  the  village  of  Monroe;   and  no  mu-- 
or  compost  of  any  kind  shall  be  placed,  piled  or  spread   upon  the  p  - 
within  a  distance  of  fifty   (50)   feet  from  the  lake  or  watercourse  trihii-^^ 
to  the  public  water  supply  of  the  village  cf  ^Tonroe. 

13.  No  decayed  or  fermented  fruit  or  vegetables,  cider  mill  ^aste,  n>^^' 
grain  or  other  vegetables  refuse  of  any  kind  shall  be  thrown,  phctd  •■  ■ 
charged,  or  allowed  to  escape  or  pass  into  Moinba-jlu,  lake  or  into  any  ^i**' 
course;  nor  shall  they  be  throv^Ti,  placed,  piled,  maintained,  or  allowed'. 
remain  in  such  places  that  the  drainage,  leachings  or  washings  th^^fr' 
may  flow  by  open,  blind,  or  covered  drains  or  channels  of  any  kind  int'j'J^ 
lake  or  into  any  watercourse  without  first  having  pasaed  over  or  Ihr'"^ 
such  an  extent  of  soil  as  properly  to  have  been  purified ;  and  in  w  (*^ 
shall  it  be  deemied  that  sufficient  purifif;jit,io.i  has  been  secure*!  ijnle>s  i» 
above  mentioned  drainings,  leachings,  or  washings  shall  have  percolated jw^- 
or  through  the  soil  in  a  scattered,  dissipated  form,  and  not  concentrnw'^ 
perceptible  lines  of  drainage,  for  a  '1i stance  of  not  less  than  fifty  (51"  'f 
l)efore  entering  the  lake  or  any  watevcours^e  tributary  to  the  piiblJ<"  "'^ 
supply  of  the  village  of  Monroe. 

Dead  A'nimals,  Offal,  Manufacturing  Wastes,  etc 

14.  No  dead  animals,  bird,  fi«h,  or  any  part  thereof,  nor  any  offal  or  va*" 
matter  of  any  kind,  ehall  be  thrown,  placed,  discharged,  or  allowed  to  cs'^l* 
or  to  pass  into  Mombasha  lake  or  into  ai» y  watercourse.  Nor  Bhall  an.r  *«^« 
material  or  refuse  be  so  located,  placed,  maintained,  or  allowed  to  reniA. 
that  the  drainage,  leachings,  or  washini^s  therefrom  may  leach  the  la*? '![ 
any  such  watercourse  without  having  first  percolated  over  or  througii  tfie^-'. 
in  a  scattered  dissipated  form  and  nnt  conoontrnted  in  perceptible  lin^^  ^^ 
drainage  for  a  distance  of  two  himdrcd  (200)  feel  from  the  lake  or  sf, 
watercourse  tributary  to  the  public  water  supply  of  the  village  of  3fonroe- 

Fishing,  Boating,  Ice  Cutting ,  Trespassing,  etc 
16.  No  fishing  from  boats  or  through  the  ice,  and  no  ice  cutting,  "'^  ^ 
allowed  upon  the  waters  of  Mombasha  lake.    No  boating  of  any  ^^.f]^t 
trespassing  whatever  shall  be  allowed  in  or  upon  the  waters  of  f»'"   j|. 
except  by  members  of  the  board  of  trustees  of  the  village  of  ^^^^'^ij-^- 
authorized  representatives  in  the  performance  of  necessary  and  lawful  j^.y 
or  by  the  Sterling;  Iron  Company  or  its  authorized  representatives  l^^  ^ 
purpose  of  operating  gates  or  other  necessary  duties  in  connection  ^  ^.^ 
regulation  of  the  water  power  derived  from  said  lake;  and  all  9^^^^P*wL« 
«ihall  be  carried  out  in  strict  accordance  with  these  rules  and  '^^j  L 
and  under  the  supervision  of  the  board  of  trustees  of  the  village  of  i'^   / 
and  in  such  manner  as  will  cause  no  pollution  of  the  lake  or  the  watprsop^ 
pt  the  village  of  Monroe  derived  theref^-op^^ 
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Labor  Camps 

16.  No  temporary  camp,  tent,  building,  or  other  structures  for  housing 
laborers  engaged  on  construction  work  or  for  other  purposes  shall  be  located, 
placed,  or  maintained  within  a  distance  of  five  hundred  (500)  feet  from  the 
lake  or  any  watercourse  tributary  to  the  public  water  supply  of  the  village 
of  Monroe. 

Cemeteries 

17.  No  interment  of  a  human  body  shall  be  made  within  a  distance  of  three 
hundred  (300)  feet  from  Mombasha  lake  or  from  any  watercourse  tributary 
to  the  public  water  supply  of  Monroe. 

Inapeationa 

18.  The  board  of  trustees  of  the  village  of  Monroe  shall  make  regular  and 
thorough  inspections  of  the  lake,  streams,  and  drainage  areas  tributary 
thereto  for  the  purpose  of  ascertaining  whether  the  above  rules  and  regula- 
tions are  being  complied  with,  and  it  shall  be  the  duty  of  said  board  of 
trustees  to  cause  copies  of  any  rules  and  regulations  violated  to  be  served 
upon  the  person  violating  the  same  with  notices  of  such  violations,  and  if 
such  persons  served  do  not  immediately  comply  with  the  rules  and  regu- 
lations it  shall  be  the  further  duty  of  the  board  of  trustees  promptly  to  notify 
the  State  Commissioner  of  Health  of  such  violations.  The  board  of  trustees 
shall  report  in  writing  annually  on  the  1st  of  January  the  results  of  the 
regular  inspections  made  during  the  preceding  year,  stating  the  number  of 
inspections  which  have  been  made,  the  number  of  violations  found,  the  number 
of  notices  served,  and  the  general  condition  of  the  watershed  at  the  time  of 
the  last  inspection. 

Penalty 

19.  In  accordance  with  section  70  of  chapter  45  of  the  Consolidated  Laws 
(Public  Health  Law),  the  penalty  for  each  and  every  violation  of  or  non- 
compliance with  any  of  these  rules  and  regulations  which  relate  to  a  per- 
manent source  or  act  of  contamination  is  hereby  fixed  at  one  hundred 
dollars  ($100). 

The  foregoing  rules  and  regulations  for  the  protection  from  contamination 
of  the  public  water  supply  of  the  village  of  Monroe  are  hereby  duly  made, 
ordained,  and  established  on  this  9th  day  of  November,  1920,  pursuant  to 
chapter  45  of  the  Consolidated  Laws  (Public  Health  Law)  of  the  State  of 
New  York,  as  finally  amended  by  chapter  665  of  the  Laws  of  1915. 

M.  NICOLL,  Jr. 
Albany,  N.  Y.  Acting  State  Commissioner  of  Health 

The  required  publication  of  these  rules  and  regulations  at  least  once  a  week 
for  six  consecutive  weeks  in  at  least  one  newspaper  in  Orange  county  was  not 
completed  during  1920. 


PEEKSKILL 

Rules  and  regulations  for  the  protection  from  contamination  of 
the  pniblic  water  supply  of  the  village  of  Peekskill,  West- 
chester county,  from  the  Peekskill  Hollow  creek,  enacted  by 
the  New  York  State  Department  of  Health  under  chapter  49 
of  the  Laws  of  1909,  constituting  chapter  45  of  the  Con- 
solidated Laws,  as  finally  amended  by  chapter  665  of  the 
Laws  of  1915  (Public  Health  Law).  These  rules  and  regu- 
lations  supersede  those  enacted  by  the  New  York   State 
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Department  of  Health  for  the  protection  from  contamina- 
tion of  the  water  supply  of  the  village  of  Peekskill  on 
August  19,  1897,  and  amended  on  April  6,  1912. 

Rules  and  Regulations 

In  accordance  with  the  provisions  of  the  Public  Health  Law,  constituting 
chapter  45  of  the  Consolidated  Laws,  the  rules  and  regulations  for  the  pro- 
tection of  the  public  water  supply  of  the  village  of  Peekskill  enacted  on 
August  19.  1897,  and  amended  on  April  6,  1912,  are  hereby  rescinded,  and 
the  rules  and  regulations  hereinafter  given,  duly  made  and  enacted,  shall  be 
substituted  therdor. 

The  following  rules  and  regulations  shall  apply  to  all  natural  and  artificial 
reservoirs  on  the  Peekskill  Hollow  creek  and  all  watercourses  tributary 
thereto  or  ultimately  discharging  into  said  reservoirs,  those  bodies  of  water 
being  sources  of  the  public  water  supply  of  the  village  of  Peekskill,  in 
Westchester  county,  New  York.  The  term  "  reservoir  "  wherever  used  in  these 
rules  is  intended  to  mean  and  refer  to  all  storage  and  impounding  reservoir^ 
on  the  Peekskill  Hollow  creek  which  are  tributary  to  or  which  serve  as 
sources  of  this  public  water  supply  or  to  any  additional  reservoir  which  may 
be  constructed  or  used  for  the  purpose  of  this  public  water  supply.  The 
term  "  watercourse  "  wherever  used  in  these  rules  is  intended  to  mean  and 
include  every  spring,  pond  (other  than  the  artificial  reservoirs  and  filter 
basins),  stream,  ditch,  gutter,  or  other  channel  of  every  kind,  the  waters  of 
which,  when  running  whether  continuously  or  occasionally,  eventually  flow, 
or  may  flow,  into  the  public  water  supply  of  the  village  of  Peekskill. 

Wherever  a  linear  distance  of  a  structure  or  object  from  a  reservoir  or 
from  a  watercourse  is  mentioned  in  these  rules,  it  is  intended  to  mean  the 
shortest  horizontal  distance  from  the  nearest  point  of  the  structure  or  object 
to  the  nigh-water  mark  of  a  reservoir,  or  to  the  edge,  margin,  or  precipitous 
bank  forming  the  ordinary  high-water  mark  of  such  watercourse. 

Priviea  Adjacent  to  Any  Reservoir  or  Watercottrse 

1.  No  privy,  privy  vault,  pit,  cesspool,  or  any  other  receptacle  of  any  kind 
used  for  either  the  temporary  storage  or  the  permanent  deposit  of  hnmao 
excreta  shall  be  constructed,  placed,  maintained,  or  allowed  to  remain  within 
fifty  (50)  feet  of  any  reservoir  or  watercourse  at  any  point  within  two  (2) 
miles  upstream  from  the  intake  of  the  Peekskill  waterworks;  nor  ^all 
any  such  privy,  privy  vault,  pit,  cesspool,  or  other  receptacle  for  the  deposit 
of  human  excreta  be  constructed,  placed,  located,  maintained,  or  aUowed  to 
remain  within  twenty -five  (25)  feet  of  any  reservoir  or  any  watercourse  at 
points  distant  more  than  two  (2)  miles  upstream  from  the  intake  of  the 
Peekskill  waterworks. 

2.  No  privy,  privy  vault,  pit,  cesspool,  or  any  other  receptacle  used  for 
the  permanent  deposit  of  human  excreta,  shall  be  constructed,  located,  placed, 
maintained,  or  allowed  to  remain  within  one  hundred  (100)  feet  of  any 
reservoir  or  any  watercourse  tributary  to  the  public  water  supply  of  the 
village  of  Peekskill. 

3.  No  cesspool,  pit,  or  other  receptacle  of  any  kind  used  for  the  temporary 
storage  of  human  excreta  or  sewage  shall  be  constructed,  located,  maintained, 
or  allowed  to  remain  between  the  limitiner  distances  prescribed  by  rule  (1* 
nnd  the  limiting  distances  prescrilie<l  hv  rule  (2)  unless  slid  cesspool,  pit,  or 
other  receptacle  is  so  arranged  and  equipped  that  the  said  excreta  or  sewage 
are  at  once  removed  by  pump  or  other  satisfactory  means  through  watertiifht 
pipes  or  conduits  to  some  proper  place  of  ultimate  disposal,  as  hereinafter 
provided,  or  unless  suitable  removable  vessels  or  receptacles  for  the  temporary 
storage  of  said  human  excreta  and  sewage  are  provided  and  at  all  times 
maintained  in  an  absolutely  watertight  condition  and  in  such  manner  as  to 
permit  of  convenient  removal  of  said  excreta  or  sewage  to  some  place  of 
ultimate  disposal  as  hereinafter  set  forth. 
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4.  The  excreta  collected  in  the  aforesaid  removable  receptacle  permitted 
under  rule  3  shall  be  removed  and  the  receptacles  thoroughly  cleaned  and 
deodorized  as  often  as  may  be  found  necessary  to  maintain  the  privy  in  proper 
sanitary  condition  and  effectually  to  prevent  any  overflow  upon  the  soil  or 
upon  the  foundations  or  floor  of  the  privy.  In  effecting  this  removal  the 
utmost  care  shall  be  exercised  that  none  of  the  contents  be  allowed  to  escape 
while  being  transferred  from  the  privy  to  the  place  of  disposal  hereinafter 
specifled,  and  that  the  contents,  while  being  transferred  from  the  privy  to 
the  place  of  disposal,  shall  be  thoroughly  covered  and  that  the  least  possible 
annoyance  and  inconvenience  be  caused  to  occupants  of  the  premises  and 
the  adjacent  premises. 

5.  Unless  otherwise  specially  ordered  or  permitted  by  the  State  Depart- 
ment of  Health,  the  excreta  collected  in  the  aforesaid  temporary  receptacles 
permitted  under  rule  3  shall,  when  removed,  be  disposed  of  by  burying  in 
trenches  or  pits  at  a  depth  of  not  less  than  18  inches  below  the  surface  and  at 
a  distance  not  less  than  five  hundred  (500)  feet  from  any  reservoir  or  any 
watercourse  tributary  to  the  public  water  supply  of  the  village  of  Peekskill. 

6.  Whenever,  owing  to  the  character  of  the  soil  or  of  the  surface  of  the 
ground,  or  owing  to  the  height  or  flow  of  subsoil  or  surface  water,  or 
other  special  local  conditions,  it  is  considered  by  the  State  Commissioner 
of  Health  that  excremental  matter  from  any  privy  or  aforesaid  receptacles, 
or  from  any  trench  or  place  of  disposal,  or  the  garbage  or  wastes  from  any 
dump,  may  be  washed  over  the  surface  or  through  the  soil  in  an  imperfectly 
purified  condition  into  any  reservoir  or  watercourse,  then  the  said  privy  or 
receptacles  for  excreta  or  the  trench  or  place  of  disposal  of  the  said  garbage 
or  waste  dump  shall,  after  due  notice  to  the  owner  thereof,  be  removed  to 
such  greater  distance  or  to  such  place  as  shall  be  considered  safe  and  proper 
by  the  State  Commissioner  of  Health. 

Sewage  House  Slops,  Sink  WcLStes,  etc, 

7.  No  house  slops,  bath  water,  washings  from  the  bodies  of  human  beings 
or  animals,  sewage,  or  other  excretal  matter  from  any  water  closet,  privy, 
cesspocl,  or  other  source,  except  the  purified  eflSuent  from  a  properly  con- 
structed sewage  disposal  plant  approved  by  the  State  Department  of  Health,  as 
required  by  law,  shall  be  thrown,  placed,  led,  conducted,  discharged,  or 
allowed  to  escape  or  flow  in  any  manner  either  directly  or  indirectly  into 
any  reservoir  or  any  watercourse  tributary  to  the  public  water  supply  of 
the  village  of  Peekskill;  nor  shall  any  such  matters  be  thrown,  placed,  led, 
discharged,  or  allowed  to  escape  or  flow  onto  the  surface  of  the  ground  or 
into  the  ground  beneath  the  surface,  except  into  watertight  receptacles  the 
contents  of  which  are  to  be  removed  as  provided  by  rule  4,  within  one  hun- 
dred (100)  feet  of  any  reservoir  or  any  watercourse  tributary  to  the  public 
water  supply  of  the  village  of  Peekskill. 

8.  No  garbage,  putrescible  matter,  kitchen  or  sink  wastes,  refuse  or  waste 
water,  from  any  creamery,  cheese  factory,  laundry,  nor  water  in  which  milk 
rans,  utensils,  clothing,  bedding,  carpets  or  harnesses  have  been  washed,  or 
rinsed,  nor  any  polluted  water  or  liquid  of  any  kind  shall  be  thrown  or  dis- 
charged  directly  or  indirectly  into  any  reservoir  or  watercourse;  nor  shall 
any  such  liquid  or  solid  refuse  or  waste  be  thrown,  discharged,  or  allowed 
to  escape  or  remain  upon  the  surface  of  the  ground  or  to  percolate  into  the 
«rround  or  through  the  ground  below  the  surface  in  any  manner  whereby  the 
^ame  may  flow  into  any  reservoir  or  watercourse  within  a  distance  of 
fifty  (50)  feet  from  any  reservoir  or  any  watercourse  tributary  to  the  public 
water  supply  of  the  village  of  Peekskill. 

0.  Xo  clotJhin<f,  bedding,  carpets,  h-arness,  vehicle,  receptacles,  utensils,  nor 
anythinq:  that  pollutes  water,  shall  be  washed,  rinsed,  or  placed  in  any 
reservoir  or  watercourse. 

Bathing,  AnimalSy  Manure,  Compost,  etc. 
10.  No  person   shall  be   allowed   to  bathe   in   any  of  the   streams,  lakes, 
ponds,  or  reservoirs  tributary  to  the  water  supply  of  the  villapfe  of  Peekskill 
except   in   Oscawana  lake,   Mohegan  lake,   Osceola  lake.   Brant  lake.   Clear 
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lake,  Mud  lake,  Barger  pond,  and  tributaries  thereof;  nor  shall  any  person 
be  allowed  to  bathe  in  Oscawana  lake,  Mohegan  lake,  Osceola  lake,  Brant 
lake,  and  Barger  pond  within  500  feet  oh  tjie  outlets  thereof.  >iO  anim&I 
or  poultry  shall  be  allowed  to  stand,  wallow,  wade,  or  swim  in  any -stream, 
lake,  pond,  or  reservoir  tributary  to  said  water  supply,  nor  allowed  to  be 
washed  therein.  No  watering  place  shall  be  maintained  in  such  a  way  as  to 
pollute  by  muddy  leachings  or  excretal  matters  any  stream  tributary  to  the 
public  water  supply  of  the  village  of  Peekskill. 

11.  No  stable  for  cattle  or  horses,  barnyard,  hogyaxd,  pigpen,  poultry 
house  or  yard,  hitching  place  or  standing  place  for  horses  or  other  animals, 
manure  pile  or  compost  heap,  shall  be  constructed,  placed,  maintained,  or 
allowed  to  remain  with  its  nearest  point  less  than  one  hundred  (100)  feet 
of  any  reservoir,  or  fifty  (50)  feet  of  any  watercourse,  at  any  point  within 
two  (2)  miles  upstream  from  the  intake  of  the  Peekskill  waterworks;  nor 
shall  any  such  structures  or  places  be  constructed,  placed,  maintained,  or 
allowed  to  remain  within  fifty  (50)  feet  of  any  reservoir  or  any  watercourae 
at  points  distant  more  than  two  (2)  miles  upstream  from  the  intake  of  the 
Peekskill  waterworks;  except  in  the  case  of  islands  in  Oscawana  lake,  where 
no  such  structures  or  places  shall  be  constructed,  placed,  maintained,  or 
allowed  to  remain  within  twenty-five  (25)  feet  of  the  highwater  mark  in 
the  lake.  None  of  the  above  named  objects  or  sources  of  pollution  shall  be 
so  constructed,  placed,  maintained,  or  allowed  to  remain  where  or  in  such 
a  manner  that  the  drainings,  leachings,  or  washings  from  the  same  may  enter 
any  such  reservoir  or  watercourse  without  first  having  been  passed  over  or 
through  such  an  extent  of  soil  as  to  have  been  properly  purified,  and  in  no 
case  shall  it  be  deemed  that  proper  purification  has  been  secured  unless  the 
above  drainage,  leachings,  or  wasnings  shall  have  percolated  over  or  through 
the  soil  in  a  scattered,  dissipated  form,  and  not  concentrated  in  perceptiUe 
lines  of  drainage  for  distances  not  less  than  those  specified  in  the  foregoing 
part  of  this  rule. 

12.  No  human  excreta  and  no  compost  or  other  matter  containing  human 
excreta  shall  be  thrown,  placed,  or  allowed  to  escape  into  any  reservoir  or 
watercourse,  nor  to  be  placed,  piled,  or  spread  uppn  the  groimd  at  any  point 
on  any  water  shed  tributary  to  the  public  water  supply  of  the  village  of 
Peek^ill;  nor  shall  human  excreta,  compost,  or  other  matter  containing 
human  excreta  be  dug  or  buried  in  the  soil  at  a  less  depth  than  18  inches 
below  surface  nor  within  a  distance  of  one  hundred  (100)  feet  from  any 
reservoir  or  any  watercourse  tributary  to  the  public  water  supply  of  the 
village  of  Peekskill,  and  no  manure  or  compost  of  any  kind  shall  be  placed, 
piled  or  spread  upon  the  ground  within  a  distance  of  twenty-five  (25)  feet 
from  any  reservoir  or  any  watercourse  tributary  to  the  public  water  supply 
of  the  village  of  Peekskill. 

13.  No  decayed  or  fermented  fruit  or  vegetables,  cider  mill  wastes,  roots, 
grain  or  other  vegetable  refuse  of  any  kind  ^all  be  thrown,  placed,  discharged 
or  allowed  to  escape  or  pass  into  any  reservoir  or  watercourse,  nor  shall  they 
be  thrown,  placed,  piled,  maintained  or  allowed  to  remain  in  such  places 
that  the  drainage,  leachings  or  washings  therefrom  may  flow  by  open,  blind 
or  covered  drains  or  channels  of  any  kind  into  any  reservoir  or  watercourse 
without  first  having  passed  over  or  through  such  an  extent  of  soil  as  properly 
to  have  been  purified;  and  in  no  case  shall  it  be  deemed  that  sufficient  puri- 
fication has  been  secured  unless  the  above  mentioned  drainage,  leaching,  or 
washings  shall  have  percolated  over  or  through  the  soil  in  a  scattered,  dis- 
sipated form,  and  not  concentrated  in  perceptible  lines  of  drainage,  for  a 
distance  of  not  less  than  fifty  (50)  feet  before  entering  any  reservoir  or  any 
watercourse  tributary  to  the  public  water  supply  of  the  village  of  Peedokill. 

Dead  Animals,  Offal,  Manufacturing  Waste,  etc 

14.  No  dead  animals,  bird,  fish,  or  any  part  thereof,  nor  any  oflTal  or  waste 
matter  of  any  kind,  shall  be  thrown,  placed,  discharged,  or  allowed  to  escape 
or  to  pass  into  any  reservoir  or  watercourse.  Nor  shall  any  such  material 
or  refuse  be  so  located,  placed,  maintained,  or  allowed  to  remain  that  the 
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drainage,  leachings,  or  washings  therefrom  may  reach  any  such  reservoir  or 
watercourse  without  having  first  percolated  over  or  through  the  soil  in  a 
scattered,  dissipated  form  and  not  concentrated  in  perceptible  lines  of  drainage, 
for  a  distance  of  one  hundred  (100)  feet  from  any  reservoir  or  any  water- 
course tributary  to  the  public  water  supply  of  the  village  of  Peekskill. 

Fishing,  Boating  and  Ice  Cutting 

15.  No  boating  of  any  kind,  nor  fishing  from  boats  or  through  the  ice, 
nor  any  trespassing  whatever,  shall  be  allowed  in  or  upon  the  waters  or  ice 
of  any  reservoir  of  the  village  of  Peekskill  or  of  Oscawana  lake,  Mohegan  lake, 
Osceola  lake.  Brant  lake  or  Barger  pond  within  500  feet  of  the  outlets  thereof, 
nor  shall  any  fishing,  boating  or  ice  cutting  be  done  in  any  manner  that  may 
pollute  the  waters  of  this  public  water  supply. 

16.  No  temporary  camp,  tent,  building,  or  other  structure  for  housing 
laborers  engaged  on  construction  work  or  for  other  purposes  shall  be  located, 
placed,  or  maintained  within  a  distance  of  five  hundred  (500)  feet  from  any 
reservoir  or  watercourse  tributary  to  the  public  water  supply  of  the  village 
of  Peekskill. 

Chmeteriea 

17.  No  interment  of  a  human  body  shall  be  made  within  a  distance  of  two 
hundred  and  fifty  (250)  feet  from  any  reservoir  or  from  any  watercourse 
tributary  to  the  public  water  supply  of  the  village  of  Peekskill. 

18.  The  Board  of  Water  Commissioners  of  the  village  of  Peekskill  shall 
make  regular  and  thorough  inspections  of  the  reservoir,  streams  and  drainage 
areas  tributary  thereto  for  the  purpose  of  ascertaining  whether  the  above 
rules  and  regulations  are  being  complied  with;  and  it  shall  be  the  duty  of 
said  Board  of  Water  Commissioners  to  cause  copies  of  any  rules  and  regula- 
tions violated  to  be  served  upon  the  persons  violating  the  same  with  notices 
of  such  violations;  and  if  such  persons  served  do  not  immediately  comply  with 
the  rules  and  regulations,  it  shall  be  the  further  duty  of  the  Board  of  Water 
Commissioners  promptly  to  notify  the  State  Commissioner  of  Health  of  such 
violations.  The  Board  of  Water  Commissioners  shall  report  in  writing  annu- 
ally on  the  1st  of  January,  the  results  of  the  regular  inspections  made  during 
the  preceding  year,  stating  the  number  of  inspections  which  have  been  made, 
the  number  of  violations  found,  the  number  of  notices  served,  and  the  general 
condition  of  the  watershed  at  the  time  of  the  last  inspection. 

Penalty 

19.  In  accordance  with  section  70  of  chapter  45  of  the  Consolidated  Laws 
(Public  Health  Law),  the  penalty  for  each  and  every  violation  of  or  non- 
compliance with  any  of  these  rules  and  regulations  which  relate  to  a  per- 
manent source  or  act  of  contamination,  is  hereby  fixed  at  one  hundred 
($100)  dollars. 

The  foregoing  rules  and  regulations  for  the  protection  from  contamination 
of  the  public  water  supply  of  the  village  of  Peekskill,  in  Westchester  county, 
are  hereby  duly  made,  ordained,  and  established  on  this  14th  day  of  September, 
1920,  pursuant  to  chapter  46  of  the  Consolidated  Laws  (Public  Health  Law) 
of  the  State  of  New  York,  as  amended  by  chapter  606  of  the  Laws  of  1911. 

M.  NICOLL,  Jb. 
Deputy  State  Commissioner  of  Health 
Albant,  N.  Y. 

These  rules  and  regulations  were  published  as  required  by  law  once  a  week 
for  six  consecutive  weeks  in  a  newspaper  of  Westchester  county  and  a  news- 
paper of  Putnam  county,  the  publication  being  completed  November  13,  1920. 


STAMFORD 
Rules  and  regulations  for  the  protection  from  contamination  of 
the  public  water  supply  furnished  by  the  Stamford  Water 
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Company  to  the  village  of  Stamford,  Delaware  coantr, 
enacted  by  the  New  York  State  Department  of  Health  under 
chapter  49  of  the  Laws  of  1909,  constituting  chapter  45  of 
the  Consolidated  Laws,  as  finally  amended  by  chapter  665 
of  the  Laws  of  1915  (Public  Health  Law). 

Rules  and  Regulations 

The  rules  and  regulations  hereinafter  given,  duly  made  and  enacted  in 
accordance  with  the  provisions  of  sections  70,  71,  and  73  of  chapter  45  of  the 
Consolidated  Laws  (Puhlic  Health  Law),  as  heretofore  set  forth,  shall  apply 
to  all  natural  and  artificial  reservoirs  and  to  all  watercourses  tributary 
thereto  or  ultimately  discharging  into  said  reservoir,  these  bodies  of  water 
being  sources  of  the  public  water  supply  furnished  by  the  Stamford  Water 
Company  to  the  village  of  Stamford,  Delaware  county.  New  York.  The  term 
"  reservoir  *'  wherever  used  in  these  rules  is  intended  to  mean  and  refer  to 
all  storage  and  impounding  reservoirs  which  are  tributary  to  or  which 
serve  as  sources  of  this  public  water  supply  or  to  any  additional  reservoir 
which  may  be  constructed  or  used  for  the  purpose  of  this  public  water  supply. 
The  term  "  watercourse  "  wherever  used  in  these  rules  is  intended  to  mean 
and  include  every  spring,  pond  (other  than  the  artificial  reservoirs  and 
filter  basins),  stream,  ditch,  gutter,  or  other  channel  of  any  kind  the  waters 
of  which  when  running  whether  continuously  or  occasionally  eventually  flow 
or  may  flow  into  the  public  water  supply  of  the  village  of  Stamford. 

Wherever  a  linear  distance  of  a  structure  or  object  from  a  reservoir  or  from 
a  watercourse  is  mentioned  in  these  rules,  it  is  intended  to  mean  the  shortest 
horizontal  distance  from  the  nearest  point  of  the  structure  or  object  to  the 
highwater  mark  of  a  reservoir,  or  to  the  edge,  margin,  or  precipitous  bank 
forming  the  ordinary  highwater  mark  of  such  watercourse. 

Priviea  AdjcLcent  to  Any  Reservoir  or  Watercourse 

1.  No  privy,  privy  vault,  pit,  cesspool,  or  any  other  receptacle  of  any  kind 
used  for  either  the  temporary  storage  or  the  permanent  deposit  of  human 
excreta  shall  be  constructed,  placed,  maintained,  or  allowed  to  remain  within 
one  hundred  (100)  feet  of  any  reservoir  or  within  fifty  (50)  feet  of  any  water- 
course tributary  to  the  public  ^-ater  supply  of  the  village  of  Stamford. 

2.  No  privy,  privy  vault,  pit,  cesspool,  or  any  other  receptacle  used  for  the 
permanent  deposit  of  human  excreta  shall*  be  constructed,  located,  placed, 
maintained,  or  allowed  to  remain  within  three  hundred  (300)  feet  of  any 
reservoir  or  within  one  hundred  (100)  feet  of  any  wutercourse  tributary  to 
the  public  water  supply  of  the  village  of  Stamford. 

3.  No  cesspool,  pit,  or  other  receptacle  of  any  kind  used  for  the  temporary 
storage  of  human  excreta  or  sewage  shall  be  constructed,  located,  maintained, 
or  allowed  to  remain  between  the  limiting  distances  prescribed  by  rule  (1) 
and  the  limiting  distances  prescribed  by  a  rule  (2)  unless  said  cesspool,  pit, 
or  other  receptacle  is  so  arranged  and  equipped  that  the  said  excreta  or  sewage 
are  at  once  removed  by  pump  or  other  satisfactory  means  through  water- 
tight pipes  or  conduits  to  some  proper  place  of  ultimate  disposal  as  herein- 
after provided,  or  tmless  suitable  removable  vessels  or  receptacles  for  the 
temporary  storage  of  said  human  excreta  or  sewage  are  provided  and  at  all 
times  maintained  in  an  absolutely  watertight  condition  and  in  such  manner 
as  to  permit  of  convenient  removal  of  said  excreta  or  sewage  to  some  place 
of  ultimate  disposal  as  hereinafter  set  forth. 

4.  The  excreta  collected  in  the  aforesaid  removable  receptacles  permitted 
under  rule  (3)  shall  be  removed  and  the  receptacles  throughly  cleaned  and 
deodorized  as  often  as  may  be  found  necessary  to  maintain  the  privy  in  proper 
sanitary  condition  and  effectually  to  prevent  any  overflow  upon  the  soil  or 
upon  the  foundation  or  floor  of  the  privy.     In  effecting  this  removal  the 
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utmost  care  shall  be  exercised  that  none  of  the  contents  be  allowed  to  escape 
while  being  transferred  from  the  privy  to  the  place  of  disposal  hereinafter 
specified,  and  that  the  contents  while  being  transferred  from  the  privy  to  the 
place  of  disposal  shall  be  thoroughly  covered  and  that  the  least  possible 
annoyance  and  inconvenience  be  caused  to  occupants  of  the  premises  and 
the  adjacent  premises. 

6.  Unless  otherwise  specially  ordered  or  permitted  by  the  State  Depart- 
ment of  Health,  the  excret-a  collected  in  the  aforesaid  removable  receptacles 
permitted  under  rule  (3)  shall  when  removed  be  disposed  of  by  burying  in 
trenches  or  pits  at  a  depth  of  not  less  than  18  inches  below  the  surface  and 
at  a  distance  not  less  than  five  hundred  (500)  feet  from  any  reservoir  or 
watercourse  tributary  to  the  public  water  supply  of  the  village  of  Stamford. 

6.  Whenever,  owing  to  the  chara«iter  of  the  soil  or  of  the  8urfiu:'e  of  the 
ground,  or  owing  to  the  height  or  flow  of  subsoil  or  surface  water,  or  other 
special  local  conditions  it  is  considered  by  the  State  ConiniisF:ioner  of  Health 
that  excremental  matter  from  any  privy  or  aforesaid  receptacle,  or  from 
any  trench  or  place  of  disposal,  or  the  garbage  or  w^etes  from  any  dunvp, 
may  be  washed  over  the  surface  or  through  the  soil  in  an  imperfectly  purified 
condition  into  any  reservoir  or  watercourse,  then  the  said  privy  or  receptacle 
for  excreta,  or  the  trench  or  place  of  disposal,  or  tho  said  garbage  or  waste 
dump,  ahall  after  due  notice  to  the  owner  thereof  be  removed  to  such  greater 
•iistance  or  to  such  place  as  shall  be  considoi'Otl  safe  and  proper  by  the 
State  Commissioner  of  Health. 

Sewage  J  House  Hlops,  Sink  Waste^  etc. 

7.  No  house  slope,  bath  water,  sewage,  or  other  excretal  matter  from  any 
water  closet,  privy,  cesspool,  or  other  source  shall  be  thrown,  ])laced,  led,  con- 
ducted, discharged,  or  allowed  to  escape  or  floiv  in  any  manner  either  directly 
or  indirectly  into  any  reservoir  or  any  watercourse  tributary  to  the  public 
water  supply  of  the  village  of  Stamford;  nor  shall  any  such  matter  be 
thrown,  placed,  led,  discharged  ur  allowed  to  escape  beneath  the  surface 
except  into  watertight  receptacles  the  contents  of  which  are  to  be  removed, 
as  provided  by  rule  (4),  within  thr»5e  hundred  (300)  feet  of  any  leservoir 
or  within  one  hundred  (100)  feet  •yt  any  watercourrie  tributary  to  the  public 
water  supply  of  the  village  of  Stamford. 

8.  No  garbage,  putrescible  matter,  kitchen  or  sink  wastes,  refuse  or  waste 
matter  from  any  creamery,  cheese  factory,  oi  laundry,  nor  water  in  which 
milk  cans,  utensils,  clothing,  bedding,  carpets,  or  harness  have  been  washed 
or  rinsed,  nor  any  polluted  water  or  liquid  of  any  kind  shall  be  thrown 
or  discharged  directly  or  indirectly  into  any  reservoir  or  watercourse;  nor 
shall  any  such  liquid  or  solid  rofuso  or  waste  be  tlu-own,  <lischarged,  or 
allowed  to  escape  or  remain  upon  the  surface  of  the  ground  or  to  percolate 
into  or  through  the  ground  below  the  surface  in  any  manner  whereby  the 
same  may  flow  into  any  reservoir  or  watercout.se  within  a  distance  of  one 
hundred  (ICO)  feet  from  any  re%r%'oir  or  within  fifty  (50)  feet  from  any 
watercourse  tributary  to  the  public  v/ater  supplj  of  the  village  of  Stamford. 

9.  No  clothing,  bedding,  carpets,  harnesses,  vehicle,  receptacles,  utensils, 
nor  anything  that  pollutes  water  shall  be  washed,  rinsed,  or  placed  in  any 
reservoir  or  watercourse. 

Bathing,  Animals^  Manure,  Compost,  etc. 

10.  No  person  shall  be  allowed  to  bathe  in  any  reservoir,  nor  shall  any 
animals  or  poultry  be  allowed  to  stand,  wallow,  wade,  or  swim  in  any 
reservoir,  nor  be  washed  therein.  The  watering  of  animals  or  poultry  in  any 
reservoir  of  the  public  water  supply  of  the  village  of  Stamford  is  prohibited. 
No  watering  place  shall  be  maintained  in  such  a  way  as  to  pollute  with 
muddy  leachings  or  excretal  nvatters  any  streams  tributary  to  the  public 
water  supply  of  the  village  of  Stamford. 

11.  No  stable  for  cattle  or  horses,  barnyard,  hog  yard,  pig-pen,  poultry 
house  or  yard,  hitching  place  or  standing  place  for  horses  or  other  animals, 
manure  pile  or  compost  heap,  «hall  be  conetructed,  placed,  maintained  or 
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allowed  to  remain  with  its  neai'est  point  less  than  one  hundred  (100)  feet 
from  any  reservoir  or  within  fifty   (50)    feet  of  any  ^Titercourse  tributary 
to  the  public  water  supply  of  the  village  of  i^tamford ;  and  none  of  the  above 
named  objects  or  sources  of  pollution  shall  be  so  constructed,  placed,  main- 
tainedj  or  allowed  to  remain  where  or  in  such  a  manner  that  the  drainage, 
leachings  or  washings  from  the  same  may  enter  any  such  reservoir  or  water- 
course without  fir»t  having  pa^jied  over  or  through  such  an  extent  of  mil 
as  to  have  been  properly  purified^  and  in  no  case  shall  it  be  dieemed  that 
proper  purification  has  been  secured  unless  the  above  draining^,  leachings, 
or  washings  shall  have  percolated  over  or  through  the  soil  in  a  scattered, 
dissipated  form,  and  not  cou'oentrated  in  perceptible  lines  of   drainage,  for 
a  distance  of  not  less  than  one  hundred   (100)    feet  from  any  reservoir  or 
fifty   (50)   feet  fromi  any  watercourse  tributai-y  to  the  public  water  supply 
of  the  village  of  Stamford. 

12.  No  human  excreta  and  no  compost  or  other  matter  containing  human 
excreta  shall  be  thrown,  placed,  or  allowed  to  escape  into  any  reservoir  or 
watercourse,  nor  to  be  placed,  piled,  or  spread  upon  the  surface  of  the  ground 
at  any  point  on  the  watershed  tributary  to  the  public  water  supply  of  the 
village  of  Stamford,  nor  sliall  such  human  excTeta  or  comport  or  other  matter 
containing  human  excreta  be  dug  or  buried  in  the  soil  at  a  less  depth  than 
18  inches  below  the  surf<ace  nor  within  a  distance  of  three  hundred  (300) 
feet  from  any  reservoir  nor  within  one  hundred  and  fifty  (150)  feet  of  any 
watercourse  tributary  to  the  public  water  supply  of  the  village  of  Stamford; 
and  no  manure  or  compost  of  any  kind  shall  be  placed,  piled'  or  spread  up(»i 
the  ground  within  a  distance  of  one  hundred  (100)  feet  from  any  reservoir 
or  within  twenty-five  (25)  feet  from  any  watercourse  tributary  to  the  public 
water  supply  of  the  village  of  Stamford. 

13.  No  decayed  or  fermented  fruit  or  vegetables,  cider  mill  wastes,  root*, 
grain  or  other  vegetable  refuse  of  any  kind  shall  be  thrown,  placed,  dis- 
charged, or  allowed  to  escape  or  paee  into  any  reservoir  or  watercourse,  nor 
shall  they  be  thrown,  placed,  piled,  maintained,  or  allowed  to  remain  in  such 
places  that  the  drainage,  leachings,  or  w^ashings  tlierefrom  niay  flow*-  by  open, 
blind,  or  covered  drains  or  channels  of  any  kind  into  any  reservoir  or  water- 
course without  first  having  passed  over  or  through  such  an  extent  of  soil 
as  to  have  been  properly  purified,  and  in  no  case  shall  it  be  deemed  that 
sufficient  purification  has  been  secured  unless  the  above  mentioned  draining^, 
leachings,  or  washings  shall  have  percolated  over  or  through  the  soil  in  a 
scattered,  disisipated  form,  and  not  concentrated  in  perceptible  lines  of  drain- 
ape,  for  a  distance  of  not  less  than  seventy-five  (75)  feet  before  entering  any 
reservoir  or  twenty-five  (25)  feet  before  entering  any  watercourse  tributary 
to  the  public  water  supply  of  the  village  of  Stamford. 

Dead  Animals^  Offal,  Manufacturing  Wastes,  etc. 

14.  No  dead  animals,  bird,  fish,  or  any  part  thereof,  nor  any  offal  or  waste 
matter  of  any  kind,  shall  be  thrown,  placed,  discharged,  or  allowed  to  eiicape 
or  to  pass  into  any  reservoir  or  watercourse.  Nor  shall  any  such  material 
or  refuse  be  so  located,  placed,  maintained,  or  allowed  to  remain  that  th^ 
drainage,  leachings,  or  washings  therefrom  may  reach  any  such  reservoir  or 
watercourse  without  having  first  percolated  over  or  through  the  soil  in  a 
scattered,  dissipated  form,  and  not  concentrated  in  perceptible  lines  of  drain- 
age, for  a  distance  of  two  hundred  (200)  feet  from  any  reservoir  or  seventy- 
five  (75)  feet  from  any  watercourse  tributary  to  the  public  water  supply 
of  the  village  of  Stamford. 

Fishing,  Boating,  and  Ice  Cutting 

15.  No  boating  of  any  kind,  fishing  from  boats,  or  through  the  ice,  and 
no  ice  cutting,  or  any  trespassing  whatever  shall  be  allowed  in  or  upon  the 
waters  or  ice  of  the  reservoirs. 

Labor  Camps 

16.  No  temporary  oamp,  tent,  building,  or  other  structures  for  housing 
laborers  engaged  on  construction  work  or  for  other  purposes  shall  be 
located,  pla^d*  or  maintained  within  a  distance  of  five  hundred  (500)  hut 
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from  any  reservoir  or  one  hundred   (100)   feet  from,  any  watercourse  tribu- 
tajy  to  the  public  water  supply  of  the  village  of  Stamford. 

Cemeteries 

17.  No  interment  of  a  human  body  shall  be  made  within  a  distance  of  three 
iwindred  (300)  feet  from  any  reservoir  or  one  hundred  (100)  feet  from  any 
watercourse  tributary  to  the  public  water  supply  of  the  village  of  Stamford. 

Inapectiona 

IS.  The  Stamford  Water  Company  shall  make  regular  and  thorough  inspec- 
tions of  the  reservoirs,  streams,  and  drainage  areas  tributary  thereto  for  the 
purpose  of  ascertaining  whether  the  above  rules  and  regulations  are  being 
complied  with;  and  it  shall  be  the  duty  of  said  Stamford  Water  Company  to 
eattse   copies   of  any  rules  and  regulations  violated  to  be  served  upon  the 
persons   violating   the   same  with  notices  of   such  violations;    and   if  such 
persons  served  do  not  immediately  comply  with  the  rules  and  regulations, 
it  shall  be  the  further  duty  of  the  Stamford  Water  Company  promptly  to 
notify  the  State  Commissioner  of  Health  of  such  violations.     The  Stamford 
Water  Oompany  shall  report  in  wTiting  annually  on  the  1st  day  of  January 
the  results  of  the  regular  inspections  made  during  the  preceding  year,  stat- 
ing the  number  of  inspections  which  have  been  made,  the  number  of  viola- 
tions found,  the  number  of  notices  served,  and  the  general  condition  of!  the 
watershed  at  the  time  of  the  last  inspection. 

PeruUty 

19.  In  accordance  with  section  70  of  chapter  45  of  the  Consolidated  Laws 
(Public  Health  Law),  the  penalty  for  each  and  every  violation  of  or  non- 
compliance with  any  of  these  rwlea  and  regulations  which  relate  to  a  per- 
manent source  or  act  of  contamination,  is  hereby  fixed  at  one  hundred  dollars 
($100). 

The  foregoing  rules  and  regulations  for  the  protection  from  contamination 
of  the  public  water  supply  of  the  village  of  Stamford  are  hereby  made, 
ordained,  and  ecrtablished  on  this  26th  day  of  January,  1920,  pursuant  to 
chapter  45  of  the  Consolidated  Laws  (Public  Health  Law)  of  the  State  of 
New  York,  as  finally  amended  by  chapter  665  of  the  Laws  of  1915. 

M.  NicOLL,  Jr. 
Deputy  State  Comm'isaionei'  of  Health 
Albany,  N".  Y. 

These  rules  and  regulations  were  published  once  each  week  for  six  con- 
i^ecutive  weeks  in  a  newspaper  in  Delaware  county  as  required  by  the  law, 
and  the  publication  completed  April  21,  1920. 


INSPECTION  OF  VIOLATIONS  OF  RULES  FOR  THE 
PROTECTION   OF  PUBLIC  WATER  SUPPLIES 

During  the  year  1920  notices  issued  in  accordance  with  the 
provisions  of  section  71  of  the  Public  Health  Law  were  received 
from  the  officer  or  board  having  by  law  the  management  and 
control  of  the  water  supplies  of  five  municipalities  regarding  vio- 
lation of  the  rules  and  regulations  enacted  by  this  Department 
for  the  protection  from  contamination  of  their  water  supplies 
which  had  not  been  abated  on  notices  served  by  the  local  authori- 
ties on  the  persons  violating  the  same.  These  violations  were 
immediately  investigated  by  representatives  of  the  Engineering 
Division,  and  when  actual  violations  of  the  rules  and  regulations 
were  found  by  the  representatives  of  this  Division  orders  were 
issued  to  the  local  boards  of  health  to  abate  the  violations. 

The  orders  issued  were  in  connection  with  the  water  supplies 
of  Elmira,  where  two  violations  were  found;  Kingston,  where 
one  violation  was  found;  Glean,  where  eleven  violations  were 
found ;  Troy,  where  six  violations  were  found ;  and  Tarrytown, 
where  nine  violations  were  found. 

After  the  orders  have  been  issued  to  the  local  boards  of  health, 
the  matter  of  abating  the  violations  rests  primarily  with  the  local 
authorities.  If  a  local  board  of  health  fails  to  secure  the  abate- 
ment of  the  violation  within  ten  days  after  the  receipt  of  the 
order,  the  corporation  furnishing  the  water,  or  the  munieipalitv 
deriving  its  water  supply  from  the  waters  to  which  the  rule  or 
regulation  relates,  or  any  person  interested  in  the  protection  of 
the  purity  of  the  water  supply,  may  maintain  an  action  in  a  court 
of  record  for  the  recovery  of  the  penalties  incurred  by  such  vi(h 
lation  and  for  an  injunction  restraining  him  from  the  continued 
violation  of  such  .rule  or  regulation. 
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ANNUAL  REPORTS  OF  LOCAL  OFFICERS  ON  WATER 

RULE  VIOLATIONS 

In  order  to  determine  to  what  extent  the  rules  and  regulations 
for  the  protection  from  contamination  of  the  different  water  sup- 
plies are  being  enforced  and  to  be  in  a  position  to  cooperate  with 
the  authorities  in  securing  the  abatement  of  violations,  an  order 
was  issued  by  this  Department  in  1912  requiring  an  annual 
report  on  the  1st  of  January  of  each  year  from  the  local  officer 
in  charge  of  those  water  supplies  for  which  rules  and  regulations 

had  been  enacted.  All  rules  and  regulations  enacted  since  that 
date  have  included  a  similar  requirement.  These  reports  include 
the  results  of  the  inspections  of  the  supplies  by  the  local  officials 
and  the  results  of  action  taken  toward  the  enforcement  of  the 
rules  and  regulations.  In  order  that  the  reports  of  the  different 
municipalities  and  districts  may  be  uniform,  a  blank  form  on 
which  to  make  the  report  is  mailed  to  each  waterworks  official  a 
few  weeks  prior  to  the  date  on  which  the  report  is  due. 

On  receipt  of  these  reports  from  the  waterworks  officials  a 
careful  studv  of  them  is  made,  and  in  cases  where  violations  are 
reported  the  Engineering  Division  immediately  investigates  the 
conditions  and  the  necessary'  action  is  taken  toward  the  abatement 
of  the  violations. 

During  1920  the  officers  in  charge  of  the  following  water  sup- 
plies reported  that  no  violations  had  been  found  during  the  year 
or  that  all  those  found  had  been  abated  and  that  none  existed  on 
December  31,  1920. 


Albion 

Altamont 

Amsterdam . 

Arkj>ort 

Bovina  Center 

Canastota 

Cherry  Vallev 

•Cobleskill 

Cold  Spring 

Corinth 

Com-wall-on-Hudson 

Cortland 

Coxsackie 

Deansboro 

Delhi 


Dolgeville 
Fort  Edward 
Fredonia 
Olens  Falls 
Hamilton  College 
Haverstraw 

Highland  Mills  and  Cen- 
tral Valley 
Homell 
Hudson 
nion 
Kingston 
LeRoy 
Little  Falls 
Lyons 
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^fechanicville 

Middleburg 

Middletown 

Middleville 

Monticello 

Morris 

Newburgh 

Xew  Paltz 

New  Kochelle 

North  TarrytowE 

Norwich 

Olean 

Oneonta 

Ossining 

Peekskii: 
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P«nn  Yan  Saugerties  Warwick 

Philmont  Sherburne  Waverly 

Port  Jervis  Sylvan  Beach  Wellsville 

Palaski  Syracuse  West  Carthage 

Rochester  Syracuse     Suburban    Westfield 

Saranac  Lake  Water  Co.  Woodridge 

Saratoga  Springs 

The  oflficers  in  charge  of  the  following  cities  report  one  or  more 
violations  existing  at  the  end  of  the  year.  In  most  of  these  cases 
the  violations  have  been  verified  by  this  Department  and  orders 
issued  to  the  local  boards  of  health  to  abate  them.  A  few  which 
were  first  reported  to  this  Department  in  the  annual  report  of 
the  local  officers  for  the  year  1920  will  be  investigajed  by  the 
Engineering  Division  during  the  early  part  of  1921. 

Auburn  Cornell  University  Troy 

Avon  and  Geneseo  Mount  Vernon  Utica 

Elmira  Reformatory  Nyack  Yonkers 

Gilbertsville  Tarrytown 

No  reports  were  received  from  the  following  plaxses,  although 
blank  forms  were  forwarded  to  them  and  letters  sent  later  calling 
the  attention  of  the  authorities  to  the  necessity  of  making  an 
annual  report. 

Chester  Tthaca  Ruffern 

Klmira  Perry  Walton 


\VATER  SUPPLIES  USED  FOR  DRINKING  AND  CULI- 
NARY PURPOSES  BY   COMMON   CARRIERS 
ENGAGED  IN  INTERSTATE  TRAFFIC 

Section  13  of  the  Interstate  Quarantine  Regulations  promul- 
gated by  the  Treasury  Department  on  January   13,   1916,   in 
axxsordance  with  the  act  of  Congress  approved  February  15,  1893, 
requires  that  water  provided  for  drinking  or  culinary  purposes 
on  any  car,  vessel,  or  other  conveyance  while  engaged  in  inter- 
state traffic  shall  be  from  a  source  which  is  certified  and  approved 
as  producing  water  of  satisfactory  sanitary  quality  and  safety, 
this  certificate  to  be  based  on  the  relative  freedom  of  the  water 
from  contamination,  or  exposure  to  contamination,  as  determined 
through  a  survey  of  the  sanitary  conditions  under  which  the  sup- 
ply is  produced  and  the  results  of  bacteriological  and  chemical 
analyses  of  samples  of  the  water.     The  certificates  may  be  issued 
by  officers  of  the  United  States  Public  Health  Service  or  the 
State  Department  of  Health  having  jurisdiction. 

In  the  case  of  water  supplies  in  the  State  of  New  Tork,  as  the 
result  of  an  arrangement  made  during  the  year  1920,  the  Engi- 
neering Division  of  this  Department  inspects  the  supplies  once 
a  year  if  the  available  force  of  the  Division  makes  it  possible. 
Samples  of  the  water  are  collected  at  the  time  of  the  inspection 
by  the  engineer  making  it,  and  at  other  times  when  possible  or 
necessary  by  representatives  of  this  Department  for  analysis  by 
the  Division  of  Laboratories  and  Research.  Based  on  the  results 
of  the  inspection  and  the  analyses  of  samples  of  water,  the  Engi- 
neering Division  prepares  data  sheets  showing  briefly  the  con- 
dition of  the  supply  and  the  results  of  the  analyses  of  the  sam- 
ples of  the  water.  These  sheets,  together  with  reports  on  the 
inspection  of  the  supply  giving  in  detail  its  character  and  con- 
dition, are  forwarded  to  the  United  States  Public  Health  Service 
as  soon  as  possible  after  the  inspection  and  analyses  have  been 
made.  On  receipt  of  this  data  the  United  States  Public  Health 
Service  issues  a  certificate  to  the  railroad  or  other  carrier  per- 
mitting, temporarily  permitting,  or  not  permitting,  the  use  of 
the  water  for  drinking  or  culinary  purposes  in  interstate  traffic. 
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There  are,  according  to  the  information  furnished  by  the 
United  States  Public  Health  Service  and  the  railroads,  94  dif- 
ferent water  supplies  in  the  State  of  Xew  York  from  which 
water  is  taken  for  drinking  and  culinary  purposes  in  interstate 
traffic. 

Name  Railroad 

Albany B.  &  A.;  N.  Y.  C. 

Auburn    N.  Y.  C;  Leh.  Val. 

Beacon   Central  New  England 

Binghamton    D.  &  H. ;  D.,  L.  &  W. ;  Erie 

Blossburg    Erie 

Buflfalo    N.  Y.  C;  D.,  L.  &  W.;  Lehijrh;  Penn; 

N.  Y.  C.  &  St.  L.;  Wabash 

Buflfalo  Creek  IJ.,  R.  &  P. 

Cadosia X.  Y.,  Ont.  &  West. 

Canandaigua Penn. 

Chatham    B.  &  A.;  N.  Y.  C;  Rutland 

Cherry  Valley   1).  &  H. 

Clinton   N.  Y.,  Ont.  &  West. 

Colonic     1).  &  II. 

Cooperstown   ]).  &  H. 

Corning    N.  Y.  C. ;  Erie 

Cortland  T^'high  Valley 

Delanson  1>.  &  H. 

Delhi   N.  Y.,  Ont.  &  West. 

Dolgeville N.  Y.  C. 

Deposit   Erie 

East  BuflTalo    D.,  L.  &  W. 

East  Salamanca   B.,  R.  &  P. 

Edmeston    N.  Y.,  Ont.  &  West. 

Elmira    D.,  L.  &  W. ;  Erie ;  Penn. 

Fulton  Chain  (see  Thendara) 

Grand    Central    Terminal N.  Y.,  N.  H.  &  Hart. 

Hammondsport    Erie 

Herkimer  N.  Y.  C. 

Harlem  River N.  Y.,  N.  H.  &  Hart. 

High  Bridge N.  Y.  C. 

Hornell   Erie 

Hudson    B.  &  A. ;  Uls.  &,  Del. 

Hunter Ulster  &  Del. 

Ithaca    D.,  L.  &  W. 

Jamestown    Erie 

Kaaterskill    Ulster  &  Del. 

Kingston    N.  Y.  C;  U.  &  D.j  N.  V..  Out.  .^c  Wos: 

Lake  George  D.  <fe  H. 

Liberty    X.  Y..  Ont.  &  West. 

Lincoln  Park   B.,  R.  &  P. 

Livingston  Manor   X.  Y..  Ont.  &  West. 

Long  Island  City L.  I.  R.  R. ;  Penn. 

Malone *. N.  Y.  C. ;  Rut. 

Middletown    N.  Y.,  Ont.  &  W.;  Erie 

Millerton   Cen.  New  England 

Monticello    X.  Y.,  Ont.  &  West. 

Mott  Haven   N.  Y.  C. 

Newburgh    Erie;  N.  Y.  C. 

New  Roohello  X.  Y..  N.  H.  &  Hart. 

New   York   City    Erie;  N.  Y.  C;  C.  R.  R.  X.  J.:  Pena.; 

N.  Y.,  N.  H.  &  Hart. ;  Lehigh  Val. 
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Name  Railroad 

Niagara  Falls  (West.  N.  Y.  Water  Co.)  N.  Y.  C. 

North  Creek D.  &  H. 

Norwich    N.  Y.,  Ont.  &  Weat. 

Nunda    Penn. 

Ogdensburg  Rutland 

Clean   Penn. 

Oneida   N.  Y.,  Ont.  &  West. 

Oneonta   D.  &  H. 

Oswego D.,  L.  &  W.;  N.  Y.,  Ont.  &  West. 

Peekskill    N.  Y.  C. 

Perry B.,  R.  &  P. 

Phoenicia   Ulster  &  Del. 

Plattsburg    D.  &  H. 

Port  Chester X.  Y.,  N.  H.  &  Hart. 

Port  Jervis N.  Y.,  Ont.  &  West. ;   Erie 

Poughkeepsie    Cent.  New  Eng.;  N.  Y.  C. 

Raquette  Lake  N.  Y.  C. 

Ravena  and  Coeymana N.  Y.  C. 

Rensselaer  B.  &  A.;  N.  Y.  C. 

Richfield  Springs D.,  L.  &  W. 

Richmond  Hill L.  I.  R.  R. 

Rochester    Erie;  N.  Y.  a;  Penn.;  B.,  R.  &  P. 

Roscoe    N.  Y..  Ont.  &  West. 

Rouses  Point   D.  &  H. 

Salamanca    Erie 

Saranac  Lake N.  Y.  C. 

Saratoga  Springs   B.  &  M.;  D.  &  H. 

Schenectady   D.  &  H.;  N.  Y.  C. 

Schuylerville   B.  &  M. 

Sidney    N.  Y.,  Ont.  k  West. 

Summitville   N.  Y.,  Ont.  &  West. 

Sodus  Point   Penn. 

Syracuse    D.,  L.  &  W. ;  N.  Y.  C. 

Thendara   (Fulton  Chain) N.  Y.  C. 

Ticonderoga    D.  &  H. 

Troy   B.  &  M.;  N.  Y.  C. 

Tuppcr  Lake  Junction N  Y.  C 

I-tica  D.  L.  &  W.;  N.  Y.  C;  N.  Y.,  Ont.  & 

West.;  B.  &  A. 

Valley   Junction    N.  Y.,  Ont.  &  West. 

Walton    N.  Y.,  Ont.  &  West. 

Warwick    Lehigh  k,  Hudson 

Wavland    D.,  L.  &  W. 

Whitehall    D.  &  H. 

The  inspection  of  these  supplies  was  taken  up  during  the  latrer 
part  of  the  year  in  connection  with  the  regular  work  of  inspec- 
tions of  the  water  supplies  of  the  State  and  information  regard- 
ing 25  supplies  furnished  to  the  United  States  Public  Health 
Service,  on  the  receipt  of  which  certificates  were  issued  to  the 
common  carriers  using  the  water  from  these  supplies.  The  data 
furnished  to  the  United  States  Public  Health  Service  in  connec- 
tion with  the  inspection  of  these  supplies  and  the  character  of 
the  certificate  issued  by  the  United  States  Pubb'c  Health  Service 
are  mentioned  under  the  name  of  the  supplies  in  a  section  of 
this  report  on  the  investigation  of  the  public  water  supplies. 


INVESTIGATIONS  OF  PUBLIC  WATER  SUPPLIES 

There  are  at  the  present  time,  so  far  as  is  known,  543  public 
water  supplies  in  the  State  of  New  York,  the  sanitary  condition 
of  all  of  which  has  been  investigated  by  the  Engineering  Division 
of  this  Department.  During  1920,  190  of  these  water  supplies 
were  inspected,  either  on  account  of  some  change  or  insanitary 
condition,  at  the  request  of  the  local  authorities  or  voluntarily  as  a 
part  of  the  routine  work  of  the  Division,  inspections  of  as  many 
supplies  being  made  during  the  year  as  is  possible  with  the  lim- 
ited force  available.  The  investigations  include  a  careful  inspec- 
tion, the  collection  and  analyses  of  samples  of  the  water,  and  the 
preparation  of  reports  giving  all  the  essential  information  rela- 
tive to  the  supply  and  a  summary  of  the  results  of  the  investiga- 
tions, together  with  recommendations  for  such  improvements  as 
may  be  deemed  necessary  or  advisaible.  Copies  of  these  reports 
are  transmitted  to  the  local  authorities  in  charge  of  the  water 
works,  to  the  local  health  officer,  to  the  sanitary  supervisor  of 
the  district,  and  where  the  water  is  used  by  common  carriers 
engaged  in  interstate  traffic,  to  the  Surgeon-General  of  the  United 
States  Public  Health  Service. 

Samples  of  water  from  the  supplies  are  taken  in  connection 
with  all  inspections,  but  in  order  to  avoid  duplication  only  the 
results  of  those  which  are  necessary  to  an  understanding  of  the 
conditions  are  included  in  the  description  of  the  supplies  given 
below.  The  full  analyses  may  be  found  in  the  report  of  the  Divi- 
sion of  Laboratories  and  Research.  Where  given,  the  results  of 
the  chemical  analyses  are  in  parts  per  million. 

AKRON 

A  reinspection  of  the  public  water  supply  of  the  village  of  AkroD  was 
made  by  Mr.  Earl  Devendorf,  assistant  engineer  in  this  Department,  oo 
September  29,  1920.  A  previous  inspection  of  this  supply  was  made  by  the 
Department  in  1916  and  the  report  thereon  printed  in  the  Annual  Report  of 
the  Department  for  that  year. 

Akron  is  an  incorporated  village  of  about  1,800  inhabitants  located  in  thr 
northeastern  part  of  Erie  county  on  the  West  Shore  Railroad,  about  20  mile^ 
east  of  Buffalo.  Nearly  all  of  the  inhabitants  in  the  village  are  supplied 
with  the  public  water  supply.  While  there  are  a  few  private  sewers  which 
discharge  without  purification  in  the  creek,  most  of  the  houses  are  served  bj 
cesspools  and  privies. 

The  public  water  supply  is  derived  from  a  dug  well  located  in  the  western 
part  of  the  village.    The  consumption  is  said  to  vary  from  300,000  to  400,000 
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gallons  per  day.  The  well  consists  of  a  covered  basin  some  25  feet  by  50  feet 
in  plan.  It  was  formerly  only  8  feet  in  depth  but  the  depth  has  recently 
increased  to  20  feet.  The  bottom  of  the  well  is  limestone  rock  and  tlie  sides 
of  the  well  are  constructed  of  concrete  walls.  At  the  time  of  the  inspection 
there  was  about  10  feet  of  water  in  the  well.  It  is  stated,  however,  that  the. 
depth  is  sometimes  as  great  as  15  feet.  The  water  is  said  to  enter  from  2  or 
3  fissures  in  the  rock  near  the  bottom.  From  the  well  the  water  is  pumped 
through  the  distribution  system  into  a  steel  standpipe  15  feet  in  diameter 
and  75  feet  high,  having  a  capacity  of  100,000  gallons,  and  located  in  the 
eastern  part  of  the  village  about  a  mile  from  the  pumping  station. 

The  village  proper  is  higher  in  elevation  than  the  ground  where  the  well 
and  pumping  station  are  located  and  the  general  slope  of  the  village  is 
toward  the  well.  Near  the  pumping  station  a  privy  is  located  within  50  feet 
of  the  well  and  at  an  elevation  of  some  15  feet  above  the  well.  There  are 
some  15  people  living  within  100  feet  of  the  well  and  approximately  200  within 
1,000  feet  of  the  well.  The  village  is  located  in  a  limestone  region  and  the 
depth  of  soil  covering  is  relatively  shallow.  Since  there  are  numerous  fissures 
to  be  found  in  all  limestone  regions,  it  is  apparent  that  pollution  from  the 
cesspools  and  privies  from  practically  the  whole  of  the  village  may  find  its 
way  into  the  ground  water  supply  of  the  well  used  as  a  source  of  public  water 
supply.  The  engineer  was  informed  that  under  certain  storm  conditions  the 
water  in  the  well  is  quite  turbid,  indicating  that  the  water  under  such  con- 
ditions receives  little  if  any  natural  purification  by  filtration  through  the 
soil.  Under  such  conditions  it  is  very  apparent  that  the  supply  cannot  be 
considered  entirely  safe,  even  with  the  present  method  of  sterilization  by 
means  of  liquid  chlorine,  since  the  rate  of  application  is  not  varied  with  the 
character  of  the  water  being  pumped. 

The  results  j)f  the  bacteriological  examination  of  samples  of  the  chlorinated 
supply  taken  at  the  time  of  the  inspection  show  high  total  counts  probably 
the  results  of  multiplication  of  various  forms  of  water  bacteria  due  to  the 
delay  in  transit.  Organisms  of  the  B.  coli  type  were  present  in  all  of  the 
10  c.c.  and  one  of  the  1  c.c.  inoculations  examined,  indicating  that  the  amount 
of  chlorine  being  applied  to  the  water  was  not  sufiicient  for  the  effective 
sterilization. of  the  public  water  supply. 

As  a  result  of  the  inspection  it  was  concluded  that  the  well  from  which 
the  public  water  supply  of  the  village  of  Akron  is  derived  is  unsatisfactorily 
located,  due  to  the  fact  that  the  ground  water  sources  are  subject  to  pollu- 
tion from  practically  the  entire  village  population  and  receive  little  natural 
purification  by  passing  through  the  soil ;  that  due  to  the  excessive  hardness  of 
the  water  the  supply  is  not  satisfactory  for  laundry  or  commercial  purposes; 
and  that  the  chlorination  apparatus  is  not  being  operated  in  such  a  manner 
as  effectively  to  sterilize  the  public  water  supply  at  the  time  the  samples  were 
collected. 

It  was  therefore  recommended  that  the  village  authorities  in  charge  of 
the  public  water  supply  secure  the  services  of  a  competent  water  supply 
expert  to  make  a  study  of  the  possible  sources  of  water  supply  and  the 
treatment  of  the  present  supply,  and  advise  them  as  to  the  best  method  of 
securing  a  satisfactory  supply;  and  that  until  such  a  satisfactory  supply  is 
obtained  the  present  supply  be  effectively  sterilized  by  means  of  liquid  chlorine, 
and  that  to  accomplish  this  the  present  rate  of  application  of  chlorine  be 
increased  and  regulated  in  accordance  with  the  result  of  frequent  tests  for 
for  excess  chlorine  and  such  bacterial  examinations  as  may  be  made  from 
time  to  time. 


ALBANY 


The  public  water  supply  of  the  cdty  of  Albany  was  investigated  by  Mr. 
Theodore  Horton,  chief  engineer  in  thid  Department,  and  Mr.  E.  S.  Chase, 
assistant  engineer,  during  March,  1920.  A  special  investigation  of  the  water 
supply  was  also  made  by  Mr.  Horton  in  connection  with  the  outbreak  of 
colitis  in  the  city  of  Albany  durinjg  tlie  latter  part  of  February,  19^0.  Tfy^ 
co^iplete  reports  oil  botji  o^  tfi^e  iiiTeffti^tiojis  f olloiir^ 
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HEBMA17N  M.  Biggs,  M.D.,  State  CommiB^ioTier  of  Health: 

In  accordance  with  your  request  I  beg  to  Bubmit  tlie  following  report  with 
reference  to  the  recent  outbreak  of  colitis  in  the  city  of  Albany,  of  my 
inquiry  into  it  with  reference  to  the  public  water  supply,  and  of  the  advice 
given  the  city  in  order  to  correct  the  trouble. 

My  first  information  regarding  any  prevalence  of  colitis  in  the  city  was  on 
or  about  Febfuairy  20,  just  before  I  was  leaving  for  New  York  city  on 
a  special  investigation,  when  throush  indirect  channels  I  had  learnt  of 
a  number  of  persons  who  had  been  anected  with  this  malady.  Before  leaving 
the  city,  however,  I  called  up  Mr.  Greorge  E.  Willoomib,  chief  chemist  iu 
charge  of  the  filter  plant,  and  upon  inquiry  learned  that  he  also  had 
indirectly  heard  of  similar  oases.  At  this  time,  owing  largely  to  the  fact 
that  colitis  is  not  a  reportable  disease,  neither  Mr.  Wi'lkomb  nor  the  writer 
had  received  officially  or  indirectly  any  definite  knowledge  as  to  the  exact 
nature  and  prevalence  of  the  malady  or  as  to  its  probable  or  alleged  source. 
Upon  inquiry  into  the  operation  of  the  filter  plant,  I  learned,  however,  that 
the  plant  was  then  being  run  as. it  had  been  for  a  considerable  period  of 
time,  and  as  has  been  cu-s-tomary  at  certain  seasons,  without  the  use  of  alum 
as  a  coagulant.  The  water  at  this  season  of  the  year  usually  carries  an 
excess  of  organic  matter,  with  low  turbidity,  and  owing  to  the  diminished 
efficiency  of  filtration  in  the  absence  of  coagulation  due  to  these  extremes  it 
has  been  necessary  to  apply  chlorine  in  corresponding  additional  amounts 
in  order  to  obtain  a  water  of  safe  bacteriological  quali^. 

It  should  be  particularly  borne  in  mind  that  up  to  this  time  there  had 
been  presented  no  specific  evidence  indicating  that  the  water  supply  was 
primarily  or  indirectly  the  cause  of  the  colitis.  On  the  contrary,  there  seemed 
to  be  a  general  grippe  or  intestinal  fiu.  From  a  hastv  review  of  what  facts 
I  was  able  to  obtain,  it  was  at  once  clear  to  me  that  the  trouble  might  he 
due  to  the  water  supply.  I  explained  this  to  Mr.  Willcomb  and  qalled  his 
attention  to  the  fact  that  elsewhere  in  the  State  under  similar  conditions, 
as  in  the  case  of  Green  Island  recently,  the  water  supply  had  been  found  to 
be  responsible  for  colitis,  notwithstanding  the  fact  that  the  bacterial  quality 
of  the  water  had  been  within  acceptable  analytioal  standards ;  and  that  in 
my  judgment,  and  notwithstanding  that  other  causes  had  been  assigned,  the 
real  cause  of  this  outbreak  of  colitie  was  to  be  found,  in  either  the  physical 
or  the  sanitary  quality  of  the  water.  I  therefore  inquired  whether  it  would 
not  be  possible  to  resume  alum  treatment  as  a  precautionary  measure  and 
irrespective  of  the  question  of  what  the  real  cause  of  the  trouble  might  be. 

It  was  explained  to  me,  however,  that  only  a  limited  amount  of  alum  was 
on  hand,,  due  to  delayed  shipment  of  this  material  resulting  from  the  Rerion^ 
congestion  of  the  railroads  and  embargoes  oi  freight  material.  With  only 
a  limited  supply  of  alum  on  hand,  and  the  certainty  of  flood  conditions  in 
the  river  at  an  early  date,  at  which  time  the  use  of  alum  would  be  imperative, 
the  situation  was  obviously  one  of  serious  moment,  and  Mr.  Willcomb 
hesitated  acting  immediately  upon  my  recommendation,  at  least  until  more 
definite  information  was  presented  that  the  trouble  was  ^vater-bome.  I  wa<5 
assured,  hpwever,  that  the  matter  of  resuming  the  application  of  alum  in 
the  coagulation  basin  would  be  taken  ud  at  once  and  efforts  made  to  hasten 
alum  shipments  which  had  been  ordered. 

On  Tuesday,  March  2,  upon  my  return  from  New  York,  I  again  com- 
municated with  Mr.  Willcomb  and  inquired  into  the  situation  with  reference 
to  any  further  spread  of  colitis  in  the  city,  as  to  the  results  of  his  endeavojrs 
to  hasten  shipments  of  alum,  and  as  to  the  condition  61  the  water  generally. 
I  was  advised  that  no  trace  of  the  shipments  of  alum  had  been  obtained, 
although  efforts  were  being  continued  to  trace  them;  that  further  and  more 
definite  information  had  fcen  received  concerning  the  presence  of  colitis  in 
the  city;  that  he  was  experiencinjsr  some  difficulty  in  keeping  the  bacterial 
quality  of  the  water  up  to  a  satisfactory  standard  owing  to  the  excess  of 
organic  matter  and  low  turbidity;  and  that  a  considerable  excess  of  chlorine 
was  still  being  constantly. applied  in  an  effort  to  keep  the  bacterial  quality 
i^tjiin  satisfactory  limits,     Mr,  Willcomb  9tated,  howpyer,  that  tih^re  ww 
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still  no  definite  or  convincing  evidence  that  the  colitis  was  due  to  the  water, 
and  tliat  opinion*  were  still  held  among  physicians  that  the  colitis  was 
attributable  to  other  causes  and  not  to  the  water  supply. 

The  matter  was  discussed  quite  at  length  with  Mr.  Wiilcomb  on  this 
occnsicn,  when  1  pointed  out  that  the  situation,  epidemiologieaily,  was  very 
characteristic,  was  analogous  to  what  has  occurred  in  other  municipalities 
having  waters  of  a  s>imilar  character,  and  although  there  was  litiivj  prou- 
ability  that  typhoid  fever  in  any  appreciable  amount  would  follow,  the 
pliysii-al  condition  alone  of  the  water,  with  its  excessive  organic  matter  and 
excess  of  chlorine,  and  irrespective  of  its  bacteriological  quality,  was  in  my 
judgment  such  as  to  readily  account  for  the  colitis.  It  was  also  obvious  to  me 
thai  the  only  logical  thing  to  do  was  to  resume  alum  treatment  at  once, 
which  would  readily  prove  whether  or  not  the  condition  of  the  water  was  the 
source  of  the  colitis,  and  in  the  meantime  remove  the  cause  of  the  trouble 
if  due  to  the  water  supply.  With  reference  to  the  limited  sivpply  of  alum 
on  hand,  and  the  possibility  of  a  shortage  due  to  flood  conditions,  I  figured 
from  the  information  given  me  that  there  was  ample  supply  on  hand  tt) 
justify  the  immediate  use  of  alum  for  at  least  a  limited  period,  during 
which  lime  every  efTort  could  be  made  to  locate  and  have  delivered  the  ship- 
ments of  alum  which  had  been  ordered. 

FoUiAving  this  interview  with  Mr.  Wiilcomb,  and  another  one  later  with 
Mr.  Greenalch,  Commissioner  of  Public  Works,  concerning  the  situation, 
it  wias  diecided  on  March  5  to  resuone  the  application  of  alum.  Since  then 
the  situation  has  apparently  cleared  up,  and  so  far  aa  it  has  been  possible 
for  us  to  obtain  the  information  through  inquiries  made  of  physicians  in 
the  city  (this  disease  not  being  reportable),  only  a  few,  if  any,  new  case^ 
of  colitis  have  occurred  subsequent  to  March  6,  the  date  of  resumption 
of  alum  treatment.  At  the  same  time,  the  organic  matter  in  the  water  fur- 
nished has  been  largely  eliminated,  the  amount  of  chlorine  necessary  for 
pr(>i;er  sterili.»ation  greatly  reduced,  and  the  bacterial  quality  of  the  water 
greatly  improved.  No  cases  of  typhoid  fever  have  as  yet  been  reported,  and 
althoujrb  it  may  be  too  early  to  make  any  definite  statement  in  this  regard, 
there  is  certainly  little  evidence  to  indicate  that  any  undue  prevalence  of 
this  diverse  will  occur. 

In  crn-'jusion.  I  would  state  that  the  evidence  presented  in  connection  with 
thi?  oijtl;reak  of  colitis  demonstrates  clearly  that  the  water  supply  was  the 
causative  and  resiwnsible  factor;  «ind  that  it  is  obvious,  if  similar  outbreaks 
are  to  be  avoided  in  the  future,  that  the  city  should  adopt  continuously  and 
uninterruptedly  the  alum  treatment  in  the  operation  of  its  filtration  plant, 
and  that  satisfactory  provision  should  be  made  with  reference  to  storage 
and  shipments  of  alum  to  insure  that  an  adequate  supply  of  this  chemical 
be  alwavs  on  hand. 

Respectfully  submitted 

THEODORE  HORTOX 
Albany,  N.  Y.,  March  12,  1920  Chief  Engineer 


Hermann  M.  Btcos.  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  upon  the  public  water  supply  of  the 
City  of  Albany,  based  upon  an  investigation  made  by  the  writer  and  Assist- 
ant Engineer,  E.  S.  Chase,  during  March  of  the  present  year. 

Albany,  the  capital  of  the  State,  is  situated  on  the  right  bank  of  the  Hudson 
river  some  IfSO  miles  above  its  mouth  and  a  short  distance  below  the  head 
of  navigation.  With  a  population  according  to  the  recent  census  of  114.000, 
it  comprises,  with  other  nearby  municipalities,  an  urban  district  of  approxi- 
mately one-quarter  million  people.  It  is  an  important  railroad  center,  with 
lines  of  the  New  York  Central,  Boston  and  Albany,  Boston  and  Maine,  Dela- 
ware and  ITiidson,  and  West  Shore  railroads  making  connections  with  the 
principal  centers  of  population  in  northeastern  United  States.  River  trans- 
portation, both  passenger  and  freight,  is  provided  by  the  Hudson  Xavigatiou 
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Company  and  by  the  Hudson  River  Day  Line.  A  comprehensive  system  of 
sewers  on  a  combined  plan  carries  domestic  and  storm  water  sewage  to  a 
disposal  plant  located  on  Westerlo  Island,  south  of  the  city,  consisting  of  grit 
chamber^  pum^ping  station,  and  Imhoff  tanks. 

The  public  water  supply  is  owned  by  the  city  and  operated  under  the  direc- 
tion of  Wallace  Greenalch,  Commissioner  of  Public  Works.  The  principal 
source  of  supply,  representing  about  85  per  cent  of  the  total,  is  obtained  !rom 
the  Hudson  river,  the  intake  being  located  about  2  miles  north  of  the  center 
of  the  city.  This  supply  is  obtained  from  the  Hudson  river,  and  is  subjected 
to  filtration  and  clilorination  and  thence  pumped  into  the  distribution  system. 
A  second  source  of  supplv  is  obtained  from  Rensselaer  lake,  an  artificial  body 
of  water  located  some  low  miles  west  of  the  city,  the  water  from  which, 
unpuriiled,  is  led  through  a  pipe  line  to  Bleecker  reservoir,  situated  in  the 
city  just  east  of  Swinburne  park,  from  which  it  is  distributed  by  gravity 
into  the  present  city  mains.  A  third  source  of  supply  is  obtained  from 
Patroons  and  Sands  creek  in  the  northwestern  part  of  the  city,  which,  par- 
tially purified,  is  distributed  by  gravity  to  the  West  Albany  railroad  shops 
of  the  New  York  Central  railroad.  A  fourth  and  comparatively  small  source 
of  supply  is  derived  from  Maeslandt  kill,  a  small  stream  lying  north  of  the 
city,  which,  unpurified,  serves  a  few  houses  on  North  street  and  the  filtration 
plant. 

History  amd  Development  of  Supplies 

The  public  water  supply  of  Albany  was  originally  developed  by  the  Albany 
Water  Works  Company  which  operated  the  system  between  the  years  1802 
and  1851.  This  original  supply  was  obtained  by  gravity  from  the  two  small 
upland  streams,  Patroons  creek  and  Maeslandt  kill,  lying  a  short  distance 
north  of  the  city.  The  first  distribution  system  consisted  of  bored  wooden 
logs,  one  of  the  oldest  types  of  water  mains  used  in  the  country.  Later,  iron 
pipes,  cast  in  two  and  three-foot  lengths,  were  used  to  some  extent.  In 
the  earlier  days  the  water  was  led  through  pipe  lines  to  the  city  and 
stored  in  cisterns  constructed  beneath  the  streets,  but  in  1811  a  distributing; 
reservoir  was  built  at  the  corner  of  Eagle  and  Columbia  streets,  the  site  of 
the  present  county  building. 

In  1851  the  waterworks  were  purchased  by  the  city  and  the  original 
sources  of  supply  continued  in  use.  In  1862  the  Rensselaer  Lake  and 
Bleecker  reservoirs,  with  connecting  conduit,  were  constructed.  These  upland 
supplies  served  tlie  city  exclusively  until  1873.  Ihiring  this  interval,  how- 
ever, numerous  complaints  were  made  of  the  objectionable  tastes  and  odors 
in  the  water,  and  at  times  regarding  its  insufficiency.  It  therefore  became 
necessary  to  provide  an  increased  supply,  and  after  consideration  of  a 
number  of  possible  sources  suggested  by  different  engineers  and  sanitarians 
it  was  finally  decided  to  adopt  the  Hudson  river  as  a  source  of  increa^^ 
supply.  This  decision  brought  about  the  construction  in  1873  of  a  punipinf! 
station  and  an  intake  in  the  Hudson  river  at  the  foot  of  Quackenbusti 
street.  The  river  water  obtained  through  the  new  intake  was  at  first 
pumped  directly  into  the  Bleecker  reservoir.  Later,  in  1876.  ProFpci-t 
reservoir  was  constructed  to  provide  a  high  service  supply,  the  water  beinp 
pumped  from  the  Bleecker  reservoir  into  the  Prospect  reservoir. 

Soon  lifter  the  Hudson  river  supply  was  introduced  into  the  city  in  1873, 
the  quciition  of  its  sanitary  quality  arose.  Complaints  still  continue*! 
regarding  tastes  and  odors,  and  its  purity  from  the  standpoint  of  health 
frequently  arose.  Furthermore,  the  growth  of  the  city  and  the  water  con- 
sumption had  increased  materially,  and  necessity  for  additional  relief  reache<i 
a  climax  in  18vS4  and  1885.  During  the  latter  year  a  special  water  com- 
mission was  created  to  inquire  into  available  sources  for  a  pure  supply  fo' 
the  city,  and  if  they  deemed  the  present  supply  the  most  available,  then  as 
to  what  method,  if  any,  could  be  adopted  for  purification.  This  commission 
recommended  in  1885,  and  the  common  council  of  the  city  approved,  a 
contract  for  the  construction  of  a  system  of  wells  by  W.  P.  Andrews  Bros. 
These  wells  were  to  be  located  either  on  the  sand  plains  west  of  the  city 
or  on  the  river  fiats  along  the  Hudson.     In  an  attempt  to  fulfill  this  coo- 
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tract,  some  390  tubular  wells  were  sunk  near  the  Hudson  in  the  lowlands 
immediately  north  of  the  present  filtration  plant.  A  yield  of  some  6|000,000 
gallons  daily  was  claimed  for  these  wells,  but  the  test  called  for  in  the 
contract  was  apparently  never  carried  out  and  the  wells  were  not  accepted 
by  the  city.  The  exact  reason  why  these  wells  were  abandoned  or  were  not 
accepted  is  not  clear,  but  it  appears  probable  that  it  wbr  due  to  either 
questionable  yield  or  unsatisfactory  quality  of  the  water,  or  both. 

In  addition  to  this  proposed  well  supply,  the  special  water  supply  com- 
mission also  investigated  and  reported  upon  the  possibility  of  securinp^  a 
supply  from  two  other  sources,  namely,  the  Normanskill  at  French's  Mills, 
some  11  miles  west  of  the  city;  and  Kinderhook  creek  on  the  east  side  of 
the  Hudson,  some  15  miles  from  the  city.  Neither  of  these  projects,  how- 
ever, was  adopted  by  the  city  although  both  were  favorably  reported  upon 
by  prominent  consulting  engineers,  the  former  by  Rudolph  Hering  and  John 
Bogart,  and  the  latter  oy  Frederick  P.  Stearns  and  Clemens  Herschel. 

Although  the  city  did  not  adopt  any  of  the  plans  for  a  new  supply,  it 
did  however  in  1888  abandon  the  original  intake  on  the  Patroons  creek 
supply  situated  below  the  West  Albany  railroad  shops,  and  constructed  a 
new  distribution  reservoir  known  as  the  Tivoli  reservoir,  situated  on  higher 
ground  in  the  vicinity  of  the  old  intake,  this  reservoir  receiving  water 
through  pipe  lines  from  two  other  reservoirs  constructed  at  the  same  time, 
one  on  Patroons  creek  just  above  Russell  road  and  the  other  on  Sands 
creek  just  above  the  same  road.  Later,  in  1895,  the  city  also  constructed  a 
new  pipe  line  from  the  Quackenbush  pumping  station  to  the  Prospect 
reservoir,  and  abandoned  the  Prospect  pumping  sUition.  These  improvements, 
while  affording  relief  principally  in  regard  to  increased  capacity,  did  not 
afford  relief  so  far  as  the  quality  of  the  Hudson  river  supply  was  concerned. 

The  city  continued  to  suffer  from  an  excessive  death  rate  from  typhoid 
fever  as  a  result  of  impure  quality  of  the  Hudson  river  supply,  and  in 
1897  another  prominent  consulting  engineer,  Allen  Hazen,  was  retained  to 
investigate  and  report  upon  the  feasibility  of  filtering  the  Hudson  river. 
Mr.  Hazen's  report  recommended  the  installation  of  slow  sand  filters  for 
the  purification  of  Hudson  river  water.  This  recommendation  was  adopted 
although  considerable  opposition  had  developed  in  favor  of  the  installation 
of  rapid  sand  filters.  Construction  work  on  the  new  filtration  plant  was 
begun  in  1898.  This  plant  comprised  a  new  intake  located  about  two  miles 
north  of  the  city,  a  sedimentation  basin,  slow  sand  filters,  clear  water  basin, 
and  a  four-foot  pure  water  conduit  leading  from  the  purification  plant  to 
the  Quackenbush  pumping  station.  The  works  were  completed  and  first 
put  in  continuous  operation  on  September  6,  1899. 

A  few  years  later  it  became  necessary  to  increase  the  capacity  of  the 
filtration  plant  and  to  provide  improved  facilities  for  caring  for  the  increased 
water  consumption,  and  for  meeting  difficulties  of  operating  filters  of  the 
slow  sand  type.  Accordingly,  in  1907,  a  new  intake  was  constructed  at  the 
filter  plant  by  extending  the  old  intake  out  into  the  main  channel  of  the 
Hudson  river,  and  in  1908  the  present  preliminary  filters  were  completed 
and  first  put  into  service.  Sterilization  of  the  supply  with  hypochlorite  of 
lime  was  first  introduced  in  1909,  and  in  1916  this  treatment  was  supple- 
mented by  sterilization  with  liquid  chlorine.  In  1910  the  Tivoli  distribution 
reservoir  was  abandoned,  and  with  the  exception  of  a  short  period  in  1917 
has  not  since  been  used. 

Detailed  Description  of  Waterworks 
(a)   Hudson  River  System: 

Distribution  System,  High  cmd  Low  Service:  The  present  distribution 
system  consists  of  about  165  miles  of  castiron  water  mains  ranging  in  size 
from  3  to  36-inches  in  diameter.  There  are  two  independent  service  systems, 
the  high  service  which  is  connected  with  the  Prospect  reservoir,  and  the 
low  service  connected  with  the  Bleecker  reservoir.  The  boundary  between 
the  two  systems  runs  approximately  north  and  south  alon^  Swan  street. 
The  average  daily  water  consumption  at  the  present  time  is  about  24,000,000 


168  State  Department  of  Heax'M 

gallons,  of  which  1,600,000  gallons  are  obtained  from  Rensselaer  lake  supply 
through  the  Bleecker  reservoir  and  the  low  service  system.  Approximately 
2,000,000  gallons  a  day  additional  is  obtained  from  the  old  Sands  creek 
and  Patroons  creek  supplies  and  delivered  to  the  West  Albany  shops  of 
the  New  York  Central  railroad.  The  Maeslandt  kill  supply  serves  inde- 
pendently only  a  few  houses  and  the  filtration  plant.  There  are  approxi- 
mately 18,000  service  taps,  of  which  about  46  per  cent  are  metered. 

Pumping  Stations:  The  pumping  station  at  the  purification  plant  is  a 
substantial  brick  and  concrete  structure.  This  station  contains  seven  steam 
driven  centrifugal  pumps,  as  follows:  One  16,000,000-gallon  raw  water 
pump;  two  14,000,00-gallon  raw  water  pumps;  two  30,000,000-gaUon  settled 
water  pumps;  and  two  10,000,000-gallon  wash  water  pumps.  A  1,500.000- 
gallon  direct  acting  pump  is  used  for  washing  and  conveying  filter  sand. 
The  raw  and  settled  water  pumps  are  driven  by  vertical  compound  condensing 
engines,  while  the  wash  water  pumps  are  driven  by  vertical  double  simple 
engines.     Steam  is  furnished  by  three  250-h.  p.  water  tube  boilers. 

The  main  pumping  station  at  Quackenbush  street  contains  five  vertical 
triple  expansion  fly-wheel  pumping  engines,  three  of  5,000,000  gallons  and 
two  of  10,000,000  gallons  daily  capacity.  The  piping  arrangement  permits 
the  pumping  of  water  independently  into  either  high  or  low  services.  Steam 
is  furnished  by  four  300-horsepower  water  tube  boilers. 

Prospect  and  Bleecker  Reservoirs:  ITie  water  from  the  main  pumping 
station  is  pumped  independently  into  the  two  distribution  service  systems 
connected  with  the  two  reservoirs.  Prospect  and  Bleecker,  against  the  pres- 
sure maintained  by  each  reservoir.  Both  reservoirs  are  of  masonry  con- 
struction surrounded  by  earthen  embankments  and  uncovered.  The'  Pros- 
pect reservoir  has  a  capacity  of  7,300,000  gallons  and  the  Bleecker  reservoir 
a  capacity  of  32,000,000  gallons.  The  Prospect  reservoir,  which  is  connected 
with  the  high  service  system,  receives  filtered  river  water  only,  while  the 
Bleecker  reservoir  receives  a  mixture  of  unpurified  Rensselaer  lake  water 
and  filtered  river  water. 

Hudson  River  Intake:  The  intake  from  the  Hudson  is  located  at  the 
Government  dike  on  the  west  bank  of  the  main  channel  of  the  river.  This 
intake  consists  of  a  monolithic  concrete  structure  with  four  vertical  inlet 
ports  4  by  6  feet  in  area  and  protected  by  iron  bars  placed  8  inches  center 
to  center.  After  passing  through  the  inlet  ports  the  water  flows  through 
stilling  devices  into  a  concrete  conduit  5  feet  in  diameter  and  1,035  feet  in 
length  discharging  into  the  pump  well  of  the  low-lift  pumps  at  the  pumping 
station.    The  invert  on  this  conduit  is  8  feet  below  mean  low  water. 

Sedimentation  Basin:  From  the  suction  well  the  raw  water  is  pumped 
against  a  head  of  about  18  feet  into  the  sedimentation  basin.  This  basin  is 
383  by  600  feet  in  area  by  9  feet  in  depth  and  has  a  capacity  of  14,600.000 
gallons.  The  raw  water  enters  the  basin  at  the  southeast  corner,  and  the 
effluent  flows  through  an  outlet  at  the  northwest  corner  to  pumps  which 
discharge  upon  the  preliminary  filters.  No  baffles  are  provided  in  this  basin 
so  that  its  full  detention  capacity  is  not  utilized,  the  actual  detention  period 
being  estimated  at  about  12  hours.  The  cleaning  of  the  basin  occurs  every 
year  or  two,  and  is  accomplished  by  draining  off  the  water  and  flushing  the 
deposited  solids  through  a  mud  pipe  the  entrance  to  which  is  located  near 
the  middle  of  the  basin.  Hydrants  are  located  around  the  perimeter  of  the 
basin  for  this  purpose. 

Chemical  Mixing  Devices:  At  certain  periods  of  the  year,  particularly 
during  flood  conditions,  alum  is  applied  to  the  raw  water  before  it  passes 
to  the  sedimentation  basin  by  means  of  injectors  placed  at  the  discharge  end 
of  the  raw  water  pumps.  The  alum  is  mixed  in  a  dissolving  tank  in  which 
the  temperature  is  raised  by  steam  to  nearly  boiling.  From  this  dissolving 
tank  the  alum  solution  is  run  into  two  5,000  gallon  solution  tanks  and  the 
solution  made  up  to  a  strength  of  approximately  8  per  cent.  Mixing  is 
accomplished  by  means  of  air  agitation.  From  these  tanks  the  alum  solutioa 
flows  by  gravity  through  a  constant  level  orifice  box  and  thence  to  a  line 
leading  to  the  raw  water  pumps.  The  alum  is  applied  in  amounts  ranging 
from  1  to  3  grains  per  gallon,  depending  upon  the  turbidity  and  organic 
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constituents  in  the  raw  water.  Tlie  minimum  amount  is  applied  immediately 
after  floods  in  the  river,  and  the  maximum  in  the  late  summer  when  thb 
organic  content  of  the  river  water  is  at  its  highest.  The  dose  to  be  applied 
is  determined  by  bottle  tests. 

Prelifninary  Filters:  After  sedimentation  the  water  i&  pumped  upon  the 
preliminary  Alters,  which  are  sixteen  in  number.  These  lilier^^  conbist  of 
concrete  tanks  having  an  area  of  810  square  feet  eac^h,  or  a  total  area  of 
about  0.3  acres.  A  continuous  concrete  roof  covers  all  these  filters  and  an 
operating  gallery  extends  along  the  front.  The  sand  bed  is  ^0  inches  in 
depth  And  overlies  18  inches  of  gravel.  The  effective  size  of  the  sand  is  1.5 
millimeters,  and  the  uniformity  coefficient  is  3.0.  The  gravel  layers  range 
in  size  from  3  inches  to  ^  inch.  The  strainers  are  vertical  brass  tubes 
extending  about  4  inches  above  the  floor,  and  in  each  of  these  tubes  near  its 
top  are  eight  ^-inch  holes.  These  strainers  are  spaced  9  inches  center  to 
center,  and  there  are  1780  in  each  bed.  The  strainers  are  connected  with  a 
collecting  system  of  concrete  pipe  which  leads  into  the  main  effluent  channel, 
24  inches  in  diameter,  which  in  turn  leads  into  a  float  well  and  control 
chamber.  The  filtered  water  flows  from  this  control  chamber  over  a  weir 
into  a  conduit  leading  to  the  alow  sand  filters. 

The  preliminary  filths  are  ordinarily  operated  at  a  rate  of  70,000,000 
gallons  per  acre  per  day.  The  flilter  runs  average  about  30  hours,  but  at 
times  may  be  as  small  as  8  hours  only.  The  filters  are  washed  by  reverse 
flow  in  the  usual  manner,  the  amount  of  wash  water  approximating  3  per 
cent  of  the  total  amount  of  water  filtered.  About  once  every  two  years 
the  sand  in  the  filters  is  removed,  washed  in  Nichols  sand-washers,  and 
replaced.  The  water  level  over  the  filtered  sand  is  maintained  at  a  depth 
of  about  3  feet  by  regulating  the  discharge  of  the  pumps  upon  the  beds. 
The  wash  water  troughs  are  of  concrete,  2  feet  wide  with  4-inch  sides,  and 
are  approximately  12  inches  above  the  top  of  the  sand.  During  washing 
the  vertical  rise  of  the  wash  water  is  1.3  feet  per  minute.  The  filters  are 
washed  imtil  the  wash  water  runs  fairly  clear.  No  water  is  filtered  to 
waste  after  washing.  The  valves  are  hydraulically  operated.  The  rate  con- 
troller of  each  filter  consists  of  a  valve  operated  by  a  float  in  the  control 
chamber  and  may  be  adjusted  by  changing  the  position  of  the  float  upon 
tlie  spindle  leading  from  the  valve. 

8low  Sand  or  BeconAa/ry  Filters:  The  slow  sand,  or  secondary  filters,  are 
eight  in  number,  each  0.7  acres  in  area,  thus  giving  a  total  filtering  area  of 
5.6  acres.  The  filter  basins  are  constructed  of  concrete  and  brick  a,nd  covered 
by  vaulted  concrete  roofs  over  which  two  feet  ol  earth  and  sod  is  placed  to 
protect  the  filters  (from  freezing.  The  sand  in  the  filters  has  a  maximum 
depth  of  4  feet  over  about  12  inches  of  graded  gravel.  The  sand  has  an 
effecti^'e  size  of  0.32  millim«>ter8,  and  a  uniformity  coefficient  of  2.0.  The 
gravel  ranges  from  %  of  an  inch  to  %-inch  material.  The  sand  was  origi- 
narlly  obtained  by  dredging  from  the  river.  The  effluent  from  the  preliminary 
filters  enters  each  bed  at  one  corner  through  a  baffled  control  well  in  which 
are  placed  20-inch  gate  valves,  operated  by  hand.  An  attempt  to  secure 
automatic  control  was  made  by  the  installation  of  float  valves,  but  in  the 
case  of  only  one  of  the  filters  have  these  valves  proved  successful.  The 
underdrains  consist  ol  6-inch  tile  pipe  laid  with  open  joints,  which  discharge 
into  a  30-ittch  main  drain  of  vitrified  tile  surrounded  by  concrete.  From 
the  main  dradn  the  clear  water  fiows  through  outlet  wells  in  which  are 
calibrated  submerged  orifices  through  which  the  rate  of  flow  is  measured 
by  means  of  float  operated  indicators.  The  normal  depth  to  which  water  is 
carried  over  the  filter  sand  is  5.5  feet,  and  the  average  rate  of  operation 
of  the  filters  ie  about  2,500,000  gallons  per  acre  per  day.  When  the  loss  of 
head  reaches  about  4  feet  the  filters  are  cleaned  by  scraping  off  about  1  inch 
of  the  top  layer  of  sand  and  ejecting  it  outside  of  the  filters.  The  average 
length  of  run  between  the  scrapings  is  about  60  days.  The  sand  in  removed 
from  the  filters  until  a  minimum  thickness  of  sand  of  about  24  inches 
remains.  The  dirty  sand  removed  from  the  filters  is  then  washed  in  a 
S^idiols'  sand-washing  machine  and  ejected  back  upon  the  bed.    The  entire 
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sand  of  the  filtere  is  replaced  about  once  every  eight  years.  After  scraping, 
a  iilter  is  refilled  by  the  effluent  of  the  adjacent  bed  and  is  then  run  lor  a 
while  at  a  low  rate  of  filtration. 

In  1914  it  became  impossible  to  pass  all  the  effluent  of  the  primary  fiHers 
through  the  secondary  filters  owing  to  the  heavy  draft  upon  the  supply 
and  to  the  clogged  condition  of  the  filter  beds.  At  this  time  by-pasaes  were 
constructed  frum  the  top  of  the  last  two  sand  filters  in  uraer  to  divert 
primary  effluent  into  the  clear  water  basin.  ISince  that  year  it  has  been 
customary  to  by -pass  varying  amounts  of  primary  effluent  into  the  ckar 
water  basin  in  amounts  ranging  from  nothing  in  April,  May,  and  June,  to 
60  per  cent  at  such  times  of  the  year  as  the  high  organic  matter  in  the  river 
water  renders  operation  of  the  elow  sand  filters  difficult. 

SterUizaiion  Plants:  Sterilization  of  the  filter  effluents  is  provided  as 
they  enter  the  clear  water  basin.  Two  types  of  apparatus  are  employed, 
the  original  hypochlorite  plant  being  lueed  at  times,  and  at  other  times  the 
more  recently  inetalled  liquid  chlorine  apparatus.  Whichever  apparatus  is 
in  use,  the  other  is  always  held  in  readiness  for  emergency. 

The  hypochlorite  plant  consists  of  a  4-foot  by  4-foot  circular  iron  tank 
in  which  the  bleach  is  first  mixed  and  screened.  From  tliis  tank  the  con- 
centrated solution  is  drawn  into  two  circular  concrete  tanks  21  by  4  feet 
deep  and  made  up  to  the  requisite  strength.  From  these  tanks  the  solution 
is  withdrawn  from  the  top  by  means  ot  a  flowing  orifice.  This  orifice  U 
connected  by  means  of  a  glass  tube  with  flexible  joints  to  a  2-gallon  Wolff 
bottle  in  which  the  air  is  compressed  in  direct  proportion  to  the  head  of 
solution  in  the  tanks.  A  special  vulcanized  valve  on  the  feed  tank  of  the 
Wolff  bottle  providee  a  means  of  r^ulating  the  pressure  of  air  in  the  bottle 
which  19  shown  ^by  a  small  manometer  tube  of  mercury.  In  the  neck  of  the 
bottle  is  a  collar  in  which  vulcanized  orifices  of  various  sizes  mav  be  inserted 
in  order  that  the  rate  of  application  may  be  varied  as  desired. 

The  liquid  chlorine  equipment  consists  of  three  manual  control  manometer 
type  solution  feed  apparatuses  manufactured  by  the  Wallace  and  Tieman 
Company.  Twelve  150-lb.  chlorine  cylinders  are  attached  to  eaoh  appazmtas, 
these  cylinders  being  placed  on  large  platform  scales  in  order  that  the  read- 
ings of  the  apparatus  may  be  checked  by  actual  weighing. 

In  the  case  of  the  hypochlorite  solution,  its  actual  strength  is  determined 
by  analyses  and  the  strictest  control  over  its  application.  For  several  months 
past  it  has  been  the  practice  to  maintain  an  excess  <^  chlorine  in  the  treated 
water  ranging  from  0.01  to  0.15  p.p.m.  by  weight  as  determined  by  the  ortho- 
tolidin  meth^.  The  chlorine  solution  is  applied  in  the  clear  well  at  such 
a  point  as  permits  the  thorough  mixing  of  the  chlorine  solution  with  the 
filter  effluent.  The  amount  of  chlorine  applied  variesl  from  about  0.2  to  1.5 
p.p.m.,  depending  upon  the  amount  of  organic  matter  present  in  the  water. 

Clear  Water  Basin  and  Conduit:  The  clear  water  bouBin  is  94  feet  sqjuare, 
with  a  capacity  of  600,000  gallons,  and  is  covered  by  a  concrete  roof.  From 
this  basin  a.  4-foot  eteel  conduit,  certain  sections  of  which  are  surrounded 
by  concrete,  extends  for  7,913  feet  to  the  Quackenbush  pumping  staticm.  This 
conduit  is  laid  for  a  considerable  portion  of  its  length  in  the  bed  of  the 
old  Erie  canal.  It  has  only  a  comparatively  shallow  coyering  oi  from  2  to  5 
feet,  and  flowing  substantially  by  gravity  is  under  practically  no  head  or 
pressure.  This  line  has  been  in  service  for  some  twenty  years,  and  an 
inspection  made  some  seven  or  eight  years  ago  indicated  that  considerable 
deterioration  had  taken  place  which,  of  course,  has  since  increased. 

(b)  Rensselaer  Lake  Supply: 

Rensselaier  Lake,  from  which  the  upland  supply  is  obtained,  is  formed 
by  an  earthen  and  masonry  dam  across  the  course  of  a  small  stream  a  shon 
distance  west  of  the  city.  The  watershed  tributary  to  this  reservoir  is  but 
2.75  square  miles  in  area  and  at  certain  times  of  the  year  the  supply  in  the 
reservoir  is  depleted.  The  water  from  this  source,  however,  is  used*  almost 
constantly  throughout  the  year,  yielding  on  the  average  about  1,500.000 
gallons  per  day. 
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The  waterohed  is  a  flparsely  inhabited  sandy  pkdn  covered  with  growths 
Off  sorub  timber.  There  are  only  five  or  six  houees  on  this  area,  and  conse- 
quently opportunities  for  serious  pollution  from  a  resident  population  are 
not  numerous  altibough  th^e  is  ever  present  the  posBibility  or  chance  of 
i^^lful  pollution  Irom  visitors  or  other  peorsons  who  have  access  to  the  water- 
shed. Perhaps  the  most  unsatisfactory  feature  in  connection  with  the  saui- 
taiy  quality  of  this  supply  is  the  fact  that  the  main  line  of  the  New  York 
Cental  railroad  croeses  thje  reservoir,  thus  affording  opportunity  for  direct 
contamination  of  the  railroad  embankment  and  the  reservoir  itself  through 
the  use  of  toilets  on  passenger  trains.  Trouble  has  also  been  experienced 
in  this  reservoir  due  to  algae  growths,  although  such  growths*  have  been 
fairly  satiirfactorily  controlled  by  the  judicious  vme  of  copper  sulphate. 
From  the  standpoint  of  both  physical  and  sanitary  quality  the  supply  can 
not  be  considered  satisfactory  without  purification,  and  in  view  of  its  com- 
paratively small  yield  and  difficulty  and  expense  of  independent  purification, 
it  will  probabply  prove  more  practical  and  economical  to  abandon  the  supply 
entirely  at  an  early  date. 

(c)  Patroons  Creek  and  Sands  Creek  Supply: 

The  Patroons  creek  and  Sands  creek,  which  supply  the  West  Albany  shops 
of  the  New  York  Central  railroad,  have  watersheds  of  6.6  and  3.0  square 
miles  respectively.  Both  of  these  watersheds  are  comparatively  thickly  popu- 
lated, and  the  streams  are  consequently  somewhat  seriously  c<Mitaminated. 
The  water  from  these  streams  was  formerly  distributed  through  the  Tivoli 
reservoir  to  a  certain  section  of  the  lower  part  of  the  city.  ^Diis  reservoir, 
however ;  was  abandoned  in  1910,  and  this  supply  is  now  used  exclusively 
by  the  New  York  Central  railroad.  The  water  used  for  railroad  purposes 
is  approximately  2,000,000  gallons  daily.  The  Sands  creek  water  is  used 
at  the  round  house,  and  the  Patroons  creek  supply  at  the  car  shops. 

A  special  investigation  of  the  water  supply  of  the  West  Albany  shops 
was  made  fay  an  engineer  in  this  Division  in  November,  1919.  Although 
these  supplies  are  used  mainly  for  industrial  purposes,  a  portion  however 
is  used  for  drinking  purposes  at  the  car  shops  after  purification  by  means 
of  a  small  pressure  filter.  Between  the  shop  distribution  system  and  a  line 
from;  the  Prospect  reservoir  there  is  a  cross  connection  which  is  said  to  be 
equipped  with  double  check  valves  to  prevent  the  railroad  supply  being 
pumped  back  into  the  reservoir.  The  double  check  valves  were  installed 
some  years  ago  after  creek  water  had  been  pumped  back  into  the  reservoir. 
Both  of  these  supplies,  owing  to  their  unsatisfactory  sanitary  quality  and 
the  fact  that  they  do  not  now  receive  adequate  or  efiicient  purification,  should 
be  effectively  purified  before  use,  or  as  with  the  case  of  the  Rensselaer  Lake 
supply,  be  permanently  abandoned  at  an  early  date. 

(d)  Maeslandt  Kill  Supply: 

The  Maeslandt  Kill  supply,  which  has  been  developed  by  a  small  intake 
constructed  across  the  stream,  about  1^  miles  northwest  of  the  purification 
plant.  This  supply  furnishes  water  by  gravity  to  a  few  houses  on  North 
etreet  and  to  the  filter  plant.  At  the  filter  plant  this  water  is  used  to 
operate  various  hydraiulic  water  pumps  in  the  laboratory,  and  for  sojid 
ejecting  and  wash^ig.  Above  the  intake  the  watershed  has  an  area  of 
approximately  1  square  mile  upon  which  are  about  20  houses.  Although 
the  majority  of  these  houses  are  fairly  remote  from  the  stream,  there  is,  of 
course,  ample  opportunity  for  its  contamination  from  accidental  and  incidental 
sources  aiul  from  surface  wash.  The  supply  is  relatively  unimportant,  is 
of  questionable  quality,  and  owing  to  the  aoubtful  practicability  and  economy 
of  developing  it  satisfactorily  for  domestic  use,  should  be  also  abandoned  or 
at  least  discontinued  for  drinking  and  other  domestic  purposes. 

Sanitary  Quality  of  Hudson  River  Water 

The  watershed  of  the  Hudson  river  above  the  waterworks  intake  is 
approximately  8,270  square  miles.  Upon  this  area  are  situated  a  consider- 
able  number  of   cities   and  villages   and  many   industries   which  discharge 
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sewage  and  waatesj  generally  without  treatment,  into  the  river  and  its 
trilnitari€8.  The  character  and  extent  of  this  pollution  wa»  made  the  ^^ub- 
ject  of  an  extensive  special  inve8tigatit)n  in  1908,  the  results  and  findingH 
of  which  are  set  forth  in  full  detailed  reports  published  in  the  28th  Annual 
Report  of  the  Department,  Vol.  11,  pages  409-477,  and  pages  604-631 
inclusive.  Without  discussing  in  any  detail  the  findings  of  thetie  reports, 
it  may  be  stated  briefly  that  these  investigations  clearly  established  the  fact 
that  the  Hudson  river  above  Albany  receives  gross  pollution  from  raw  or 
only  partially  treated  sewage  of  some  60  cities  and  villages  comprising  a 
total  population  of  some  450,000  persons,  and  from  the  industrial  wastes 
of  some  150  mills  and  factories.  The  effect  of  this  pollution  upon  the  suc- 
cessful operation  of  the  Al'bany  filtration  plant  is  obviously  a  serious 
matter.  This  pollution  is  clearly  shown  in  the  results  of  comparative 
analyses  of  samples  of  Hiudson  river  taken  at  successive  points  along  its 
course  from  the  upper  reaches  above  points  of  pollution,  where  the  water 
is  practically  saturated  with  dissolved  oxygen,  the  organic  matter  repre- 
sented by  oxygen  consumed  only  7.00  parts  per  million,  and  the  total  bacteria 
only  300  per  cubic  centimeter,  to  the  lower  point  in  the  river  just  above 
the  Albany  intake  where  the  dissolved  oxygen  has  been  reduced  to  about  50 
per  cent  saturation,  the  organic  matter  -increased  to  20  parts  per  million, 
and  the  bacteria  increased  to  8,000  per  cubic  centimeter. 

It  is  not  to  be  inferred  that  the  full  effect  or  burden  of  the  pollution  from 
all  of  these  municipalities  and  industrial  plants  is  imposed  upon  the  water 
filtration  plant,  for  as  was  clearly  pointed  out  in  one  of  the  reports  referred 
to,  there  is  a  very  marked  recovery  in  the  ipurity  of  the  Hudson  river  due 
to  self -purification  of  the  water  as  it  flows  from  the  various  points  of  pollu- 
tion down  the  river.  Two  very  significant  facts  do  stand  out  clearly,  how- 
ever. One  is,  that  the  river  does  not  readily  recover  from  the  heavy  polln- 
tion  from  organic  wastes  contributed  by  certain  classes  of  mills,  particularly 
paper  mills.  This  is  clearly  shown  by  a  comparison  of  "oxygen  consumed" 
figures,  which  increase  from  7.0  parts  per  million  above  pollution  at  Corinth 
on  the  upper  Hudson,  to  33.0  parts  per  million  below  Fort  Edward,  where 
maximum  intensity  is  reached.  Below  this  point  in  the  river  the  "  oxygen 
consumed,''  though  reduced  somewhat,  still  remains  over  22.0  parts' per 
million,  and  is  ipractioaUy  25.00  p.p.m.  at  a  point  just  afbove  confluence  of 
Mohawk  river. 

The  other  Important  fact  is  that  between  the  junction  of  the  Mohawk 
and  Albany's  intake,  a  distance  of  about  10  miles,  a  very  large  population, 
approximating  130,000  people,  and  a  considerable  number  of  mills,  con- 
tribute sewage  and  wastes  directly  to  the  river  without  any  treatment 
whatsoever.  Owing  to  the  partial  treatment  of  sewage  of  the  other  munici- 
palities on  the  watershed  situated  above  the  confluence  of  the  Mohawk,  and 
the  self-purification  that  is  accomplished  in  the  reaches  of  these  rivers  above 
this  point,  it  is  obvious  that  the  pollution  from  these  nearby  municipalities 
is  that  which  causes  the  principal  burden  upon  the  operation  of  the  Albany 
filtration  plant.  This  fact  is  clearly  demonstrated  by  a  comparison  of  the 
analytical  figures  in  the  reports  above  referred  to,  which  show  that  nearly 
all  of  the  pollution  constituents  in  the  river,  including  organic  matter  and 
bacteria,  are  increased  approximately  50  per  cent  between  the  point  of  con- 
fiuence  of  Mohawk  and  Hudson  rivers  and  the  intake  of  the  Albany  water 
works. 

The  highly  infectious  character  of  the  raw  water  is  well  known  and  has 
been  repeatedly  demonstrated.  Prior  to  the  construction  of  the  filter  plant, 
the  city  suffered  for  years  from  an  excessive  typhoid  fever  death  rate.  Even 
since  the  introduction  of  filtered  water,  typhoid  fever  or  gastroenteritis  out- 
breaks have  occurred  at  times  when  Batisfactory  operative  conditions  hare 
been  seriously  interfered  with. 

It  will  be  recalled  that  one  of  these  outbreaks  occurred  in  1913,  during  tfie 
spring  flood,  when  the  filter  plant  was  flooded  and  raw  river  water  was 
pumped  into  the  city  mains.  Although  warnings  were  published  in  all  the 
daily  papers  against  the  use  of  the  public  supply  without  boiling,  the  disre- 
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gard  of  this  warninjr  resulted  in  the  occurrence  of  some  232  cases  of  typhoid. 
A  detailed  description  of  this  outbreak  and  the  various  actions  taken  by 
this  Department  in  the  suppression  of  it  are  covered  in  reports  by  the 
writer,  published  in  the  Annual  Report  of  this  Department  for  1913. 

Another  instance  occurred  during  the  fall  of  1917,  when  an  undue  preva- 
lence of  typhoid  fever  occurred  in  the  city.  The  cause  was  at  first  appar- 
ently of  obscure  origin.  The  organic  matter  in  the  water  during  this 
period  had  been  excessive.  Alum  treatment  was  not  being  applied  to  the 
water  nor  was  this  considered  necessary  in  view  of  the  fact  that  the  water 
was  being  carefully  filtered  and  chlorinated  and  that  bacterial  counts  and 
B.  coli  were  low.  This  type  of  organisms  was  not  entirely  absent,  however, 
and  after  careful  study  of  the  situation  by  the  Department  the  conclusion 
was  reached  that  the  cause  of  the  typhoid  fever  prevalence  was  water 
infection.  Upon  advice  of  the  Department,  alum  treatment  was  resumed. 
At  the  end  of  the  incubation  period  following,  due  to  the  higher  bacterial 
efficiency  resulting  from  the  alum  treatment,  the  prevalence  of  the  disease 
ceased. 

Still  again  may  be  cited  the  recent  outbreak  of  gastroenteritis  in  the 
city.  During  the  latter  part  of  February  and  the  first  part  of  March  of 
the  present  year,  a  large  number  of  cases  of  this  malady  occurred  in  the 
oity,  and  upon  investigation  by  the  Department  it  was  clearly  shown  that 
the  water  supply  was  the  cause.  It  appears  that  some  difficulty  had  been 
experienced  by  the  city  in  securing  shipments  of  alum,  and  with  a  limited 
supply  of  this  chemical  on  hand,  and  with  approaching  floods  in  the  river 
which  would  make  the  use  of  alum  imperative,  it  had  been  decided  to  con- 
serve this  limited  supply  so  that  none  was  being  applied  to  the  water  at 
the  time  of  the  outbreak.  After  a  careful  investigation,  however,  during 
which  the  cause  of  the  outbreak  was  clearly  traced  to  the  water  supply,  the 
Department  advised  that  alum  treatment  be  resumed,  a  recommendation 
which  was  promptly  carried  out  by  the  city  authorities.  Almost  imme- 
diately on  the  resumption  of  the  use  of  alum,  and  the  resultant  higher 
efiUciency  of  filter  operation,  the  outbreak  of  gastroenteritis  subsided. 

These  experiences  demonstrated  clearly  that  with  a  water  so  heavily 
polluted  as  the  Hudson  river  now  is  at  the  point  of  the  city's  intake,  it  is 
absolutely  necessary  that  the  highest  degpree  of  filter  efficiency  be  maintained 
if  the  city  is  in  the  future  to  be  free  from  a  recurrence  of  gastrointestinal 
diseases.  They  mean,  also,  that  without  reservation  every  facility  must 
be  furnished  tc)  guarantee  this  efficiency  and  make  it  positive,  simple,  and 
uninterrupted.  To  accomplish  this  end  will  require  not  only  the  continuous 
application  of  alum  throughout  the  year,  as  I  have  repeatedly  advised,  but 
will  make  desirable  substantial  changes  in  construction  and  operation  of  the 
filtration  plant  if  the  Hudson  river  supply  is  to  be  continued. 

Sanitary  Quality  of  the  Filtered  Supply 

The  operation  of  the  purification  plant  is  controlled  by  daily  analyses, 
both  chemical  and  bacterial.  Samples  are  collected  from  various  points 
in  the  process  and  at  various  times  of  the  day.  A  study  of  the  results 
obtained  for  the  years  ending  September  30.  1917,  1918,  and  1919,  so  far 
as  the  data  were  available  from  incomplete  records  kept  during  these  years 
of  the  war  period,  shows  a  raw  water,  moderately  high  in  color  and  turbidity 
and  in  organic  matter,  as  shown  by  the  figures  for  nitrogen  in  it&  various 
forms  and  for  oxygen  consumed.  The  total  bacterial  counts  are  excessive, 
and  organisms  of  the  B.  coli  type  are  present  in  large  numbers.  Analyses 
of  the  samples  taken  at  various  stages  in  the  purification  process  show  the 
reduction  in  color,  turbidity,  organic  matter,  and  bacterial  content.  The 
final  effluent  is  practically  free  from  turbidity  and  only  moderately  colored. 
The  total  bacterial  count  is  moderate,  and  practically  no  organisms  of  the 
B.  coli  type  are  isolated  from  the  filtered  and  chlorinated  supply. 

While  these  analyses  show^  a  very  high  degree  of  filter  efiiciency  and  a 
quality  of  filtered  water  of  very  high  degree  of  purity,  it  must  not  be 
overlooked    that    these    results    represent   averages.      They    do    not    include 
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individual  days,  or  longer  periods,  when  these  high  averages  would  not  be 
reached,  nor  do  they  reflect  the  inherent  difficulties  under  which  the  plant 
has  at  times  been  operated,  nor  the  serious  troubles  from  outbreaks  of  dis- 
ease resulting  from  these  difficulties  previously  referred  to.  They  do,  how- 
ever, clearly  demonstrate  that  even  in  the  face  of  these  difficulties  it  is 
possible,  with  the  careful  supervision  now  given  the  plant,  to  turn  out  a 
filtered  water  supply  of  high  average  standard;  and  furthermore,  that  one 
is  justified  in  assuming  that  if  these  difficulties  and  objections  can  be  removed 
or  overcome,  a  plant  of  this  type,  w^ith  equally  careful  operation,  will 
produce  continuously  and  without  interruption  a  water  supply  of  equally 
high  standard. 

Changes  Ifeeded  in  Constrtiction  and  Operation  of  Water  Supply  SyBtem 

(a)   Filtration  Plant: 

Attention  has  already  been  called  to  the  important  fact  that  the  organic 
content  and  turbidity  of  the  Hudson  river  are  at  certain  times  of  the  year 
.  very  high,  and  that  at  such  seasons,  particularly  since  1914,  it  has  been 
impossible  to  pass  all  of  the  effluent  from  the  preliminary  filters  through  tbf 
secondary  filters.  In  fact,  at  times  it  has  been  necessary  to  by-pass  i^ome 
60  per  eent  of  the  preliminary  effluent  around  the  secondary  filters.  This 
preliminary  effluent  is,  owing  to  the  present  character  and  construction  of 
the  preliminary  filters,  not  highly  purified,  and  were  it  not  for  the  final 
chlorinatiou  of  this  water,  would  be  unsafe  to  deliver  into  the  city  mains. 
In  other  words,  at  these  seasons  of  high  turbidity  and  organic  content  the 
secondary  filters  are  entirely  inadequate  in  capacity  to  treat  the  whole 
supply,  and  the  preliminary  filters,  though  adequate  in  capacity,  are  not 
at  present  of  proper  construction  to  produce  alone  a  water  of  satisfactorr 
quality. 

Again,  the  present  sedimentation  tank  is  in  one  unit,  which  necessitate^ 
its  ^ing  put  entirely  out  of  service  during  periods  when  cleaning  ia  required. 
Its  large  area  without  baffle  walls  permits  cross-currents  which  decrease  ii^ 
settling  efficiency.  Furthermore,  there  is  now  no  satisfactory  means  of 
mixing  chemical  solutions,  nor  any  effective  time  interval  provided  f<H' 
satisfactory  coagulation  to  occur  before  the  water  enters  the  sedimentation 
basin. 

It  is  obvious,  then,  that  if  the  water  is  to  be  treated  properly  at  al' 
seasons  of  the  year  it  will  be  necessary  to  correct  these  defects  and  supplj 
the  necessary  omissions  that  now  exist.  A  study  of  the  existing  structure:* 
with  reference  to  the  requirements  that  must  be  met  indicates  that  it  wouU 
be  a  simple  and  comparatively  inexpensive  matter  to  revise  the  present 
method  of  filtration  without  considerable  alteration  of  structures  and  equip 
the  entire  plant  on  a  straight  "  mechanical "  basis.  It  would  seem  that 
this  could  best  be  done  by: 

1.  Abandoning  entirely  the  secondary  filters  as  such,  utilizing  tb«> 
various  filter  units  for  other  purposes,  such  as  a  mixing  channel, 
preliminary  auxiliary  settling  chamber,  and  clear  water  storage. 

2.  Divide  the  present  sedimentation  basin  by  a  division  wall,  making 
two  independent  basins  or  more  of  suitable  shape;  or  dividing  tbe 
basin  by  curtain  or  light  baffle  walls  thus  increasing  the  settlin? 
efficiency  of  the  basin.  This  latter  alternative  might  make  necessan* 
or  desirable  the  use  of  conversion  of  one  of  the  abandoned  secondarv 
filter  units  into  a  preliminary  auxiliary  basin  of  small  capacity  for 
temporary  use  when  the  large  basin  is  to  be  cleaned. 

3.  Converting  present  preliminary  filters  into  straight  mechani«M' 
filters  by  removing  present  coarse  sand  and  replacing  with  sand  of 
approximately  0.5  mm  minimum  elective  size  and  leaving  the  effective 
depth  at  least  30  inches. 

If  these  changes  were  carried  out,  the  filter  plant  as  a  whole  would  n<^ 
only  be  improved  in  efficiency  and  flexibility  of  operation  but  would  permit 
of  being  operated  with  more' positive  and  uniform  results.     Capacity  of  the 
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Yc modeled  preliminary  filters  would  take  care  of  a  water  consumption  some 
50  per  cent  greater  than  the  present;  and  with  proper  and  continuous 
coagulation  and  the  same  careful  supervision  now  given  the  plant,  would  in 
connection  with  final  chlorination  furnish  a  water  of  high  sanitary  quality 
at  all  seasons  of  the  year. 

(b)  Pure  Water  Gonduit: 

This  clear  water  conduit,  as  previously  pointed  out,  is  under  practically 
no  internal  head  or  pressure  and  is  constructed  for  a  considerable  portion 
of  its  length  in  the  bed  of  the  old  Erie  canal,  with  a  covering  of  only  2  to  5 
feet  above  it.  The  conduit  is  composed  of  only  a  thin  shell  of  iron  surrounded 
with  concrete,  the  thickness  of  which  at  the  crown  is  less  than  6  inches. 
It  has  been  laid  some  20  years,  and  an  inspection  years  ago  indicated  that 
structurally  it  had  deteriorated  considerably  and  its  strength  impaired. 

The  water  in  the  canal  which  flows  in  close  proximity  above  the  conduit 
receives  considerable  pollution,  and  it  is  obvious  that  any  break  in  this  line, 
or  even  leakage  which  would  admit  canal  water  into  the  conduit  would  Ix 
a  serious  matter,  particularly  since  no  treatment  of  this  water  takes  place 
after  leaving  the  filter  plant,  nor  is  any  in  fact  practicable  in  a  satisfactory 
manner  at  the  pumping  station.  Although  daily  samples  are  collected  of 
the  water  from  this  conduit  near  the  pumping  station  for  the  purpose  of 
determining  contamination  from  leakage  or  breaks,  it  is  obvious  that  should 
a  break  occur,  and  infected  water  enter  this  conduit,  the  condition  would 
not  be  known  or  detected  by  means  of  these  samples  (which  require  at  least 
24  hours  time  for  incubation)  until  after  the  damage  had  been  done. 

I  can  not  too  strongly  emphasize  the  serious  menace  presented  by  this 
conduit,  if  its  structural  integrity  is  such  as  present  information  indicates, 
and  it  obviously  represents  potentially  one  of  the  weakest  links  in  the  water 
works  system.  To  repair  it  satisfactorily  appears  difficult  if  not  imprac- 
ticable. It  has  been  suggested  that  the  canal  now  abandoned  for  trans- 
portation purposes  might  be  secured  from  the  State,  filled  in,  and  made  a 
street.  This,  however,  would  involve  uncertain  structural  features,  and  from 
a  sanitary  standpoint  might  involve  even  worse  dangers  from  proximity  to 
street  sewers  or  other  contaminating  sources  which  would  be  created. 

After  a  careful  study  of  the  situation  with  respect  to  this  conduit,  and 
with  a  full  realization  of  the  disastrous  results  that  might  follow  an  unex- 
pected break  or  a  sudden  leakage  into  this  gravity  conduit,  now  weakened 
and  unprotected,  and  the  practical  difficulty  of  correcting  or  meeting  such 
an  emergency,  even  assuming  its  remoteness,  I  am  'convinced  that  the  only 
safe  course  to  adopt  now  is  to  abandon  this  conduit  at  the  earliest  possible 
time  and  replace  it  with  a  new  line  of  heavj  castiron  pipe.  In  this  case 
there  would  be  no  serious  objection  to  the  fillmg  in  of  the  old  canal  and  its 
conversion  into  a  new  street,  in  which  case  it  would  be  wise  so  to  develop 
it  that  no  sewers  or  other  possible  contaminating  sources  would  be  con- 
structed in  the  street  or  in  any  proximity  to  the  new  conduit. 

(c)  Excessive  Water  Consumption: 

The  present  daily  water  consumption  in  the  city  is  approximately  200 
gallons  per  capita,  which  is  about  twice  what  it  should  be  for  a  city  of  this 
character  and  indicates  a  serious  waste  of  water.  While  part  of  this  waste 
may  be  and  is  undoubtedly  due  to  leakage  in  the  mains,  the  major  part  is 
also  undoubtedly  due  to  carelessness  in  the  use  of  water  by  the  residents 
themselves  and  to  leaky  fixtures  in  household  plumbing. 

The  seriousness  of  this  is  manifest,  for  it  means  that  the  expense  of  pump- 
ing and  the  cost  of  filtering  the  water,  though  probably  not  proportionately 
doubled,  is  largely  increased.  This  situation  has  been  repeatedly  pointed 
out  in  reports  of  the  present  Commissioner  of  Public  Works,  Mr.  Wallace 
Greenalch,  and  although  nearly  50  per  cent  of  the  services  in  the  city  have 
been  metered,  largely  through  his  efforts,  the  water  consumption  and  waste 
is  still  excessive  and  should  be  reduced.  This  can  only  be  effectively  done 
through  the  metering  of  all  services  in  the  city,  supplemented  by  a  water 
leakage  survey  of  water  mains,  and  by  enactment  and  enforcement  of  regu- 
lations requiring  the  repairing  of  leaky  fixtures  in  all  domestic  and  manu- 
facturing service  systems. 
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(d)  Unsatisfactory  Sanitary  and  Physical  Quality  of  Upland  Supplies: 

It  has  been  previously  pointed  out  that  the  quality  of  water  furnished 
from  Rensselaer  lake,  from  Patroons  and  Sands  creeks,  and  from  Maeslandt 
kill,  are  objectionable  for  domestic  purposes  on  account  of  actual  or  potential 
contamination  upon  their  respective  watersheds,  or  inadequate  purification. 
The  total  yield  of  these  supplies  is  not  much  over  3,000,000  gallons  per  day, 
representing  a  little  over  %  of  the  total  supply.  The  use  of  these  supplies 
under  existing  conditions  is  a  menace  to  the  health  of  those  who  are  served 
by  them,  and  to  purify  them  adequately  would  be  of  questionable  economy. 

The  necessity  for  using  these  supplies,  if  the  changes  recommended  above 
for  remodeling  and  increasing  the  capacity  of  the  present  filtration  plant 
are  carried  out,  would  be  removed,  and  in  view  of  the  unsafe  quality  of  the 
upland  sources  of  supply  and  the  doubtful  economy  of  satisfactorily  purifying 
them,  I  am  of  the  opinion  that  it  will  be  wiser  to  abandon  them  entirely, 
with  the  exception  perhaps  of  the  Maeslandt  kill  supply  which  might  be 
retained  for  special  purposes  at  the  filtration  plant. 

(e)  Pollution  of  Hudson  River  Causes  Overload  on  Filtration  Plant: 

The  pollution  of  the  Hudson  river  above  the  Albany  w^ater  intake,  dne 
to  the  discharge  of  sewage  and  factory  wastes,  has  already  been  discussed. 
Emphasis  was  laid  on  high  organic  content,  represented  analytically  bv 
*'  oxygen  consumed,"  and  contributed  largely  by  certain  mill  wastes,  more 
especially  paper  and  pulp  mills  located  along  the  upper  Hudson  at  and  above 
Glens  Falls.  Emphasis  was  also  laid  upon  the  excessive  bacterial  contamina- 
tion from  raw  sewage  discharged  by  certain  nearby  municipalities  situated 
on  the  river  above  the  city,  including  Mechanicville,  Troy,  Green  Island,  and 
Watervliet. 

The  first  of  these  sources  of  pollution,  the  organic  matter,  tends  to  inter- 
fere materially  with  the  successful  operation  of  the  filtration  pl&nt,  particu- 
larly at  seasons  when  turbidity  in  the  water  is  very  low.  llie  second  of 
these  sources  of  pollution,  the  bacterial  contamination  from  raw  sewage 
discharge,  tends  to  make  this  interferenee  in  the  operation  of  the  filtration 
plant  a  serious  matter  since  this  sewage  is  comparatively  fresh  and  therefore 
highly  infectious. 

It  would  seem  highly  desirable,  therefore,  in  connection  with  the  improve- 
ments to  be  carried  out  as  outlined  above,  that  the  attention  of  the  city  and 
State  authorities  be  directed  toward  a  reduction  of  the  pollution  in  the 
river  above  the  intake,  particularly  from  the  two  sources  referred  to.  Section 
87  of  the  Public  Health  Law  would  apparently  authorize  the  city,  with  the 
approval  of  the  State  Commissioner  of  Health,  to  institute  proceedings 
against  moat  of  these  municipalities  to  require  them  to  install  sewage  dis- 
posal works  for  the  purification  of  the  sewage  now  discharged  by  them  in 
a  raw  state  into  the  river,  now  that  the  City  of  Albany  has  already  made 
provision  for  the  treatment  of  its  own  sewage.  Concerning  the  reduction 
of  mill  wastes,  however,  it  is  probable  that  legislation  would  be  necessary 
before  these  mills  could  be  required  to  remove  or  purify  their  wastes,  since 
most  of  these  mills  were  in  existence  prior  to  the  act  of  1903  prohibiting 
such  pollution  and  are  at  present  specifically  exempt  from  the  provisions  of 
this  act. 

Summary   and   ConcUtaiona 

Summarizing  briefly  the  results  of  this  investigation  and  in  view  of  the 
foregoing  it  may  be  concluded: 

1.  That  the  principal  source  of  supply,  taken  from  the  Hudson  river,  is 
in  its  raw  state  grossly  polluted  with  sewage  and  factory  wastes  and  is 
unsafe  for  domestic  or  drinking  purposes  without  efficient  purification. 

3.  That  this  water  supply  as  delivered  to  the  city,  after  purification 
by  means  of  sedimentation,  partial  coagulation,  preliminary  filtration,  partial 
secondary  filtration,  and  final  chlorination,  has  been  generally  of  good 
sanitary  and  physical  quality;  but  that  owing  to  defects  or  difficulties  in 
construction  and  operation  this  supply  has  at  times  been  Insufficiently 
purifietl  and  the  cause  of  imd'ue  prevaience  or  outbreaks  of  waterborne 
disease. 
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3.  That  owing  to  the  highly  infectious  character  of  the  raw  Hudson  river 
supply,  to  the  defects  and  difficulties  in  construction  and  operation  of  the 
filtration  plant,  certain  changes  and  alterations  in  arrangement,  construc- 
tion, and  operation  of  the  filtration  plant  are  necessary. 

4.  That  the  pure  water  conduit  is  in  its  present  location  and  structurally 
deteriorated  condition  subject  to  possible  breaks  or  leakage  and  is  potentially 
a  serious  menace  to  health. 

5.  That  the  upland  sources  of  supply  taken  from  Rensselaer  lake,  Patroons 
and  Sands  creek,  and  Maeslandt  kill,  are  subject  to  dangerous  contamina- 
tion, are  either  not  purified  or  are  inadequately  purified,  and  are  in  their 
present  condition  a  menace  to  health. 

6.  That  a  large  amount  of  the  water  furnished  the  city  is  wasted  through 
leakage  in  water  mains,  leakage  in  domestic  service  fixtures,  and  carelessness 
on  the  part  of  residents  in  the  household  uses  of  water,  the  result  of  which 
is  largely  to  increase  the  cost  of  construction,  equipment,  and  operation  of 
the  filtration  plant  and  pumping  stations. 

Recommendations 

In  view  of  the  conclusions  above  reached,  I  beg  to  submit  the  following 
recommendations : 

1.  That  with  respect  to  the  filtration  plant  the  following  changes  and 
additions  be  made  in  construction  and  operation: 

(a)  The  present  sedimentation  basin  ibe  subdivided  into  at  least 
two  settling  compartments  by  suitable  division  walls  in  order  to 
provide  more  effective  sedimentation. 

(b)  That  a  preliminary  coagulation  and  mixing  basin  be  arranged 
in  one  of  the  present  slow  sand  filters  to  be  abandoned,  in  order 
to  provide  proper  mixing  of  chemical  solutions  and  better 
coagulation. 

(c)  That  the  present  secondary  filters  be  abandoned  as  such,  the 
sand  removed,  and  the  filter  units  converted  into  a  clear  water 
basin  a  coagulation  and  mixing  tank,  and  possibly  an  auxiliary 
sedimentation  tank. 

(d)  That  the  preliminary  filters  be  converted  into  straight 
mechanical  filters  by  removing  present  coarse  sand  and  substituting 
a  finer  sand  of  suitable  effective  size,  the  depth  of  which  should  be 
kept  at  least  30  inches. 

(e)  That  the  raw  water  before  filtration  be  subjected  to  alum 
treatment  and  sedimentation  without  interruption  at  all  seasons 
of  the  year. 

2.  That  the  pure  water  conduit  leading  from  the  filter  plant  to  the 
pumping  station,  the  structural  condition  of  which  has  been  found  to 
be  impaired,  be  abandoned  and  replaced  by  a  castiron  main;  and  that 
during  the  interval  of  this  replacement  an  emergency  chlorination 
plant  be  installed  at  the  Quackenbush  pumping  station  for  emergency 
use  in  case  of  a  break  or  leakage  into  the  line,  this  provision  to  be 
supplemented  by  a  systematic  plan  of  inspection  and  action  which  will 
permit  the  detection  without  delay  of  any  break  or  leakage  in  the  line 
and  the  immediate  application  of  corrective  measures. 

3.  That  the  present  upland  sources  of  supply  derived  from  Rensselaer 
Lake,  Platroons  and  Sand«  creeks,  and  Maeslandt  kill,  be  abandoned]  for 
domestic  and  manufacturing  purposes  as  soon  as  the  changes  and  addi- 
tions to  the  filtration  plant  recommended  above  are  completed. 

4.  That  additional  steps  be  taken  at  once  by  the  city  to  reduce  the 
present  excessive  water  consumption  and   leakage  by  — 

(a)  The  introduction  of  water  meters  on  all  household  and 
manufacturing  service  lines. 

(b)  A  water  leakage  survey  of  all  streets  and  domestic  service 
mains  in  the  city  and  the  repairing  of  all  leaks  found. 

(c)  The  institution  of  a  house  to  house  inspection  of  domestic 
plumbing  systems  and  the  establishment  and  enforcement  of  regu- 
lations requiring  property  ownfiers  to  repair  all  leaks  discovered. 
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5.  That  steps  be  taken  by  the  city,  with  ihe  cooperation  of  thi& 
Department,  and  if  necessary  through  proceedings  instituted  under 
section  87  of  the  Public  Health  Law,  to  induce  or  require  the  neaiby 
municipalities  on  the  Hudson  river  above  the  Albany  water  intake  so 
to  treat  their  sewage  as  to  lessen  the  burden  now  imposed  upon  the 
filtration  plant  resulting  from  this  pollution. 

In  closing,  I  desire  to  acknowledge  the  courteous  assistance  rendered 
during  the  investigation  by  Mr.  Wallace  Greenalch,  Commiseioner  of  Public 
Works,  Dr.  Arthur  Sautter,  Health  Officer,  and  Mr.  G.  E.  Willcomb,  Super- 
vising Chemist  of  the  filtration  plant. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N".  Y.,  April  12,  1920  Chief  Engineer 

The  water  of  this  supply  is  used  by  the  New  York  Central  and  the 
Boston  and  Albany  railroads  for  drinking  and  culinary  purposes  in  inter- 
state traffic.  Data  regarding  the  supply  were  furnished  to  the  United  States 
Public  Health  Service  on  November  10,  1920,  and  included,  in  addition  to 
the  results  of  the  analysis  of  a  sample  of  the  water,  the  statement  that  at 
the  time  of  the  inspection  the  conditions  surrounding  the  supply  were  satis- 
factory, and  that  the  results  of  the  inspection  and  the  analyses  of  the 
samples,  together  with  the  results  of  previous  inspections  and  analyses, 
indicate  that  the  water  is  of  satisfactory  quality  for  human  oonsumption. 
A  copy  of  the  report  accompanied  this  data.  Based  on  this  information, 
the  United  States  Public  Health  Service  on  November  17,  1920,  issued  a 
provisional  certificate  permitting  the  temporary  use  of  the  water  for  drink- 
ing and  culinary  purposes  in  interstate  traffic. 


ALBION 


A  reinspection  of  the  water  supply  of  the  village  of  Albion  was  made  on 
October  16,  1920,  by  Mr.  Earl  Devendorf,  assistant  engineer.  Previous 
inspections  of  this  supply  were  made  by  this  Department  in  1915,  1916,  and 
1919,  the  reports  upon  which  are  published  in  the  Annual  Reports  of  the 
Department  for  the  respective  years. 

Albion  is  a  village  of  some  4,700  inhabitants  located  in  the  central  part 
of  Orleans  county,  30  miles  northweet  of  Rochester.  The  public  water  supply 
is  owned  by  the  village  and  operated  under  the  direction  of  a  Board  of 
Trustees,  of  which  Mr.  F.  H.  lUiodey  is  president  and  Mr.  L.  Woolarton  is 
superintendent.  The  supply  is  derived  from  Otter  creek,  and  from  driven 
wells  located  near  the  purification  plant.  The  water  flows  by  gravity  from 
the  etorage  reservoirs  to  the  purification  plant,  from  which  it  is  pumped 
after  treatment  into  the  village  distribution  system,  the  excess  over  con- 
sumption going  to  a  standpipe  located  in  the  village  having  a  capacity  of 
some  275,000  gallons.  Water  from  the  wells  is  also  pumj^  after  purifi- 
cation into  the  village  distribution  system.  About  90  per  cent  of  the 
inhabitants  are  served  with  the  public  water  supply. 

The  purification  plant  consists  of  sedimentation  and  coagulation  basins, 
two  gravity  mechanical  filters,  and  hypochlorite  tanks  equipped  with  con- 
stant head  orifices.  The  amount  of  alum'  being  used  at  the  time  of  the 
inspection  was  said  to  be  120  pounds  per  day,  or  150  pounds  per  million 
gallons,  which  with  the  amount  of  water  pumped  last  month  amounted  to 
1.05  grains  per  gallon.  The  amoimt  of  hypochlorite,  the  lime  being  used, 
was  11  pounds  per  million  gallons  or  .43  p.pjn.  The  filter  is  washed  twice 
daily,  using  approximately  20,000  to  30,000  gallons  of  filtered  water.  In 
washing  the  filter  air  is  used  to  break  up  the  sand  for  approximately  five 
minutes.  Then  water  is  turned  on  for  about  ten  minutes.  After  washing 
the  filter  water  is  wasted  for  a  period  of  about  ten  minutes. 
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The  engineer  from  this  Department  was  informed  that  about  a  year  ago 
the  water  consumption  arose  suddenly  above  the  normal  amount  pumped 
and  has  since  remained  above  the  previous  record  of  pumping.  For  thi« 
reason  it  is  believed  that  there  is  a  large  leak  or  leaks  in  the  distribution 
system.  Unless  adequate  means  are  taken  to  discover  and  eliminate  this 
leakage,  the  capacity  of  the  present  filter  plant  may  soon  be  exceeded  and 
it  will  be  necessary  for  the  village  to  consider  the  matter  of  increasing  the 
capacity  of  the  present  purification  plant.  The  village  has  not  engaged  the 
services  of  a  consulting  expert  to  supervise  the  operation  of  the  plant, 
as  recommended  in  the  last  report. 

Samples  of  the  water  taken  on  October  1,  1920,  and  analysed  by  the 
Division  of  Laboratories  and  Research,  showed  the  following  bacteriological 
results : 

Raw  water      Treated  water 

Bacteria  per  c.c  20'*C 1600  17000 

Bacteria  per  c.c  37**C 530  5400 

Colon  type  in  10  c.c 3+0 —  3+0 — 

Colon  type  in  1  c.c l-|-2 —  3+0 — 

Colon  type  in  1/10  c.c 0+3—  0+3— 

The  results  of  the  examination  show  a  bacterial  increase  over  the  raw 
water  total  count,  indicating  that  the  filtration  was  not  effective  as  regards 
the  removal  of  bacteria.  Tlie  presence  of  B.  coli  in  the  10  c.c.  and  1  c.c. 
inoculations  examined  indicated  a  water  of  unsatisfactory  sanitary  quality 
and  that  the  purification  plant  was  not  being  effectively  operated. 

As  a  result  of  the  inspection*  it  was  recommended  that  in  view  of  the 
recent  unsatisfactory  analytical  results  indicating  the  ineffective  operation 
of  the  purification  plant,  the  ofiicials  in  charge  of  the  public  water  supply 
give  more  careful  attention  to  the  quantities  of  chemicals  being  used  and 
the  regularity  of  their  application.  Increasing  the  quantity  if  necessary; 
and  that  they  continuously  operate  the  purification  plant  in  such  a  manner 
as  to  furnish  a  water  of  satisfactory  sanitary  quality  at  all  times  to  the 
residents  of  Albion;  that,  as  previously  recommended,  the  village  employ 
the  services  of  a  competent  expert  to  supervise  the  operation  of  the  purifica- 
tion plant;  and  that  the  village  authorities  in  charge  of  the  public  water 
supply  endeavor  to  locate  and  eliminate  any  leaks  in  the  public  distribution 
system. 

AMENIA 

A  reinspection  of  the  water  supply  of  the  village  of  Amenia  was  made 
on  May  29,  1920,  by  Mr.  W.  J.  Erickson,  engineering  assistant.  A  previous 
inspection  of  this  supply  was  made  by  this  Department  in  1912,  the  report 
upon  which  is  published  in  the  Annual  Report  of  the  Department  for  that 
year. 

Amenia  is  an  unincorporated  village  in  the  northeastern  part  of  Dutchess 
eounty,  on  the  Harlem  division  of  the  New  York  Central  railroad.  It  has 
a  present  population  of  about  800,  practically  all  of  whom  are  served  by 
the  public  water  supply.  This  supply  is  owned  and  operated  by  the  Amenia 
Water  Company. 

The  water  is  derived  from  two  sources:  a  spring  or  upland  supply, 
and  two  driven  wells  in  the  flats  south  of  the  village.  From  the  spring 
8upply  the  water  flows  by  gravity  to  the  distribution  system,  consisting 
of  2%  miles  of  mains  varying  from  1  to  6  inches  in  diameter.  There  is 
no  method  of  accurately  determining  the  consumption.  The  well  supply 
which  is  usually  used  only  in  the  summer  months  is  pumped  into  the  mains 
afl^aintit  the  pressure  maintained  by  the  reservoir.  The  system  is  practically 
the  same  as  described  in  the  previous  report. 

The  wells  are  located  near  the  banks  of  a  stream  175  feet  from  the 
main  street  in  the  village.  One  is  10  feet  and  the  other  20  feet  from  the 
stream.     They  are  driven  through  30  feet  of  clay  to  water-bearing  gravel. 
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The  ground  immediately  around  the  wells  is  flat  and  low,  through  which 
the  stream  meanders.  One  of  the  wells  is  located  under  the  pump  house, 
while  the  other  is  about  15  feet  from  it.  The  latter  well  opens  into  a 
5-foot  by  5-foot  wooden  box.  The  top  of  the  casing  is  open  to  allow  the 
water  to  flow  over  the  top,  which  acts  as  a  circular  weir.  There  is  a 
possibility  for  the  creek  water  to  enter  the  well  through  this  open  casing 
at  times  of  high  water  and  thus  pollute  the  supply.  There  are  numeroufi 
houses  and  5  privies  within  100  feet  of  the  wells.  House  drains  from 
above  buildings  discharge  into  the  stream  near  the  wells.  Adjacent  to 
the  wells  is  the  gas  manufacturing  plant,  which  is  operated  by  the  same 
company  which  owns  the  water  supply.  The  spent  carbide  is  strewn  over 
the  gpround  and  the  liquid  seeps  over  the  wells,  making  a  very  unsightly 
appearance. 

As  a  result  of  this  inspection  it  was  concluded  that  the  upland  supply 
is  derived  from  a  source  which  should  yield  a  satisfactory  supply  if  properly 
protected  from  pollution,  but  that  the  well  is  very  badly  located  and  subject 
to  contamination. 

It  was  therefore  recommended  that  the  company  continue  to  maintain 
the  upland  supply  in  a  satisfactory  condition,  making  regular  inspections 
to  locate  and  eliminate  any  source  of  pollution;  that  a  new  supplementary 
supply  of  satisfactory  sanitary  quality  be  developed,  and  upon  the  completion 
of  the  work  the  wells  be  abandoned;  and  that,  pending  the  development  of  a 
new  supply,  the  casings  of  the  wells  be  provided  with  water-tight  caps 
and  the  pump  house  and  vicinity  of  the  wells  be  kept  in  a  neat  and  sanitary 
condition. 


AMITYVILLE 

A  reinspection  of  the  water  supply  of  the  village  of  Amityville  was  made 
on  May  11  and  May  20,  1920,  by  Mr.  Henry  Ryon,  assistant  engineer. 
A  previous  inspection  of  this  supply  was  made  by  this  Department  on  May 
13,  1915,  a  report  upon  which  is  published  in  the  Annual  Report  of  the 
Department  for  that  year. 

Amityville  is  located  on  the  south  shore  of  Long  Island,  in  Sufifolk  county, 
about  34  miles  from  New  York  city.  The  resident  population  of  the  village 
is  about  3,500,  increasing,  however,  to  about  4,000  during  the  summer 
months. 

The  water  supply  is  owned  and  controlled  by  the  Amityville  Water  Works 
Company.  The  source  of  the  supply  consists  of  four  driven  wells,  from 
which  the  water  is  pumped  into  the  distribution  mains,  the  surplus  going 
to  a  standpipe.  The  plant  is  located  on  the  south  side  of  the  railroad  trades 
a  little  west  of  the  center  of  the  village.  About  80  per  cent  of  the  population 
is  served  with  water  from  the  village  supply.  The  water  consumption  aver- 
ages about  150,000  gallons  per  day  during  the  winter  and  about  260,000 
gallons  per  day  during  the  summer,  corresponding  to  per  capita  rates  of 
about  45  and  65  gallons  per  day.  The  maximum  and  minimum  rates  of 
consumption  during  1010  were  432,000  and  143,000  gallons  per  day  respect- 
ively. 

Three  of  the  four  wells  are  located  within  about  75  feet  of  the  pumping 
station,  and  a  third  in  the  basement  of  the  electric  power  station  a  little 
over  100  feet  west  of  the  pumping  station.  The  well  casings  are  all  10  inches 
in  diameter.  Two  of  the  suction  pipes  extending  down  into  the  casings 
are  8  inches  in  diameter,  one  6  inches,  and  the  fourth  4  inches  in  diameto'. 
Tlie  wells  are  said  to  be  60  feet  deep,  the  lower  18  feet,  consisting  in  each 
case  of  a  slotted  brass  strainer.  In  three  of  the  wells  the  strainers  are 
attached  to  the  suction  pipes  and  not  the  casing,  one  length  of  casing 
having  been  withdrawn  in  each  case  after  the  strainer  was  placed.  In  the 
fourth  well,  however,  known  as  the  North  well,  the  strainer  is  attached 
to  the  casing,  and  the  suction  pipe  hangs  free  within  it.  All  the  casings 
have  been  cut  off  about  11  feet  below  the  surface  of  the  ground.  Four-foot 
circular  brick  manholes  fitted  with  conical  wooden  covers  have  been  pro- 
vided to  protect  the  three  wells  located  near  the  pumping  station.     The 
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v/ell  in  the  basement  of  the  electric  power  station  is  protected  by  a  small 
square  manhole  covered  with  removable  plank.  The  vertical  sections  of  the 
wells  are  at  the  level  of  the  top  of  the  casings  connected  to  horizontal 
functions  leading  to  the  main  suction  header  in  the  basement  of  the  pump 
house. 

The  ground  around  the  wells  slopes  away  from  them  in  all  directions, 
and  the  poesibility  of  surface  water  reaching  them  is  very  remote  even 
at  times  of  heavy  rainfall  occurring  when  the  ground  in  the  viciniiy  is  not 
in  condition  to  absorb  much  water.  The  possibility  of  the  accidental  con- 
tamination of  the  water  by  any  person  other  than  the  attendant  is  practi- 
cally impossible,  since  the  plant  is  surrounded  by  a  high  wire  fence  sur- 
mounted with  several  strands  of  barbed  wire  and  the  gates  of  the  enclosure 
kept  closed  and  locked  at  all  times. 

The  density  of  the  population  within  one-quarter  of  a  mile  of  the  wells 
is  equivalent  to  about  1,100  people  per  square  mile,  within  one-half  mile  of 
the  wells  about  750  people  per  square  mile,  and  immediately  outside  of 
this  area  about  160  persons  per  square  mile.  The  possible  sources  of 
pollution  in  the  immediate  vicinity  of  the  wells  consist  of  a  privy  provided 
with  removable  wooden  container  located  on  the  water  company's  property 
about  75  feet  from  the  nearest  well,  and  the  privy  of  the  Long  Island  depot, 
which  is  provided  with  earth  vault  and  no  container  located  about  250  feet 
from  the  wells. 

There  is  no  sewerage  system  in  the  village,  all  the  houses  having  privies 
and  cesspools.  The  nearest  house  is  about  300  feet  from  the  wells.  About 
1,000  feet  north  of  the  wells  there  are  three  private  insane  asylums,  provided 
with  disposal  plants,  at  all  of  which  the  method  of  finally  disposing  of  the 
effluent  consist  of  absorption  by  the  soil.  The  high  free  ammonia  and  nitrate 
content  and  the  high  chlorine  content  of  the  water,  as  shown  by  the  results 
of  the  analyses,  seem  to  indicate  that  polluting  matter  from  the  privies, 
cesspools,  and  sewage  disposal  plant  is  reaching  the  wells;  and  the  material 
increase  in  the  chlorine  ng^e  and  the  great  increase  in  the  free  ammonia 
figure  over  the  figures  for  1015  seem  to  indicate  that  the  quantity  of  polluting 
matter  is  becoming  greater  each  year.  It  is  possible,  however,  that  at  any 
time,  due  to  changes  in  the  ground  water  flow  caused  by  variations  of  weather 
conditions  or  the  draft  on  the  wells,  active  contamination  may  reach  the 
water,  and  for  this  reason  the  water  supply  cannot  be  regarded  as  entirely 
satisfactory.  It  is  apparent,  as  pointed  out  in  our  previous  report,  that  the 
increasing  population  of  the  village  will  eventually  affect  the  quality  of  the 
water  and  render  it  dangerous  for  human  consumption  without  treatment. 
It  would  seem  advisable  that  samples  of  the  water  should  be  frequently 
taken  and  analyssed  to  detect  the  presence  of  active  contamination,  and 
should  the  presence  of  such  contamination  be  detected  apparatus  for  the 
proper  treatment  should  be  installed  and  put  in  operation. 

Appearances  seemed  to  indicate  that  during  the  period  of  heavy  rains  and 
thaws  just  prior  to  the  time  of  the  inspection  the  ground  water  had  been 
higher  than  normal  and  possibly  above  the  tops  of  the  well  casings.  This 
would  mean,  particularly  in  the  North  well,  that  the  water  from  the  uppeh 
strata  of  soil  had  entered  the  wells  through  the  space  between  the  casing  and 
the  suction.  No  examination  of  the  water  from  this  strata  has  been  made, 
and  since  it  is  possible  that  this  water  might  contain  active  pollution  when 
the  water  from  the  lower  strata  might  not,  it  would  seem  advisable  to  take 
measures  to  prevent  the  entrance  of  such  water  into  the  wells,  at  least  until 
it  has  been  positively  demonstrated  that  its  quality  is  satisfactory.  Sealing 
the  space  between  the  casings  and  suctions  and  carefully  watching  the  wells 
at  times  of  high  water  would  seem  desirable. 

The  well  in  the  electric  stetion  is  in  the  lowest  part  of  the  basement,  under 
the  pump  mentioned  below,  and  there  is  a  possibility  that  water  spilled  on 
the  floor  of  the  basement  near  the  pump  might  find  its  way  into  the  well 
through  the  annular  space  between  the  casing  and  the  suction.  This  annular 
space  is  apparently  protected  by  a  ring,  but  it  was  not  possible  for  the 
engineer  making  the  inspection  to  determine  whether  or  not  the  joint  was 
tight.     It  would  seem  desirable  that  the  opening  between  the  casing  and 
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the  suction  should  be  made  absolutely  watertight.  It  would  also  seem 
advisable  that  the  manhole  at  the  top  of  this  well  should  be  provided  with 
a  concrete  bottom  and  the  top  arranged  so  that  the  water  will  drain  away 
from  it,  and  that  a  new  cover  for  the  manhole  should  be  provided. 

At  the  time  of  the  inspection  the  standpipe,  which  is  located  only  a  few 
feet  from  the  south  well,  was  leaking  at  the  rate  of  probably  15  or  20 
eallons  per  minute;  and  this  leakage  flowing  into  the  valve  chamber  at  the 
foot  of  the  standpipe  and  from  there  through  the  pipe  installed  for  the 
purpose  into  the  manhole  at  the  top  of  the  south  well.  This  manhole,  at 
the  time  of  the  inspection,  with  the  pumps  operating,  contained  several  feet 
of  water,  indicating,  since  there  is  no  floor  in  the  manhole,  that  the  soil 
between  the  surface  and  the  water  bearing  strata  is  not  extremely  porous; 
and  also  that  while  the  annular  space  between  the  casing  and  the  suction 
pipe  is  open,  conditions  at  the  bottom  of  the  casing  and  above  the  strainer 
are  apparently  such  that  water  does  not  pass  very  rapidly  through  the 
annular  space  between  the  casing  and  the  auction  to  the  gravel  around  the 
strainer.  The  water  leaking  through  the  standpipe  is,  of  course,  of  as 
satisfactory  sanitary  quality  as  that  from  the  wells,  but  the  fact  that  it  ie 
exposed  for  a  short  distance  as  it  passes  from  the  standpipe  to  the  south 
well  to  possible  accidental  or  wilful  pollution  makes  the  existing  condition 
an  undesirable  one,  and  it  would  therefore  seem  that  steps  should  be  taken 
to  repair  the  standpipe  immediately  and  thus  remove  one  possible  source  of 
contamination  of  the  water. 

In  April,  1920,  th^re  was  an  outbreak  of  typhoid  fever  in  Amityville. 
Seven  cases  were  reported,  the  onsets  of  all  of  which  occurred  about  April 
10.  The  patients  were  of  different  ages  and  social  conditions  and  wi^v 
scattered  over  the  village,  one  patient  living  outside  of  the  village  limits. 
To  date,  no  evidence  has  been  obtained  demiitely  to  fix  the  cause  of  the 
outbreak;  and  as  may  be  inferred  from  the  facts  about  the  water  supply 
given  above,  there  is  nothing  to  prove  that  the  quality  of  the  water  supply 
was  connected  with  the  outbreak  of  typhoid,  although  as  was  pointed  out 
above,  there  is  a  possibility  that  active  contamination  may  have  reached  the 
water  supply  due  to  changes  in  the  ground  water  flow  or  by  accidental  means. 
While,  therefore,  there  is  no  evidence  definitely  to  show  that  the  water  supplv 
was  in  any  way  connected  with  the  epidemic,  this  does  not  prove  that  the 
quality  of  the  water  supply  was  not  the  cause  of  the  typhoid,  and  for  that 
reason  the  conditions  surrounding  the  supply  and  the  quality  of  the  water 
should  be  carefully  watched,  pa^cularly  at  times  of  extremely  dry  and 
extremely  wet  weather,  to  detect  any  indication  of  active  pollution. 

From  the  results  of  the  investigation  of  the  sanitary  quality  of  the  water 
supply  of  Amityville,  it  was  concluded  that  while  the  water  is  usually  free 
from  active  contamination,  many  potential  sources  of  pollution  exist,  and 
that  the  examination  of  the  water  indicates  that  it  receives  a  large  amount 
of  polluting  matter  which  under  normal  condition  is  rendered  inactive  by 
passing  through  the  soil  but  which  may  become  active  at  any  time. 

It  was  therefore  recommended  — 

1.  That  the  water  company  continue  to  exercise  regular  and  careful 
Bupervision  over  the  operation  of  the  plant  and  the  conditions  of  the 
ground  around  the  pumping  station  and  wells. 

2.  That  samples  of  the  water  be  examined  at  frequent  intervals,  and 
particularly  at  times  of  extremely  dry  and  extremely  wet  weather  con- 
ditions, to  detect  the  presence  of  any  active  contamination. 

3.  That  should  any  such  active  contamination  be  discovered,  the  com- 
pany inunediately  proceed  to  sterilize  the  water  with  liquid  chlorine  or 
purify  by  other  satisfactory  means,  and  if  possible  discover  and  remore 
the  source  of  contamination. 

4.  That  the  leak  in  the  standpipe  be  immediately  repaired. 

6.  That  the  present  leakage  from  the  standpipe  and  the  water  from 
the  valve  manhole  at  the  foot  of  the  standpipe  be  disposed  of  by  means 
other  than  draining  into  one  of  the  wells. 

6.  That  measures  be  taken  to  prevent  the  entrance  of  any  water  into 
the  wells  through  annular  space  between  the  well  casings  and  the 
suctions. 
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ANTWERP 

A  reinspection  of  the  public  'water  supply  of  the  village  of  Antwerp  was 
nMule  on  October  22,  1920,  by  Mr.  A.  I.  Howd,  assistant  engineer  in  this 
Department,  a  iprevious  inspection  of  this  supply  having  been  made  by  the 
Department  on  September  14,  1918. 

Antwerp  is  an  incorporated  village  with  a  population  of  about  1,100,  and 
is  located  in  the  northeastern  part  of  Jefferson  county,  about  six  miles 
northeasrt  of  Philadelphia.  About  90  per  oent  of  the  total  population  are 
served  with  water  from  the  public  suppily. 

The  water  supply  is  derived  from  Indian  river,  and  is  pimipcd  into  tlie 
mains  without  purification.  Above  the  intake  the  Indian  river  has  a  water- 
shed area  of  about  157  square  miles,  on  which  there  is  a  scattered  population 
of  3,000  people.  The  stream  receives  pollution  from  cultivated  fields, 
pastures,  and  the  farm  houses  and  email  settlements  on  it,  and  ie  also  sub- 
ject to  pollution  from  the  village  of  Antwerp  itself.  The  waterworks 
pumping  station  is  located  at  a  dam  across  the  river  at  Main  street,  and 
the  intake  pipe  extends  about  1,200  feet  -up  the  bed  of  the  stream.  The 
sowage  from  some  twenty  properties  discharges  into  the  pond  below  the 
intake,  and  the  sewage  and  sink  wastes  from  about  six  properties  discharge 
into  the  river  directly  above  the  intake  of  the  water  supply. 

Our  report  of  the  inspection  of  1918  pointed  out  that  the  public  water 
supply  of  the  villfiige.  ptunped  impurifled  from  the  Indian  river,  was  subject 
to  contamination  and  imfit  for  human  consumption.  It  was  recommended 
in  that  report  that  the  supply  either  be  abandoned  or  some  suitable  method 
of  purification  installed.  The  present  inspection  discloses  the  fact  that  none 
of  these  recommendations  had  been  carried  out. 

In  the  early  part  of  October,  1920,  the  village  experienced  an  outbreak  of 
typhoid  fever.  There  were  five  cases  t  and  one  death.  An  investigation  dis- 
closed the  fact  that  milk,  ice  cream,  and  shell  fish  might  reasonably  be 
excluded  as  being  possible  causes  of  the  outbreak.  All  of  the  cases  had 
acce5f>  to  tlie  public  water  supply.  It  seems  probable,  theorefore,  tha;t  the 
cause  of  the  outbreak  was  the  use  of  polluted  water  from  the  public  supply, 
and  that  the  outbreak  might  have  been  avoided  had  the  previous  recom- 
mendations of  this  Department  relative  to  the  purification  of  the  water 
been  carried  out. 

It  was  therefore  recommended  that  the  village  authorities  take  immediate 
stops  to  carry  out  the  recommendations  of  the  previous  report;  that  the 
present  water  supply  either  be  treat?d  by  f^me  suitable  method  which  will 
furnish  a  safe  and  wholesome  water,  or  abandoned  and  a  new  source  of 
supply  developed;  and  that  pending  the  installation  of  a  pairification  nlant 
or  the  securing  of  a  new  supply,  the  present  supply  be  continuously  sterilijged 
by  the  application  of  liquid  chlorine. 


BABYLON 


A  reinspeotion  of  the  water  supply  of  the  villaj^e  of  Babylon  was  mado 
on  May  20,  1920,  by  Mr.  Alfred  Mnllikin.  asmstant  enprineer.  A  previous^ 
inspection  of  this  supply  was  made  by  this  Department  in  1915,  a  report  upon 
wihich  is  published  in  the  Annual  Report  of  the  Department  for  the  year 
1916. 

Babylon  is  located  in  the  southeastern  part  of  the  town  of  Babylon,  on 
the  Montauk  branch  of  the  Long  Island  railroad,  about  39  miles  from  Neif 
York  city.  The  present  population  is  estinaated  at  about  3.300,  of  whoni 
all  are  served  with  the  public  water  supply..  The  waterworks  are  owned 
and  operated  by  the  Sumpwa-ms  Water  Colnipany. 

The  water  8ni7>ply»  ie  derived  from  four  driven  wells  located  in  the  north* 
eastern  part  of  the  vilHace.  about  400  feet  ea«t  of  a  branch  of  the  Sumpwama 
river,  on  a  triangular  plot  of  land  a.bout  10  acres  in  area  owned  by  th« 
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water  company.  In  addition  to  tlie  village  of  Babylon,  water  from  these 
wells  is  also  ftujxplied  to  tlie  unincorporated  villages  of  Lyn-hurst  and  West 
Babylon.  The  average  daily  water  consumption  varies.  The  summer  con- 
sumption is  approximately  350,000  gallons,  and  the  winter  consumption 
approximately  250,000  gallons,  or  about  75  gallons  per  capita  per  day. 

The  welk  consist  of  four  8-inch  driven  weUs  and  one  6-inch  well,  ranging 
from  45  to  60  feet  in  depth.  Three  are  covered  with  stone  covers  and  obl' 
with  a  wtooden  cover.  The  6-inch  well  north  of  the  plant  eml  the  8-inch 
well  south  of  the  plant  have  been  abandoned.  There  &re  no  houses  in  close 
proximity  to  the  wells  except  the  residence  of  the  engineman,  which  join- 
the  pumping  plant.  The  sewage  of  this  residence  flows  through  a  tile  pipe 
into  a  brick  eessq^ool  located  150  feet  or  more  south  of  the  nearest  welL 
This  pipe  passes  within  3  or  4  feet  from  one  well,  which  has  been  abandoned, 
in  accordance  with  the  recommendations  of  thds  Department.  The  saew&ge 
from  a  toilet  located  at  the  extreme  nortiheabt  comer  of  the  plant  flow&  into 
a  brick  cesspool  about  150  feet  west  of  the  wells. 

The  results  of  the  analyses  of  samples  of  water  taken  at  the  time  of  the 
inspection  showed  a  water  clear,  colorlieiss,  and  very  soft.  The  figures  tor 
nitrogen  in  its  various  forms,  with  the  exception  of  albuminoid  ammonia, 
were  rather  high,  indicating  the  presence  of  aome  decomposing  and  decom- 
posable organic  matter,  most  of  which  luus  been  oxidised  by  the  natural 
processes  of  purification  in  its  passage  through  the  soil.  The  chlorine  i^ 
normal  for  the  locality.  The  totail  bacterial  count  was  fairly  high  but  the 
alienee  of  any  'bacteria  of  the  oolon  tyrpe  showed  a  water  free  from  active 
contamination  at  the  time  the  samples  were  collected. 

As  a  re^mlt  of  the  Teii»pectiott  of  the  public  water  supply  of  Babylon,  it 
was  concluded  that  the  supply  waa  in  fairly  satisfactory  c(MiditioQ  at  tba 
time  of  the  inspection,  and  it  was  therefore  recommended  Umt  the  authorities 
in  charge  of  the  public  water  suppdy  oontinue  their  careful  supervision  onrer 
the  area  in  the  vicinity  of  the  weills  to  prevent  any  possible  pollution  of 
the  soil. 


BALDWIN 


A  reinspection  of  the  water  supply  of  the  village  of  Baldwin  was  made 
on  May  18,  1920,  by  Mr.  Alfred  Mullikin,  assistant  engineer.  A  previous 
inspection  of  this  supply  was  made  by  this  Department  in  1915,  the  report 
upon  which  is  published  in  the  Annual  Report  of  the  Department  for  tliAt 
year. 

Baldwin  is  located  in  the  southern  part  of  the  town  of  Hempetead,  on  the 
Montauk  branch  of  the  Long  Island  railroad,  about  24  miJee  from  New 
York  city.  The  population  is  estimated  at  approximately  4.000,  of  which 
about  50*  per  cent  are  served  with  water  from  the  public  supply.  The  w»t«^ 
works  are  owned  and  operated  by  the  Baldwin  Water   Company. 

The  water  supply  is  derived  from  six  driven  weUs  about  30  feet  deeyt 
located  near  Milbum  creek  a'l)out  a  hailf  mile  northeast  of  the  viUage  and 
a  quarter  of  a  mile  north  of  one  of  the  pumping  stations  of  the  Brooklyn 
waterworks.  From  the  wells  the  water  is  delivered  by  pumping  into  a  dis- 
tribution system  consisting  of  about  30  miles  of  castiron  pipe.  An  elevated 
steel  tank  22  feet  in  diameter  and  30  feet  high,  having  a  capacity  of  110.000 
gallons,  is  located  on  a  tower  near  the  pumping  station  and  act^  as  an 
equalizing  reservoir. 

FVom  the  recent  inspection  it  a/}>pears  that  the  recommendations  of  th* 
previous  reports^  of  this  Department  have  been  carried  out.  The  old  ceaspools 
at  the  engineer's  residence  have  been  abandoned  and  a  new  tar-ooated  brick 
and  cement  cesspool  constructed  95  feet  west  of  the  nearest  well.  This  re^«- 
T>ool  is  cleaned  out  every  14  days  and  the  contents  hauled  to  a  remote  plar-e 
for  final  disposal.  The  water  company  has  purcluu^  additional  land  in 
an  eaisterlv  direction  to  the  creek  about  250  feet  awav.  Analvi^es  of  the 
wat<»r  are  made  once  a  vear. 
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The  results  of  the  aAatlyses  of  samples  of  water  taken  at  the  time  of  the 
inspection  show  a  water  slightly  turbid,  colorless,  and  moderately  eoft.  The 
figures. for  nitrogen  in  its  various  forms  are  rather  high,  and  indicate  the 
presence  of  deoompoeing  and  decomposable  organic  matter.  The  value  for 
chlorine  is  aboYe  normal  for  the  locality.  The  total  bacterial  count  is  high 
for  a  weU  water,  but  no  bacteria  of  the  colon  type  were  found,  indicating 
that  the  water  was  free  from  contamination  at  the  time  the  samples  were 
taken. 

As  a  result  of  the  reimpection  of  the  public  water  supply  of  Baldwin,  it 
WAS  concluded  that  the  authorities  in  oharge  of  the  water  supply  have  car- 
ried out  the  previous  recommendations  of  this  Department,  and  that  the 
public  water  Sfupply  of  the  village,  although  not  dangerously  contaminated 
at  the  time  of  this  inspection,  is  subject  to  pollution  which,  while  appar- 
ently rendered  inactive  in  itfi  passage  through  the  soil,  may  at  any  time 
beoome  active  and  dangerous. 

It  was  therefore  reconamended  that  lids  or  covers  be  provided  for  the  tile 
casings  to  prevent  surface  wash  and  foreign  matter  from  entering  the  well 
supply,  that  the  wooden  pits  surrounding  the  tile  wells  be  made  of  brick 
or  some  impervious  material  in  order  that  a  watertight  condition  may 
exist,  and  the  walls  extended  sufficiently  above  the  surface  of  the  ground  to 
prevent  surface  wash  from  entering  the  wells,  and  that  the  viUage  authorities 
maintain  a  careful  sanitary  patrol  over  the  area  in  the  vicinity  of  the  wells 
at  all  times. 


BALDWINSVILLE 

Keinspections  of  the  water  supply  of  the  village  of  Baldwinsville  were  made 
on  January  29,  1920,  by  Mr.  Alfred  Mullikin,  assistant  engineer,  and  on 
^fay  27,  1920,  by  Mr.  Earl  Devendorf,  assistant  engineer.  A  previous  inspec- 
tion of  this  supply  was  made  by  this  Department  in  1918,  a  report  upon 
which  is  published  in  the  Annual  Report  of  the  Department  for  that  year. 

Baldwinsville  is  situated  on  both  sides  of  the  Seneca  river,  in  the  north- 
western part  of  Onondaga  county,  some  15  miles  north  of  Syracuse.  It  has 
a  population  of  3,200,  90  per  cent  of  whom  are  served  by  the  public  supply. 

The  water  supply  is  owned  by  the  village  and  operated  under  the  direction 
of  the  Board  of  Water  Commissioners.  The  supply  is  derived  from  a  shallow 
well  20  feet  deep,  having  a  steel  casing  20  feet  in  diameter  provided  with  a 
conical  steel  roof.  The  well  is  located  in  the  southwestern  section  of  the 
village,  and  the  water  level  in  the  well  stands  about  10  feet  below  the 
ground  surface.  The  water  is  pumped  to  a  standpipe,  from  which  it  is 
distributed  by  gravity  to  the  village  distribution  system. 

The  j^ound  surrounding  the  well  is  graded  in  such  a  manner  as  to  prevent 
surface  water  from  coming  in  contact  with  the  well  casing.  The  6-inch 
tile  sewer  line  located  about  100  feet  north  of  the  well  is  still  in  use. 

Samples  of  water  were  collected  on  May  27,  1920,  and  sent  to  the  Division 
of  Laboratories  and  Research  for  analyses.  The  results  of  these  analyses 
show  a  hard  water  of  good  physical  quality  as  regards  color  and  turbidity. 
The  amount  of  nitrogen  present  in  its  various  forms  indicated  the  presence 
of  moderate  amounts  of  decomposing  and  decomposable  organic  matter.  The 
total  bacterial  count  of  the  sample  collected  from  a  tap  in  the  village  was 
very  high,  but  this  was  probably  due  to  the  multiplication  of  harmless  forms 
of  water  bacteria  since  the  containers  were  three  aays  in  transit.  The  results 
of  the  bacterial  examination  show  the  absence  of  organisms  of  the  B.  coli 
type  in  all  of  the  inoculations  examined. 

'  In  view  of  the  above,  it  was  recommended  that  the  village  authorities 
consider  the  former  recommendations  of  obtaining  a  new  well  supply  from 
a  point  approximately  1,000  feet  west  of  the  present  well,  and  that  the 
village  authorities  install  immediately  a  chlorination  plant  for  the  steriliza- 
tion of  the  public  water  supply  with  liquid  chlorine  and  operate  the  same 
in  a  careful  and  efficient  manner  until  a  new  source  of  supply  is  obtained 
as  formerly  recommended. 
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BEDFORD  HILLS  (State  Refonnatoxy  for  Women) 

Plans  for  a  new  6-inch  driven  well,  50  feet  deep,  to  be  located  50  feet 
from  the  brook  and  00  feet  farther  upstream  than  the  three  existing  wells, 
were  submitted  to  this  Department  for  approval  by  the  State  Architect  on 
September  13,  1020.  The  plans  consisted  of  architect's  drawing  No.  2041, 
and  specification  No.  3500.  After  careful  examination  and  full  consideration 
of  the  essentia]  features  of  the  design,  the  plans  were  approved  on  September 
17,  1020. 


BERLIN 


A  reinspection  of  the  water  supply  of  the  village  of  Berlin  was  made  on 
October  11,  1020,  by  Mr.  W.  J.  Erickson,  sanitary  inspector.  Previous 
inspections  of  this  supply  were  made  by  this  Department  in  1000  and  1017» 
the  reports  upon  which  are  published  in  the  Annual  Reports  of  the  Depart- 
ment for  the  respective  years. 

Berlin  is  an  unincorporated  village  of  about  760  inhabitants,  located  in 
the  eastern  part  of  Eensselaer  county  about  15  miles  east  of  Troy.  The 
waterworks  are  owned  and  operated  by  the  Berlin  Water  Works  Company. 
About  75  per  cent  of  the  population  of  the  village  use  the  supply. 

The  water  is  derived  from  a  spring  fed  brook  located  southwest  of  the 
village,  and  from  Kendall  pond  located  about  a  mile  and  a  half  southwest 
of  the  village.  The  supply  is  conducted  to  a  distributing  reservoir  of  250,000 
gallons  capacity  located  on  a  hill  southeast  of  the  village.  From  this  reser- 
voir the  water  is  delivered  to  the  consumers  by  gravity  through  a  distribu- 
tion system  consisting  of  2  miles  of  mains  ranging  from  1  to  6-inche3  in 
diameter,  on  which  there  are  some  00  service  taps  none  of  which  are  metered. 
The  consumption  is  about  75,000  gallons  per  day,  a  quarter  of  which  is  used 
for  industrial  purposes. 

The  supply  was  formerly  derived  from  two  brooks  and  two  springs  located 
about  a  mile  southwest  of  the  village;  and  from  the  outlet  of  Kendall  pond 
at  a  point  about  one-half  mile  east  of  the  pond.  It  was  also  possible  to 
divert  the  water  coming  from  the  tailrace  of  the  hydro-electric  plant  which 
drains  its  water  from  Kendall  pond  into  the  intake  on  the  outlet  of  the 
pond.  The  two  brook  supplies  and  the  southerly  spring  supply  have,  how- 
ever, been  abandoned,  and  since  no  water  now  overflows  from  Kendall  pond, 
the  supply  is  now  obtained  solely  from  the  northerly  spring  and  from  the 
tailrace  of  the  hydro-electric  plant,  and  the  watershed  of  the  former  outlet 
of  Kendall  pond.  The  water  is  taken  from  the  pond  through  a  ilume.  and 
after  being  used  to  turn  a  water  turbine  is  emptied  into  a  small  basin 
across  the  road  from  the  power  station.  From  this  basin  it  is  conducted  by 
an  8-inch  main  to  the  distributing  reservoir. 

The  area  tributary  to  Kendall  pond  is  about  .35  square  mile  in  area. 
It  is  rather  flat,  and  that  part  bordering  the  pond  almost  entirely  wooded. 
There  are  nine  camps  on  the  shore  of  the  pond  whose  privies  are  set  back 
from  the  water  and  which  are  only  used  for  a  few  weeks  in  summer.  Th<> 
watershed  tributary  to  the  stream  that  was  formerly  the  outlet  of  the  pond 
is  about  .1  square  mile  in  area  and  on  the  steep  side  of  a  hill.  The  only 
possible  source  of  pollution  of  a  permanent  nature  on  this  watershed  is  the 
road  and  from  the  power  station.  Both  are  subject,  however,  to  dianoe 
pollution  by  visitors  and  campers. 

The  spring  supply  is  derived  from  several  springs,  the  water  from  which 
after  issuing  from  a  shale  formation  flows  over  the  ground  In  a  natural 
stream.  The  intake  was  very  poorly  developed.  It  appeared  to  be  only  a 
small  pool  at  the  side  of  the  stream.  If  there  has  been  a  dam  it  has  been 
washed  away  by  the  spring  freshets.  The  intake  pipe,  though  screened  by 
a  ^-inch  wire  mesh,  was  not  visible  because  of  the  mud  and  leaves  covering 
it.  From  this  intake  the  supply  flowed  by  gravity  to  the  distributing  reser- 
voir a  mile  away.  The  watershed  tributary  to  the  spring  supply  which  is 
about  one-fourth  of  a  mile  in  area,  is  unpopulated  and  only  one  little  used 
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road  croBBes  the  upper  end  of  it.  The  only  possible  sources  of  pollution  are 
from  this  road  and  from  the  pasturing  of  cattle. 

From  the  above  facts  it  was  concluded  that  the  spring  supply  is  of 
reasonably  satisfactory  sanitary  quality  though  subject  to  pollution  from 
pasture  lands,  but  that  the  Kendall  pond  supply  is  at  times  subject  to 
pollution  from  campers  on  the  shores  of  the  pond,  while  its  aesthetic  quality 
is  depreciated  by  high  color. 

It  was  therefore  recommended  that  the  spring  supply  be  conserved  by  the 
construction  of  a  small  intake  dam  and  basin  and  the  Kendall  pond  used 
only  when  necessary;  that  the  water  company  take  immediate  steps  to 
prevent  the  pollution  of  the  water  from  the  sources  mentioned  in  the  body 
of  the  report,  and  that  should  any  difficulty  be  experienced  in  doing  this, 
they  apply  to  this  Department  for  the  enactment  of  rules  and  regulations 
for  the  protection  of  the  sanitary  quality  of  the  water  supply. 


BERNE   (Camp  Orinsekwa) 

Inspections  of  the  water  supply  used  at  Camp  Orinsekwa,  Warner's  Lake, 
Albany  county,  N.  Y.,  were  made  by  Mr.  Earl  Devendorf,  assistant  engineer 
in  this  Department,  on  April  10,  July  10,  and  ^ptember  9,  1920,  and 
reports  and  letters  of  advice  regarding  the  sanitary  condition  of  the  camp 
sent  to  Miss  Jeanette  Frank,  owner  of  the  camp. 


BINGHAMTON 

The  water  of  this  supply  is  used  by  the  Delaware,  Lackawanna  and 
Western,  the  Erie,  and  the  Delaware  and  Hudson  railroads  for  drinking  and 
culinary  purposes  in  interstate  traffic.  Data  regarding  the  supply  were 
furnished  to  the  United  States  Public  Health  Service  on  October  18,  1920, 
and  included,  in  addition  to  the  results  of  the  analysis  of  a  sample  of  the 
water,  the  statement  that  at  the  time  of  the  inspection  the  conditions  8ur> 
roxmding  the  supply  were  satisfactory,  and  that  the  results  of  the  inspec- 
tion and  the  analyses  of  the  samples,  together  with  the  results  of  previous 
inspections  and  analyses,  indicate  that  the  water  is  of  satisfactory  quality 
for  human  consumption.  A  copy  of  the  report  of  November  13,  1920,  accom- 
panied this  data.  Based  on  this  information,  the  United  States  Public 
Health  Service  on  November  11,  1920,  issued  a  certificate  permitting  the 
use  of  the  water  for  drinking  and  culinary  purposes  in  interstate  traffic. 


BRIDGEHAMPTON 

A  reinspection  of  the  water  supply  of  the  village  of  Bridgehampton  was 
made  on  June  3,  1920,  by  Mr.  Alfred  Mullikin,  assistant  engineer.  A  pre- 
vious inspection  of  this  supply  was  nmde  by  this  Department  in  1915,  the 
report  upon  which  is  published  in  the  Annual  Report  of  the  Department  for 
that  year. 

Bridgehampton  is  located  in  the  eastern  part  of  the  town  of  Southampton, 
on  the  Montauk  branch  of  the  Long  Island  railroad,  about  97  miles  from 
New  York  city.  The  population  has  a  slight  seasonal  variation,  and  amounts 
to  1,475  in  winter  and  2,500  in  summer,  all  of  whom  are  served  with  water 
from  the  public  water  supply.  The  waterworks  are  owned  and  operated 
by  J.  A.  Sandford  &  Sons,  Inc. 

The  water  supply  is  derived  from  three  driven  wells  located  some  2,000 
feet  southeast  of  the  railroad  station,  in  a  thickly  populated  section  of  the 
village.  From  the  wells  the  water  is  pumped  into  tanks  under  air  pressure, 
and  then  it  is  forced  through  a  distributing  system  consisting  of  some  4^ 
miles  of  castiron  pipe  ranging  from  2  to  C-inches  in  diameter. 
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The  wells  are  located  in  the  basement  of  a  hardware  store  owned  by  the 
water  company,  and  consist  of  two  6-inch  driven  wells,  75  and  B5  feet  deep, 
respectively,  and  one  3-inch  driven  well  315  feet  deep.  The  top  of  these 
wells  terminate  in  the  bottom  of  a  brick  pit  irregular  in  plan,  measuring 
14  feet  by  12 1^  feet  with  a  depth  of  11  feet  below  the  basement  floor.  The 
basement  floor  is  about  5  feet  below  the  surface  of  the  ground.  The  pit  is 
provided  with  a  concrete  bottom  over  which  a  depth  of  about  2  feet  of 
water  containing  oil  remains.  This  water  accumulates  from  leakage  from 
the  pumps  and  from  two  spiggots  connected  on  the  discharge  line  which  dmin 
directly  into  the  pit.  Due  to  old  and  worn  construction  material  both  in 
the  foundation  and  well  casings,  it  is  possible  that  the  accumulated  waste 
may  become  a  source  of  pollution.  The  water  is  pumped  from  the  pit 
occasionally  by  the  operation  of  a  l^^-inch  rotary  pump.  The  strata  through 
which  the  wells  pass  is  loam  and  clay  to  a  depth  of  5  feet,  sand  to  a  depth 
of  70  feet,  clay  to  100  feet,  sand  and  gravel  to  135  feet,  gray  clay  to  140  feet, 
sand  to  170  feet,  gray  clay  with  fragments  of  shells  to  190  feet,  sand  lo 
220  feet,  sand  and  lignite  to  230  feet,  lignite  to  237  feet,  sand  to  275  feet, 
lignite  to  280  feet,  clay  to  290  feet,  and  white  sandstone  formation  to  312 
feet.  The  clay  strata  through  which  the  wells  pass  are  probably  small 
pockets.  Such  formations  are  characteristic  of  Long  Island,  and  these  layers 
of  clay  are  not  necessarily  of  great  protective  value. 

Aside  from  the  area  of  the  dwelling  house,  no  -area  of  land  is  reserved 
for  the  water  supply.  The  plant  is  located  in  a  thickly  populated  section 
of  the  village  and  indirect  opportunities  for  pollution  are  numerous.  The 
village  is  not  provided  with  a  sewerage  system,  the  houses  being  served  by 
privies  and  cesspools.  Tlie  nearest  privy  is  about  200  feet  south  of  the 
wells.  There  is  a  cesspool  approximately  300  feet  southwest  of  the  wel1« 
which  provides  for  three  houses  just  west  of  the  plant.  North  of  the  plant 
there  are  numerous  houses  each  of  which  is  provided  with  an  individual 
cesspool,  the  nearest  being  200  feet  difitant  from  the  wells.  About  2O0 
feet  east  of  the  plant  there  is  a  graveyard. 

From  the  recent  inspection  it  appears  that  the  Water  company  has  in 
part  carried  out  the  previous  recommendations  of  this  Department,  in  thsi 
one  of  the  two  privies  within  200  feet  of  the  well  supply  has  been  removed: 
that  watertight  removable  containers  are  not  provided  for  all  privies  withiD 
500  feet  of  the  well  supply;  that  a  sewerage  system  has  not  been  con- 
structed to  take  care  of  the  sewage  in  the  vicinity  of  the  wells;  that  analyses 
of  the  water  have  been  ms^le  about  once  a  year. 

As  a  result  of  the  inspection  it  was  recommended  that  the  Water  company 
carry  out  at  once  our  previous  reconunendations ;  that  all  privies 
within  a  distance  of  500  feet  from  the  wells  be  provided  with  water-tight 
containers,  and  all  cesspools  within  that  distance  be  made  water  tight;  that 
the  Water  company  cooperate  with  the  village  officials  with  a  view  of 
making  arrangements  for  the  installation  of  a  properly  designed  sewerage 
system;  and  that  should  active  contamination  at  any  time  be  foimd  preaent 
in  the  water,  the  supply  be  sterilized  with  liquid  chlorine,  or  a  new  and 
satisfactory  source  of  supply  developed. 


BUFFALO 


An  investigation  of  the  water  aupply  of  the  city  of  Bu£Salo  was  made  on 
Mardi  30  and  31,  1920,  by  Mr.  Earl  Devendorf,  iCseistant  engineer  of  thi> 
Department. 

Buflalo  is  a  city  of  some  515,000  inhabitants,  located  in  Erie  county,  a: 
the  eastern  end  of  Lake  Erie,  and  is  a  great  railroad  center,  fourteen  rdil- 
roads  entering  the  city.  The  geographiiml  location  of  Buffailo  being^  in  the 
center  of  the  Niagara  Falls  power  district,  together  with  its  great  trans- 
portation faoilities,  make  it  a  very  great  industrial  and  manufarturinc 
center.  The  city  is  served  by  a  oonvprehensive  sewer  system,  the  sewage 
collected  therein  being  discharged  through  three  main  outlets  directly  intu 
Buffalo  creek  and  Niagvura  river. 
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The  city  is-  operated  under  a  commi&sion  form  of  government  which  was 
first  inaugurated'  January  1,  191'i).  The  public  water  supply  i»  owned  by 
the  city  and  operated  under  the  Board  of  Public  Works,  of  which  Mr.  Arthur 
Kreinheder  is  Commissioner,  with  Mr.  Creorge  C.  Andrews  as  Commissioner 
of  Water.  The  Water  Department  is  a  l<arge  organization  with  various 
divisions  for  offieiad  supervision,  operation  and  mainteniance,  purification, 
punnpage,  and  a  recently  organized  pitometer  division,  the  work  of  which 
consists  of  making  surveys  for  the  elimination  of  water  waste.  The  supply 
is  derived  from  Lake  Erie,  from  which  the  water  is  pumped,  after  chlorina- 
tion,  through  two  pumping  stations  into  the  distribution  system. 

When  the  city  took  possee^sion-  of  tlie  supply  in  1868,  the  water  was 
pumped  from  the  Niagara  river,  the  intake  being  located  on  Bird  Island  pier. 
The  Niagara  river  intake  pier,  located  opposite  the  Massachusetts  avenue 
pumping  station,  was  first  built  in  1870,  enlarged  in  1895,  and  reconstructed 
in  1906.  After  a  severe  typhoid  outbreak  which  occurred  in  1894,  the  source 
of  which  was  traced  to  the  public  water  supply  obtained  through  the  aux- 
iliary' intake  located  on  Bird  Island  pier,  this  intake  wa.s  permanently  closed. 
In  1907  construction  was  started  on  the  Emerald  Channel  intake,  and  tun- 
nels and  a  new  pumpiiifr  station  now  kn<»\Ti  as  the  Porter  Avenue  pumping 
station.  The  work  wa,s  completed  and  the  now  station  started  in  operation 
in  1914. 

Tlie  MassachusettK  Avenue  intake  extends  into  Niagara  river  about  1,000 
foot  from  shore,  and  is  located  in  approximately  16  feet  of  water.  The  river 
current  at  this  point  varies  from  8  to  10  miles  per  hour.  This  supply  is 
often  contaminated  at  times  of  flood,  when  the  polluted  waters  of  Bulfalo 
harbor  would  be  carried  out  into  the  river  current  at  this  point. 

The  Emeraild  Channel  intake  is  circular  in  form  having  an  inside  diameter 
of  70  feet,  the  superstructure  of  which  consists  of  concrete  walls  20  feet  in 
thickness  encased  with  %-inch  steel  shell  plates  inside  and  out.  On  this 
superstructure  a  circular  steel  Imilding  is  located  and  serves  to  house  the 
chlorination  apparatus,  generator,  boilers,  and  pumping  equipment  used  in 
operation  of  the  chlorination  apparatus.  The  water  from  the  lake  enters 
throi^h  12  ports  6  feet  by  6  feet  in  size,  each  provided  w»ith  gates  6  feet 
above  the  bottom  of  the  lake  and  20  feet  below  the  ordinarv  lake  level.  A 
12-foot  sliaft  located  in  the  center  of  the  structure  carries  water  to  the 
12-foot  arched-  intake  conduit  which  is  driven  through  limestone  rock  and 
ha.s  an  18-incli  concrete  lining.  Water  enters  this  shaft  from  the  interior  of 
the  intake  through  four  gates  each  5%  feet  by  6  feet  in  size.  This  conduit 
carries  the  water  to  the  shore  where  it  is  intercepted  by  a  second  shaft,  from 
which  part  of  the  w»ter  flows  to  the  Porter  Avenue  pumping  station  anu 
the  rest  is  carried  by  a  9-foot  tunnel  to  the  Massachusetts  Avenue  pumpinjj 
station.  Since  the  completion  of  the  Emerald  Channel  intake,  the  use  of  the 
old  or  Massachusett.s  Avenue  intake  has  been  alnndoned  and  it  has  simply 
been  held  in  reserve. 

The  Massachusetts  Avenue  pumping  station  originally  housed  six 
30,000 ,000-gallon  vertical,  triple  expansion  steam  pumps,  and  two  25,000,000- 
gallon  electric  pumps.  The  electric  pumps  have  been  removed,  and  at  present 
only  one  or  two  steam  pumps  are  in  use.  Steam  is  generated  by  16  horizon- 
tal tubular  boilers  of  .300-h.p.  each,  and  4  water  tube  boilers  of  600-h.p.  each. 
The  Porter  Avenue  pumping  station,  which  was  put  in  operation  in  1914. 
Kupplios  most  of  the  water  used  in  the  city  at  the  present  time.  This  station  ' 
is  one  of  the  largest  of  its  kind  in  tlie  world,  and  houses  five  30,000,000- 
gallon  vertical  triple  eiopansion  steam  pumps,  and  space  is  provided  for 
three  additional  pumps.  Steam  is  furnished  by  eigiit  750-h.p.  sectional  water 
tube  boiler«,  and  space  is  provided  for  the  installation  of  eight  additional 
l)oilers.  A  meter  room  is  provided  in  w4iich  there  are  five  4*8-inoh  Venrturi 
meters,  one  for  each  pump.  A  valve  system,  in  which  all  Talves  are 
hydraulically  operated,  is  also  installed  in  the  station,  and  so  arranged  that 
any  pump  can  be  put  on  either  service  a  few  moments  after  Botice. 

W^ater  is  distributed  by  pumping  through  two  zones,   the  high  pressure 
and  the  low  pressure  zone.    The  prespure  at  the  station  on  tin  high  sernce 
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ranges  from  80  to  90  pounde  per  aquftre  inch,  and  that  od  the  low  service 
line  from  42  to  50  pounds  per  square  inch.  The  high  pressure  system  in 
general  taJces  care  of  the  netwer  section  of  the  city,  while  the  low  pressure 
line  supplies  the  older  section.  The  daily  water  consumption  during  1919 
averag^  135,577,^94  gallons  or  263  gallons  per  capita,  of  which  it  is  esti- 
nMited  that  98  gallons  were  used  for  commercial  purposes.  The  distribution 
system  consists  of  620  miles  of  mains  ranging  in  si«e  from.  1%  to  60 
inches  in  dis/meter.  There  are  93,041  service  taps,  of  which  only  7.6  ^er 
cent  are  metered. 

The  Kensington  water  tower  is  located  in  the  northeastern  section  of 
the  city,  and  consists  of  a  steel  tank  40  feet  in  diameter  and  85  feet  in 
height,  surrounded  by  an  ornamental  stone  and  brick  tower.  When  filled 
to  a  depth  of  75  feet  the  tower  holds  705,000  gallons,  and  serves  as  a 
pressure  equalizer  on  the  high  pressure  service  system.  Prospect  reservoir, 
located  in  the  eastern  part  of  the  city,  covers  an  area  of  20  acres.  When 
filled  to  a  depth  of  30  feet  the  reservoir  holds  116,300,000  gallons,  and 
serves  as  a  distributing  and  pressure  equalizing  reservoir  on  the  low  serviee 
system. 

"  Lake  Erie,  from  which  the  public  water  supply  of  Buffalo  is  derived,  is 
the  fourth  in  the  chain  of  Great  Lakes  and  has  a  length  of  about  250  mile!« 
and  an  average  width  of  about  45  miles.  It  has  an  average  depth  of  63  feet 
and  an  area  of  10,000  square  miles,  with  a  total  capacity  of  17.500,000 
million  cubic  feet  which  gives  a  storage  capacity  of  about  1,000  days,  assum- 
ing the  average  fiow  over  Niagara  Falls  as  220,000  c.f.s.  Tlie  total  drainage 
area  of  Lake  Erie  is  24,000  sqtiare  miles  exclusive  of  the  water  surface  of 
the  lake.  The  axis  of  the  lake  extends  in  an  east-northeast  and  -west- 
southwest  direction  for  its  entire  tength. 

Although  there  is  a  general  drift  eastward  toward  Buffalo,  the  water  of 
Lake  Erie  does  not  move  from  one  end  to  the  other.  This  subject  hajs  beei 
studied  by  the  United  States  Weather  Bureau,  and  their  reports  show  the 
prevailing  wind  to  be  westerly.  In  addition  to  the  wind,  temrperature  ehangee 
infiuence  the  water  movement  in  the  lake  as  well  as  the  discharge  of  streams 
enterinifi:  the  lake.  The  prevailing:  winds  cause  oscillations  in  the  lake  level, 
having  an  amplitude  at  times,  at  Buffalo,  as  great  as  7  feet  or  more. 

The  waters  of  Lake  Erie  receive  the  sewage  from  a  very  large  Dopiilatioii 
existing  on  its  watershed.  It  may  be  considered,  however,  that  the  stream* 
entering  the  lake  some  distance  above  Buffalo  do  not  appreciably  affect  the 
quality  of  the  lake  water,  and  it  will  be  necessary  therefore  to  consider  on  It 
the  nearby  sources.  These  consist  of  the  discharge  of  Buffalo  creek,  carrvine 
the  sewajEje  of  a  portion  of  the  city  of  Buffalo,  and  the  flow  of  which  at  flood 
times  amounts  to  nearly  one-tenth  of  the  flow  of  the  Niagara  river,  together 
with  the  discharge  of  several  other  creeks  discharging  into  Lake  Erie  alnns 
the  south  shore.  The  extent  of  diffusion  of  the  waters  of  these  streams  and 
the  direction  which  the  diluted  sewage  takes  depend  urpon  so  many  factor* 
thnf  are  indefinite  that  theoretical  calculations  upon  the  sufbiect  Vive  hut 
little  satisfaction.  Continued  analyses,  covering  long  periods  of  observation 
under  many  varyins?  conditions,  have  shown  that  the  water  supply  i<^  fairly 
well  protected  airainst  pollution  by  factors  naturally  tending  to  effect  its 
purification  consisting  of  dilution,  sedimentation,  sundight  aeration,  and  the 
n<ptiirnl  death  of  the  pathogenic  organisms. 

While  extensive  studies  of  the  lake  currents  in  the  eastern  end  of  Lak«> 
Erie  have  indicated  that  the  water  of  streams  carrying  polhition  and  enter- 
in  sr  Buffalo  hnifwr  are  deflected'  from  the  waterworks  intake,  th<^  eflTects  of 
floods  and  wind  storms  are  unknown,  and  under  th^ne  conditions  water 
may  be  deflected  to  the  waterworks  intake.  From*  data  obfjiined  during  a 
gtudv  made  by  this  Department  in  the  month  of  March,  1920.  for  the  purpose 
of  determinincr  the  cause  of  excessive  turbidity  in  the  Niagara  river  water 
at  certain  times,  it  was  shown  that  the  lake  water,  which  is  u«*uallv  dear 
and  unaffected  by  the  sewage  from  the  citv  of  Buffalo  and  Buffalo  creek,  is 
under  the  unusual  conditioiis  of  heavy  runoff  or  flood  affected  hv  fh«*««»  di«' 
charares.     Under  these  conditions  the  effective  operation  of  the  chlorination 
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spparatus  i«  the  only  source  of  protection  for  safety  of  the  public  water 
supply. 

The  city  haA  no  control  over  the  steamerA,  scows,  and  fiiAiing  boats  which, 
in  carrying  many  thousands  of  peoiple,  paas  near  the  waterworks  intake  and 
discharge  the  sewage  from  the  boats  without  any  treatment  or  restriction  as 
to  point  of  discharge.  In  addition^  hundreds  of  fishermen  go  out  on  the  ice 
dicing  the  winter,  and  the  excreta  from  these  people  gives  rise  to  another 
very  great  menace  to  the  purity  of  the  public  water  supply.  The  city  must 
guard  against  these  accidental  sources  of  pollution  by  efficient  operation  of 
the  chlorination  apparatus. 

The  chlorination  of  the  public  water  supply  at  Buffalo  was  finrt  started  in 
1914,  when  a  contract  for  the  instaUation  of  such  a  {dant  waa  let  to  the 
Electro-Bleaching  €ras  Company  of  New  York,  and  the. plant  completed  and 
started  in  operation  during  August  of  that  year.  This  chlorination  plant  is 
located-  at  the  Bmerald  Channel  inlet  pier,  where  it  was  in  operation  until 
the  year  1919,  when  a  new  chlorination  plant,  e^peeiatlly  designed  by  the 
Wallace  &  Tieman  Company,  was  inotalled.  This  provided  for  the  application 
of  liquid  chlorine  by  meana  of  a  dry  feed  type  W«&lace  &  Tiemaa  chlorinator 
to  the  condensing  towen  of  the  old  Elecfcro-Bleachinff  Gas  Company^a 
machine,  through  which  water  flows  from  an  elevated  tank  to  the  bottom  of 
a  shaft  in  the  center  of  the  intake  ipier.  Water  ia  raised  to  the  elevated  tank 
by  means  of  a  steam  pump. 

At  the  time  of  the  inspection  the  engineer  was  informed  that,  d'ue  to 
trouble  experienced-  in  the  operation  of  the  chlorination  plant  through  fre- 
quent stoppages  of  the  overflow  of  the  oondensnng  towers,  it  is  proposed  to 
provide  an  injector  for  applying  the  chlorine  solution  to  the  water  at  the 
bottom  of  the  intake  shaft.  It  is  stated  that  the  injector  will  be  of 
a  special  type  so  designed  as  to  operate  on  as  low  a  pressure  as  6  pounds. 
This  installation,  however,  will  be  of  a  temiporary  nature  only,  and  it  is 
proposed  finally  to  locate  the  dhlorination  plant  on>  the  shore  near  the  Porter 
avenue  pumping  station.  Here  it  is  stated  the  plans  call  for  the  application 
of  the  chlorine  to  the  intake  timnel  at  a  point  100  feet  from  the  ahore  shaft 
of  the  tunnel. 

As  there  are  three  separate  lines  leading  from  the  shore  shaft  to  the  two 
pumping  stations,  it  is  very  Important  that  the  application  of  liquid  chlorine 
to  the  public  water  supply  be  evenly  distributed.  In  this  connection  it 
should  be  pointed  out  that  it  is  extremely  difficult  to  distribufte  evenly  the 
chlorine  in  a  tunnel  of  this  description  unless  a  series  of  pipes  could  be 
installed  across  the  diameter  of  the  tunnel.  This,  however,  cannot  be  done 
here  as  it  is  stated  at  times*  considerable  anchor  ice  and  slush  enters  the 
intake  well  and  may  possibly  enter  the  tunitel  leading  to  the  pumping 
stations.  The  difficulty  to  be  guarded  against  will  be  the  accumulation  of 
gas  or  chlorine  solution-  at  the  top  of  the  tunnl,  where  it  will  be  slowly 
carried  along  to  the  ffhaft  without  becoming  thorou^y  mixed  with  the  fiow 
of  water  in  the  tunnel.  It  would  therefore  appear  more  practicable  and 
afford  a  greater  insurance  of  the  even  application  of  liquid  chlorine  to  the 
nublic  supply  to  arrange  for  its  >being  applied  in  the  separate  intakes  leading 
from  the  shore  shaft.  This  matter,  however,  before  being  finally  pasBed  upon 
should  receive  further  study,  and  if  possible  experiments  ahould  be  carried 
on  t'O  show  the  actual  movement  of  distrrbution  in  the  pipe  line. 

The  rate  of  application  of  chlorine  to  the  public  water  supply  ranges  from 
0.6  pound  per  million  gallons  during  the  winter  when  clear  water  is  obtained, 
to  1.9  pounds  per  million'  gallons  at  tlm«s  of  wind,  storma  when  the  water 
becomes  quite  turbid.  The  amount  is  regulated  bv  a  chemist  who  makes  daily 
bacterial  analyses  as  well  as  occasional  chemical  analyses. 

From  a  study  of  the  following  table  the  effect  of  the  chlorination  of  the 
public  water  supply  upon'  the  typhoid  death  rate  beginning  with  the  year 
1015,  wlien  tJhe  chlorination  plant  was  Installed,  can  -be  easily  seen.  This 
amounts  to  a  reduction  from  a  death  rate  per  100,000  of  20.2  in  1910  to  6.6 
in  1919. 


Populati(m 

Typhoid 

100,000 

423,715 

86 

20.2 

435,315 

108 

24.8 

444,915      . 

50 

11.2 

446,869 

68 

15.2 

454,112 

72 

15.8 

486,000 

46 

9.5 

495,000 

51 

10.8 

505,000 

48 

9.5 

505,000 

37 

7.3 

515,000 

34 

6.6 
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Typhoid  Death  Rate  in  Buffalo  for  Ten  Years  Past 

Deaths  from    Bate  per 
Year 

1910  

1911  

1912  

1913  

1914  

1916  

1916  

1917  

1918  

1919  

The  preyailing  winds  at  Buffalo  come  from  the  west  and  southrweat  and 
it  is  after  the  ooourrence  of  a  storm  from  this  qxiarter  that  the  bottom  in 
the  shallow  harbor  is  stirred  up,  causing  the  public  water  supply  to  become 
turbid.  During  the  year  this  oondltion.  is  said  to  prevail  from  10  to  15  per 
cent  of  the  time.  The  sediment  is  quite  heavy  and  settles  rapidly  so  taat 
after  a  storm  has  subsided  the  water  quickly  clears.  During  these  storm 
period»,  however,  the  water  is  decidedly  unsightly  and  objectionable.  This 
eonditioii  can  be  remedied  only  by  filtration  of  the  public  supply. 

In  a  report  presented  to  the  city  council  on  February  4,  1920,  by  the 
conunissioner  of  water  tius  matter  was  discussed,  and  it  was  requested  that 
the  council  authorize  the  commissioner  to  employ  the  aid  of  an  eaqpert  to 
study  this  matter.  The  city  should,  therefore,  consider  at  as  early  a  date 
as  pofisiible  the  matter  of  the  esta/blishment  of  a  filtration  ^lant  for  treating 
the  public  water  supply.  In  this  connection  studies- should  be  made  of  the 
most  desirable  type  of  filter  plant  for  Buffalo's  particular  needs,  the 
most  desirable  site  for  the  plant,  together  with  a  study  of  the  conditions 
and  changes  of  tiie  lake  water  at  Buffi^o  over  an  extended  period  of  time. 

At  the  time  of  the  inspection  samples  of  water  were  collected  and  sent  to  the 
Division  of  Laboratories  and  Eesearch  for  analyses,  the  results  of  which 
are  as  follows: 

Color    tr.  Oxygen  consumed   1.2 

Odor,  hot Iv.  Chlorine   10. 

Odor,  cold   Iv.  Hardness,  total   93.8 

Turbidity   16  Alkalinity    89. 

Ammonia,  free 008  Bacteria  per  c.c.  20°C .140 

Ammonia,   alb 068  ( liquefied ) 

Nitrites trace  B.  coli  type,  10  c.c O+.V- 

Nitrates    100  B.  coli  type,  1  c.c 0-1-3 — 

B.  coli  type,  1/10  c.c 04-3— 

The  results  of  these  analyses  show  a  moderately  hard  water  having  a  slight 
color  and  some  turbidity.  The  amount  of  nitrogen  in  its  various  fonns 
indicates  the  presence  of  only  moderate  amounts  of  decomposing  and  deccm- 
posable  organic  matter.  The  oxygen  consumed  content  is  also  moderate  and 
the  chlorine  content  is  about  normal  for  Lake  Erie  water.  The  results  of 
the  bacterial  examination  of  the  treated  water  show  moderate  total  bacterial 
coimts  and  the  absence  of  organisme  of  the  B.  coli  type.  No  sample  of  the 
raw  water  could  be  collected  as  the  engineer  did  not  make  a  trip  to  the 
intake  pier  at  the  time  of  the  collection  of  samples,  and  therefore  no  data 
can  be  given  on  the  matter  of  the  effective  operation  of  the  cUlorination 
plant. 

As  a  result  of  this  inspection  it  was  recommended  that  the  city  authorities 
in  charge  of  the  public  water  supply  continue  their  careful  supervision  of  the 
public  water  supply  in  order  that  a  supply  of  satisfactory  sanitary  qualitv 
may  at  b^  times  be  fumi^ed  to  the  consumers ;  that  the  waterworks  ^jfficials 
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continue  the  water  waste  ^^urvey  and  immediately  install  meters  in  those 
di&trictft  where  the  survey  has  shaN>ni  the  waste  to  be  greatest  in  order  to 
reduce  to  a  minimum  the  amount  of  water  being  pumped;  that  a  careful 
kstudy  \ye  made  of  the  proper  location  of  the  chlorination  plant  on  shore  in 
order  that  the  chlorine  may  be  effectively  and  uniformly  applied;  and  that 
evince  at  certain  times  of  the  year  the  public  water  supply  is  rendered  so 
turbid  due  to  storms  that  treatment  by  chlorination  alone  will  not  produce 
a.  satisfactory  supply,  the  city  authorities  should  consider  the  matter  of 
the  filtration  of  their  water  supply;  and  that  due  to  the  magnitude  and 
complex  nature  of  the  undertaking,  the  city  authorities  in  charge  of  the 
-water  supply  engage  a  water  supply  expert  to  study  the  conditions  and 
advi^^e  them  with  regard  to  the  desirability  as  well  as  the  economy  and 
practicability  of  in'^talling  a  filter  plant  for  the  treatment  of  their  supply. 


CADOSIA 


An  inspection  of  the  water  supply  of  the  village  of  Cadof^ia  was  made  by 
Air.  W.  J.  Erickson,  engineering  assistant  in  this  Department,  on  May 
20,  1920. 

Cadosia,  a  village  of  about  100  population,  is  located  in  the  southwestern 
part  of  Delaware  county,  at  the  junction  of  the  Scranton  division  and  main 
line  of  the  New  York.  Ontario  and  Western  railroad.  There  are  two  sources 
of  water  supply:  one,  a  spring,  supplies  the  drinking  water  for  the  depot 
and  the  water  for  filling  the  drinking  water  tanks  on  the  trains;  the  other, 
a  small  stream,  the  water  of  which  is  used  at  the.  restaurant  in  the  depot 
and  for  filling  the  locomotive  water  tanks. 

The  spring  is  developed  by  the  construction  of  a  small  wooden  basin  from 
which  water  is  conducted  to  the  depot  through  a  1%-inch  iron  pipe.  The 
watershed  above  the  spring  has  an  area  of  about  one-half  of  a  square  mile 
and  is  entirely  uninhabited  and  uncultivated. 

The  brook  supply  is  developed  by  the  construction  of  a  small  dam  across 
a  stream  about  two  miles  east  of  the  northern  end  of  the  freight  yard.  A 
6-inch  castiron  pipe  conducts  the  water  to  the  village. 

At  the  time  of  the  inspection  samples  from  both  the  spring  and  brook 
supplies  were  taken  and  sent  to  the  Division  of  Laboratories  and  Research 
for  examination.  The  bacterio/logical  examination  of  the  sample  from  the 
spring  supply  showed  a  high  count,  but  bacteria  of  the  colon  type  were 
absent  in  all  of  the  inoculations  tested.  The  water  from  the  brook  supply 
flhowed  a  very  high  count,  and  colon  bacilli  were  found  present  in  all  of  the 
inoculations  tested. 

As  a  result  of  the  inspection  it  was  concluded  that  the  spring  supply,  if 
properly  protected,  should  yield  a  water  of  satisfactory  sanitary  quality, 
but  that  the  brook  supply  is  subject  to  incidental  contamination  and  not 
safe  for  human  consumption  without  treatment. 

It  was  therefore  recommended  that  the  brook  supply  be  maintained  in  a 
satisfactory  sanitai-y  condition  at  all  times,  and  that  the  use  of  the  brook 
supply  for  drinking  and  culinary  purposes  in  the  resrtaurant  be  discontinued. 

The  water  of  this  supply  is  used  by  the  New  York,  Ontario  and  Western 
railroad  for  drinking  and  culinary  purposes  in  interstate  traffic.  Data 
regarding  the  supplv  were  furnishecl  to  the  United  States  Public  Health 
Service  on  October  18,  1020.  and  included,  in  addition  to  the  results  of  the 
analysie  of  a  sample  of  the  water  the  statement  that  at  the  time  of  the 
insDection  the  conditions  surrounding  the  spring  supply  were  satisfactory, 
and  that  the  results  of  the  inspection  and  the  analyses  of  the  samples 
indicate  that  the  water  from  the  «pring  is  of  satisfactorv  quality  tor  human 
consumption.  A  copy  of  the  report  accompanied  this  data.  Based  on  this 
information  the  United  States  Public  Health  Service  on  November  11,  1920, 
issued  a  certificate  permitting  the  urc  of  the  water  for  drinking  and  culinary 
purposes  in  interstate  traffic. 
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CALLICOON 

A  reinspection  of  the  water  supply  of  the  village  of  Gallicoon  was  made 
on  June  15,  1920,  by  Mr.  W.  J.  Erickson,  engineering  assistant.  A  previous 
inspection  of  this  supply  was  made  by  this  Department  in  1916,  the  report 
upon  which  is  published  in  the  Annual  Report  of  the  Department  for  that 
year. 

Gallicoon  is  an  unincorporated  village  of  about  500  inhabitants,  and  is 
located  on  the  Delaware  river  in  the  town  of  Delaware,  Sullivan  county,  K.  Y. 
It  i9  on  the  main  line  of  the  Erie  railroad  about  48  miles  northwest  of  Port 
Jervis.  Approximately  90  per  cent  of  the  inhabitants  are  served  with  water 
from  the  public  supply,  which  is  owned  and  controlled  by  the  Gallicoon 
Water  Gompany. 

The  supply  is  derived  from  two  spring  located  northeast  of  the  vills^ 
and  is,  conducted  by  gravity  to  the  distribution  system  on  which  there  are 
about  80  service  taps,  12  of  which  are  metered.  The  excess  over  consump- 
tion is  stored  in  an  equalizing  reservoir  located  north  of  the  village,  whidi 
maintains  a  pressure  of  about  70  pounds  per  square  inch  in  the  main  parts 
of  the  village. 

The  farther  spring,  known  as  the  Bleckley  spring,  is  located  in  the  side 
of  a  rocky  cliff  about  three-quarters  of  a  mile  northeast  of  the  village.  The 
supply  issues  from  crevices  in  the  bhiestone  formation.  It  has  been  developed 
by  the  construction  of  a  masonry  collecting  chamber  which  is  protected  by  a 
substantial  wooden  cover.  The  spring  is  not  fenced  or  ditched,  but  the  otm- 
tour  of  the  land  above  is  such  that  the  surface  wash  is  conducted  awaj 
from  the  spring.  A  small  depression  leading  to  a  natural  watercourse  ie 
located  above  the  spring  and  it  ie  possible  that  this  may  be  the  source  of 
the  supply.  This  area  is  not  cultiTated  or  used  in  any  way.  The  area 
below,  however,  is  used  for  pasturage.  From  the  spring  the  water  is  con- 
ducted through  a  castiron  pipe  to  a  small  concrete  collecting  basin  located 
in  the  center  of  the  field.  The  basin  is  enclosed  by  a  wire  fence  3  feet  from 
it,  and  is  provided  with  a  substantial  wooden  hip  roof. 

The  Anderson  spring  is  located  below  the  Bleckley  spring.  It,  too.  issues 
from  the  bluestone  formation  in  the  side  of  a  wooded  hill.  It  has  been 
developed  by  the  construction  of  a  concrete  wall  and  is  protected  by  a  wooden 
roof.  The  area  around  and  above  the  spring  is  wooded  and  heavily  covered 
with  underbrush.  The  fence  mentioned  in  the  previous  report  is  in  bad 
repair,  but  the  conditions  are  such  that  it  is  very  difficult  for  cows  or  other 
animals  to  get  near  the  spring.  The  third  spring  has  been  permanentlv 
abandoned. 

The  equalizing  reservoir,  which  is  about  60  feet  square  and  about  15  feet 
deep,  is  of  concrete  construction  and  is  provided  with  a  substantial  wooden 
hip  roof.  The  concrete  walls  extend  from  5  to  18  inches  above  the  gronnd 
surface.     Ditches  conduct  the  surface  wash  away  from  the  reservoir. 

An  auxiliary  supply  is  obtained  by  pumping  from  a  driven  well  located 
in  the  northwestern  part  of  the  village  near  the  Erie  railroad,  tt  is  driven 
through  6  feet  of  earth,  sand,  and  gravel,  50  feet  of  clay  or  hardpan,  100 
feet  of  blue  sandstone,  15  feet  of  brown  sandstone,  80  feet  of  red  water 
bearing  gravel,  and  6  feet  of  gray  sandstone,  or  about  256  feet  total  depth. 
The  weir  is  cased  with  an  8-inch  casing  for  a  distance  of  6S  feet  or  into  the 
blue  sandstone.  Water  rises  to  about  20  feet  from  the  top  of  the  well. 
A  4-inch  auction  extends  to  the  bottom  of  the  well.  The  pump  house  is 
located  above  the  well. 

About  100  feet  from  the  well  is  a  sewafi^e  disposal  plant  which  (>erves  some 
50  people.  It  consists  of  a  settling  tank  and  a  gravel  filter.  The  efllneDt 
from  the  settling  tank  flows  to  the  filter  and  leaches  through  the  stone  or 
gravellv  soil  into  a  ditch  which  dischar^s  into  a  small  brook  flowing 
throutrh  a  culvert  under  the  railroad.  The  disposal  plant  appeared  to  be 
working  efficiently  at  the  time  of  the  inspection.  No  plans  of  this  eewatje 
disposal  plant  have  been  submitted  to  or  approved  by  this  Department  a» 
required  by  law.  The  privy  located  150  feet  above  the  well  has  been  cleaned 
sinoei  the  previous  inspection  and  appeared  to  be  in  a  satisfactory  sanitary 
condition.  A  number  of  houses  are  located  above  the  well  at  distances  from 
it  ranging  between  500  and  1,000  feet. 
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The  land  in  the  vicinity  of  the  well  i&  low,  and  it  seems  possible  that  at 
times  of  flood,  pollution  may  be  carried  to  the  well  from  the  disposal  plant 
and  from  the  stream  flowing  by  the  pump  house.  Judging  from  the  general 
construction  it  does  not  seem  probable  that  pollution  enters  the  well  under 
normal  conditions.  The  location  of  the  disposal  plant  is,  however,  a 
serious  menace  to  the  well  supply. 

The  brook  supply  has  been  permanently  abandoned. 

At  the  time  of  the  inspection  samples  were  taken  of  the  tap  water  and 
sent  to  the  Division  of  Laboratories  and  Research  for  analyses,  the  results 
of  which  are  given  below.  As  the  well  supply  was  not  in  use,  it  was 
impossible  to  take  a  sample  from  this  source. 

Color    0  Oxygen  consumed   .5 

Odor,  hot    none  Chlorine 1.0 

Odor,  cold  none  Hardness,  total    22 . 1 

Turbidity    0  Alkalinity    14. 

Ammonia,  free .  002  Bacteria  per  c.  c 60,000 

Ammonia,    alb.    002  B.  coli  type,  10  c.  c 3+0 — 

Nitrites absent  B.  ooli  type,  1     c.  c 1-1-2 — 

Nitrates     200  B.  coli  type,  1/10  c.  c 0+3— 

These  results  show  a  water  that  is  clear,  colorless,  and  soft.  The  figures 
for  nitrogen  compounds  in  their  various  forms  are  low,  except  that  for 
nitrates  which  is  high,  denoting  that  the  supply  has  probably  at  some 
previous  time  receivel  some  organic  pollution  which  has  been  rendered 
inert  by  passing  through  the  ground.  The  high  total  count  is  probably  due 
to  some  extent  to  the  fact  that  the  sample  was  delayed  in  transit.  The 
presence,  however,  of  organism-s  of  the  B.  coli  type  in  one  of  the  three  1  c.  c. 
samples  denoted  the  presence  of  considerable  active  contamination.  As 
rains  had  fallen  steadily  previous  to  the  inspection,  this  may  be  due  to  the 
infiltration  of  surface  water  from  the  pasture  lands  around  the  spring. 

In  view  of  the  above  facts  it  was  recommended  that  the  Bleckley  spring 
be  fenced  to  exclude  cattle  from  the  immediate  vicinity,  and  that  proper 
precautions  be  taken  at  all  times  to  protect  the  springs  from  pollution;  that 
the  present  sewage  disposal  plant  in  the  vicinity  of  the  well  be  abandoned 
and  another  provided,  plans  for  which  «hall  be  approved  by  this  Department 
as  required  by  law;  and  that  all  privies  within  500  feet  of  the  well  be 
provided  with  water-tight  containers  and  maintained  in  a  satisfactory 
sanitary  condition. 

CANTON 

A  reinspection  of  the  public  water  supply  of  the  village  of  Canton  was 
made  by  Mr.  Earl  Devendorf,  assistant  engineer  in  this  Department,  on  July 
8,  1920,  a  previous  inspection  having  been  made  on  June  29,  1919. 

Canton  is  located  on  the  DeGrasse  river,  in  the  central  part  of  St.  Law- 
rence county,  about  60  miles  north  of  the  city  of  Watertown.  The  popula- 
tion is  approximately  2,760,  exclusive  of  the  students,  officers,  and  employees 
of  the  St.  Lawrence  University  and  the  State  Agricultural  College,  who 
number  about  600. 

The  village  is  provided  with  a  sanitary  sewer  system  which  discharges 
into  the  DeGrasse  river  a  short  distance  below  the  pumping  station  formerly 
used  to  pump  water  from  the  river  for  the  public  water  supply.  This 
source  of  supply  has  not  been  used  since  January  1,  1919. 

The  present  water  supply  is  derived  from  seven  springs  connected  to  form 
two  groups,  one  consisting  of  the  Barrett,  O'Brien,  Allen,  Matthews,  and 
Dinsdale  springs,  and  the  other  the  Barriger  and  Coller  springs.  All  the 
water  from  the  springs  is  treated  with  liquid  chlorine  applied  at  the  rate  of 
0.4  parts  per  million. 

At  the  time  of  the  inspection  the  conditions  on  the  watersheds  were  prac- 
tically the  same  as  those  described   in   the  former  report.     The  buildings 
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at  the  O'Brien  and  Allen  springs  have,  however,  been  removed,  and  tli<> 
village  now  owns  and  has  just  completed  the  erection  of  fences  around  the 
watersheds  of  all  the  springs,  with  the  exception  of  a  portion  of  the  water- 
shed of  the  Coller  spring  which  has  not  yet  been  purchased.  This  area 
covers  about  1%  acres  and  consists  of  a  wooded  pasture  lot.  The  major 
portion  of  the  watershed  of  this  spring  consists  of  muck  land  through  which 
collecting  channels  have  been  dug  to  convey  the  water  to  the  intake  reservoir. 
The  depth  of  the  muck  is  said  to  vary  from  3  to  6  feet.  It  is  the  intention 
of  the  village  authorities  to  remove  this  muck,  and  for  that  purpose  the 
village  has  purchased  two  Kopple  cars  and  some  400  feet  of  industrial  track. 
The  watershed  of  the  Barrett  spring  will  at  times  receive  the  road  wuh 
of  the  little  used  dirt  road.  In  the  reservoirs  of  the  Matthews,  Ooller,  Dins- 
dale,  and  Barriger  springs  some  algae  growths  were  present.  These  growths 
are  kept  down,  however,  by  the  frequent  use  of  copper  sulphate.  In  this 
connection  it  would  seem  desirable  that  consideration  should  be  given  to 
covering  these  reservoirs  to  prevent  growths  of  algae. 

The  village  authorities  have  applied  to  this  Department  for  the  enact- 
ment of  rules  to  protect  the  sanitary  quality  of  their  supply  in  accordance 
with  the  recommendations  of  the  Conservation  Commission  when  the  permit 
was  granted  for  the  construction  of  the  present  supply. 

The  pumping  station  formerly  used  for  pumping  water  from  the  DeGrasse 
river  was  at  the  time  of  the  inspection  still  connected  to  the  distributicu 
system,  and  is  separated  from  it  by  means  of  an  8-inch  gate  valve,  the  village 
authorities  being  reluctant  to  abandon  the  pumping  station  entirely  because 
of  the  ever-present  possibility  of  a  break  occurring  in  the  main  supplying 
the  village  when  it  would  become  necessary  to  provide  an  additional  supply. 
If  this  pumping  station  is  retained,  the  village  authorities  should  remove  the 
bonnets  and  gates  of  the  two  8-incli  gate  valves  on  the  discharge  of  the 
pumps,  or  take  some  other  similar  precaution  to  make  it  impossible  for  an 
unauthorized  person  to  operate  the  pumping  station  and  pump  the  rair 
water  from  the  DeGrasse  river  into  the  village  distribution  system.  The 
containers  holding  hypochlorite  of  lime  to  be  used  in  the  temporary  steriliza- 
tion plant  provided  at  the  pumping  station  had  all  broken  open  at  the  time 
of  the  inspection.  In  this  connection  it  would  be  well  to  have  a  cylinder 
of  chlorine  kept  constantly  at  the  pumping  station  in  order  that  the  supply 
may  be  chlorinated  if  it  should  become  necessary  to  use  this  source  of 
supply. 

As  a  result  of  the  investigation  the  following  conclusions  were  drawn: 

1.  That  the  previous  recommendations  of  this  Department  have  been  carried 
out  with  the  exception  of  the  removal  of  the  cross  connection  between  the 
DeGrasse  river  pumping  station  and  the  village  distribution  system. 

2.  That  the  analyses  of  samples  of  water  from  the  east  line  of  springs 
indicate  that  these  springs  are  subject  to  some  contamination,  probably  of 
animal  rather  th«m  human  origin. 

3.  That,  as  is  true  of  all  surface  supplies,  the  supply  is  subject  to  the 
local  or  chance  contamination  by  trespassers  upon  the  watershed. 

4.  That  the  Little  river  supply  is  subject  to  contamination  by  surface  wa$L 

It  was  therefore  recommended: 

1.  That  the  village  authorities  immediately  sever  the  cross  connection 
between  the  DeGrasse  river  pumping  station  and  the  village  distribu- 
tion system  by  removing  the  bonnets  of  the  valves  on  the  discharge  line^ 
of  the  pumps  as  pointed  out  above,  or  by  removing  a  section  of  pipe 
from  the  discharge  line. 

2.  That  provision  be  made  to  treat  the  DeGrasse  river  supply  with 
liquid  chlorine  before  pumping  into  the  village  distribution  system 
should  occasion  for  its  use  ever  arise. 

3.  That  the  village  authorities  purchase  and  fence  the  remaining 
portion  of  the  watershed  of  the  Coller  spring. 

4.  That  in  view  of  the  results  of  the  recent  examination  the  village 
authorities  continue  to  operate  the  chlorination  apparatus  and  treat 
the  supply  with  adequate  amounts  of  chlorine  at  all  times. 
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5.  That  the  Little  river  supply  should  in  no  case  be  used  as  an  aux- 
iliary supply  without  sterilization  by  means  of  liquid  chlorine. 

6.  That  as  previously  recommended  the  village  authorities  frequently 
flush  all  the  dead  ends  of  the  distribution  system. 

7.  That  the  village  authorities  consider  the  matter  of  covering  the 
reservoirs  of  the  various  springs  in  which  algae  growth  occur. 

8.  That  when  the  water  rules  recently  prepared  by  this  Department 
and  now  before  the  Board  of  Water  Commissioners  of  the  village  for 
their  consideration  have  been  enacted,  the  village  authorities  post  the 
watershed  and  make  frequent  inspections  to  discover  and  remove  any 
sources  of  contamination  which  may  be  found  to  exist. 


CASTLETON 

A  reinspection  of  the  water  supply  of  the  village  of  Castleton  was  made 
on  June  3,  1920,  by  Mr.  W.  J.  Krickson,  engineering  assistant.  Previous 
inspections  of  this  supply  were  made  bv  this  Department  in  1912,  1914,  and 
1917,  the  reports  upon  which  are  published  in  the  Annual  Reports  of  the 
Department  for  the  respective  years. 

Castleton,  which  is  an  incorporated  village  of  1,683  inhabitants,  is  located 
on  the  east  bank  of  the  Hudson  river,  9  miles  south  of  Albany  on  the  New 
York  Central  railroad.  The  supply  is  owned  and  operated  by  the  village 
under  the  direction  of  the  board  of  trustees.  About  90  per  cent  of  the  popu- 
lation of  the  village  uses  the  public  water  supply. 

The  supply  is  derived  from  Volkie  kill  by  impounding  the  creek  water 
in  a  storage  reservoir  located  about  3  miles  east  of  the  village.  The  water 
is  conducted  by  gravity  through  a  distributing  system  consisting  of  about 
11  miles  of  mains  varying  from  6-  to  16-inches  in  diameter  on  which  there 
are  some  300  service  taps,  all  metered.  No  data  is  available  as  to  the 
consumption. 

A  concrete  intake  chamber  is  located  at  the  side  of  the  stream  about  500 
feet  above  the  reservoir.  A  snuill  rock  dam  serves  to  divert  the  water  into 
the  intake  chamber.  The  main  stream  flows  in  its  natural  channel  arouml 
the  reservoir  and  carries  the  heavier  sediment  with  it  in  times  of  heavy  runoff. 
From  the  intake  chamber  the  water  flows  to  a  small  screen  chamber  10  feet 
distant,  and  from  there  to  either  the  reservoir  or  to  a  small  storage  chamber 
located  below  the  reservoir. 

llie  reservoir  is  about  2  acres  in  area  and  is  quite  shallow.  Considerable 
trouble  is  experienced  from  algae  for  which  the  water  is  treated  with  copper 
sulphate.  The  reservoir  was  last  cleaned  three  years  ago.  It  is  protected 
from  surface  wash  by  a  3-foot  embankment. 

The  small  storage  chamber  was  constructed  three  years  ago  below  the 
reservoir.  It  is  formed  by  subdividing  a  concrete  reservoir  by  a  concrete  wall 
so  that  a  smaller  reservoir  is  formed,  3  by  17  feet  in  plan  and  12  feet  deep, 
having  a  capacity  of  about  3,240  gallons.  In  summer  the  supply  is  takeu 
mainly  from  this  reservoir. 

The  watershed  has  an  area  of  about  6  square  miles,  most  of  which  \» 
cleared  and  used  for  farming  and  grazing.  The  total  population  is  about 
200,  or  33  per  square  mile.  The  upper  half  of  the  watershed  is  rather  hilly 
while  the  area  nearer  the  reservoir  is  more  level.  The  soil  is  sandy  gravci 
over  shale  and  slate. 

The  sanitary  conditions  on  the  watershed  are  about  the  same  as  described 
in  the  previous  report.  Several  highways  traverse  it  and  there  are  about  40 
houses  on  it  most  of  which  are  located  well  back  from  the  stream  and  its 
tributaries.  The  Shufelt  place  mentioned  in  the  previous  report  is  about  a 
mile  above  the  reservoir  on  the  Albany  Post  road.  The  hog-pen  mentioned 
as  being  located  15  feet  from  the  stream  has  been  cleaned  and  abandoned. 
There  is,  however,  a  barn  close  to  the  stream  and  a  manure  pile  located  about 
30  feet  from  the  stream.    With  this  exception  there  seems  to  be  no  serious 
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condition  upon  the  watershed,  although  as  it  is  a  farming  region  there  is 
considerable  wash  from  farm  lands  at  times  of  heavy  rain. 

The  supply  has  been  depreciated  as  to  its  aesthetic  quality  by  bad  tutes 
and  odors.  Considerable  trouble  has  also  been  experienced  by  eels  clogging 
the  house  pipes. 

Samples  of  the  village  supply  were  collected  at  a  tap  in  the  village  and 
sent  to  the  Division  of  Laboratories  and  Research  for  analyses.  The  results 
of  these  analyses  are  as  follows: 

Color trace      Oxygen  consumed 1.4 

Odor,  hot Iv      Chlorine 1.6 

Odor,  cold Iv       Hardnesa,  total 122.8 

Turbidity 0  Alkalinity 104 

Ammonia,  free 002       Bacteria  per  c.c 00 

Ammonia,  alb 068      B.  eoli  type,  1/10  c.c 3+0— 

Nitrites 001       B.  coli  type,  1  c.c 2+1— 

Nitrates 300       B.  coli  type,  10  cc 0-|-9— 

The  analyses  show  a  water  that  is  hard  and  at  times  very  turbid  and 
colored.  The  figures  for  ammonia  compounds  are  fairly  high,  especially  those 
for  albuminoid  ammonia,  denoting  the  presence  of  some  orgiuiic  pollutioB 
probably  largely  of  vegetable  origin.  The  total  counts  are  moderately  hig^ 
and  the  presence  of  B.  coli  in  almost  all  10  c.c.  and  1  c.  c.  volumes,  and 
occasionally  in  1/10  c.c.  volumes,  indicates  the  presence  of  considerable  active 
contamination  oi  human  or  animal  origin. 

In  view  of  these  facts  it  was  concluded  that  the  recommendations  of  the 
previous  report  of  this  Department  have  not  been  fully  carried  out,  and  that 
the  supply  is  subject  to  incidental  contamination  and  pollution  by  surface 
wash  and  is  not  suitable  for  human  consumption  without  proper  treatment. 

It  was  therefore  recommended  that  the  village  authorities  carry  out  the 
recommendations  of  the  previous  report  of  this  Department  regarding  the 
installation  of  a  filtration  and  sterilization  plant. 


CENTRAL  ISLIP  (State  Hospital) 

Plans  for  proposed  extensions  to  the  water  distribution  system  of  Central 
Islip  State  Hospital,  Central  Islip,  N.  Y.,  to  serve  additional  quarters  for 
acute  patients,  were  submitted  to  this  Department  for  approval  l^  the  State 
Architect,  April  29,  1920,  and  after  careful  consideration  by  the  Engineering 
Division  were  approved  on  May  3,  1920. 


CHATHAM 


A  reinspection  of  the  water  supply  of  the  village  of  Chatham  was  made  on 
January  9,  1920,  by  Mr.  Earl  Devendorf,  assistant  engineer.  Previous  inspec- 
tions of  this  supply  were  made  by  this  Department  in  1911  and  1018,  the 
reports  upon  which  are  published  in  the  Annual  Reports  of  the  Department 
for  the  respective  ^ears. 

Chatham  is  an  mcorporated  village  of  about  2,200  inhabitants,  located  in 
the  north  central  portion  of  Columbia  county,  on  the  Stoney  kill,  a  tributary 
to  Kinderhook  creek,  22  miles  southeast  of  Albany. 

The  public  water  supply  is  owned  by  the  village  and  operated  under  the 
direction  of  the  board  of  trustees.  There  are  two  sources  of  supply,  namely 
the  Blinn  and  Palmer  well  supplies.  The  Blinn  supply  consists  of  20  driven 
wells  located  about  1  mile  east  of  the  village.  The  Palmer  supply,  which  con- 
sists of  a  dug  well,  is  located  below  the  village  level  and  a  short  distance 
from  Smith  pond.  From  these  wells  the  water  is  pumped  to  the  village  dis- 
tribution system,  and  the  excess  over  consumption  goes  to  a  reservoir  1  acre 
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in  area  located  on  a  hill  about  ^  of  a  mile  north  of  the  village  and  having 
a  capacity  of  4,000,000  gallons.  The  consumption  varies  from  300,000  to 
350,000  gallons  per  day,  of  which  consumers  use  150,000  gallons  per  day, 
giving  an  average  domestic  consumption  of  approximately  70  gallons  per 
capita  per  day. 

At  the  time  of  the  present  inspection  the  Palmer  well  was  in  use  and  had 
been  used  continuously  since  July  16,  1919,  at  which  time  the  contract  with 
the  power  company  for  the  operation  of  the  pumping  equipment  located  at 
the  Blinn  pumping  station  expired. 

It  has  been  planned  to  locate  a  new  laundry  about  300  feet  north  of  the 
Palmer  pumping  station  and  near  a  large  gravel  pit  located  not  far  from 
the  well.  The  engineer  was  informed  that  the  wastes  were  to  be  discharged 
into  the  gravel  pit,  which  at  times  when  the  pump  is  shut  down  is  said  to  fill 
with  water,  indicating  that  the  ground  water  at  this  gravel  pit  is  tributar\' 
to  the  well.  Under  such  conditions  the  laimdry  should  not  be  located  a& 
proposed  but  at  a  point  remote  from  the  sources  of  the  public  water  supply, 
and  the  wastes  properly  disposed  of  so  as  not  to  affect  the  ground  water 
tributary  to  the  water  supply  of  the  village. 

In  other  respects  the  conditions  of  both  pumping  stations  and  the  supply 
were  approximately  the  same  as  described  in  the  former  report. 

In  view  of  these  facts  it  was  recommended  that  the  village  authorities 
continue  as  in  the  past  to  keep  the  grounds  surrounding  the  wells  in  a  clean 
and  sanitary  condition;  to  have  frequent  analyses  made  in  order  that  tho 
occurrence  of  any  active  contamination  of  the  water  supply  may  be  discovered 
and  eliminated;  that  another  location  be  secured  for  the  laundry  other  than 
that  proposed  near  the  Palmer  well,  care  being  taken  so  to  locate  the  laundry 
and  so  to  take  care  of  the  wastes  discharged  that  there  will  be  no  opportunity 
for  pollution  of  the  ground  water  sources  of  the  village  water  supply;  and 
that,  as  previously  recommended,  a  system  of  sanitary  sewers  be  installed 
as  soon  as  possible. 


CINCINNATUS 

A  rdinspection  of  the  water  supply  of  the  village  of  Cincinnatus  was  made 
on  June  4,  1920,  by  Mr.  A.  I.  Howd,  assistant  engineer.  Previous  inspections 
of  this  supply  were  made  by  this  Department  in  1912,  1916,  and  1918,  tho 
reports  upon  which  are  published  in  the  Annual  Reports  of  the  Department 
for  the  respective  years. 

Cincinnatus  is  an  unincorporated  village  located  in  the  southeastern  part 
of  Cortland  coimty,  and  has  a  population  of  about  500  people.  It  is  on  the 
Oteifelic  river,  and'  is  the  eastern  terminus  of  the  Cortland  branch  of  the 
Delaware,  LacHawanna  and  Western  railroad,  about  19  miles  east  of  Cortland. 
The  waterworks  are  in  charge  of  a  board  of  water  commissioners. 

The  water  supply  is  obtained  from  springs  located  about  2  miles  southwest 
of  the  village,  and  a  reserve  supply  is  available  from  a  well  at  the  plant  of 
the  Reid  Ice  Cream  Co.  The  water  from  the  various  springs  is  collected  in 
a  concrete  basin  from  which  it  flows  by  gravity  into  the  distribution  system, 
the  surplus  over  consumption  going  into  a  concrete  reservoir  50  feet  in 
diameter  and  12  deep  having  a  capacity  of  about  175,000  gallons.  There 
are  about  4^^  miles  of  mains  ranging  from  ^  to  8  inches  in  diameter  and  about 
100  service  taps  of  which  approximately  96  per  cent  are  metered.  The  water 
is  not  subjected  to  purification. 

The  recent  inspection  disclosed  the  fact  that  conditions  remain  practically 
the  same  as  at  the  time  of  the  previous  inspection.  No  action  has  been  taken 
by  the  authorities  in  charge  of  the  water  supply  on  our  recommendations  on 
the  following  matters:  The  construction  of  trenches  above  the  springs,  the 
raising  of  the  masonry  of  the  springs  and  catch-basins,  and  the  fencing  of  an 
area  around  the  springs  to  prohibit  trespassing.  The  storage  reservoir  has 
not  been  covered  to  exclude  sunlight  and  thus  prevent  algae  growths.  Tlie 
cultivation  of  land  above  the  springs,  however,  has  been  abandoned. 
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At  the  time  of  the  inspection  there  was  a  small  quantity  of  a  green  and 
brown  scum  on  the  surface  of  the  water  of  the  reservoir.  A  sample  of  the 
scum  was  collected  and  when  later  examined  under  the  microscope  was  found 
to  be  an  algae  growth  or  aquatic  plant,  consisting  of  numerous  types  of 
Diatomaceae  and  Ohlorophyceae.  The  water  which  had  a  greenish  color  is 
practically  stagnant  in  the  reservoir  except  during  times  of  heavy  draught, 
when  the  water  enters  the  distribution  system.  Algae  and  other  microscopic 
organisms  grow  most  luxuriantly  in  still  water  and  can  develop  in  w^ter  in 
the  presence  of  light.  Better  circulation  in  the  reservoir  might  be  provided 
by  having  the  inlet  pipe  near  the  top  on  one  side  of  the  reservoir  and  having 
the  outlet  pipe  near  the  bottom  on  the  opposite  side  of  the  reservoir.  It  has 
been  previously  pointed  out  to  the  village  authorities  that  the  reservoir  should 
be  covered  to  exclude  sunlight  and  thus  prevent  the  growth  of  algae. 

The  result  of  the  bacteriological  analysis  of  samples  of  the  water  collected 
at  the  time  of  the  inspection  showed  a  fairly  low  total  count,  and  the  absence 
of  organisms  of  the  B.  coli  type  in  all  the  inoculations  examined  indicating 
that  the  water  was  apparently  free  from  active  contamination  at  the  time  the 
samples  were  taken. 

In  view  of  the  above  facts  it  was  concluded  that  the  village  authorities 
have  not  carried  out  important  recommendations  of  the  previous  report  of 
this  Department,  that  algae  and  other  growths  have  occurred  in  the  storage 
reservoir  causing  at  times  complaints  of  odors  and  tastes  in  the  water,  and 
that  at  times  the  water  does  not  seem  to  flow  readily  through  the  pipe  line 
from  the  springs  to  the  village. 

It  was  therefore  recommended  that  the  village  authorities  in  charge  of  the 
public  water  supply  of  Cincinnatus  be  urged  to  carry  out  the  previous  recom- 
mendations of  thij9  Department  that  have  not  been  acted  upon;  that  the 
storage  reservoir  be  covered,  and  if  possible  better  circulation  of  water  in 
the  reservoir  be  provided;  and  that  the  village  authorities  consider  the  ques- 
tion of  employing  a  competent  engineer  to  investigate  the  matter  of  flow  of 
water  from  the  springs  to  the  village. 


COBLESKILL   (Schoharie   State   School  of  Agriculture) 

Plans  for  a  water  supply  connection  to  serve  the  home  economics  building  at 
the  Schoharie  State  School  of  Agriculture  at  Cobleskill,  N.  Y.,  consisting  of 
State  Architect's  drawing  No.  2034,  were  submitted  to  this  Department  for 
approval  by  the  State  Architect  on  March  24,  1920.  After  careful  exam- 
ination of  the  plans  by  the  Engineering  Division  they  were  approved  on 
March  26,  1920. 


COHOES 


A  reinspection  of  the  water  supply  of  the  city  of  Cohoes  was  made  on 
June  30,  1920,  by  Mr.  Earl  Devendorf,  assistant  engineer.  Previous  inspec- 
tions of  this  supply  were  made  by  this  Department  in  1908  and  1918,  the 
reports  upon  which  are  published  in  the  Annual  Reports  of  the  Department 
for  the  respective  years. 

Cohoes  is  a  city  of  some  25,000  inhabitants  located  9  miles  north  of 
Albany  on  the  Delaware  and  Hudson  railroad,  and  on  the  Mohawk  river  at 
the  site  of  the  falls  known  as  the  Cohoes  Falls.  The  public  water  supply  is 
owned  and  operated  by  the  city  under  a  board  of  public  works. 

The  water  supply  is  obtained  by  pumping  from  the  hydraulic  canal  fur- 
nishing power  for  the  knitting  mills.  The  water  is  pumped  to  a  sedimen- 
tation basin  located  near  the  treatment  works  about  1^  miles  west  of  the 
city  hall.  From  the  raw  water  sedimentation  basin  the  water  flows  by 
gravity  through  the  filter  plant  and  is  distributed  by  gravity,  except  for 
that  portion  of  the  city  lying  west  of  the  old  Erie  canal,  which  is  supplied 
by  pumping  directly  into  the  distribution  system,  the  excess  over  consunp- 
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tion  going  to  the  standpipe.  This  standpipe  is  located  at  the  filter  plant  and 
is  25  feet  in  diameter  and  50  feet  high,  having  a  capacity  of  182,000  gallons. 
The  consumption  varies  from  over  8,000,000  gallons  per  day  during  the 
winter  when  the  faucets  are  left  open  to  prevent  freezing,  to  about  6,000,000 
gallons  per  day  during  the  summer.  This  corresponds  to  per  capita  rates 
of  320  gallons  and  240  gallons  per  day  respectively.  The  raw  water  sedi- 
mentation basin  has  a  capacity  of  76,000,000  gallons,  or  approximately  10 
days'  supply.  The  storage  reservoir  for  filtered  water  has  a  capacity  of 
12,000,000  gallons,  or  nearly  2  days  supply. 

The  filter  plant  consists  of  8  gravity  mechanical  filters  having  a  total 
area  of  2,640  square  feet.  The  beds  are  underlaid'  with  manifolds  over  which 
are  perforated  cap  strainers  having  3/64-inch  openings.  Over  the  strainer 
is  0  inches  of  graded  gravel  and  27  inches  of  Cape  May  sand.  The  water  is 
held  at  about  3  foot  depth  over  the  sand.  The  filter  run  varies  from  8  to 
16  hours  before  washing,  depending  upon  the  character  of  the  raw  water 
being  treated.  The  rate  of  operation  varies  from  90  to  130  million  gallons 
per  acre  per  day.  The  filters  are  washed  with  air  and  filtered  water,  the 
air  being  used  for  about  3  minutes  at  6  pounds  pressure  and  water  being 
applied  for  approximately  3  minutes.  The  first  filtrate  is  wasted  for  approxi- 
matelv  5  minutes  or  until  clear.  The  average  amount  of  wash  water  used 
for  ijie  period  from  January  to  June,  1920,  as  taken  from  the  monthly 
record  of  operation,  varied  from  9  per  cent  to  1.53  per  cent  of  the  total 
volume  of  water  treated. 

The  recent  inspection  was  made  as  a  result  of  word  reaching  this  Depart- 
ment that  a  serious  break  had  occurred  in  one  of  the  water  mains,  necessi- 
tating the  pumping  of  raw  water  into  the  distribution  system.  It  developed 
that  on  account  of  the  break  in  the  24-inch  feeder  of  the  water  supply 
system  on  North  Mohawk  street  it  had  been  necessary  to  close  down  the 
filter  plant  and  pump  raw  water  into  the  city  mains.  The  filter  plant  was 
closed  down  for  a  period  from  about  11  P.  M.  on  June  26,  1920,  to  midnight, 
June  27,  approximately  24  hours.  Ihiring  thi*  time  an  emiergency  chlori- 
uation  plant  was  installed  in  the  Harmony  Mills  pumping  station,  and  the 
water  sterilized  with  hypochlorite  under  the  supervision  of  Mr.  James  Caird, 
chemist  and  bacteriologist.  Ihiring  the  period  and  for  some  few  days  after, 
the  people  were  warned  by  notices  printed  in  the  public  newspapers  against 
using  the  water  for  drinking  or  culinary  purposes  without  boiling.  In  this 
connection  it  would  seem  desirable  that  the  authorities  in  charge  of  the 
water  supply  should  consider  the  matter  of  installing  such  additional  piping 
and  valves  as  to  provide  dual  pipe  lines  both  from  the  pumping  station  to 
the  filter  plant  and  from  the  filter  plant  to  the  distribution  system. 

On  January  1,  1920,  the  city  authorities  in  charge  of  the  waterworks 
engaged  Mr.  James  Caird,  chemist  and  bacteriologist  of  Troy,  N.  Y.,  to 
assume  control  of  the  operation  of  the  filter  plant.  A  representative  of  Mr. 
Caird's  office  makes  daily  visits  to  the  plant,  checking  the  operation  and 
making  tests  for  turbidity,  color,  alkalinitnr,  and  also  bacterial  counts  and 
presumptive  tests  for  B  coll.  Complete  daily  records  are  kept  and  monthly 
reports  are  made  to  the  city  authorities  in  charge  of  the  public  water  supply. 

On  account  of  the  shortage  of  alum,  due  to  transportation  difficulties,  it 
has  been  necessary  on  different  occasions  to  operate  the  filter  plant  without 
the  application  of  alum.  On  two  occasions,  in  March  and  May  respectively, 
the  hypochlorite  plant  has  been  out  of  order  and  the  filtered  water  was  not 
sterilized  at  these  times. 

Trouble  from  algae  growths  in  the  raw  water  sedimentation  basin  was 
experienced  in  the  early  summer  months.  These  growths  were  mostly 
astrionella,  and  on  June  17,  1920,  copper  sulphate  was  applied  to  the  raw 
-water  sedimentation  basin  at  a  rate  of  3^  pounds  per  million  gallons,  which 
has  eliminated  the  trouble. 

At  the  time  of  the  inspection  samples  of  water  from  various  points  were 
collected  and  sent  to  the  Division  of  Laboratories  and  Research  for  analysis. 
The  results  of  the  analyses  of  the  raw  water  show  a  moderately  hard  water 
having  some  color  and  turbidity.  The  figures  for  nitrogen  in  its  various 
forms,  oxygen  consumed,  and  chlorine  are  high,  and  indicate  the  presence  of 
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considerable  organic  matter,  some  of  whieli  is  probably  of  animal  origin. 
The  results  of  the  bacterial  examination  show  high  total  bacterial  counts 
and  the  presence  of  organisms  of  the  B.  coli  type  in  inoculations  as  small  u 
1/10  C.C.,  indicating  a  grossly  contaminated  condition  of  the  raw  water  at 
the  time  of  the  inspection. 

The  results  of  the  analyses  of.  the  treated  water  show  a  removal  of  100 
per  cent  of  the  turbidity,  58  per  cent  of  the  color,  39  per  cent  and  21  per  cent 
of  the  organic  matter  as  measured  by  the  albuminoid  ammonia  and  ozyges 
consumed  contents  respectiyely.  The  percentage  removal  of  bacteria  iru 
87  per  cent  while  the  removal  of  the  bacteria  of  the  B.  coli  type  was  100 
per  cent. 

In  view  of  the  above  it  was  recommended  — 

1.  That  the  city  authorities  in  charge  of  the  public  water  supply  con- 
tinue to  operate  the  water  purification  plant  in  a  careful  and  efficient 
manner  under  the  supervision  of  a  competent  chemist. 

2.  That  the  city  authorities  endeavor  to  maintain  a  sufficient  supplv 
of  chemicals  on  hand  in  order  that  there  be  no  interruption  of  the  appli- 
cation of  the  chemicals. 

3.  That  the  algae  growth  occurring  in  the  sedimentation  basin  be  kept 
down  by  the  careful  application  of  copper  sulphate  under  the  supervisiofi 
of  a  competent  expert. 

4.  That  consideration  be  given  to  the  matter  of  installing  such  addi- 
tional mains  and  valves  as  to  provide  a  dual  feed  line  from  above  the 

Eumping  station  to  the  filter,  and  from  the  filter  plant  to  the  distri- 
ution  system,  in  order  that  any  future  breaks  in  tnese  mains  will  not 
necessitate  the  introduction  of  unfiltered  water  into  the  distribution 
system  for  public  consumpton. 

5.  That  the  city  authorities  in  charge  of  the  public  water  supply  con- 
sider the  matter  of  an  underground  survey  to  discover  and  eliminate  &dv 
large  leaks,  the  installation  of  meters  to  cut  down  public  waste,  and  a 
house  to  house  survey  to  discover  and  remedy  any  service  leaks,  in  order 
that  the  present  filter  plant  may  not  be  overtaxed  by  the  excessive  cos- 
sumption  of  water. 

6.  That  if  any  further  trouble  is  experienced  with  the  present  hypo- 
chlorite plant,  the  city  authorities  in  charge  of  the  public  water  supply 
consider  the  installation  of  apparatus  in  duplicate  for  applying  liquid 
chlorine  in  order  that  there  be  no  interruption  in  the  sterilization  of  thf 
public  water  supply. 

COLLINS  (Gowanda  State  Homeopathic  Hospital) 

Plans  for  a  temporary  or  emergency  auxiliary  water  supply  to  be  us^i 
exclusively  for  laundry  purposes  at  the  Gowanda  State  Homeopathic  "Hospital. 
Collins,  N.  Y.,  consisting  of  State  Architect's  drawing  No.  2000,  were  sub- 
mitted to  this  Department  for  approval  by  the  State  Architect  on  December 
11,  1920.  After  careful  examination  by' the  Engineering  Division  it  «a$ 
recommended  that  the  plans  be  approved,  with  the  understanding  that  ifae 
proposed  auxiliary  supply  be  abandoned  whenever  required  ^or  when  a  oev 
supply  becomes  available;  that  the  proposed  force  main  be  kept  entirel) 
separate  from  the  distribution  system;  and  that  the  piping  be  arrang^e^i 
so  that  there  will  be  no  opportunity  for  the  use  of  this  temporary  supply  K*' 
drinking  or  culinary  purposes.  The  plans  were  approved  subject  to  th«e 
conditions  on  December  14,   1920. 


COLONIE. 


An  inspection  of  the  water  supply  of  the  Colonic  Shops  of  the  DeUwarp 
and  Hudson  Railroad  Company,  located  in  the  town  of  Colonic.  AlhiET 
county,  was  made  on  May  10,  1920,  by  Mr.  W.  J.  Erickson,  engineering 
assistant. 
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There  are  at  present  ai)out  1,000  persona  employed  at  these  shops. 
Besides  providing  these  people  with  drinking  water  and  water  for  use  in 
toilets  and  waah-rooms,  the  supply  is  used  for  filling  the  drinking  water 
tanks  OD.  the  passenger  coaches  and  diners  of  the  Delaware  and  Hud:w>n  rail- 
road. Very  little  of  the  water  ie  used  for  other  purposes,  water  from 
another  source  being  available  for  boilers  and  other  industrial  uses.  The 
consumption  averages  about  100,000  gallons  per  day,  of  which  2,600  gallons 
is  used  for  filling  the  passenger  coach  tanks. 

The  supply  is  derived  from  a  dug  well  located  in  a  level  area  in  the 
southeastern  comer  of  the  shop  yard  and  near  the  freight  yards.  The  well 
is  60  feet  in  diameter  and  about  49  feet  deep,  and  was  dug  through  about 
20  feet  of  fill  and  top  soil^  8  feet  of  clay,  and  15  feet  of  sand  and  gravel. 
It  is  from  this  latter  layer  that  the  water  is  derived.  A  concrete  casing 
extends  from  the  bottom  of  the  well  to  about  2  feet  above  the  ground  level. 
The  well  is  imcovered  and  debris  was  noticed  floating  on  the  surface  of  the 
water  at  the  time  of  the  inspection.  The  area  in  the  neighborhood  is  used 
as  a  rubbish  dump,  but  with  this  exception  there  are  no  permanent  soiirces 
of  pollution  in  the  vicinity  of  the  well. 

The  water  is  pumped  to  two  storage  tanks  by  two  centrifugal  pumps 
driven  by  50-h.  p.  electric  motors.  These  motors  are  housed  in  a  small  shed 
located  over  the  suction  well.  The  floor  of  this  shed  was  oil  soaked  at  the 
time  of  the  inspection  and  the  water  from  the  tap  flowed  back  into  the 
well.  The  arrangement  of  the  apparatus  appeared  to  be  only  temporary. 
A  Continental  filter  is  located  in  the  cellar  of  one  of  the  shops.  This  filter 
was  being  by-passed  on  account  of  its  inefficiency  and  insufficient  capacity. 

At  the  time  of  the  inspection  samples  were  collected  from  the  well  ami 
a  tap  at  the  shops  and  the  results  of  the  analyses  of  these  samples  made 
by  the  Division  of  Laboratories  and  Research  are  as  follows: 

Color    6  Oxygen  consumed  1.1 

Odor,  hot   none  Chlorine    14. 

Odor,  cold    none  Hardness,  total   428. 5 

Turbidity   trace  Alkalinity     188. 

Ammonia,  free    036  Bacteria   per    c.c 90 

Ammonia,   alb 024  B.  ccfli  type,  10  c.c 3-I-0-— 

Nitrites     003  B.  coll  type,   1   c.c. ^1 — 

Nitrates   1. 00  B.  eoli  type,  1/10  c.c 0-}-^— 

These  results  show  a  water  that  is  very  hard,  slightly  colored,  and  prac- 
tically clear.  The  figures  for  nitrogen  compounds  are  high,  indicating  con- 
siderable contamination  by  organic  matter  which  appears  to  be  of  animal 
or  human  origin.  The  chlorine  content  is  high  for  water  of  thiA  district 
and  also  indicates  pollution  from  animal  or  human  sources.  The  bacterial 
counts  are  not  excessive,  but  the  presence  of  B.  coli  organisms  in  three  of 
the  six  1  c.c.  inoculations  indicates  the  presence  of  considerable  active 
contamination. 

As  a  result  of  the  inspection  it  was  recommended  that  the  present  well 
be  abandoned  as  a  source  of  supply  and  a  new  supply  of  safe  sanitary 
quality  be  developed;  that  should  it  be  necessary  to  temporarily  retain  the 
present  well  as  a  source  of  supply,  it  be  improved  by  providing  the  well 
with  a  cover  to  prevent  dirt  and  dust  from  blowing  into  it,  by  surround- 
ing the  well  by  a  fence  30  feet  from  the  well  in  order  to  prevent  trespassers 
on  this  area,  by  discontinuing  the  dumping  of  rubbish  within  a  radius 
of  ^0  feet  of  the  well  and  by  providing  a  water-tight  floor  for  the  pump 
house  so  that  there  will  be  no  back  flow  into  the  well ;  that  a  careful  analysis 
be  made  of  the  water  after  these  improvements  have  been  completed,  and 
if  active  contamination  is  indicated,  suitable  apparatus  be  installed  for  the 
sterilization  of  the  water,  and  liquid  chlorine  applied  to  the  water  in 
proper  quantities  continuously  end  at  aP.  times. 

The  water  of  this  supply  is  used  by  the  Delaware  and  Hudson  railroad 
for    drinking  and  culinarv   purposes   in   interstate  traffic.     Data   regarding 
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this  supply  were  furnished  to  the  United  State  Public  Health  Serrice  on 
October  21,  1920,  and  included,  in  addition  to  the  results  of  the  analyfiis  of 
a  sample  of  the  water,  the  statement  that  at  the  time  of  the  inspection  the 
conditions  surrounding  the  supply  were  not  satisfactory,  and  that  the 
results  of  the  inspection  and  the  analyses  of  the  samples  indicate  that 
the  water  cannot  be  considered  to  be  of  satisfactory  quality  for  human 
consiunption.     A  copy  of  the  report  accompanied  thia  data. 


CONIFER 


An  investigation  of  the  sanitary  quality  of  the  water  supply  of  the 
un incorporate  village  of  Conifer,  St.  Lawrence  county,  N.  Y.,  was  made 
by  Mr.  A.  I.  Howd,  assistant  engineer  in  this  Department,  on  September  27 
and  28,  1920,  subsequent  to  an  outbreak  of  typhoid  fever  in  the  village. 

Conifer  is  a  lumbering  village  controlled  by  the  Emporium  Forestry  Com- 
pany, located  in  the  northeastern  part  of  St.  I/awrence  county,  in  the  town 
of  Piercefield.  The  population  is  about  500.  The  village  is  provided  with 
a  sewer  system  which  serves  about  one-third  of  the  population.  The  sewage 
is  discharged  into  a  cesspool  which  empties  into  Dead  creek.  The  remainder 
of  the  village  is  served  with  privies  with  earth  vaults. 

The  principal  source  of  water  supply  is  springs  and  a  spring  brook 
about  tnree-quarters  of  a  mile  east  of  the  village.  Water  is  also  available 
from  several  dug  wells  in  different  parts  of  the  village.  These  wells  are 
generally  from  3  to  4  feet  in  diameter  and  from  8  to  18  feet  deep.  A 
separate  auxiliary  water  supply  is  obtained  from  Pleasant  lake  outlet  and 
used  solely  for  fire  protective  purposes. 

The  springs,  the  main  source  of  the  public  water  supply,  are  located  in 
a  swum>pry  area  near  the  foot  of  Arab  moimtain,  and  are  developed  by  the 
construction  of  small  wooden  collecting  boxes  from  which  the  water  flows 
through  a  pipe  l.ne  to  the  collecting  reservoir.  A  small  dam  impounds  the 
water  of  the  spring  brook,  which  is  also  conducted  to  the  reservoir.  The 
watershed  adjacent  to  the  springs  and  spring  brook  is  small  and  unpopu- 
lated and  ajmirently  not  subject  to  contamination  from  any  permanent 
source.  The  Grasse  River  railroad  passes  about  15  feet  from  the  bro<^  at 
a  point  where  the  water  is  ooUected,  and  the  broc^  is  therefore  subject  to 
incidental  pollution. 

As  a  result  of  the  investigation  it  was  recommended  that  the  wells  in 
the  village  be  abandoned,  and  that  the  springs  ajid  spring  brook  be  developed 
and  pro^ted  to  provide  a  safe  water  supply  for  the  community. 


CX)XSACKIE 

A  reinspection  of  the  water  supply  of  the  vrllage  of  Coxsackie  was  made 
on  November  7,  1919,  by  Mr.  W.  J.  Erickson,  en^^eering  a8Bi8taD.t.  A  pre- 
vious inspection  of  this  suppAy  was  made  by  this  Department  in  1912,  the 
report  upon  which  is  published  in  the  Annual  Roport  of  the  Department  for 
that  year. 

Coxsackie  is  located  in  the  northeastern  part  of  Greene  coonty,  on  the 
west  bank  of  the  Hudson  river.  FSart  of  the  houses  are  served  by  public 
sewers,  the  remaining  houses  (being  provided  with  privies  and  ceseyocl* 
The  waterworks  are  owned  by  the  village  and  operated  under  the  ddrectioB 
of  a  board  of  water  commissioners. 

The  ipublic  water  supply  is  ordinarily  derived  from  a  sprinur  '^  brook 
known  as  the  Diep  kill,  the  intake  being  located  four  mi'lee  northwest  of  the 
village.  From  the  intake  reservoirs  of  both  supplies  Ihe  water  flows  bv 
gravity  to  the  consumers  through  8  miles  of  mains  varying  from  6  to  10 
inches  in  diameter. 

At  times  of  drous^ht  it  has  been  considered  necessary  to  aujnnent  the 
unland  supplies  by  direct  pumpim;  into  the  mains  from  the  Hudson  rirar 
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t.lirough  a  hose  connection  from  the  plant  of  the  Upper  Hudson  Electric  aod 
Railroad  Company.    At  these  times  warning  notices  have  been  published  by 
'tlie  water  commissioners  advising  the  boiling  of  all  water  used  for  drinking  or 
culinary   purposes.     The  experience  of   this   Department   is,   however,   that 
such  warnings,  either  through  ignorance  or  carelessneas,  will  tisually  be  dis- 
regarded by  a  considerable  proportion  of  the  population.     While  there  is  no 
record  of  any  outbreaks  of  typhoid  fever  resulting  from  this  use  of  the  river 
^water,  there  is  no  question  but  that  the  practice  is  a  most  dangerous  one, 
suid  one  which  might   readily  have  disastrous  consequences.     The   village, 
tlierefore,  has  been  considering  the  construction  of   additional   storage  for 
the   uplaiid   supplies   to   obviate   the  necessity    of    using   the   river   water. 
Although  bids  on  the  construction  were  received  this  past  spring,  these  bids 
were  considered  too  high  and  the  project  has  apparently  been  abandoned  for 
the  present. 

About  a  quarter  of  a  mile  above  the  Diep  kill  reservoir  there  is  a  farm- 
house. A  privy  is  located  in  the  rear  of  tne  house  about  60  feet  from  the 
stream  and  about  40  feet  from  a  tributary  to  it.  This  privy  is  not  provided 
with  a  vault  and  excreta  was  noticed  on  the  ground  at  the  rear  of  the  privy. 
Rubbish  had  been-  thrown  on  the  bank  of  the  stream.  The  field  above  the 
house  is  used  as  a  pasture,  and  animal  excreta  was  noticed  at  the  edge  of 
the  stream. 

About  one-half  mile  from  the  reservoir  there  is  another  farm^  the  barnyard 
of  which  was  not  in  a  sanitary  condition.  A  pigpen  is  located  about  75  feet 
from  the  stream.  There  is  a  runway  for  cattle  which  extends  to  the  stream 
and  it  bore  evidences  of  animal  excreta.  The  privy  at  the  farm  is  provided 
with  a  wooden  removable  container  and  is  located  about  60  feet  from  the 
stream.  It  was  stated  that  the  container  was  removed  once  a  month  and 
the  contents  buried.  The  vault  was  full,  however,  at  the  time  of  the  inspec- 
tion. A  short  distance  above  this  farm  is  a  cow  pasture  located  on  both  sides 
of  the  stream. 

About  three-fourths  of  a  mile  from  the  reservoir  and  at  the  intersection 
of  the  road  alongside  of  the  creek  with  a  road  from  the  south  is  another 
farm.  The  barnyard  is  located  about  200  feet  from  the  stream  and  was 
in  a  fair  sanitary  condition.  In  the  field  which  extends  on  both  sides  of 
the  stream  a  bull  was  tied,  but  otherwise  it  bore  no  evidences  of  bein^  used 
for  pasturage.  Although  time  did  not  permit  of  a  detailed  inspection  of 
all  parts  of  the  watershed,  the  above  exam<ples  miay  be  considered  as  typical 
of  conditions  at  the  various  farms  upon  the  area. 

Ilie  Climax  supply  is  derived  from  a  subterranean  stream  formed  by  the 
Murderer  kill  which  enters  a  sink  hole  about  a  quarter  of  a  mile  above  the 
intake  reservoir,  this  reservoir  being  located  about  1^  mile  northwest  of  the 
village.  The  reservoir  is  formed  by  a  small  concrete  dam  across  the  stream 
as  it  emerges  from  the  foot  of  a  steep  cliff.  The  reservoir  thus  formed  is 
consequently  located  in  a  cave  in  the  cliff.  The  Murderer  kill  has  a  drainage 
area  of  about  6  square  miles  with  a  resident  population  of  270,  or  45  per 
square  mile.  This  watershed  could  not  be  covered  in  the  time  available  for 
the  inspection,  'but  as  it  is  located  adjacent  to  the  Diep  kill  watershed,  the 
conditions  thereon  are  probably  similar  to  those  on  the  Diep  kill  area. 

At  the  time  of  the  inspection  samples  were  taken  of  the  Diep  kill  supply, 
the  Climax  supply,  and  from  a  tap  in  the  village,  and  sent  to  the  Division 
of  Laboratories  and  Research  for  analysis.  The  results  of  the  analysis  of 
the  Diep  kill  supply  showed  a  water  that  is  moderately  hard,  highly  colored, 
and  at  times  turbid.  The  figures  for  nitrogen  in  its  various  forms  were 
fairly  high,  showing  the  presence  of  moderate  amounts  of  decomposing  and 
decomposable  organic  matter.  The  figures  for  chlorine  were  above  the  normal 
for  the  region.  The  total  bacterial  counts  were  usifally  high,  and  organisms 
of  the  B.  coli  type  present  in  the"  majoritv  of  10  c.c.  and  1  c.c.  inoculations 
and  occasionally  in  the  1/10  c.c.  inoculations.  The  water  from  the  Climax 
supply  was  similar  to  that  from  the  Diep  kill  supply.  The  figures  for 
nitrogen  and  oxygen  consumed  showed  a  water  that  contained  considerable 
organic  matter.  The  total  bacterial  counts  were  high,  and  B.  coli  were 
present  in  some  inoculations  as  small  as  1/10  c.c. 
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The  analyses  of  the  tap  samples  showed  a  supply  of  variable  color  and 
turbidity  with  moderate  amounts  of  organic  matter  and  of  fairly  high  hard- 
ness. The  bacterial  counts  were  variable  but  usually  high,  and  B.  coli  were 
more  than  moderately  prevalent.  These  results  indicated  that  the  supply  was 
actively  contaminated  at  the  time  the  samples  were  taken. 

As  a  result  of  the  inspection  it  was  recommended: 

1.  That  the  village  authorities  make  regular  and  thorough  inspections 
of  all  parts  of  the  watersheds  of  the  Diep  kill  and  Climax  supplies,  and 
that  in  accordance  with  the  provisions  of  section  70  of  the  Public  Health 
Ltaw  they  secure  the  abatement  of  any  violations  of  the  rules  and  regu- 
lations found  thereon. 

2.  That  the  village  take  steps  for  installing  a  modern  filter  plant, 
supplemented  by  sterilization,  for  the  purification  of  the  water  supply. 

3.  That  pending  the  installation  of  a  filter  plant,  liquid  dilorine 
apparatus  be  installed  at  once  for  the  sterilization  of  the  supply. 

4.  That  in  order  to  obviate  the  necessity  for  the  occasional  emergency 
use  of  the  Hudson  river,  sufficient  storage  be  provided  for  the  present 
upland  supplies  or  other  streams  if  available  be  developed. 

5.  That  until  an  adequate  upland  supply  is  secured,  the  village  pur- 
chase apparatus  for  the  proper  sterilization  oi  the  river  supply  wAienerer 
it  becomes  absolutely  necessary  to  resort  to  that  source. 


DAVENPORT 

A  reinspection  of  the  water  supply  of  Davenport  was  made  on  October  16, 
1920,  by  Mr.  W.  J.  Erickson,  sanitary  inspector.  A  previous  inspection  of 
this  supply  was  made  by  this  Department  in  1915,  the  report  upon  which 
is  published  in  the  Annual  Report  of  the  Department  for  that  year. 

Davenport  is  an  unincorporated  village  of  aibout  300  inhabitants;  it  is  in 
the  northern  part  of  Delaware  county,  about  12  miles  east  of  Oneonta,  in 
the  Charlotte  Creek  Valley.  Davenport  Center,  on  the  Ulster  and  Delaware 
railroad,  and  5  miles  west  of  Davenport,  is  the  nearest  railroad  station.  The 
water  supply  is  owned  and  operated  by  the  Davenport  Water  Companj, 
about  200  use  the  water  supply  furnished  by  the  company.  There  is  no 
fiublic  sewer  system  in  the  village. 

The  supply  is  derived  from  four  springs  located  about  half  a  mile  south 
west  of  the  village.  From  these  springs  the  water  is  conducted'  to  a  covered 
storage  reservoir.  From  this  reservoir  the  supply  is  delivered  by  gravity 
to  the  consumers  through  about  one  and  a  quarter  m-iles  of  mains  varying 
from  4  to  6  inches  in  diameter  on  which  there  are  some  32  service  taps,  none 
of  which  are  metered.  The  pressure  in  the  village  is  about  65  pounds  per 
square  inch.  The  consumption  is  estimated  at  12,000  gallons  per  day,  or 
about  60  gallons  per  capita. 

Tlie  springs  are  developed  by  the  construction  of  four  collecting  well*. 
These  wells  have  stone  walls,  concrete  bottoms,  and  are  covered  with  wooden 
roofs.  The  water  enters  through  tile  drains  extending  through  the  stone 
walls.  Four-inch  pipes  conduct  the  water  from  the  springs  to  the  reservoir 
located  just  below  the  easterly  springe.  These  effluent  pipes  rest  on  the 
bottom  of  the  spring  wells  and  are  provided  with  castiron  strainers  having 
holes  %-inch  in  diameter.  The  reservoir  is  of  cx)ncrete,  20  feet  by  40  feet 
in  plan  and  10  feet  deep,  with  a  capacity  of  about  60,000  gallons.  A  substantial 
wooden  roof  covers  the  reservoir.  A  pipe  extending  perpendicularly  from 
the  bottom  acta  as  an  overflow.  Earth  banked  around  the  collecting  weW  and 
reservoir  diverts  the  surface  wash. 

The  watershed  above  the  spring  is  about  15  square  miles  in  area,  thonsb 
it  is  possible  that  about  a  square  mile  may  contribute  to  the  underground 
water  feeding?  the  springs.  There  are  no  houses  on  the  watershed.  The 
fields  above  the  springs  are  used  for  pasturage  and  it  is  probable  that  some 
contamination  reaches  the  supply  from  this  source.  A  stream  drains  intn 
the  ground  above  the  springs  and  it  is  prolmble  that  they  are  largelv  fed 


Pkotection  of  Public  Wateb  Supplies  197 

from  this  source.  Abo^e  the  springs  are  outcrops  of  sandstone  and  shale 
while  below  are  more  or  less  impervious  layers  of  sand  and  gravel. 

The  results  of  the  analyses  of  samples  of  the  water  taken  at  the  time  of 
the  inspection  showed  a  water  that  is  soft,  practically  clear,  and  colorless. 
The  organic  matter  was  moderate  and  probably  largely  of  vegetable  origin. 
The  chlorine  content  was  not  excessive  for  waters  of  tne  section.  The  total 
bacterial  counts  were  moderate.  The  presence  of  organisms  of  the  B.  coll 
type,  however,  indicated  some  active  contamination. 

From  the  results  of  the  inspection  it  was  concluded  that  the  supply  though 
subject  to  some  contamination  from  pasture  lands  and  from  accidental  or 
willful  c(»itamination  of  himian  origin  may  be  considered  to  (be  of  fair 
i^anltary  quality. 

It  was  therefore  recommended  that  the  area  surrounding  the  springs  be 
fenced  off  to  keep  cattle  and  people  away  from  the  inunediate  vicinity,  and 
that  the  watershed  of  the  brook  above  the  spring  be  abandoned  for  pasturing 
cattle,  especially  that  portion  along  the  banks  of  the  brook. 


DEPERIET  and  HERRING 

An  investigation  of  the  water  supply  of  the  villages  of  Defer iet  and 
Herring  was  made  on  August  1,  1919,  by  Mr.  Earl  Devendorf,  assistant 
engineer. 

Deferiet  is  an  incorporated  village  of  some  500  inhabitants  located  on  the 
Black  river,  in  the  town  of  Wilna,  Jefferson  county,  N.  Y.,  some  2  miles 
east  of  Great  Bend.  The  village  authorities  all  work  in  the  mill  of  the 
St.  Regis  Paper  Company  which  is  located  there.  The  water  supply  is 
derived  from  two  springs  and  six  drilled  wells,  located  in  the  village,  from 
which  the  inhabitants  carry  water  to  their  houses. 

One  of  the  wells  known  as  Block  well  is  situated  on  a  level  piece  of  groimd 
some  500  feet  back  from  the  Black  river  and  75  feet  distant  from  the  nearest 
house.  The  water  level  in  the  river  was  some  40  feet  lower  than  the  ground 
surface  near  the  well.  This  well  is  drilled  to  a  depth  of  70  feet  through 
earth,  quicksand,  and  hardpan,  rock  being  encountered  at  a  depth  of  60  feet. 
A  force  pump  is  provided  for  raising  the  water;  and  a  w4>oden  cover  which 
is  not  tight.' 

The  School  well  is  a  drilled  well  located  some  300  feet  from  the  river  and 
is  said  to  be  67  feet  in  depth,  all  of  which  depthr  is  reported  to  be  through 
rode.  A  row  of  houses  is  located  west  of  the  well  at  a  distance  of  approxi- 
mately 100  feet. 

The  River  well  is  located  some  200  feet  from  the  river,  and  the  ground 
surface  surrounding  the  well  was  some  40  feet  above  the  water  level  in  the 
river  at  the  time  of  the  inspection.  A  row  of  houses  is  located  some  100  feet 
east  of  the  well.  This  well  is  drilled  to  a  depth  of  40  feet,  of  which  all  but 
the  first  8  feet  is  in  rock. 

The  Railroad  well  is  located  between  the  highway  and  the  railroad  tracks, 
100  feet  from  the  nearest  house.  The  land  on  the  railroad  side  slopes  toward 
the  well.  A  wooden  cover  is  provided  which  tends  to  deflect  any  surface 
wash.  This  well  is  only  40  feet  in  depth  and  all  but  the  first  6  or  8  feet  are 
in  rock. 

On  the  other  or  northern  side  of  the  railroad  from  the  above  described 
vrells,  there  are  two  other  wells  known  as  the  Bungalow  and  Italian  wells. 
The  Bungalow  wefll  is  located  on  the  top  of  a  small  incline  in  front  of  a  row 
of  small  houses.  A  cesspool  is  located  at  the  bottom  of  the  incline  at  a  dis- 
tance of  some  300  feet  from  the  well.  This  well  is  drilled  to  a  depth  of 
84  feet,  of  which  all  but  the  first  14  feet  is  in  rock. 

The  other  well  is  located  in  front  of  a  block  occupied  bv  Italian  workmen 
from  which  it  has  derived  the  name  of  Italian  well.  This  block  is  served 
by  privies,  while  the  other  houses  and  bungalows  are  provided  with  inside 
toilets  which  are  supplied  with  the  river  water  for  flushing  purposes.  The 
privies  are  located  in  the  rear  of  the  houses  and  the  nearest  privy  is  at 
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a  distance  of  Bome  150  feet  from  the  well.    This  well  is  drilled  to  a  depth 
of  60  feet,  of  which  all  'but  the  first  14  feet  is  in  rock. 

As  previously  stated,  there  are  two  aprings  from  which  water  is  obtained 
for  drinking  and  culinary  purposes.  One  of  these  springs,  known  e^  the 
Bridge  spring,  is  located-  along  the  bank  of  the  river  and  is  wholly  un* 
prot^ted  from  pollution,  either  bv  surface  wash  or  by  trespassers  passing 
near  the  spring.  At  the  time  of  tne  inspection  human  excreta  were  observed 
in  the  vicinity  of  the  spring. 

The  other  spring,  known  as  the  Mill  spring,  is  located  about  1,000  feet 
north  of  the  mill.  No  sources  of  pollution  were  observed  in  the  vicinity 
of  this  spring  at  the  time  of  the  inspection,  and  the  -analysis  of  the  sample 
of  water  taken  from  the  spring  showed  a  low  count  and  the  absence  of 
bacteria  of  the  colon  type. 

Throughout  this  section  of  the  country  under  consideration  the  land  is 
almost  «il  rock  having  very  Uttle  soil  covering.  The  prevailing  rock  material 
is  limestone.  Under  the  above  described-  conditions  the  matter  of  putting 
down  wells  in  the  village,  where  cesspools  and  sewers  are  located,  is  attended 
with  the  danger  of  contamination  from  these  sources.  The  welU,  however, 
are  all  drilled  5  inches  in  diameter  with  casing  conetrutH:ed  in  rock  in  an 
attempt  to  prevent  surface  infiltration.  Nevertheless,  there  is  no  assurance 
that  pollution  from  the  above  described  houses  may  not  enter  the  ground 
water  sources  tributary  to  the  wells  through  fissures  at  any  time.  The  springs 
are  wholly  unprotected. 

At  the  timet  of  the  inspection  of  the  Deferiet  water  supply  an  inspection 
was  also  made  of  the  well  located  at  Herrings,  where  the  St.  Regis  Paper 
Company  maintains  a  hotel  for  its  employees.  There  were  approximately  100 
persons  living  at  the  hotel  at  the  time  of  the  inspection. 

The  water  supply  is  derived  from  a  dug  well  located  at  the  aide  of  the 
hotel  which  was  not  satisfactorily  covered  or  curbed,  thus  giving  opportunity 
for  surface  wash  to  enter  the  well.  A  cesspool  was  located  some  300  fe^ 
distant  and  at  an  elevation  of  approximately  30  feet  below  the  ground  surface 
surroimding  the  well.  The  nearest  privy  is  at  a  distance  of  approximately 
75  feet  and  at  a  lower  elevation.  There  were  no  direct  sources  of  poUutioo 
observed  at  the  time  of  the  inspection. 

As  a  result  of  the  investigation,  it  was  recommended  that  the  present 
sources  of  water  supply  for  potable  purposes  of  Deferiet  and  Herringe,  derived 
from  wells  and  springs  subject  to  pollution,  be  abandoned,  and  thaS  the  com' 
pany  secure  the  services  of  a  competent  sanitary  engineer  to  aid  it  in  securing 
another  supply  for  both  Deferiet  and  Herrings  which  will  ibe  sufficient  in 
quantity  and  of  a  proper  sanitary  qiiality  for  their  needs  for  all  purposes, 
and  that  the  use  of  the  river  water  in  the  houses  be  discontinued  at  the 
earliest  possible  time  following  the  installation  of  a  proper  water  sapplr 
system. 

DEFREESTVIIXE  (Bottled  Water) 

An  inspection  of  the  sanitary  condition  of  the  spring  and  bottling  works  of 
the  Morgan  Spring  Water  Company  at  Defreestville,  Rensselaer  county,  N.  Y., 
was  made  on  July  27,  1920,  by  Mr.  Henry  Ryon,  assistant  engineer,  and  Mr. 
W.  J.  Erickson,  sanitary  inspector,  in  this  Department. 

The  spring  is  located  a  quarter  of  a  mile  north  of  Defreestville,  and  about 
3  miles  northeast  of  the  city  of  Rensselaer.  It  is  now  owned  by  F.  A.  and  W. 
A.  Piatt,  who  purchased  it  from  the  Morgan  Spring  Water  Company  a  short 
time  ago.  About  500  gallons  of  water  per  day  are  delivered  by  the  owners 
to  their  own  customers,  and  about  1,000  gallons  furnished  to  *Mr.  Wyle  of 
Albany,  who  states  that  he  distributes  it  under  the  name  of  **  Ferndale  Spring 
Water." 

The  water  furnished  to  the  offices  in  the  capitol  by  Mr.  Wyle  is  from  this 
spring.  The  water  is  delivered  in  5-gallon  and  l-gallon  bottles.  The  former 
are  provided  with  wooden  crates  generally  marked  "Conservation  Commis- 
sion, State  Reservation,  Saratoga  Springs,"  and  the  latter  are  shipped  in 
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boxes  containing  six  bottles  marked  in  the  same  manner.  In  some  cases  the 
large  bottles  b^r  the  seal  of  the  State,  blown  on  the  glass,  and  the  words 
**  Conservation  CSommission,  Ferndell  Springs."  It  should  be  noted  that  the 
water  formerly  distributed  by  the  Conservation  Commission  was  *' Ferndell 
Spring  Water,"  while  that  now  being  distributed  by  Mr.  Wyle  is  sold  as 
"Ferndale  Spring  Water.'- 

The  spring  is  located  about  500  feet  west  of  the  road  and  about  20  feet 
lower  than  it.  It  has  been  dug  out  and  walled  up  forming  a  well  about  4 
feet  wide  and  8  feet  long.  The  upper  portion  of  the  walls  of  this  well  is 
laid  with  cemented  joints,  while  the  lower  portion  is  of  dry  rubble  to  allow 
the  water  to  enter.  The  well  is  covered  with  a  peaked  wooden  roof  which 
is  provided  with  a  trap  door.  The  ground  in  which  the  well  is  located  slopes 
in  such  a  way  that  the  surface  wash  is  diverted  away  from  the  well.  A 
few  feet  east  of  and  above  the  spring  is  a  pump  house  equipped  with  a  gasoline 
engine  and  is  used  to  pump  the  water  to  the  bottling  plant  through  a  1^-inch 
galvanized  iron  pipe. 

The  soil  in  the  vicinity  is  apparently  a  residual  soil  imderlain  at  no  great 
depth  with  shale.  Inmiediately  east  of  or  above  the  spring  is  a  hay  field 
extending  for  a  distance  of  about  250  feet,  and  above  this  is  a  potato  patch 
extending  to  the  road.  A  stable  belonging  to  the  owner  of  the  plant  is 
located  about  300  feet  from  the  spring  toward  the  road,  and  there  is  a  privy 
just  south  of  the  stable.  Both  are  on  higher  ground  than  the  spring,  but  the 
topography  of  the  groimd  is  such  that  it  seems  improbable  that  any  surface 
drainage  from  the  stable  or  privy  can  reach  the  spring. 

The  room  where  the  bottles  are  filled  is  about  10  feet  by  15  feet  in  size 
and  has  a  rough  wooden  floor.  Two  doors  lead  to  platforms  outside  the 
building  and  a  third  leads  to  the  kitchen  of  the  adjoining  dwelling.  The  water 
on  reaching  the  bottling  room  passes  through  a  Jewell  pressure  filter  about 
1  foot  in  diameter  and  4  feet  high  to  an  elevated  receiving  tank  over  the 
bottling  table.  The  filter  is  provided  with  an  alum  pot,  but  according  to  the 
statements  of  Mr.  Piatt  no  alum  is  applied.  The  filter  is  cleaned  by  revers- 
ing the  flow,  and  the  sand  agitated  by  rakes  operated  by  means  of  a  hand 
lever.    There  are  no  records  available  to  indicate  how  often  sand  is  washed. 

The  receiving  tank,  located  below  the  ceiling  in  the  side  of  the  bottling 
room,  is  about  10  feet  long,  3  feet  wide  and  3^  feet  deep,  and  is  lined  with 
galvanized  iron.  Its  capacity  is  between  500  and  600  gallons.  Three  taps 
located  on  the  under  side  of  the  tank  are  provided  for  filling  the  bottles.  A 
rough  table  has  been  constriicted  under  these  taps,  consisting  of  planks  with 
open  joints  under  a  sink  of  galvanized  sheet-iron  which  collects  the  water 
falling  on  it  and  discharges  it  into  a  drain  leading  to  a  cesspool  about  40 
feet  west  of  the  building  which  also  receives  the  drainage  from  the  fioor. 

No  provision  is  made  for  thoroughly  cleaning  the  returned  bottles,  and 
unless  they  are  unusually  dirty  they  are  simply  rinsed  out  and  refilled.  When 
they  are  not  as  clean  as  is  desired  a  brush  is  used.  No  hot  water  or  soap 
is  used  in  cleaning  them.  It  was  stated  by  Mr.  Piatt,  however,  that  he  intends 
to  install  a  steam  boiler  so  that  the  bottles  can  be  sterilized  with  steam 
before  being  refilled. 

Samples  were  taken  at  the  spring  and  the  bottling  taps  at  which  the  bottles 
are  filled,  and  sent  to  the  Division  of  Laboratories  and  Research  for  analysis. 
One  five-gallon  bottle  and  2  one-gallon  bottles  of  the  water  as  delivered  to  the 
Capitol  were  also  sent  to  the  Division  of  Laboratories  and  Kesearch  for 
analyses.  The  results  of  the  examination  of  these  samples  show  a  water 
that  is  clear,  colorless,  and  hard.  The  figures  for  nitrogen  as  free,  and 
nibuminoid  ammonia  and  nitrates  are  in  general  low,  while  that  for  nitrogen 
as  nitrates  is  fairly  high.  This  would  seem  to  indicate  considerable  pollution 
by  organic  matter  which  has  been  largely  oxidized  and  rendered  inert  by  the 
natural  processes  of  purification  in  passing  through  the  soil.  The  total  bac- 
terial counts  are  moderate,  but  organisms  of  the  B.  coli  type  were  present  in  all 
but  1  sample  tested,  denoting  the  presence  of  slight  amounts  of  active  con- 
tamination. As  the  B.  coli  were  found  in  the  samples  from  the  spring  and 
tap  as  well  as  in  the  samples  of  bottled  water,  it  is  apparent  that  the  con- 
taminated matter  reaches  the  water  in  the  spring  and  is  not  due  entirely  to 
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the  handling  of  the  water  and  bottles.  It  seems  probable  that  the  organic 
matter  in  the  water  is  largely  of  vegetable  origin,  although  some  is  imdoubt- 
edly  of  animal  origin  and  derived  from  the  cultivated  and  fertiliased  fields 
above  the  spring,  aj^>  XK)e8ibly  from  the  barnyard.  It  seems  probable  also  that 
the  active  contamination  of  the  water  as  indicated  by  the  presence  of  B. 
coli  is  from  the  cultivated  fields  and  of  animal  rather  than  human  origin, 
although  it  is  of  course  possible  that  incidental  pollution  of  the  watershed 
by  human  beings  may  have  occurred.  In  the  case  of  the  samples  front  the 
bottled  water,  it  is  very  possible  that  the  presence  of  B.  coli  may  have  been 
due  to  contamination  of  the  bottles  in  washing  and  handling. 

In  view  of  the  above  facts  it  appears  that  the  spring  of  the  Morgan  Spring 
Water  Company  while  it  receives  no  gross  pollution  is  not  located  in  an 
entirely  satisfactory  manner  for  producing  a  water  of  unquestionable  purity, 
and  at  times  receives  active  contamination,  probably  from  the  cultivated 
field  above  the  spring;  and  that  the  method  used  for  cleaning  and  refilling 
the  bottles  is  not  entirely  satisfactory,  as  although  the  bottles  are  rinsed 
with  cold  water,  no  attempt  is  made  to  sterilize  them  or  the  stoppers. 


DELANSON 

A  reinspection  of  the  water  supply  of  the  village  of  Belansou  was  made 
on  October  13,  1920,  by  Mr.  W.  J.  Erickson,  sanitary  ins^ctor.  A  previous 
inspection  of  this  supply  was  made  by  this  Department  in  1016,  the  report 
upon  which  is  published  in  the  Annual  Report  of  the  Department  for  that 
year. 

Delanson,  which  is  an  unincorporated  village  of  about  400  inhabitants,  is 
located  in  the  southwestern  part  of  Schenectady  county,  about  15  miles  south 
of  Schenectady.  It  is  largely  a  railroad  center,  being  the  junction  of  the  main 
line  and  a  branch  line  from  Schenectady  and  the  north.  The  supply  is  owned 
and  operated  by  the  Duanesburg  Water  Oompany.  There  are  no  public  sewers 
in  the  village. 

The  water  supply  is  derived  from  two  small  streams  tributary  to  the 
Normanskill.  These  streams  are  developed  by  the  construction  of  dams 
across  them,  thus  forming  reservoirs.  They  are  located  4  miles  and  1^ 
miles  respectively  north  of  the  village.  From'  the  upper  stream  the  supply 
is  conducted  through  a  pipe  to  a  stream. where  it  runs  in  an  open  channel 
to  a  small  intake  well  located  2  miles  below  the  reservoir,  from  which  it  L« 
conveyed  through  a  pipe  line  to  the  lower  storage  or  distributing  reservoir. 

From  the  distributing  reservoir  the  supply  is  conducted  by  gravity  through 
about  5  miles  of  water  mains  varying  from  4  to  8  inches  in  diameter,  on 
which  there  are  about  30  service  taps.  Only  the  railroad  supply  is  metered. 
There  are  about  150  consumers  and  the  consumption  is  estimated  at  17,000 
gallons  per  day.  About  300,000  gallons  per  day  are  used  by  the  railroad. 
The  average  pressure  in  the  village  is  approximately  60  pounds  per  square 
inch. 

The  upper  reservoir,  developed  by  the  construction  of  a  long  dike  or  dam 
across  a  stream,  forms  a  rather  narrow  shallow  reservoir  of  alx>ut  50,000,000 
gallons  capacity.  It  is  filled  with  stumps  and  is  evidently  the  bed  of  an  old 
swamp.  A  spillway  under  the  road  passing  along  the  dike  allows  the  excess 
to  pass  off  down  the  natural  stream.  From  the  reservoir  the  water  is  con- 
ducted through  a  castiron  pipe  for  about  a  mile,  thence  in  a  natural  channel 
to  the  intake  well.  This  well  is  about  10  feet  deep  and  about  4  feet  square. 
The  water  enters  the  well  through  the  open  joints  in  the  stone  wall.  Inside 
the  well  is  a  cylinder  which  is  surroimded  with  a  fine  mesh  copper  wire, 
through  which  the  water  must  pass  before  entering  the  intake  pipe.  From 
this  intake  the  water  fiows  by  gravity  to  the  distributing  reservoir.  This 
reservoir,  which  has  a  capacity  of  about  30,000,000  gallons,  is  in  a  better 
condition  than  the  upper  reservoir.  The  bottom  appeared  to  have  been 
recently  cleaned  and  there  was  only  a  small  proportion  of  marshy  land  at 
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the  upper  end.  A  fence  surrounds  the  reservoir.  A  road,  however,  crosses 
the  upper  end. 

There  are  about  2^  square  miles  of  watershed  tributary  to  the  upper  reser- 
voir on  which  there  are  about  10  houses.  The  area  tributary  to  the  dis- 
tributor is  about  a  quarter  of  a  square  mile  on  which  there  is  one  house. 
This  gives  a  total  population  of  about  40  for  the  2  watersheds,  or  about  15 
per  square  mile.  These  houses  are  far  removed  from  the  reservoirs  or  tribu- 
tary streams  except  as  noted  below.  There  is  one  farm  located  on  the  south 
side  of  the  upper  reservoir.  The  dwelling  and  privy  are  located  on  the  down- 
stream side  of  the  dike  and  so  the  drainage  is  not  toward  the  reservoir. 
The  barn  and  chicken  yard,  however,  are  on  the  bank  of  the  reservoir,  and 
it  seems  probable  that  at  times  surface  wash  from  these  places  as  well  as 
from  the  road  reaches  the  reservoir. 

The  lower  reservoir  is  subject  to  contamination  which  may  reach  it  from 
the  road  crossing  it  and  to  pollution  from  chance  visitors  in  the  vicinity.  The 
water  is  render^  very  turbid  at  times  of  heavy  rainfall. 

At  the  time  of  the  inspection  samples  were  collected  and  sent  to  the 
Division  of  Laboratories  and  Research  for  analyses,  the  results  of  which  are 
as  follows: 

Color   20  Oxygen  consumed 8.2 

Odor,  hot  la  Chlorine    .4 

Odor,  cold la  Hardness,  total  36 . 4 

Turbidity 3  Alkalinity    35.5 

Anunonia,  free .002       Bacteria  per  c.c 175 

Ammonia,  alb .  136      B.  coli  type,  10  c.c 2-(-li— 

Nitrites    Tr.       B.  coli  type,  1  c.c l-f^— 

Nitrates 08         B.  coli  type,  1/10  c.c 0-(-3— 

These  results  show  a  water  that  is  moderate  in  hardness,  slightly  colored, 
and  turbid.  The  ammonia  content  and  oxygen  consumed  indicate  some  organic 
contamination  which  appears  to  be  largely  of  vegetable  origin.  The  chlorine 
is  only  slightly  above  normal  for  water  in  this  section.  The  total  bacterial 
counts  are  moderate.  Organisms  of  the  B.  coli  type  indicate  the  presence 
of  some  active  contamination. 

As  a  result  of  this  investigation  it  is  recommended  f 

1.  That  regular  inspections  of  the  watershed  be  made  to  detect  sources 
of  contamination,  and  all  unsatisfactorv  conditions  discovered  be  im- 
mediately  corrected  and  proper  precautions  taken  to  prevent  their 
recurrence. 

2.  That  should  any  difficulty  be  experienced  in  carrying  out  the  fore- 
going recommendations,  the  company  apply  to  this  Department  for  the 
enactment  of  rules  and  regulations  for  the  protection  of  the  sanitary 
quality  of  the  supply. 

3.  That  in  view  of  the  possibility  of  accidental  or  willful  contamina- 
tion by  residents  or  visitors  on  the  watershed  and  by  surface  wash  from 
the  road  across  the  lower  reservoir,  the  water  company  immediately 
install  and  put  in  operation  a  suitable  chlorination  plant,  and  consider 
the  installation  of  some  modern  plant  for  further  safeguarding  the 
sanitary  quality  of  the  supply. 

4.  That  the  water  company  consider  the  re-location  of  the  road  around 
the  lower  end  of  the  distributing  reservoir  and  thus  remove  a  dangerous 
source  of  contamination. 

The  water  of  this  supply  is  used  by  the  Delaware  and  Hudson  railroad  for 
drinking  and  culinary  purposes  in  interstate  traffic.  Data  regarding  the 
supply  were  furnished  to  the  United  States  Public  Health  Service  on  Novem- 
ber 15,  1920,  and  included,  in  addition  to  the  results  of  the  analysis  of  a 
sample  of  the  water,  the  statement  that  at  the  time  of  the  inspection  the 
conditions  surrounding  the  supply  were  not  entirely  satisfactory,  and  that 
the  results  of  the  inspection  and  the  analyses  of  the  samples,  together  with 
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the  result  d  previous  inspections  and  analyses,  indicate  that  the  water 
was  not  ol  entiiely  satisfactory  quality  for  numan  consumption.  A  copy 
of  the  report  accompanied  this  data.  Based  on  tJiis  information,  the  I^ited 
States  Public  Health  Service  on  November  17,  1020,  issued  a  provisional 
certificate  permitting  the  temporary  use  of  the  water  for  drinking  and 
culinary  purposes  in  interstate  traffic. 


DEPOSIT 


A  reinspection  of  the  water  supplv  of  the  village  of  Deposit  was  made  on 
May  19,  1920,  by  Mr.  W.  J.  ErickjBon,  engineering  assistant.  Previous  inspect 
tions  of  this  supply  were  made  by  this  Department  in  1909  and  1915,  the 
reports  upon  which  are  published  in  the  Annual  Reports  of  the  Department 
for  the  respective  years. 

Deposit,  with  a  population  of  1 J79,  is  located  partly  in  the  southwestern 
part  of  Delaware  county  and  partly  in  the  southeastern  part  of  Broome 
county.  Of  the  total  population,  about  1,500  are  served  by  the  public  supply. 
The  waterworks  are  owned  by  the  Deposit  Water  Supply  Company. 

The  water  supply  is  derived  fr6m  Butler  brook,  about  2  miles  north  of  the 
village,  and  from  a  spring-fed  reservoir  about  a  mile  farther  north.  Both 
the  reservoir  supply  and  brook  supply  are  filtered  through  a  slow  sand  filter. 
After  passing  through  the  filter  the  water  is  delivered  by  gravity  through  a 
distribution  system  consisting  of  about  8  miles  of  castiron  pipe  varying  from 
4  to  8  inches  in  diameter.  There  are  no  public  sewers  in  the  village:  privies, 
cesspools,  and  the  like  being  used. 

The  upper  reservoir,  with  a  storage  capacity  of  about  90  days,  is  formed 
by  an  earthen  dam  at  the  head  of  a  small  valley.  This  reservoir  is  mainly 
spring-fed,  no  stream  entering  it  although  at  times  of  heavy  rains  it  receives 
considerable  surface  runoff.  There  are  no  sources  of  human  pollution  within 
1,000  feet,  though  the  field  immediately  above  the  reservoir  is  used  for 
pasturage.  The  reservoir  is  fenced  so  as  to  exclude  cattle  from  the  neighbor- 
hood. From  the  reservoir  the  water  fiows  some  1,500  feet  through  an  open 
channel  to  a  small  masonry  intake  dam,  from  which  it  flows  through  an 
8-inch  castiron  main  to  the  filter  plant.  A  road  passes  along  the  open 
channel. 

The  brook  supply  is  developed  by  a  masonry  dam  across  the  brook,  forming 
a  small  reservoir.  The  excess  flows  through  a  natural  channel  past  the 
filtration  plant.  The  village  owns  considerable  land  around  and  above  the 
filter  plant  and  intake,  and  no  pasturage  or  cultivation  is  carried  on  within 
this  area.  Above  this  the  watershed  is  almost  entirely  cultivated  or  used 
for  pasturage.  There  were  no  direct  sources  of  human  pollution  observed 
at  the  time  of  the  inspection,  but  as  is  the  case  of  such  districts  there  are 
many  possibilities  of  contamination  of  the  supply. 

From  this  reservoir  the  water  filters  through  a  filter  dike  composed  of 
gravel  into  the  sedimentation  basin,  about  200  feet  by  100  feet  by  10  feet 
deep,  and  having  a  capacity  of  about  5,000,000  gallons.  This  basin  has  a 
gravel  bottom  and  riprap  sddes.  From  the  sedimentation  basin  the  water  if 
conducted  to  the  slow  sand  filter.  The  filter  which  is  about  500  feet  by  100 
feet  is  subdivided  so  that  one  section  may  be  cleaned  while  the  other*  is  in 
use.  The  filtering  mediimi  consists  of  1^  feet  of  sand  and  1^  feet  of 
graded  gravel.  The  sand  appeared  to  be  rather  poor  quality  and  too  coarse 
for  a  slow  sand  filter.  The  piping  is  so  arranged  that  filtration  may  be 
carried  on  either  from  top  to  bottom,  or  vice  versa.  The  average  rate  of 
filtration  is  about  300,000  to  400,000  gallons  per  day,  or  about  880,000  gallons 
per  acre  per  day.  The  filter  was  not  in  operation  at  the  time  of  the  inspee- 
tion  as  the  sand  had  just  been  cleaned  and  renewed. 

From  the  filter  the  water  is  conducted  directly  to  the  village,  the  excess 
going  to  a  covered  clear  water  basin  with  a  capacity  of  178,000  gaJlons.  This 
basin  is  of  concrete  and  is  of  circular  form  50  feet  in  diameter  and  about  15 
feet  deep.    It  is  covered  with  a  wooden  conical  roof  which  is  covered  with 


Pkotection  of  Public  Watee  Supplies  203 

t.kir  shingles.    The  clear  water  basin  had  just  been  cleaned  and  was  practically 
€>inpty  at  the  time  of  the  inspection. 

Samples  of  the  raw  and  filtered  water  were  taken  on  November  8,  1020, 
a.iid  sent  to  the  Division  of  Laboratories  and  Research  for  analyses.  The 
result  of  the  bacteriological  examination  is  as  follows: 

B  a  cter  ia :  Raw  Filtered 

Per  c.  c.  2D'0    96,000  80,000 

Per  c.  c.  37**C  > 4,900  1,900 

H.   coli  type: 

in  10  c.c 3+0—  3-1-0— 

in  1  C.C 3+0—  3+0— 

in  1/10  c.c 0+3—  0+3— 

The  results  of  the  analyses  show  that  the  process  of  filtration  produces 
practically  no  change  in  the  chemical  or  bacterial  content  of  the  water, 
indicating  a  very  low  efficiency.  The  sand  used  is  of  a  rather  poor  grade 
and  m  too  coarse  for  use  in  a  slow  sand  filter.  It  would  seem  advisajble 
that  this  sand  be  removed,  the  underdrains  cleaned  of  any  growths  or  sedi- 
ment that  may  aid  in  breeding  bacteria,  and  a  new  sand  of  good  quality 
and  suitable  size  be  used  for  we  filtering  medium.  The  sand  should  have 
an  effective  siase  of  about  .3  millimeter,  and  a  uniformity  coefficient  of  not 
more  than  4.  This  bed  should  be  about  3  feet  in  depth  above  the  gravel 
layer  which  should  be  graduated  in  aize,  the  larger  sizes  being  placed 
around  the  underdrains. 

As  a  result  of  the  inspection  it  was  recommended: 

1.  That  regular  inspections  of  the  watersheds  be  made  in  order  to 
detect  and  remove  any  source  of  pollution  found  thereon. 

2.  That  the  present  filtering  medium  be  replaced  by  a  sand  of  suit- 
able size  and  quality. 

3.  That  the  depth  of  filtering  medium  above  the  gravel  be  made  not 
less  than  3  feet. 

4.  That  the  underdrains  be  thoroughly  cleaned. 

&.  That  if  the  above  improvements  fail  to  yield  a  satisfactory  effluent 
the  supply  be  sterilized  with  liquid  chlorine. 

The  water  of  this  supply  is  used  by  the  Erie  Railroad  Company  for 
drinking  and  culinary  purposes  in  interstate  traffic.  Data  reganling  the 
supply  were  furnished  to  the  United  States  Public  Health  Service  on  Novem- 
ber 29,  1920,  and  included,  in  addition  to  the  results  of  the  analysis  of  a 
sample  of  wsiter,  the  statement  that  at  the  time  of  the  inspection  the  condi- 
tions surrounding  the  supply  were  not  entirely  satisfactory,  and  that  the 
results  of  the  inspection  and  the  analyses  of  the  samples,  together  with 
the  results  of  previous  inspections  and  analyses,  indicate  that  the  water 
cannot  be  considered  to  be  of  entirely  satisfactory  quality  for  human  con- 
sumption  unless  the  recommendations  of  our  report  are  carried  out.  A 
copy  of  the  report  accompanied  this  data. 


DOBBS  FERRY  (Palxnine  Company,  Inc.) 

An  investigation  of  the  water  supply  of  the  factory  of  the  Palmine  Com- 
pany, Inc.,  at  Dobbs  Ferry,  N.  Y.  was  made  by  Mr.  Alfred  MuUikin,  assistant 
engineer  in  this  Department,  on  January  9,  1920,  following  a  request  of 
the  factory  officials  for  such  an  investigation. 

The  drinking  water  and  water  used  for  manufacturing  cocoanut  butter  is 
obtained  from  two  sources,  one  a  spring  located  about  200  feet  east  of  the 
factory,  and  the  other  a  well  about  100  feet  deep  located  approximately  18 
feet  east  of  the  New  York  Central  railroad  tracks  and  17  feet  north  of  the 
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factory.  This  well  is  known  as  Well  No.  2.  At  the  eaotern  end  of  the 
factory  there  is  another  well  known  as  Well  No.  1,  w^hich  was  not  in  use 
at  the  time  of  the  inspection. 

In  view  of  the  results  of  the  inspection  and  the  analyses  of  samples 
of  water  taken  at  the  time  of  the  inspection,  it  was  concluded  that  the 
spring  and  well  at  the  Palmine  Company's  factory  were  receiving  active 
contamination  from  some  source^  and  that  these  sources  of  water  supply 
should  not  be  used  for  potable  purposes  without  adequate  protection  and 
purification. 

It  was  therefore  recommended  that  these  sources  be  properly  protected 
from  contamination,  and  that  the  water  be  subjected  to  euitable  treatment 
before  being  used,  and  that  in  view  of  the  difficulty  of  properly  purifying  such 
a  small  supply  the  company  consider  the  proposition  of  abandoning  the 
present  spring  and  well  and  obtain  a  supply  of  pure  water  from  a  more 
satisfactory  source. 

EASTHAMPTON 

A  reinspection  of  the  water  supply  of  the  Tillage  of  Easthampton  was 
made  on  June  4,  1920  by  Mr.  Alfred  Mullikin,  assistuit  engineer.  A  previous 
inspection  of  this  supply  was  made  in  1&15,  a  report  upon  which  is  pub- 
lished in  the  Annual  Keport  of  the  Department  for  that  year. 

Easthampton  is  located  in  the  town  of  Easthampton,  on  the  Montauk 
branch  of  the  Long  Island  railroad,  about  115  miles  from  New  Yoric  city. 
The  population  varies  (from  2,000  in  winter  to  about  3,000  In  summer.  Of 
the  total  population,  09  per  cent  are  served  with  water  from  the  public 
water  supply.  The  waterworks  are  owned  and  operated  hy  the  Home 
Water  Company. 

The  water  supply  is  derived  from  5  driven  wells  located  in  the  western 
part  of  the  village  near  Cove  Hollow  and  Bridgehampton  road  about  1/4  of 
a  mile  southwest  of  the  railroad/  station.  From  the  wells  the  water  is 
delivered  through  a  distributing  system  of  about  14  miles  of  castiron  pipe 
ranging  from  2  to  10  inches  in  diameter.  A  steel  standpipe  100  feet  high 
and  13  feet  in  diameter,  having  a  capacity  of  100,000  gallons,  is  located 
about  100  feet  west  and  slightly  north  of  the  plant.  This  standpipe  takes 
the  surplus  and  acts  as  an  equalizing  reservoir  maintaining  an  average 
pressure  in  the  municipality  of  approximately  30  pounds  per  square  inch. 
Of  the  400  to  500  service  taps,  only  about  100  are  metered.  The  average 
daily  water  consumption  in  winter  is  approximately  200,000  gallons,  or  110 
gallons  per  capita  per  day,  while  in  summer,  due  to  increased  population, 
the  sprinkling  of  lawns,  etc.,  the  average  daily  water  consumption  amounts 
to  about  800,000  gallons,  or  300  gallons  per  capita  per  day. 

There  are  three  8-inch  driven  wells  and  two  lO-ineh  driven  wells  about 
•117  feet  deep.  The  ^inch  wells  are  situated  in  a  brick  pit  having  a  depth 
of  24  feet  and  a  diameter  off  13  feet,  which  is  providied  with  a  concrete  bot- 
tom. A  small  amount  of  leakage  from  the  pumps  remains  upon  the  floor 
of  the  pit,  but  this  is  removed  occasionally  by  a  small  rotary  pump.  The 
two  10-inch  wells  are  located  40  feet  and  80  feet  respectively  north  of  the 
pumping  plant,  and  are  connected  by  a  10-inch  suction  main  which  leads 
into  the  pump  pit.  These  two  wells  are  provided  with  cemented  brick  pit* 
8  feet  in  diameter  and  with  depths  of  20  and  24  feet  respectively.  The 
pits  are  provided  with  concrete  covers.  The  strata  through  which  the 
wells  pass  consist  of  6  feet  of  sand  and  6  feet  of  clay  with  the  remaining 
distance  of  sand. 

The  pumping  plant  is  located  in  a  sparsely  populated  section  of  the 
village  on  a  reserved  area  of  ground  amounting  to  about  two  or  three 
acres.  There  are  no  direct  sources  of  pollution  in  the  vicinity  of  the  wells. 
The  nearest  house,  occupied  by  the  attendant  in  charge  of  the  pumping  plant, 
is  about  150  feet  east  of  the  wells.  The  toilet  of  the  house  is  provided  with 
a  cement  cesspool,  the  effluent  from  which  is  taken  care  of  by  subsurface 
irrigation.     This  cesspool  is  about  200  feet  from  the  wells.     There  are  no 
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other  houses  within  500  feet  of  the  supply  but  all  of  the  houses  in  the 
village  are  provided  with  cither  privies  or  cesspool-e  as  no  sewerage  system 
bas   been    installed. 

From  the  recent  inspection  it  appears  that  the  previous  recommenda- 
tions of  this  Department  have  been  partly  acted  upon,  in  that  a  subsurface 
irrigation  system  has  been  installed  to  take  care  of  the  waste  products 
from  the  nearest  house,  that  the  privy  nearby  has  been  abandoned,  and  that 
analyses  of  the  water  have  been  made  yearly. 

The  results  of  the  analyses  of  samples  of  the  water  taken  at  the  time  of 
the  inspection  showed  a  water  clear,  colorless,  and  very  soft.  The  figures 
for  nitrogen  in  its  various  forms  with  the  exception  of  nitrates  and  for 
oxygen  consumed  were  low,  and  indicated  the  presence  of  small  accounts  only 
of  decomposing  and  decomposable  organic  matter.  The  value  for  nitrates 
-was  very  high,  indicating  that  considerble  pollution  had  reached  the  supply 
but  has  been  oxidized  and  rendered  inactive  by  the  natural  process  of  puri- 
fication in  passing  through  the  soil.  The  total  bacterial  counts  were  low, 
and  the  absence  of  organisms  of  the  colon  type  indicated  that  the  supply 
^^^B.a  free  from  active  and  dangerous  contamination  at  the  time  of  the 
inspection. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Easthampton 
it  waa  concluded  that  the  water  supply  at  the  time  of  the  inspection  was 
found  to  be  of  a  reasonably  satisfactory  physical  and  sanitary  quality,  and 
accordingly  recommended  that  the  authorities  continue  their  careful  super- 
vision of  the  supply. 


EAST  WORCESTER 

A  reinspection  of  the  water  supply  of  the  village  of  East  Worcester  was 
made  on  July  15,  1920  by  Mr.  Earl  Devendorf,  assistant  engineer.  Previous 
inspections  of  this  supply  were  made  by  this  Department  in  1910,  1915,  and 
1917,  the  reports  upon  which  are  published  in  the  Annual  Reports  of  the 
Department  for  the  respective  years. 

The  public  water  supply  of  the  village,  owned  by  the  East  Worcester  Water 
Company,  is  derived  from  Oak  creek,  the  intake  being  located  about  one  mile 
north  of  the  village.  The  village  has  a  population  of  about  400,  and  approxi- 
mately 75  per  cent  are  furnished  with  tJie  public  water  6upply.  The  dis* 
tribution  system  consists  of  approximately  2  miles  of  eastiron  mains  varying 
in  size  from  4:  to  6  inches  in  diameter.  There  are  about  100  service  tape. 
The  total  consumption  is  estimated  at  90,000  to  100,000  gallons  per  24  hours. 
The  supply  is  filtered  through  a  pressure  mechanical  filter  located  about  one- 
fourth  mile  below  the  intake,  thi«  filter  with  the  above  estimated  consumption, 
being  operated  at  a  rate  of  about  45,000,000  gallons  per  acre  per  day.  In 
view  of  the  fact  that  no  storage  is  provided  in  the  village,  the  alwve  rate 
is  undoubtedly  doubled  at  times  of  maximum  demand. 

At  the  time  of  the  inspection  the  alum  pot  at  the  filter  plant  was  shut  off 
and  no  alum  was  *being  supplied  to  the  water.  The  superintendent  stated 
that  it  had  been  shut  off  some  3  days  previous  with  the  idea  that  the  com- 
plaints of  objectionable  tastes  and  odors  might  possibly  originate  from  the 
application  of  the  alum.  The  operator  stated  that  normally  he  applies  approxi- 
mately 60  pounds  of  alum  per  batch,  and  that  during  the  summer  this  would 
last  some  six  weeks  and  during  the  winter  much  longer.  At  this  rate,  aliun  was 
being  applied  during  the  summer  at  the  rate  of  about  1/10  of  a  grain  per 
gallon,  an  entirely  insufficient  amount  to  give  any  satisfactory  coagulation. 

The  conditions  on  the  watershed  are  approximately  the  same  as  tlioee 
described  in  the  former  reports,  with  the  exception  tha;t  all  of  the  ponds 
except  Bear  Swiunp  pond  have  disappeared  due  to  the  washing  out  of  the 
dams.  The  diverting  wall  at  the  north  end  of  the  reservoir  was  not  tight 
and  allowed  brook  water  to  enter  the  reservoir  at  this  point.  The  intake 
well  at  the  reservoir  had  been  cleaned  out  during  the  week  previous  to  the 
inspection. 
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On  the  day  of  the  inspection  the  engineer  examined  the  water  drawn 
from  the  tap  at  the  residence  of  Mr.  George  Jennings  and  Mr.  James  0. 
Van  Buren,  when  a  very  pronounced  fishy  taste  and  odor  was  detected.  Mr. 
Van  Buren  stated'  that  the  fishy  taste  and  odors  were  first  noticea  during 
the  last  week  in  June.  In  the  reservoir,  which  is  approximately  2d0 
feet  in  diameter  and  10  feet  in  average  depth,  and  contains  some  3% 
million  gallons  of  water,  algae  were  foujM)  which  were  mainly  spirogira,  an 
organism  easily  susceptible  to  treatment  by  copper  sulphate.  Tlie  engineer 
at  the  time  of  the  inspection  advised  the  superintendent  to  treat  the  reser%'oir 
with  not  more  than  4  pounds  of  copper  srulphate,  or  at  the  rate  of  1.2  pounds 
per  million  gallons,  and  repeat  if  necessary  until  the  algae  had  disappeared. 
The  reservoir  is  said  to  contain  trout,  and  care  should  be  exercised  in  the 
application  of  the  copper  sulphate  as  trout  are  easily  killed  ^  this  treat- 
ment. In  general,  it  would  be  advisable  to  start  early  in  the  year  with  the 
application  of  the  copper  sulphate  in  order  to  prevent  the  growth  of  the  algae 
rather  than  to  wait  until  the  growth  appears  'oefore  the  treatihent  is  b^gun. 

At  the  time  of  the  inspection,  samples  of  water  were  collected  and  sent 
to  the  Division  of  Laboratories  and  Research  for  analysis.  The  reflults  of 
these  analyses  show  a  moderately  hard  raw  water  having  some  color  and 
turbidity.  The  amount  of  nitrog[en  in  its  various  forms  and  the  oxygen  con- 
sumed content  are  high,  indicatmg  the  presence  of  considerable  amounts  oi 
decomposing  and  decomposable  organic  matter.  The  results  of  the  bacterial 
examination  show  high  total  coimts  with  the  presence  of  organisms  of  the 
B.  coli  type  in  all  of  the  10  c.c.  and  1  c.c.  inoculations,  indicating  the 
presence  of  active  contamination  at  the  time  of  the  inspection.  The  result^ 
of  the  analysis  of  the  filtered  water  show  a  reduction  in  color  and  the  removal 
of  the  turbidity.  The  amount  of  nitrogen  in  its  various  forms  and  the  oxygen 
consumed  content  is  apparently  also  somewhat  reduced  by  the  nrooesa  of 
filtration.  The  alkalinity  of  the  water  is  not  reduced  materially  1^  the 
filter,  indicating  that  the  alum  was  being  applied  in  insufficient  amounts.  The 
results  of  the  bacterial  analysis  of  the  filtered  water  show  high  total  ccnmtB 
and  the  presence  of  organisms  of  the  B.  coli  type  in  inoculationa  as  small  as 
1/10  C.C.,  indicating  the  presence  of  active  contamination  in  the  filtered 
water  being  deliver^  to  the  consumers  in  the  village. 

These  results  show  that  the  filtration  plant  was  not  being  operated  in  an 
efficient  manner,  and  that  alum  was  not  being  applied  in<  siu&cient  quantltj. 
Without  the  use  of  an  adequate  amount  of  almn,  little  coagulation  is  obtained 
and  the  proper  results  cannot  be  obtained. 

As  a  result  of  the  inspection  it  was  recommended  that  the  East  Worcester 
Water  Company  immediately  carry  out  the  former  recommendations  of  this 
Department;  tiiat  alum  ibe  applied  to  the  raw  water  continuou^y,  and  in 
sumcient  quantities  so  that  effective  coagulation  may  be  obtained  for  the 
proper  operation  of  the  filter  plant;  that  the  filter  be  carefully  operated  in 
order  that  a  safe  water  may  at  all  times  be  furnished  the  consumers;  and 
that  the  slg/eut  growths  be  prevented  t>y  the  judicious  application  of  copper 
sulphate,  care  ^ing  taken  in  applying  the  chemical  in  order  not  to  injuie 
the  fish  in  the  reservoir. 


ELIZABETHTOWN 

A  reinspection  of  the  water  supply  of  the  unincorporated  village  of  Eliza- 
bethtown,  as  supplied  by  the  Elizabethtown  Water  Oom^>any,  was  made  on 
September  5,  1919,  by  Mr.  W.  J.  Erickson,  engineering  assistant.  A  previous 
inspection  of  this  supply  was  made  by  this  Department  in  1916. 

Elizabethtown,  with  a  population  of  650,  is  located  in  the  northern  part  of 
the  town  of  Elizabethtown,  in  Essex  county.  It  is  about  7  miles  west  of 
Westport,  which  is  the  nearest  railroad  station.  The  water  supply  is  derived 
from  springs  located  about  two  miles  west  of  the  village.  The  water  from 
the  springs  flows  either  directly  to  the  reservoir  or  to  a  small  collectini; 
basin  formed  by  a  concrete  dam  across  a  small  brook.     From  the  reservoir 
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it  flows  by  gravity  to  the  consumers  through  6  miles  of  mainB  yarying  from 
5  to  6  inches  in  diameter.  There  is  no  piSblio  sewer  system,  the  meuiod  <d 
disposal  being  privies,  septic  tu^ks^  and  cesspools.  There  are,  however,  a  few 
private  sewers  whioh  discharge  into  brooks  flowing  through  the  village. 

The  water  supply  system  is  derived  mainly  from  five  covered  springs  and  a 
collecting  gallery.  Fromi  these  springs  and  ooddecting  gsJJery  the  piping  is  so 
arranged  as  to  oonduot  the  water  either  directly  to  the  storage  reservoir  or  to 
the  small  oolleoting  reservoir  formed  by  the  damming  of  the  small  spring  fed 
brook.  The  water  usually  flows  directly  to  the  storage  reservoir,  the  excess 
flowing  to  the  brook  reservoir.  The  gate  valve  from  this  brook  reservoir  was 
only  partly  open,  it  being  stated  that  it  was  used  <mi1v  at  times  of  drought. 
It  was  also  stated  that  in  times  of  heavy  rains,  or  when  there  is  danger  of 
pollution  from  surface  wash,  this  valve  is  closed  altogether  and  the  supply 
comes  solely  from  the  springs.  The  watershed  tributary  to  the  brook  is  about 
one-eighth  square  mile  in  area  and  is  iminhabited.  A  road  passes  through 
the  gully  near  the  stream  ^nd  there  is  a  possibility  that  surface  wash  may 
enter  the  brook  from  this  road.  The  fence  surrounding  the  brook,  reservoir 
and  springs  was  in  bad  repair.  The  storage  reservoir  is  of  stone  masonry  and 
has  a  timber  roof.  It  is  30  feet  by  70  feet  by  10  feet  deep  and  has  a  storage 
capacity  of  125,000  gallons. 

From  the  above  facts  it  was  concluded  thai  the  springs  are  apparently  free 
from  any  permanent  sources  of  pollution  and  should  furnish  a  safe  supply,  but 
that  the  iorook  supply  is  subject  to  contiunination  by  animals  and  diance 
visitors  on  the  watershed. 

It  was  therefore  recommended,  as  previously  recommended,  that  the 
brook  reservoir  and  springs  be  fenced  by  a  woven-wire  fence  so  as  to  exclude 
all  trespassers,  that  the  woods  road  near  the  brook  reservoir  be  abandoned, 
and  that  the  present  supervision  of  the  watershed  be  continued  in  order  to 
prevent  the  occurrence  of  any  pollution  of  the  water  supply. 


ENDICOTT 


A  reinspection  of  the  public  water  supply  furnished  to  the  villages  of  Endi- 
cott  and  Union,  Broome  county,  N.  Y.,  by  the  Endioott  Water  Works  Company 
which  is  under  the  control  of  Endicottr-Johnson  Company,  was  made  by 
Mr.  Alfred  Mullikin,  assistant  engineer  in  this  Departmait,  on  March  26, 
1920,  a  previous  inspection  of  the  supply  having  been  made  by  this  Deport- 
ment in  1916w 

Endicott  is  a  village  of  15,000  inhabitants,  located  in  the  southern  part  of 
the  town  of  Union,  8  miles  west  of  Binghamton.  Union,  with  a  population 
of  3,400,  is  immediately  adjacent  to  the  Western  boundary  of  Endicott. 

The  water  supply  is  derived  from  wells  and  delivered  by  pumping  through 
a  distributing  system  consisting  of  25  miles  of  castiron  pipe  in  Endicott  and 
about  5^  miles  of  castiron  pipe  in  Union.  Three  steel  tanks,  each  having  a 
cax>acity  of  about  1,560,000  gallons,  take  the  surplus  and  act  as  equalizmg 
reservoirs. 

The  wells  consist  of  nineteen  O-inch  driven  wells,  150  to  200  feet  deep, 
located  in  the  southwestern  part  of  the  village,  on  the  northern  bank  of  the 
Susquehanna  river.  The  water  is  pumped  from  the  wells  by  air  lifts  and 
flows  to  the  receiving  tank,  from  fwhich  it  is  pumped"  into  the  distribution 
system.  The  land  surrounding  the  wells  is  swampy,  but  drains  have  been  laid 
which  improved  the  condition  to  some  extent.  At  the  time  of  the  inspection 
there  appeared  to  be  no  permanent  source  of  pollution  in  the  immediate 
vicinity  of  the  wells.  The  main  trunk  sewer  fr<nn  the  village  of  Endicott, 
however,  passes  within  200  feet  of  the  wells.  This  sewer  is  48  inches  in  diam- 
eter and  20  feet  deep.  It  was  said  to  be  of  monolithic  reinforced  concrete 
construction. 

The  results  of  the  analyses  of  samples  of  'water  taken  on  May  11,  1920, 
showed  a  water  slightly  turbid,  colorless,  and  hard.    The  figures  for  ammonia 
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were  low  and  indicated  the  presence  of  small  amounts  only  of  decomposing 
and  decomposable  organic  matter.  The  total  bacterial  count  was  very  high 
for  a  well  water  but  the  absence  of  bacteria  of  the  colon  type  seemed  to  indi- 
cate that  the  supply  was  free  from  active  contamination  at  the  time 
the  sample  was  taken. 

A»  a  result  of  the  present  inspection  it  was  concluded  that  the  water  supply 
was  of  relatively  satisfactory  sanitary  quality,  and  it  was  accordingly  recom- 
mended that  the  authorities  in  charge  of  the  supply  continue  to  exercise  care- 
ful supervision  over  the  area  in  the  immediate  vicinity  of  the  wells  to  prevent 
any  pollution  of  the  soil,  and  to  see  that  at  times  of  high  water  in  the  river 
no  surface  water  enters  the  wells. 


FARMINGDALE 

A  reinspection  of  the  water  supply  of  the  village  of  Farmingdale  was  made 
on  June  0,  1020,  by  Mr.  Alfred  Mullikin^  assistant  engineer.  A  previous  in- 
spection of  this  supply  was  made  by  this  Department  in  1916,  the  report  upon 
which  is  published  in  the  Annual  Report  of  the  Department  for  that  year. 

Farmingdale  is  located  in  the  southwestern  part  of  the  town  of  Oyster  Bay, 
on  the  main  line  of  the  Long  Island  railroad,  about  32  miles  from  New  York 
city.  The  present  population  is  estimated  at  2,200  and  some  90  per  cent  are 
served  with  the  water  from  the  public  water  supply.  The  waterworks  are 
owned  and  operated  by  the  municipality  under  the  direction  of  the  village 
authorities. 

The  water  supply  is  derived  from  three  driven  wells  located  in  the  eastern 
part  of  the  village  along  the  Long  Island  railroad  tracks,  aibout  1,200  feet 
east  of  the  depot.  From  the  weUs  the  water  is  pumped  into  steel  storage 
tanks  and  is  forced  by  air  pressure  through  a  distributing  system  of  6^^  miles 
of  castiron  pipe  ranging  from  4  to  6  inches  in  diameter.  The  average  dail^ 
water  consumption  throughout  the  year  is  approximately  60,000  gallons  per 
day,  or  30  gallons  per  capita. 

Each  of  the  three  wells  is  45  feet  deep.  One  8-inch  well  located  east  of  the 
plant  has  a  6-inch  suction  main  and  is  provided  with  a  brick  pit  8^  feet 
deep  and  2%  feet  in  diameter.  The  pipes  in  this  pit  are  water-tight.  There 
is  a  similar  well  located  in  the  same  relative  position  west  of  the  plant  and 
which  is  provided  with  a  brick  pit  7  feet  deep  and  2  feet  in  diameter.  The«e 
two  pits  are  provided  with  conical  wooden  covers.  The  two  wells  are  about 
150  feet  south  of  the  railroad  tracks.  The  third  well,  located  south  of  the 
plant,  is  an  18-inch  tile  well  provided  with  an  8-inch  suction  main.  The  well 
is  provided  with  a  concrete  pit  7  feet  deep  and  3  feet  in  diameter.  The  tile 
extends  slightly  above  the  bottom  of  this  pit,  which  is  provided  with  a  c<»- 
crete  slab  cover. 

The  pumping  station  and  wells  are  located  in  a  sparsely  populated  ares 
and  there  appears  to  be  no  direct  sources  of  pollution  of  the  water  supply,  with 
the  exception  of  the  possible  surface  wash  from  the  railroad  track  and  from 
a  privy  east  of  the  pumping  station  and  located  about  50  feet  from  one  of 
the  wells.  This  privy  is  provided  with  a  concrete  vault  which  is  cleaned  but 
once  a  year.  At  the  time  of  the  inspection  the  vault  needed  cleaning.  There 
are  three  leaching  cesspools  in  the  vicinity  of  the  wells  which  take  care  of  the 
waste  water  from  the  pumping  machinery.  Two  of  the  cesspools  are  south- 
west of  the  plant  and  are  located  about  30  feet  from  the  wells.  They  are 
respectively  7  and  8  feet  deep  and  6  and  8  feet  in  diameter.  The  third  cess- 
pool is  on  the  east  side  of  the  plant  and  is  7  feet  deep  and  6  feet  in  diameter. 
It  is  not  thought  that  these  cesspools  would  ibe  sources  of  pollution  unleK 
polluted  wash  water  from  the  ground  surface  should  at  times  enter  them. 
The  village  is  not  provided  with  a  sewerage  system,  most  of  the  houses  dis- 
posing of  their  sewage  by  means  of  privies  and  cesspools.  Practically  none  of 
the  buildings  are  located  within  500  feet  of  the  wells. 

As  a  result  of  the  above  investigation  it  was  recommended  that  the  munici* 
pal  authorities  in  charge  of  the  water  supply  maintain  a  careful  eanitarr 
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patrol  at  all  times  to  detect  and  eliminate  if  possible  any  sources  of  pollution 
which  may  exist;  that  all  privies  and  cesspools  within  a  distance  of  600  feet 
of  the  wells  and  which  have  not  been  provided  with  containers  or  made 
impervious  be  taken  care  of  immediately,  to  eliminate  any  possible  sources 
of  contamination  of  the  water  supply;  and  that  the  privy  at  the  pumping 
plant  receive  special  attention,  be  immediately  and  frequently  cleaned,  and 
the  contents  removed  to  a  remote  place  for  disposal. 


FISHER'S  ISLAND 

A  reinspection  of  the  water  supply  of  the  village  of  Fisher's  Island  was 
made  on  June  25,  1020,  by  Mr.  Alfred  Mullikin,  assistant  engineer.  A  pre- 
vious inspection  of  this  supply  was  made  by  this  Department  in  1915. 

Fisher's  Island  is  located  about  12  miles  northeast  of  and  at  the  extreme 
end  of  Long  Island,  about  7  miles  southeast  of  New  London,  Conn.  The 
winter  population  is  estimated  at  about  400  and  the  summer  population  at 
2,500.  The  total  population  is  served  with  water  from  the  public  water 
supply.  The  waterworks  are  owned  and  operated  by  the  Fisher'6  Island 
Water  Company. 

The  water  is  derived  from  ponds  and  pumped  to  a  concrete  reservoir  50 
fe>^t  in  diameter  and  25  feet  deep,  having  a  capacity  of  368,000  gallons,  from 
which  it  is  delivered  h>y  gravity  through  a  distributing  system  consisting 
of  some  6  miles  ot  castiron  pipe.  In  general  the  details  of  the  water  system 
remain  as  described  in  the  previous  report.  The  only  change  which  has  been 
made  since  the  last  previous  inspection  is  the  addition  of  the  chlorinatlon 
apparatus.  The  pond»  from  which  the  mipply  is  taken  are  two  in  number, 
located  near  the  center  of  tho  island.  The  water  is  pumped  into  a  concrete 
reservoir  located  in  the  western  part  of  the  village  and  flows  by  gravity  to 
the  consumers.  There  is  no  inlet  or  outlet  to  the  ponds.  The  small  pond 
is  about  15  acres  in  area  and  contains  70,000,000  gallons  of  water.  It  is 
directly  connected  by  a  10-inch  castiron  pipe  to  the  large  pond,  which  is 
three  times  its  area.  This  pipe  is  provided  with  a  valve  which  is  only  open 
during  the  sununer,  when  the  consiunption  is  at  maximum. 

The  watershed  is  about  one-fourth  of  a  square  mile  in  area,  and  the 
authorities  do  not  allow  building  construction  on  the  grounds.  There  is 
one  house  some  500  feet  or  more  away  from  the  plant  in  which  the  attendant 
lives.  All  houses  on  the  island  are  provided  with  cesspools  having  subsurface 
drainage.  Between  the  two  ponds  a  road  extends  connecting  the  eastern  and 
western  end  of  the  island.  Notices  have  been  posted  to  prevent  trespassers 
from  polluting  the  supply.  Some  trouble  has  been  experienced  from  the 
growth  of  algae  in  the  ponds  in  the  summer  season,  and  copper  sulphate 
has  been  used  to  kill  these  organisms. 

The  water  is  taken  directly  from  the  small  pond  through  an  8-inch  pipe 
which  extends  about  30  feet  into  the  pond  to  a  point  where  the  water  is 
about  10  or  12  feet  deep.  This  pipe  conducts  the  water  into  a  brick  receiving 
well  10  feet  in  diameter  and  about  24  feet  deep,  from  which  the  pumps 
draw  their  supply.  The  water  i^  chlorinated  by  a  manual  control  solution 
feed  Wallace  and  Tieman  chlorinator  which  was  installed'  in  January,  1920. 
It  is  set  up  in  the  northeast  comer  of  the  engine  room.  The  chlorine  is 
applied  at  the  rate  of  4.01  pounds  per  million  gallons  or  about  0.5  p.p.m. 
A  Fairbanks  platform  scale  is  used  to  check  the  weight  of  chlorine. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  water  supply 
wtis  apparently  of  a  satisfactory  sanitary  quality  at  the  time  of  the  inspec- 
tion, and  it  was  recommended  that  the  water  company  continue  to  exercise 
careful  supervision  over  the  watershed  area  to  detect  and  immediately 
eliminate  sources  of  pollution,  and  to  carefully  operate  the  plant  to  secure 
effective  sterilization  of  the  water. 
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PREEPORT 

A  reinspection  of  the  public  water  supply  of  the  village  of  Freeport  vaa 
made  on  May  10,  1020,  by  Mr.  A.  Mullikin,  assistant  engineer,  a  previous 
investigation  of  the  supply  having  been  made  by  this  Department  in  1015. 

Freeport  is  located  in  the  southern  part  of  the  town  of  Hempstead,  about 
25  miles  from  New  York  city.  The  summer  population  is  estimated  at 
approximately  15,000  and  the  winter  population  at  about  12,000.  Of  the 
total  population  about  00  per  cent  are  served  with  water  from  the  public 
water  suppily.    The  waterworks  are  owned  and  operated  by  the  vil'lage. 

The  water  supply  is  derived  from  six  driven  wells  located  in  the  west 
central  part  of  the  village.  From  the  wells  water  is  pumped  into  a  dis- 
tribution system  consisting  of  about  28  miles  of  castiron  pipe  ranging  from 
4  to  12  inches  in  diameter,  the  surplus  going  to  a  steel  standpipe  20  feet 
in  diameter  and  125  feet  high,  having  a  capacity  of  300,000  gallons.  The 
average  daily  water  consumption  is  approxmiately  504,000  gallons,  or  41 
gallons  pes  capita. 

The  six  driven  wells  from  which  the  supply  is  derived  are  10  inches  in 
diameter  and  range  in  depth  from  45  to  50  feet.  They  are  about  45  feet 
apart  and  located  west  of  the  pumping  station  in  a  low  depression  about 
250  by  500  feet  in  area,  so  that  the  drainage  from  immediate  surroundings 
flows  towards  the  wells. 

The  1020  inspection  disclosed  the  fact  that  conditions  remained  prac- 
tically the  same  as  at  the  time  of  the  previous  inspection,  and  that  the 
general  sanitary  conditions  in  the  vicinity  of  the  wells  were  unsatisfactory. 

It  was  therefore  reconunended  in  the  report  dated  August  13,  1020: 

1.  That  a  complete  sewerage  system  for  the  village  be  constructed 
in  accordance  with  plans  approved  by  this  Department,  and  all  cess- 
pools and  privies,  particularly  those  in  the  vicinity  of  the  wells,  be 
abandoned,  and  the  houses  which  they  serve  be  connected  with  the 
sewerage  system. 

2.  That  until  the  sewerage  system  is  constructed,  all  privies  within 
500  feet  of  the  wells  be  provided  with  water-tight  containers,  and  all 
cesspools  within  the  same  distance  be  made  impervious;  and  that  when 
cleaned  the  contents  of  the  cesspools  be  carefully  removed  and  satis- 
factorily disposed  of  in  some  remote  place. 


FULTON 


A  reinspection  of  the  public  water  supply  of  the  city  of  Fultmi  was 
made  by  Mr.  Earl  Devendorf,  assistant  engineer,  on  May  1$,  1020,  previous 
investigations  of  this  supply  having  been  made  by  this  Department. 

The  city  of  Fulton  has  a  population  of  13,000  and  is  located  in  the 
southwestern  part  of  Oswego  county,  on  the  Oswego  rivier,  and  about  23 
miles  north  of  Syracuse.  The  public  water  supply  is  derived  from  four 
dug  wells,  located  from  one  to  two  miles  south  of  the  city.  Wells  Nos.  1 
and  2  are  located  near  the  pumping  station,  between  the  Oswego  river 
and  the  state  highway.  Wells  Nos.  3  and  4  are  located  approximately  1/2 
mile  farther  souSi.  The  water  from  wells  Kos.  2,  3,  and  4  flows  into  well 
No.  1,  from  which  it  is  pumped  to  the  distribution  system  through  about 
34  miles  of  mains  ranging  from  4  to  20  inches  in  diameter,  the  excess  over 
consumption  going  to  a  concrete  standpipe  40  feet  in  diameter  and  100  feet 
high,  which  has  a  capacity  of  050,000  gallons.  The  average  daily  consump- 
tion is  approximately  1,000,000  gallons  per  day. 

At  the  time  of  the  present  investigation  it  was  learned  that  the  «<*wer 
line  at  the  pumping  station  has  not  been  replaced,  and  Is  constructed  of 
tile  pipe  and  located  approximately  *50  feet  from  well  No.  1.  The  ca^iii? 
of  well  No.  1  has  been  raised  so  that  it  extends  about  2  feet  above  the 
ground  surrounding  the  well.     All  of  the  wells  are  covered  and  prwvided 
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"^vith  steel  casings,  and  the  ground  surrounding  the  wells  graded  in   such 

&   manner  as  to  prevent  any  surface  wash  from  entering  and  causing  any 

direct  contanunation  of  the  well  water.     At  wells  Nos.  3  and  4,  however, 

no  fences  have  been  provided,  as  previously  recommended,  and  cattle  were 

grazing  in  the  field  in  which  the  wells  are  located.     The  bam  buildings 

near  well  No.  3  are  still  in  use  and  have  not  been  removed,  as  recommended 

in   our  former  report.     The  ditch  at  the  foot  of  the  river  dike  has  been 

cleaned  out  by  the  State,  and  it  was  stated  that  no  serious  floods  have 

occurred  to  cause  the  ground  surrounding  the  wells  to  be  inundated.   There 

are  no  cross  connections  of  auxiliary  fire  service  supplies  existing  between 

t^lie  public  mains  and  these  auxiliary  service  mains.     It  was  learned  that 

t^he  city  is  expecting  to  place  a  new  16-inch  castiron  pipe  line  extending 

from  the  pumping  station  to  Broadway,  a  distance  of  approximately  9,000 

feet.    The  cost  of  this  improvement  is  expected  to  be  approximately  $75,000. 

In  addition  to  this  new  main,  it  is  also  expected  to  replace  several  1  1/2- 

&nd  2-inch  service  lines  and  connect  them  with  other  service  mains  in  order 

to   eliminate  dead  ends. 

It  was  therefore  reconmiended  in  a  report  dated  June  30,  1920: 

1.  That  the  village  authorities  take  immediate  steps  to  carry  out 
the  former  recommendations  of  improving  the  sanitaiy  condition  sur- 
rounding the  wells  by  replacing  the  tile  sewer  line  near  well  No.  1  with 
castiron  pipe  and  so  re-locating  it  that  it  will  pass  as  far  as  possible 
from  well  No.  1;  by  the  construction  of  a  new  water-tight  well  for 
the  storage  of  condenser  water  from  the  river,  locating  this  well  as 
far  as  possible  from  well  No.  1;  by  fencing  in  the  land  surrounding 
wells  Nos.  3  and  4;  and  by  the  purchase  of  the  barn  buildings  near 
well  No.  3  and  their  abandonment  for  stabling  purposes. 

2.  That  in  view  of  the  complicated  hydraulic  problems  connected 
with  a  detailed  study  of  the  water  supply  of  this  city,  the  city  authori- 
ties secure  a  competent  engineer  to  carry  out  such  studies  as  may  be 
found  necessary  to  secure  the  final  solution  of  the  problem  of  securing 
an  adequate  and  safe  water  supply  for  the  city  of  Fulton. 


GARDEN  CITY 

A  reinspection  of  the  public  water  supply  of  the  village  of  Garden 
City,  Nassau  county,  Long  Island,  N.  Y.,  was  made  by  Mr.  Alfred  Mullikin, 
assistant  engineer  in  this  Department,  on  June  10,  1920,  a  previous  investi- 
gation oif  the  supply  having  been  made  by  this  Division  in  191d. 

Garden  City  ie  a  village  located  in  the  northern  part  of  the  town  of 
Hempstead.  The  present  population  is  estimated  at  5,000,  of  which  all 
are  served  with  water  from  the  public  water  supply.  The  waterworks  are 
owned  and  operated  by  the  Garden  City  Water  Company. 

The  water  supply  is  derived  from  dug  and  driven  wells  located  about  1/4 
of  a  mile  north  of  the  Long  Island  Railroad  station,  in  a  sparsely  populated 
section  of  the  village.  From  the  welle  the  water  is  delivered  by  pumping 
into  the  distributing  system  consisting  of  some  22  miles  of  castiron  pipe 
ranging  from  4  to  18  inches  in  diameter.  A  steel  standpipe  30  feet  m 
diameter  and  12d  feet  high,  having  a  caipacity  of  600,000  gallons  is  located 
about  3/4  of  a  mile  northwest  of  the  main  pmnping  etation.  This  stand- 
pipe  takes  the  surplus  and  acts  as  an  equalizmg  reservoir  maintaining 
an  average  pressure  in  the  municipality  of  approximately  60  pounds  per 
square  inch.  The  daily  water  consumption  amounts  to  1,250,000  gallons 
in  sununer  and  about  l',000,000  gallone  in  winter,  or  260  gallons  per  capita 
and  200  gallons  per  capita  respectively. 

Since  the  previous  Inspection  an  additional  pumping  plant  has  been 
added  to  the  supply  which  is  known  as  Plant  No.  3,  and  was  installed  in 
September,  1918.     this  plant  is  located  at  the  southwest  comer  of  Cherry 
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Valley  avenue  and  ISth  street.  There  are  three  pumping  plants  in  all.  No. 
I,  the  main  pumping  plant,  ia  comhined  with  the  electric  light  plant  and 
is  located  at  the  northeast  corner  of  Cherry  Valley  avenue  and  11th  street; 
plant  No.  2  is  located  at  the  southwest  comer  of  Franklin  avenue  and  11th 
street;  and  plant  No.  3  is  located  a^  mentioned  above.  The  dug  vrall  at 
plant  No.  1  is  60  feet  in  diameter  and  34  feet  deep.  The  depth  of  water 
from  the  surface  of  the  ground  at  the  time  of  the  inspection  wb«  25  feet. 
There  is  usually  from  8  to  15  feet  of  water  in  the  well.  The  water  rises 
14  feet  in  three  hours,  which  figures  approximately  ^^  million  gallons  per 
day.  The  well  at  plant  No.  2  is  86  feet  deep.  This  well  has  a  steel  casing 
6  feet  in  diameter  which  extendi  52  feet  -below  the  surface  of  the  gT<Hind. 
At  the  bottom  of  this  pit  is  a  concrete  floor  4  feet  thick.  The  driven  well 
at  plant  No.  3  has  a  20-inch  casing  and  16-inch  euction  pipe  which  is  driven 
to  a  depth  of  00%  feet.    The  straSei  through  which  these  wells  pass  is  sand. 

The  village  contains  principally  high  class  suburban  residences,  and  prac- 
tically all  of  the  houses  are  connected  to  the  sewerage  system.  In  the 
vicinity  of  the  wells  the  territory  is  sparely  settled,  and  aside  from  one 
toilet  about  25  feet  south  of  the  well  which  is  connected  by  castiron  pipe  to 
the  sewerage  system,  and  one  toilet  100  feet  west  of  the  well  connected  to 
the  sewerage  system  by  a  tile  pipe,  there  is  no  other  evidence  of  a  possible 
source  of  pollution  of  the  water  supply. 

It  was  therefore  recommended  in  a  report  dated  November  22,  1920: 

1.  That  all  sewers  within  500  feet  of  the  wells  be  constructed  of  cast- 
iron  pipe  with  lead  joints. 

2.  That  a  careful  sanitary  patrol  be  maintained  at  all  times  in  the 
vicinity  of  the  wells  in  order  to  detect  any  possible  sources  of  pollution, 
and  that  such  possible  sources  when  discovered  be  immediately 
eliminated. 


GAUNERVILLE 

An  investigation  of  the  public  water  supply  of  Garnerville  was  made  by 
Mr.  Earl  Devendorf,  assistiEint  engineer  in  this  Department,  on  September 
1,  1920. 

Garnerville  is  an  unincorporated  village  of  some  400  inhabitants  located  in 
the  eastern  part  of  Rockland  county,  one  mile  west  of  the  West  Shore  rail- 
road station  at  West  Haver  straw,  35  miles  north  of  New  York  city.  The 
waterworks   are   orwned  and  operated  by  the   Rockand   Finishing   CoTi>pany. 

The  supply  is  derived  by  gravity  from  Minisceongo  creek,  after  filtration 
through  mechanical  gravity  filters  and  sterilization  by  means  of  liquid  chlor- 
ine. The  watershed  of  the  creek  above  the  point  of  the  intake  has  an  area 
of  18%  square  miles.  There  is  sufficient  storage  upon  the  watershed  to  give 
a  minimum  dry  weather  flow  of  approximately  5,000,000  gallons  per  day, 
as  estimated  by  Hill  &  Ferguson,  the  consulting  engineers.  The  country  is 
very  steep  and  rocky  and  for  the  most  part  sparsely  settled.  However,  there 
are  numerous  houses  located  near  the  stream  a  short  distance  above  the 
intakes.  At  Thiells,  some  2  miles  above  the  small  ice  pond  from  which  the 
supply  is  taken,  the  effluent  of  the  sewage  disposal  plant  of  the  Letchworth 
Village  institution  is  discharged  into  the  stream. 

The  disposal  plant  at  the  institution,  consisting  of  settling  tank  and 
sprinkling  filters,  settling  basin,  sludge  tank  and  sludge  bed,  is  at  present 
treating  the  sewage  of  some  500  persons.  It  is  contemplated,  however,  to 
have  an  ultinmte  population  of  3,300  inmates  at  the  institution,  when  the 
present  disposal  plant  will  be  enlarged.  At  the  present  time  arrangements 
are  being  made  to  install  a  chlorination  apparatus  for  the  sterilization  of 
the  effluent  from  the  plant.  The  dilution  factor  from  the  sewage  effluent 
being  discharged  into  the  stream  is  at  the  present  time  about  75,  whereas 
with  the  ultimate  population  it  will  be  approximately  10,  as  based  upon  the 
drv  weather  flow  of  the  creek. 
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The  water  flows  by  gravity  from  a  small  ice  pond  having  a  capacity  of 
about  four  million  gallons,  located  a  short  distance  above  the  factory  of 
the  Rock'land  Finishing  Comtpany,  and  flows  thence  by  gravity  to  the  coagu- 
lation basin  and  filters,  and  thence  to  the  clear  water  well  where  it  is 
sterilized  by  means  of  liquid  chlorine.  From  the  clear  water  well  the  water 
is  pumped  to  the  distribution  system  and  the  excess  over  consumption  is 
stored  in  the  elevated  tank  located  on  the  hill  south  of  the  factory.  The 
elevated  tank  has  a  capacity  of  125,000  gallons.  The  consumption  is  esti- 
mated from  speed  tests  on  the  pumps  as  approximately  225,000  gallons,  of 
which  120,000  gallons  are  used  for  commercial  purpose. 

The  filter  plant  consists  of  mixing  tanks  and  constant  head  orifices  pro- 
vided in  duplicate  for  the  application  of  alum  and  soda  ash,  a  coagulation 
basin  having  a  capacity  of  50,000  gallons  or  approximately  5  hours  detention, 
two  gravity  mechanical  filters  installed  by  the  International  Filter  Com- 
pany, having  a  total  area  of  160  square  feet,  and  a  clear  well  having  a 
capacity  of  10,000  gallons.  The  filter  plant  is  operated  on  the  average  of 
about  11  hours  per  day.  The  gauges  at  the  time  of  the  inspection  showed 
a  rate  of  operation  of  250,000  gallons  per  day,  or  68,000,000  gallons  per 
acre  per  day,  and  a  loss  of  head  of  approximately  8  feet.  The  beds  are  washed 
with  filtered  water  once  each  day.  The  first  filtrate  for  washing  is  wasted 
until  clear.  As  the  chemist  in  charge  of  the  operation  of  the  plant  was  absent 
on  the  day  of  the  inspection,  no  information  as  to  the  percentage  of  wash 
water  was  obtainable.  From  the  caretaker  at  the  plant  it  was  learned  that 
approximately  24  pounds  of  soda  ash  and*  SO  pounds  of  alum  are  used  each 
day.  With  the  estimated  daily  consumption,  this  is  equivalent  to  .75  grain 
per  gallon  of  soda  ash  and  1.86  grains  per  gallon  of  alum. . 

The  filtered  water  is  sterilized  by  means  of  liquid  chlorine  as  it  enters  the 
dear  well.  A  Wallace  &  Tlernan  Co.  solution  type  chlorinator  is  provided 
in  duplicate,  and  at  the  time  of  the  inspection  chlorine  was  being  applied  at 
the  rate  of  one  pound  per  24  hours,  or  based  upon  the  estimated  consump- 
tion at  a  rate  of  .53  parts  per  million.  Scales  are  provided  for  weighing  the 
cylinders  of  chlorine  and  daily  records  are  kept  to  check  the  operation  of  the 
chlorination  apparatus.  Daily  tests  are  said  to  be  made  by  the  chemist  in 
charge  of  the  operation  of  the  plant.  These  are  said  to  consist  of  alkalinity 
and  turbidity  readings,  total  bacterial  counts,  and  presumptive  tests  for  the 
presence  of  bacteria  of  the  B.  coll  type. 

At  the  time  of  the  inspection  the  matter  of  cross  connection  was  taken  up, 
and  it  was  ascertained  that  there  were  two  cross  connections  between  the  new 
distribution  system  and  the  mains  of  the  Haverstraw  Water  Company. 
These  cross  connections  are  provided  with  double  check  and  gate  valves  and 
drains,  and  are  located  in  accessible  pits  or  manholes  in  accordance  with  the 
plans  approved  by  this  Department  for  such  cross  connections. 

As  a  result  of  the  investigation,  it  was  concluded  that  the  former  public 
water  supply  of  Garnerville  as  furnished  by  the  Haverstraw  Water  Company 
is  not  being  used  at  present;  that  the  water  supply  of  Garnerville  now  being 
used  is  furnished  by  the  Rockland  Finishing  Company;  that  Minisceongo 
creek,  from  which  this  water  supply  is  derived,  is  subject  to  both  direct  and 
indirect  pollution  from  a  populated  watershed,  and  in  addition  receives  at 
present  the  unsterilized  effluent  from  the  disposal  plant  at  Letchworth  Vil- 
lage, situated  at  a  distance  of  some  two  miles  above  the  point  of  intake; 
that  the  public  water  supply  is  treated  by  means  of  a  modern  purification 
plant  recently  installed  by  the  Rockland  Finishing  Company;  and  that  at 
the  time  of  the  inspection  the  filtration  and  chlorination  plants  were  being 
operated  in  an  effective  manner  and  were  producing  a  water  of  satisfactory 
sanitary  quality. 

In  view  of  the  above  facts  it  was  recommended,  in  a  report  dated  October 
8,  1020,  that  the  officials  in  charge  of  the  purification  plant  continue  to 
operate  the  same  in  a  careful  and  effective  manner,  and  make  daily  analyses 
of  the  raw  and  treated  water  for  the  purpose  of  controlling  the  operation 
of  the  plant  in  order  that  the  production  of  a  water  of  satisfactory  sanitary 
quality  may  at  all  times  be  assured. 
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GLEN  COVE 

A  reinspection  of  the  public  water  supply  of  the  city  of  Glen  Ckive,  Kassaa 
county,  was  made  by  Mr.  Alfred  Mullikin,  assistant  engineer,  on  June  14, 
1920,  a  previous  inspection  of  this  supply  having  been  made  in  1913. 

Glen  Gove  is  located  about  28  miles  from  New  York  city,  in  the  north- 
western part  of  the  town  of  Oyster  Bay.  The  present  population  is  esti- 
mated at  10,000,  of  which  75  per  cent  are  served  with  water  from  the  piddic 
water  supply.  The  waterworks  are  owned  and  operated  by  the  Nassau  Gounly 
Water  Company. 

The  water  supply  is  obtained  from  13  driven  wells  located  in  the  southern 
part  of  the  village,  about  ^  of  a  mile  southwest  of  the  Glen  Street  railroad 
station.  The  water  is  pumped  from  the  wells  through  a  10-inch  force  main 
about  1,600  feet  long  to  a  standpipe  located  on  a  hiU.  The  standpipe  is  25 
feet  in  diameter  and  120  feet  high,  having  a  capacity  of  440,000  gallons.  This 
tank  takes  the  surplus  and  acts  as  an  equsuizing  reservoir.  The  aversge 
daily  water  consumption  in  winter  is  400,000  gallons,  or  63  gallons  per  capita, 
while  in  the  summer  the  consumption  reaches  800,000  gallons  per  day. 

In  addition  to  the  seven  10-inch  driven  wells,  six  new  wells  have  been 
driven.  Three  of  these  are  6-inch  wells  from  300  to  350  feet  deep,  located 
just  east  of  the  pumping  station.  These  three  wells  at  the  time  of  the 
inspection  were  under  repair,  the  strainers  having  been  taken  out  for  cleaning. 
The  other  three  wells  are  located  northeast  of  the  pumping  station,  2  of 
them  are  6-inch,  200  feet  deep,  and  one  8-inch,  over  450  feet  deep.  The  three 
last  mentioned  wells  were  flowing  at  the  time  the  inspection  was  made.  The 
surface  of  the  ground  near  the  wells  consists  of  sand  and  gravel.  It  is 
understood,  however,  that  the  deep  8-inch  well  passed  through  two  day 
strata  before  reaching  the  stratum  from  which  its  water  is  derived.  The 
water  company  intends  to  drive  three  more  8-inch  wells  in  the  immediate 
vicinity. 

The  tops  of  the  casings  of  the  old  wells  enter  brick  cisterns  fitted  with 
wooden  covers.  These  cisterns  are  provided  with  connections  near  the  top 
which  take  care  of  the  overflow  from  the  wells  when  the  pumps  are  not 
operating.  The  six  new  wells  are  not  provided  with  cisterns.  The  casings 
of  these  wells,  however,  extend  several  feet  above  the  ground. 

Some  300  or  400  feet  east  and  north  of  the  pumping  station  and  on  a 
higher  elevation,  the  village  is  thickly  populated.  A  domestic  sewerage 
system  was  constructed  in  the  village  in  1913  but  apparently  only  about  50 
per  cent  of  the  population  are  connected  to  the  sewer  system. 

In  a  report 'on  the  previous  inspection  it  was  recommended  that  the 
covers  over  the  cisterns  be  made  to  fit  tight  and  be  kept  locked,  but  from 
the  recent  inspection  it  appears  that  these  covers  have  not  been  securely 
fastened  and  locked. 

It  was  therefore  recommended  in  a  report  dated  August  31,  1920,  that  the 
water  company  maintain  at  all  times  a  careful  sanitary  patrol 'over  the  area 
in  the  vicinity  of  the  wells,  and  that  the  water  cisterns  be  properly  covered 
and  fastened  to  prevent  accidental  pollution. 


GLENS  PALLS 

A  reinspection  of  the  public  water  supply  of  the  city  of  Glens  Falls  was 
made  by  Mr.  W.  J.  Erickson,  sanitary  inspector,  on  August  4,  1920,  previoTis 
inspections  havinj;  been  made  in  1910  and  1915. 

Glens  Falls  is  a  city  of  about  16,500  inhabitants,  located  in  Warren  county, 
60  miles  north  of  Albany  on  the  Hudson  river.  The  water  supply  is  derived 
from  three  catchment  areas  on  the  slopes  of  the  liuzerhe  moimtnine,  about  6 
miles  northwest  of  the  city.  The  water  collected  from  these  areas  is  impounded 
in  three  storage  reservoirs,  from  which  it  flows  by  gravity  to  the  city  through 
two  mains,  one  12  inches  in  diameter  and  the  other  20  inches  in  diameter. 
An  emergency  supply  is  obtained  by  pumping  from  Halfway  brook.     The 


Pbotection  of  Public  Watbb  Sufplibs  215 

distributing  system  consists  of  29.94  miles  of  castiron  mains.  The  total 
consumption  is  estimated  at  about  3,000,000  gallons  daily,  or  180  gallons 
per  capita  per  day.  The  water  system  is  owned  by  the  city  and  is  under 
the  direction  of  the  board  of  water  commissioners. 

The  three  watersheds  from  which  the  regular  supply  is  obtained  are  all 
adjacent  to  each  other.  The  two  northerly  ones  drain  into  the  Halfway 
brook  and  thence  northeasterly  into  Lake  Ghamplain,  while  the  most  south- 
erly one  drains  into  the  Hudson  river. 

The  northerly  watershed  is  known  as  the  Butler  pond  watershed.  The 
supply  is  derived  mainly  from  a  shallow,  swampy  pond  known  as  Butler 
pond,  which  is  about  three-quarters  of  a  mile  long  and  comparatively  narrow. 
At  the  time  of  the  inspection  the  water  level  was  low  and  the  bottom  in 
the  shallower  portion  was  exposed.  There  was  considerable  decomposing 
vegetable  matter  in  the  pond,  especially  at  the  lower  end,  where  the  water 
ht^  a  fairly  high  color.  From  the  outlet  pipe  of  the  pond  the  water  flows 
in  a  natural  turbulent  mountain  stream  to  the  storage  reservoir  about  a  mile 
and  a  half  below.  This  storage  reservoir  is  formed  by  an  earthen  dam  with 
a  concrete  corewall  some  60  feet  high,  forming  a  reservoir  of  130,000,000 
gallons  capacity.  Several  hundred  feet  below  this  dam  is  a  small  concrete 
distributing  basin  from  which  the  supply  is  conducted  in  a  12-inch  main 
to  what  is  known  as  the  upper  jimction,  where  the  pipes  from  the  three 
reservoirs  meet. 

The  watershed  of  the  Butler  Pond  creek,  as  it  is  called,  is  mostly  wooded, 
hilly  country  with  only  a  small  portion  under  cultivation.  The  city  has 
purchased  considerable  of  the  land  on  this  as  well  as  on  the  other  water- 
sheds and  is  reforestini;  them  with  white  pine  and  spruce.  Two  farms  on 
the  Butler  Pond  watershed  have  been  recently  purchased  by  the  city. 
Previous  to  this,  however,  they  were  provided  with  chemical  closets  by 
the  city.  There  are  now  apparently  no  permanent  sources  of  pollution  on  the 
watershed. 

The  central  or  the  Wilkie  watershed  is  developed  by  the  construction  of 
an  earthen  dam  at  the  head  waters  of  the  stream.  This  dam  forms  a  reser- 
voir of  about  55,000,000  gallons  capacity  and  has  an  average  depth  of  about 
10  feet.  The  watershed  above  the  reservoir  is  entirely  wooded.  The  edges 
of  the  reservoir  have  been  cleaned  and  are  kept  free  from  driftwood.  The  dis- 
tributing reservoir  is  about  2  miles  below  the  storage  reservoir,  from  which 
the  water  is  conducted  to  the  junction  with  the  mains  from  the  other  reser- 
voirs through  two  12-inch  castiron  mains.  The  distributing  reservoir  was 
working  at  the  time  of  the  inspection  and  the  water  was  highly  colored. 
The  watershed  is  similar  to  that  of  the  Butler  watershed.  A  wood  road, 
on  which  two  lumber  camps  are  located,  passes  along  the  stream  to  the 
storage  reservoir.  It  was  stated  that  no  lumbering  has  been  carried  on 
during  the  past  year.  When  these  camps  are  used  the  city  furnishes  them 
with  chemical  closets  and  chemicals  which  are  kept  for  that  purpose. 

The  southerly  reservoir  is  known  as  the  Keenan  reservoir.  It  is  developed 
by  an  earthen  dam  which  forms  a  reservoir  of  about  200,000,000  gallons 
capacity  and  floods  an  area  of  some  65  acres.  The  water  flows  over  a  rocky 
bed  to  a  concrete  distributing  reservoir  about  a  mile  below  the  dam.  Two 
small  settling  basins  have  been  made  along  the  stream  by  the  construction 
of  small  masonry  dams.  From  the  distributing  reservoir  the  water  flows 
to  the  before-mentioned  junction,  from  which  the  combined  flow  is  conducted 
to  the  city  through  a  12-inch  concrete-lined  pipe  and  a  20-inch  castiron  main. 

There  are  no  permanent  sources  of  pollution  on  this  watershed  though  it 
is  subject  to  some  pollution,  as  is  true  of  all  three,  from  trespassers  on  the 
watershed. «  A  road  passes  along  the  course  of  the  stream,  but  is  on  the 
property  of  the  city  and  it  is  planned  to  have  this  road  abandoned.  At 
present  lumber  is  being  hauled  daily  down  this  road. 

All  the  reservoirs  are  being  kept  in  a  clean  condition  and  the  watershed 
is  being  cleaned  and  being  reforested.  Warnings  have  been  posted  on  all 
watersheds. 

The  auxiliary  supply  has  been  developed  by  the  construction  of  a  small 
wooden  diverting  dam  across  the  Halfway  brook  about  1  mile  northwest  of 
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the  city.  The  water  flows  from  this  diverting  dam  to  a  small  concrete  suction 
basin  from  which  it  is  lifted  by  a  pumping  plant  and  discharged  into  the 
mains, 

The  watershed  tributary  to  the  Halfway  brook  above  the  auxiliary  intake 
is  about  4.6  square  miles  in  area.  About  25  houses  are  located  on  this  area, 
with  a  total  population  of  about  100,  or  about  26  per  square  mile.  The  head- 
waters of  the  stream  rise  in  the  slopes  of  the  Luzerne  mountains,  which  are 
rugged  and  practically  uninhabited.  The  Wilkie  reservoirs  are  located  on 
this  portion  of  the  watershed.  The  lower  section  of  the  stream  flows  through 
a  flat  farming  and  grazing  section.  About  half  a  mile  above  the  intake  is  a 
farm  that  is  in  an  insanitary  condition.  Cows  were  being  pastured  in  the 
field  above  the  intake  dam  at  the  time  of  the  inspection.  Although  no  thor- 
ough inspection  was  made,  it  was  evident  that  there  is  considerable  oppor- 
tunities for  contamination  from  the  pasturing  of  cattle  along  the  s^eam 
and  from  chance  visitors  as  well  as  the  .permanent  residents  on  the  water- 
shed. On  account  of  these  possibilities  for  contamination  of  this  supply  it 
should  not  be  delivered  to  the  consumers  without  adeqiuite  sterilization. 

It  was,  therefore,  recommended  in  a  report  dated  September  2,  1920,  that 
the  board  of  water  commissioners  install  and  carefully  operate  proper  appa- 
ratus for  the  sterilization  of  all  water  delivered  to  the  consumers  in  order 
to  eliminate  as  far  as  possible  the  danger  from  accidental  contamination, 
and  that  the  board  of  water  commissioners  consider  the  installation  of  a 
filtration  plant  for  the  treatment  of  part  or  all  of  the  supply,  the  same  to 
be  supplemented  by  aeration  in  order  to  remove  the  odors. 


GOSHEN 


A  reinspection  of  the  public  water  supply  of  the  village  of  Goshen  was 
made  on  August  12,  1920,  by  Mr.  W.  J.  Erickson,  sanitary  inspector,  previous 
inspections  having  been  made  by  the  Department  in  1912  and  1915. 

Goshen  is  an  incorporated  village  located  in  the  central  part  of  Orange 
county,  about  7  miles  southeast  of  Middletown.  Practically  all  of  the  3,500 
inhabitants  of  the  village  use  water  from  the  public  supply.  Many  families 
use  private  wells  for  their  drinking  water  supply  on  account  of  the  bad 
taste  and  odors  in  the  village  supply.  The  waterworks  are  owned  by  the 
village  and  are  under  the  direction  of  a  board  of  water  commissioners. 

The  water  supply  is  derived  from  a  small  artificial  lake  known  as  Prospect 
lake,  which  is  formed  by  a  dam  across  a  small  tributary  of  the  Wallkill 
river,  about  1^  miles  south  of  the  village.  From  this  reservoir  the  water 
fiows  to  the  consumers  through  castiron  and  concrete  pipes. 

The  village  has  had  difficulty  in  obtaining  a  sufficient  water  supply  from 
the  present  reservoir  and  has  retained  the  services  of  consulting  engineers 
to  help  them  in  remedying  this  condition.  Mr.  J.  H.  Fuertes,  consulting 
engineer  of  New  York  city,  presented  a  report  in  1901,  which  concluded  that 
the  disagreeable  tastes  and  odors  were  due  to  the  drawing  down  of  the  reser- 
voir,  thus  reducing  the  depth  and  even  uncovering  the  bottom  of  the  shal- 
lower portion  which  when  exposed  to  the  summer  sun  become  covered  with 
algae  growths.  He  suggested  a  dam  below  these  shallow  portions  which 
would  keep  this  area  covered  at  times  of  low  water.  He  also  concluded 
that  the  lack  of  sufficient  water  supply  was  due  to  the  fact  that  the  present 
system  had  been  outgrown  and  that  there  was  excessive  waste  through 
leakage  in  the  water  mains  and  from  an  abnormal  rate  of  consumption. 
His  other  conclusions  concerned  the  adoption  of  a  new  or  additional  supply. 

In  1918  the  village  employed  Mr.  Ralph  N.  Wheeler,  consulting  engineer 
of  New  York.  He  recommended  that  the  Burell  tract,  a  small  catclunent  area 
tributary  to  the  reservoir,  be  further  developed  so  as  to  obtain  the  maximum 
yield,  and  that  the  consiuners  be  advised  of  the  necessity  of  curtailing  the 
consumption. 

The  reservoir,  which  has  a  normal  capacity  of  about  110,000,000  gallons, 
was  8  inches  above  high-water  mark  at  tne  time  of  the  present  investigation. 
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Although  some  algae  were  noticed  at  the  lower  end,  they  were  not  present 
in  ezcessiye  amounts.  The  water  in  the  reservoir  was  highly  colored,  and 
there  was  a  distinct  disagreeable  odor  noticeable  from  the  water  at  the  taps 
in  the  village.  About  a  month  ago  the  water  in  the  reservoir  was  treated 
with  copper  sulphate.  A  small  catchment  area  known  as  the  Burell  tract 
has  been  developed,  and  the  water  from  this  area  is  conducted  to  the  reservoir 
by  a  12-inch  tile  pipe. 

There  are  five  houses  with  a  population  of  about  20  people  on  the  water- 
shed which  has  an  area  of  2  square  miles.  Only  one  of  these  houses  is 
located  on  the  watershed  and  the  drainage  from  the  barns  and  outhouses 
is  away  from  the  lake  and  onto  another  watershed. 

Fishing  is  allowed  on  the  reservoir  by  a  permit  issued  by  the  water  board. 
A  general  survey  has  been  conducted  to  discover  leaks  in  the  pipe  lines,  and 
although  there  is  still  considerable  waste,  it  has  been  materially  reduced  by 
the  repair  of  the  mains. 

It  was  therefore  recommended,  in  a  report  dated  September  14,  1920: 

1.  That  consideration  be  given  to  Mr.  Fuertes'  and  Mr.  Wheeler's 
reports,  particularly  those  recommendations  which  deal  with  the  conser- 
vation and  development  of  the  present  supply  and  the  development  of  a 
new  additional  supply. 

2.  That  the  reservoir  be  cleaned  of  organic  growths  and  deepened  in 
the  shallower  sections  to  minimize  these  growths. 

3.  That  copper  sulphate  be  systematically  applied  under  proper  super- 
vision in  order  to  prevent  algae  growths  from  developing. 

4.  That  regular  and  frequent  inspections  be  made  of  the  watershed 
in  order  to  detect  and  prevent  any  contamination  of  the  water  supply. 

5.  That  no  fishing  be  allowed  on  the  reservoir. 

6.  That  should  diflBculty  be  experienced  in  the  carrying  out  of  recom- 
mendations 4  and  5,  the  village  authorities  apply  to  this  Department 
for  the  enactment  of  rules  and  regulations  for  the  protection  of  the 
public  water  supply  of  the  village  of  Ooshen. 


GOSHEN  (High  School  and  Public  School) 

An  investigation  of  the  proposed  source  of  water  supply  for  the  High 
School  and  Public  School  at  Goshen,  N.  Y.,  was  made  by  Mr.  W.  J.  Erickson, 
sanitary  inspector  of  this  Department,  on  August  19,  1920. 

The  High  School  building  is  located  in  the  southeastern  part  of  the  village, 
on  the  west  corner  of  Main  and  Erie  streets,  and  the  Grammar  School  about 
600  feet  northwest  of  the  High  School  on  the  opposite  side  of  Webster  avenue. 
The  total  attendance  of  the  two  schools  is  about  600.  For  a  yeail  and  a 
half  prior  to  the  time  of  the  inspection  there  had  been  no  drinking  water 
at  the  schools  because  the  fixtures  from  which  it  would  be  taken  are  shut 
off  from  the  village  supply  on  account  of  the  disagreeable  tastes  and  odors 
and  the  pupils  have  obtained  their  water  from  wells  in  the  vicinity,  all  of 
which  are  unsatisfactorily  located  in  the  built-up  portion  of  the  village. 

As  a  result  of  the  inspection  it  was  concluded  that  a  water  supply  for 
drinking  purposes  at  the  schools,  derived  from  shallow  wells  on  the  school 
property,  would  without  question  be  unsatisfactory;  that  a  supply  derived 
from  deep  wells  on  the  property  might  prove  satisfactory,  although  the  loca- 
tion of  the  property  in  the  built-up  section  of  the  village  would  make  it 
necessary  to  carefully  and  continuously  watch  the  quality  of  the  water  for 
the  presence  of  contamination,  and  also  make  it  necessary  to  fence  off  a 
considerable  area  around  the  well,  on  which  it  would  be  necessary  to  pro- 
hibit trespassing  of  any  kind;  and  that  the  use  of  water  from  the  village 
supply  would  probably  be  the  safest  from  a  sanitary  point  of  view,  even 
though  its  use  might  be  undesirable  from  an  aesthetic  viewpoint. 

The  filtering  of  the  village  supply  would  undoubtedly  improve  its  quality 
to  some  extent  but  would  probably  not  entirely  eliminate   the  tastes  and 
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odors,  even  if  the  filter  were  operated  continuouBly  and  in  a  proper  manner, 
It  would  seem  desirable,  if  the  city  water  is  used,  that  the  miprovement  of 
its  quality  be  made  by  those  in  charge  of  the  water  supply  rather  than  hj 
nitration  at  the  schoolhouse,  and  to  this  end  it  would  appear  advisable  that 
the  authorities  in  charge  of  the  schools  use  their  influence  to  have  the  recom- 
mendations of  our  report  of  September  14,  1020,  carried  out  with  as  little 
delay  as  possible. 


GOUVERNEUR 

Reinspections  of  the  public  water  supply  of  Oouvemeur,  St.  Lawrence 
county,  were  made  by  Mr.  Alfred  Mullikin,  assistant  engineer,  on  Januanr 
28,  1020,  and  on  March  18,  1020.  Previous  investigations  of  the  supply  were 
made  by  this  Department  in  1006,  1000,  1016,  1017,  1018,  and  1910,  and 
reports  on  these  investigations  are  in  the  Annual  Reports  of  this  Department 
for  the  respective  years. 

In  the  reports  on  the  previous  inspections  it  has  been  pointed  out  that 
the  water  supply  of  the  village,  which  is  derived  from  the  Oswegatchie  river, 
was  objectionable,  and  that  it  was  seriously  contaminated  by  surface  drainage 
and  sewage  discharged  into  the  river  from  villages  and  hamlets  located 
above  the  waterworks  intake.  Serious  outbreaks  of  typhoid  fever  have  also 
been  attributed  to  the  use  of  this  water  supply. 

Pending  the  introduction  of  a  new  supply  from  another  source,  the  village 
has  purchased  two  Wallace  &  Tieman  chlorine  apparatuses  of  the  solution- 
feed  type,  which  were  put  in  operation  about  February  18,  102O.  One 
chlorine  apparatus  is  connected  with  each  of  the  two  suction  mains.  The 
general  features  of  the  present  supply,  except  the  chlorlnation  plants,  snch 
as  the  pumping  equipment  and  general  arrangements  of  the  system,  have 
already  been  described  in  previous  reports  and  will  not  be  reviewed  at  this 
time. 

At  the  time  of  the  inspection  it  was  found  that  although  the  chlorlnation 
apparatuses  had  been  installed  and  connected  up,  they  were  not  operating 
satisfactorily.  Both  of  the  devices  were  clogged  and  the  rubber  tubing 
leading  from  the  solution  chambers  to  the  suction  mains  were  stopped,  eo 
that  very  little  if  any  of  the  chlorine  was  being  applied  to  the  water  in 
the  suction  mains.  The  chlorlnation  apparatuses,  however,  were  immediately 
overhauled  and  placed  in  proper  operating  condition.  They  were  so  adjusted 
as  to  apply  about  .6  parts  of  chlorine  per  million  parts  of  water  tnsated, 
which  was  sufficient  to  produce  a  slight  blue  color  by  the  starch  iodide  test 
Instructions  for  the  care  and  the  operation  of  the  chlorlnation  apparatuses 
and  for  the  making  of  starch  iodide  tests  were  also  left  with  the  operator. 

There  were  seven  cases  of  typhoid  fever  in  the  village,  and  althongli 
three  of  them  were  in  one  house  and  two  of  them  might  therefore  have 
been  contact  cases,  the  other  cases  were  scattered  and  would  indicate  that 
they  were  waterborne  in  their  origin.  It  is  significant  that  chlorine  had 
probably  not  been  properly  applied  for  a  considerable  time,  and  that  the 
contaminated  river  water  had  consequently  been  delivered  to  the  consumer 
with  little  if  anv  treatment. 

It  was,  therefore,  recommended  in  a  report  dated  April  #,  1020: 

1.  That  the  village  authorities  take  steps  to  provide  for  a  new  water 
supply  of  satisfactory  sanitary  and  physical  quality  as  soon  as  possible. 

2.  That  pending  the  introduction  of  a  new  supply,  the  chlorination 
plants  be  operated  with  as  great  care  and  efficiency  as  possible,  and  that 
sufficient  chlorine  be  applied  to  the  water  at  all  times  properly  to 
sterilize  it. 

3.  That  analyses  and  tests  be  made  of  the  water,  and  daily  records 
be  kept  as  outlined  in  paragraph  10  of  the  instructions  of  the  operation 
of  liquid  chlorine  apparatus. 
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GREAT  BEAR  SPRING  WATER 

An  investigation  of  the  bottling  of  Great  Bear  Spring  Water  at  Albany, 
N.  Y.,  wae  made  by  Mr.  Henry  &yon,  aaaistant  engineer  in  this  Department, 
on  August  14  and  September  10,  1920. 

The  water  is  obtained  from  sprinffs  near  Fulton,  N.  Y.,  and  transported 
from  that  place  to  Albany  in  glass  lined  steel  tank  ears.  From  these  cars 
it  is  run  directly  into  the  storage  tank,  and  from  this  tank  through  the 
bottling  machines  into  the  bottles.  It  is  stated  that  the  storage  tank  and 
the  piping  connected  with  it  are  sterilized  with  live  steam  at  frequent  inter- 
vals and  at  least  twice  a  month. 

The  one-half  gallon  bottles  used  for  distributing  the  water  when  returned 
to  the  plant  are  first  washed  on  the  exterior  by  placing  them  in  a  tank  of 
hot  water  containing  revolving  brushes,  arranged  in  the  shape  of  a  hollow 
cylinder,  which  come  in  contact  with  the  outside  of  the  bottles.  They  are 
next  taken  to  the  machine  for  washing  the  interior,  which  machine  was  said 
to  be  equipped  with  a  revolving  brush  and  jet  for  cleaning  the  inside  of 
the  bottles.  After  being  removed  from  the  interior  washing  machine  the 
bottles  are  inverted  over  jets  of  hot  water  which  rinse  the  inside,  and  are 
then  placed  in  boxes  holding  six  bottles  and  are  ready  for  refilling.  The 
glass  stoppers  used'  in  most  of  these  bottles  are  washed  in  hot  water  before 
being  replaced  in  the  bottles.  In  some  cases,  however,  cork  stoppers  were 
used.    The  corks  used  were  treated  with  paraffin  but  not  sterilized. 

The  five-galion  demijohns  are  treated  in  practically  the  eame  manner  as 
the  bottles  except  that  the  exteriors  are  washed  by  hand.  A  machine 
equipped  with  a  rapidly  revolving  brush  is  provided  for  washing  the  inside 
of  the  demijohns,  and  a  jet  similar  to  these  used  for  washing  the  two-gallon 
bottles  is  provided  for  washing  the  interior  of  the  five^gallcm  demijohns. 
The  demijohns  are  all  provided  with  cork  stoppers  which  were  paraffined  but 
not  sterilised  before  beine  placed  in  the  demijohns.  The  washing  is  done 
with  city  water  which  is  heated  by  being  passed  through  coil  heaters  in  the 
bottling  room.  At  the  time  of  the  inspection  the  temperature  of  this  water 
was  such  that  it  could  be  easily  borne  by  the  hand.  When  the  first  inspec- 
tion of  the  plant  was  made,  the  steam  sterilizer  provided  was  not  being  used 
because,  as  the  superintendent  of  the  plant  stated,  it  had  been  impossible 
to  secure  enough  coal  to  operate  it. 

The  8ecx>nd  inspection  indicated  that  several  changes  were  made  in  the 
operation  of  the  plant.  The  machine  for  washing  th(»  inside  of  the  one-half 
gallon  bottles  was  in  place  and  being  used.  The  steam  sterilizer  was  also 
in  use  and  it  was  stated  by  the  attendant  that  all  the  bottles  and  demijohns, 
the  glass  stoppers  used  in  the  bottles,  and  the  corks  used  in  the  five-gallon 
demijohns  and  some  of  the  two-gallon  bottles,  were  being  sterilized-  at  a 
temperature  of  220^  F.  before  being  used.  A  small  incubator  had  also  been 
provided,  and  it  was  stated  that  samples  of  the  water  were  being  tested 
daily  by  the  presumptive  method  for  the  presence  of  B.  coll. 

The  five-gallon  demijohns  are  filled  by  placing  them  one  at  a  time  on  a 
roller  conveyor  under  manually  operated  single  bottling  taps  provided  for 
the  purpose.  The  corks  are  placed  in  them  by  hand,  and  the  cork  and  neck 
of  the  bottles  and  the  cork  covered  with  a  paper  seal.  The  one-half  gallon 
bottles  are  filled  by  an  automatic  machine,  which  fills  a  case  of  six  at  a 
time.  The  glass  stoppers  or  the  corks  which  are  used  in  some  of  the  bottles 
are  placed  by  hand,  and  the  stoppers  and  necks  of  the  bottles  covered  with 
paper  seals  similar  to  those  used  on  the  demijohns. 

At  the  time  of  the  first  inspection  samples  of  the  water  were  taken  from 
the  taps  used  in-  filling  the  half -gal  Ion  bottles  and  five-gallon  demijohns  at 
the  plant,  from  two  of  the  five-gallon  demijohns  as  delivered  at  the  Capitol, 
and  from  one  of  the  one-half  gallon  bottles  as  delivered  at  the  Capitol.  The 
seals  of  these  bottles  were  unbroken  prior  to  their  being  opened  for  taking 
the  samples.  A  sample  was  also  taken  by  the  chemist  of  the  Division  of 
Laboratories  and  Research  at  the  office  of  the  Highway  Division  of  the 
State  Engineer's  office  from  a  bottle  delivered  there.     Later,  on  September 
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20,  1920,  after  the  changes  in  the  operation  of  the  plant  oatlined  above 
were  made,  another  set  of  samples  was  taken  from  the  bottle  delivered  at 
the  Capitol. 

The  results  of  the  analyses  of  samples  of  the  water  taken  at  the  time  of 
the  inspection  in  August  indicated  a  moderate  count  for  all  samples,  and 
the  absence  of  B.  Ooli  in  those  taken  directly  from  the  bottling  taps  and 
from*  the  glass  stoppered  haM-^^aUon  bottles.  Coilon  bacilli  were  howerer 
found  in  the  1/10  c.  c.  inoculations  in  all  the  samples  taken  from  the  five- 
gallon  demijohns,  indicating  the  presence  of  active  oontamin&tion,  whidi 
judging  from  the  result  of  the  inspection  of  the  plant  was  probably  due  to 
carelessness  in  filling  and  closing  the  bottles.  The  insults  of  the  examina- 
tion of  the  samples  taken  from  the  bottles  delivered  to  the  Health  Depart- 
ment at  the  Capitol  on  September  20,  1920,  after  certain  changes  men- 
tioned above  were  made  in  the  operation  of  the  bottling  plant,  indicate  tbe 
absence  of  B.  coli  in  all  the  samples  tested,  and  a  considerably  lower  count 
in  the  water  from  ths  half-gallon  bottles.  The  count  in  the  sample  from 
the  five -gallon  demijohn  was,  however,  if  anything,  slightly  higher  than 
those  in  the  samples  taken  in  August. 


GREEN  ISLAND 

a  reinspection  of  the  public  water  supply  of  the  village  of  Green  Island 
was  made  by  assistant  engineer,  E.  S.  Chase,  on  January  29  and  February  ^ 
1920,  previous  inspections  of  this  supply  having  been  made  by  this  Division 
in  1917  and  1918. 

Green  Island,  an  incorporated  village  of  about  4,500,  is  located  in  Albanv 
county,  on  an  island  in  the  Hudson  river  between  the  cities  of  Troy  and 
Watervliet.  Practically  the  entire  population,  together  with  some  1,200 
additional  in  the  town  of  Colonic,  are  served  by  &e  public  water  supply. 
The  waterworks  are  owned  and  operated  by  the  Green  leland  Water  Sup- 
ply Company. 

The  water  supply  furnished  by  this  company  is  derived  from  an  infiltra- 
tion gallery  located  on  a  small  island  between  the  village  and  Troy.  An 
auxiliary  supply  is  derived  at  times  from  the  Hudson  river.  From  the  infil- 
tration gallery  the  water  is  pumped  upon  two  units  of  gravity  mechanical 
filters  and  the  filtered  water,  after  chlorination,  is  delivered  to  the  village 
by  pumping  through  a  distribution  system*  consisting  of  12  miles  of  cast- 
iron  mams.  The  average  daily  water  consumption  is  approximately  30O.tK)0 
gallons.  Storage  is  provided  by  a  50,000-gallon  clear  water  basin  and  by 
a  500.000-gallon  equalizing  reservoir. 

During  the  extreme  cold  weather  of  the  latter  part  of  January  and  the 
first  of  February  of  the  present  year,  it  became  necessary  to  augment  the 
supply  from  the  infiltration  gallery  by  water  from  the  Hudson  river.  Water 
from  the  river  was  used  from  January  15  until  February  6,  except  on  Jan- 
uary 25  to  30.  During  this  time  when  the  supply  was  augmented  by  river 
water  the  amount  of  hypochlorite  used  for  sterilization  was  materially 
increased,  and  was  applied  in  siueh  amounts  as  to  give  a  marked  test  for 
excess  chlorine,  by  the  ortho-tolidin'  method,  in  samples  of  purified  water 
taken  from  a  tap  at  the  pumping  station. 

In  this  connection  it  should  be  noted  that  in  December,  1017,  and  Janu- 
ary, 1918,  it  was  found  necessary  to  use  the  auxiliary  river  supply  for 
several  days,  and  that  eubsequent  to  this  use  of  the  river  water  a  severe 
outbreak  of  dysentery  occurred,  followed  by  about  twenty  cases  of  tvf^id 
fever.  As  a  result  of  the  investigation  at  that  time,  it  was  concluded  that 
the  outbreaks  were  due  to  the  use  of  inadequately  purified  Hudson  river 
water. 

The  equipment  of  the  water  company  is  in  a  poor  physical  condition  and 
the  entire  plant  neede  a  complete  overhauling.  In  connection  with  the 
infiltration  gallery  it  is  very  possible  that  by  cleaning  its  yield  would  be 
increased  and  consequently  the  necessity  for  the  emergency  use  of  ^e  rivfT 
would  be  obviated.  This  frallery  has  not  been  cleaned  since  1915,  and  at 
that  time  removal  of  accumulated  silt  materially  augmented  the  yield. 
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The  apparatus  for  chlorinating  the  supply  i«  of  the  type  used  with 
hypochlorite,  and  is  therefore  less  easily  and  satisfactorily  operated  than 
modem  types  of  apparatus  using  Uquid  chlorine.  It  is  probable  that  liquid 
chlorine  apparatus  could  have  been  so  operated  at  the  time  of  the  recent 
emergency  as  to  have  given  adequate  chlorination  without  causing  taste  and 
odors  from  an  undue  excess  of  chlorine. 

The  two  filters  are  of  the  tub  type,  New  York  Gontinental-^ewell  manu- 
facture. The  coagulation  and  subsidence  occurs  in  the  lower  part  of  the 
tubs,  the  subsidence  period  amounting  to  about  15  or  20  minutes.  As  the 
pumping  station  is  operated  for  about  8  hours  daily,  the  rate  of  filtration 
during  the  period  the  filters  are  in  service  amounts  to  116  million  gallons 
per  acre  daily.  To  determine  the  efficiency  of  the  purification  plant  weekly 
analyses  are  made  by  James  M.  Caird  of  Troy. 

It  was  therefore  recommended,  in  a  report  dated  February  27,  1920,  that 
the  water  company  continue  to  operate  the  purification  plant  with  care  and 
efficiency;  that  the  company  investigate  the  possibility  of  increasing  the 
yield  from  the  infiltration  gallery,  either  by  cleaning,  or  possibly  by 
increasing  its  length;  and  that,  as  previously  recommended,  liquid  chlorine 
apparatus  be  substituted  for  the  hypochlorite  plant. 


GREENPORT 

A  reinspection  of  the  public  water  supply  of  the  village  of  Greeuport, 
Suffolk  county,  was  made  by  Mr.  Earl  Devendorf,  assistant  engineer,  on 
November  6,  1919,  a  previous  inspection  liaving  been  made  by  this  Depart- 
ment in  1016. 

Greenport  is  an  incorporated  village  in  the  northeasterly  part  of  Suffolk 
county,  X.  Y.  The  population  consists  of  approximately  3,800  inhabitants. 
The  water  supply  is  derived  by  pumping  from  one  new  and  four  old  dug 
wells  west  of  the  village.  The  daily  consumption  amounts  to  from  500,000 
to  750,000  gallons,  or  125  to  175  gallons  per  capita. 

The  recent  inspection  disclosed  that  conditions  of  the  water  supply  have 
been  changed  in  certain  particulars  since  the  time  of  the  previous  inspection. 
The  supply  has  been  augmented  by  the  construction  of  a  new  dug  well  some 
1.600  feetnorth  of  the  old  pumping  station.  The  privy  at  the  old  pumping 
station  has  not  been  removed  and  an  inspection  showed  the  vault  to  -be 
filled.  This  privy  is  located  within  75  feet  of.  the  nearest  well.  The  privy 
at  the  nearest  house,  some  400  feet  east  of  the  pumping  station,  has  been 
moved  to  the  farther  side  of  the  lot.  In  other  respects  the  condition  of  the 
public  water  supply  remains  practically  as  before. 

The  new  well  is  located  near  the  highway,  and  is  a  dug  well  15  feet  in 
diameter  and  .^0  feet  in  depth.  Normally  there  is  16  feet  of  water  in  the 
well,  but  when  pumping  is  started  the  surface  of  the  water  is  lowered  about 
8  feet  within  an  hour.  The  well  is  apparently  free  from  sources  of  pollution 
with  the  possible  exception  of  drainage  from  the  highway.  There  are  no 
houses  within  one-quarter  of  a  mile  of  this  well.  At  the  time  of  the  inspec- 
tion the  well  was  provided  with  a  wooden  curb  and  cover  to  prevent  sur- 
face wash  from  entering.  Water  was  first  pumped  from  the  well  into  the 
villajre  distribution  system  about  October  1,  1919. 

A  sample  of  water  was  collected  from  the  new  well  and  forwarded  to  the 
Division  of  Laboratories  and  Research  for  analysis.  The  results  of  the 
analvsis  follow: 

Color 0  Oxygen  consumed 1.6 

Odor,  hot none  Chlorine 75. 

Odor,  cold   none  Hardness 45.7 

Turbidity 0  Alkalinity 21. 

Ammonia  free 070  Bacteria  per  c.  c 14.000 

Ammonia  alb 018  B.  coli,  10  c.  c .^-f  0— 

Xitrites   trace  B.  coli,  1  c.  c 3+0^- 

Xitrates .200  B.  coli,  1/10  c.  c 2-f  1— 
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The  resulU  of  this  analysis  showed  a  water  clear,  colorless,  free  from 
odor,  and  moderately  hard.  The  somewhat  high  figures  for  free  and  albmni- 
noid  ammonia  indicate  the  presence  of  moderate  amounts  of  decomposing 
and  decomposable-  organic  matter.  The  results  of  the  bacterial  examination 
show  a  veiy  high  total  count,  and  the  presence  of  organisms  of  the  B.  cdi 
type  in  nearly  all  of  the  inoculations  examined  indicated  the  presence  of 
active  contamination.  This  may  in  part  be  due  to  the  fact  that  the  well  hu 
been  dug  only  recently  and  that  the  contamination  from  workmen  incidental 
to  construction  had  not  entirely  disappeared.  Other  analyses  should  be 
niade,  and  if  the  results  still  show  the  presence  of  contamination,  this  source 
of  supply  should  either  be  abandoned  or  sterilized  before  being  pumped  into 
the  distribution  system  for  public  consumption  The  high  chlorine  contents 
of  both  well  supplies  are  probably  due  to  the  influence  of  sea  water. 

In  view  of  the  above,  it  was  recommended  in  a  report  dated  March  3,  1920, 
that  as  previously  recommended  the  privy  at  the  pumping  station  be  pro- 
vided with  a  removable  container,  and  a  sanitary  patrol  be  exercised  to  keep 
all  the  privies  within  a  radius  of  dOO  feet  in  a  clean  and  sanitary  condition; 
and  that  other  analyses  be  made  of  the  new  well  supply  in  order  to  deter- 
mine if  the  contamination  indicated  by  the  recent  analysis  is  permanent  or 
temporary,  and  if  permanent  the  supply  should  be  first  sterilized  before 
being  pumped  into  tne  village  distribution  system. 

A  second  reinspection  of  the  public  water  supply  of  the  village  of  Oteen- 
port,  Suffolk  county,  was  made  on  June  7,  1020,  by  Mr.  Alfred  Mullikin, 
assistant  engineer. 

This  inspection  disclosed  the  fact  that  the  privy  located  about  75  feet 
from  the  nearest  well  has  not  been  removed  and  is  in  an  insanitary  condi- 
tion but  that  the  privy  at  the  nearest  house  some  400  feet  east  has  been 
removed  about  300  feet  farther  east.  In  a  report  da4ed  July  6,  1920,  the 
following  recommendations  were  made: 

1.  That  the  municipal  authorities  in  charge  of  the  water  supply  carry 
out  at  once  such  of  our  previous  recommendations  as  have  not  as  yet 
been  acted  upon:  namely,  that  the  privy  at  the  pumping  station  and 
all  other  privies  within  500  feet  of  any  of  the  wells  be  provided  with 
removable  watertight  containers  and  kept  in  a  satisfactory  condition, 
and  that  a  sanitary  patrol  be  maintain^^i  by  the  village  authorities  to 
make  certain  that  the  privies  are  always  kept  in  a  satisfactory  conditi(»- 

2.  That  occasional  analysis  throughout  the  year  be  made  of  both 
sources  of  supply  in  order  to  determine  whether  or  not  the  degree  of 
pollution  of  the  ground  water  is  increasing  and  to  detect  any  active  pol- 
lution if  present. 

3.  That  should  active  contamination  be  at  any  time  detected,  the 
source  be  immediately  determined  and  removed,  or  the  crmtamiiiated 
well  be  abandoned,  or  the  water  supply  properly  chlorinated. 

4.  That  the  curbing  of  the  old  wells  be  raised  and  cemented  to  pre- 
vent the  entrance  of  surface  wash. 

5.  That  the  oil  and  waste  water  pit  be  abandoned,  the  water  being 
carried  off  by  extending  a  pipe  line  m  the  southern  direction. 


GREENWICH 

A  reinspection  of  the  sanitary  condition  of  the  public  water  supply  of  the 
village  of  Greenwich  was  made  by  W.  J.  Erickson,  engineering  assistant, 
on  December  12,  1919,  a  previous  inspection  having  been  made  by  this 
Department  in   1912. 

Greenwich  is  a  village  located  in  the  southwestern  part  of  Washington 
county.  It  occupies  both  banks  of  the  Batten  kill  and  is  about  30  miles 
north  of  Troy.  It  has  a  population  of  about  2,700  of  which  2,000  are  aerved 
by  the  water  supply.  The  waterworks  are  owned  and  operated  by  the  Green- 
wich Water  Company.  The  original  waterworks  consisted  of  a  gravity  sup- 
ply from  a  reservoir'  formed  by  the  damming  of  a  small  brook  located  about 
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2  miles  north  of  the  village.  This  reservoir  is  now  used  only  for  Are  pro- 
tection. The  present  main  supply  was  developed  about  25  years  ago  when 
a  dam  was  constructed  on  Fly  creek  between  Archdale  and  Easton  station, 
about  3%  miles  south  of  the  village.  From  the  reservoir  formed  by  this 
dam  the  supply  flow»  by  gravity  to  the  distribution  system.  An  aiudliary 
supply  is  derived  by  pumping  from  the  Batten  kill,  in  the  eastern  part  of 
the  village. 

Fly  creek  rises  just  north  of  Fly  Summit,  and  flowing  northerly  empties 
into  the  Batten  kill  at  Qreenwich.  The  main  tributary  rises  east  of  Cam- 
bridge and  joins  the  Fly  creek  just  above  the  reservoir.  The  total  drainage 
area  is  about  6.0  square  miles,  on  which  there  is  a  total  population  of  about 
250,  or  42  per  square  mile.  The  Greenwich  and  Johnsonvule  railroad  crosses 
the  main  stream  at  several  points.  Near  the  headwaters  of  the  creek  is  the 
small  hamlet  of  Fly  Summit,  with  about  100  inhabitants.  There  are  no 
direct  sources  of  human  pollution  at  this  point,  although  the  meadows  adja- 
cent to  the  stream  are  used  for  pasture  as  is  most  of  the  meadow  land  all 
along  the  stream.  Below  Fly  Summit  and  about  %  of  a  mile  above  the 
reservoir,  is  Archdale.  There  are  several  houses  at  this  point,  but  they  are 
about  300  feet  from  the  stream.  On  the  main*  tributary,  which  rises  near 
North  Cambridge,  about  one  mile  from  the  reservoir,  is  a  small  pond  located 
on  the  farm'  of  B.  F.  Waters.  This  pond  is  fenced  and  is  used  solely  for 
ice  cutting,  and  is  said  to  be  dry  during  the  summer  months.  Care  is  taken 
to  remove  droppings  from  the  ice,  and  the  pond  is  protected  by  means  of  a 
wire  fence.  The  farm  yard  extends  to  the  edge  of  the  pond  and  a  manure 
pile  was  noticed  about  100  feet  from  it.  The  privy  is  located  about  260  feet 
from  the  pond.  The  watershed  area  of  this  stream  is  essentially  the  same  as 
that  of  the  main  stream,  flowing  through  cultivated  pasture  land. 

The  Batten  kill  has  a  drainage  area  of  about  400  square  miles,  most  of 
which  consists  of  a  sparsely  populated  farming  region.  The  domestic  and 
trade  wastes  from  the  villages  have  brought  about  a  considerable  pollution 
of  the  Batten  kill.  The  stream  is  used  at  times  of  drought  as  an  auxiliary 
to  the  regular  supply.  When  used,  this  supply  is  sterilized  with  hypochlorite 
of  lime.  It  is  said  that  a  measure  full  of  the  powder  is  added  to  a  wooden 
vat  and  the  resultant  solution  is  fed  to  the  intake  pipe.  No  definite  amount 
or  rate  of  application  could  be  obtained. 

At  the  time  of  the  inspection  samples  of  water  were  collected  from  the 
Fly  creek  reservoir  and  from  a  tap  in  the  village.  The  results  of  the  analyses 
of  these  samples  made  by  the  Division  of  Laboratories  and  Research  follow: 

FCy  Brook  Reservoir 

Color 10  Chlorine 1.6 

Turbidity 0  Hardness,  total 68.6 

Ammonia,  free 012  Alkalinity 47. 

Ammonia,  alb 068  Bacteria  per  c.  c 1700 


Nitrites trace 

Nitrates 600      B.  coli  type  - 

Oxygen  consumed 3.7 


10  c.  c 3+0 — 

1  c.  c 3+0 — 

1/10  c.  c 0+3— 


Tap  m  ViUage 

Bacteria  per  c.  c 1200 

riOc.  c 3+0— 

B.  coli  type    {    1  c.  c 2+0— 

I    1/10  C.C 1+2— 


As  a  result  of  the  inspection  it  was  concluded  that  the  water  supply  as 
derived  both  from  the  main  and  auxiliary  sources  was  not  of  satisfactory 
sanitary  quality  for  human  consumption  without  proper  treatment,  and  it 
was,  therefore,  recommended,  in  a  report  dated  January  17,  1920: 

1.  That  owing  to  the  inadequacy  and  unsatisfactory  quality  of  Fly 
creek  as  a  source  of  public  water  supply,  the  water  company  consider 
the  development  of  a  new  and  adequate  supply  of  satisfactory  sanitary 
quality. 
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2.  That  should  the  Fly  creek  be  retained  as  a  main  or  auxiliary  sup- 
ply, the  supply  be  subjected  to  some  modem'  method  of  filtration,  sup- 
plemented by  chlorination. 

3.  That  pending  the  carrying  out  of  the  above  recommendations  the 
water  company  install  and  properly  operate  apparetus  for  sterilization 
with  liquid  chlorine  o;f  both  the  present  sources  of  supply. 

4.  That  the  officials  of  the  water  company  cause  frequent  and  careful 
inspection  to  <be  made  of  all  parts  of  the  watersheds  used  for  public 
supply  in  order  to  detect  and  minimize  the  opportunities  for  dangerous 
pollution  of  the  supply. 


GUILFORD 


A  reinspection  of  the  water  supply  of  the  village  of  Guilford  was  made 
by  Mr.  Alfred  MuUikin,  assistant  engineer,  on  February  3,  1920,  a  previous 
inspection  having  been  ntade  by  thie  Divisdon  in  1915. 

Guilford  is  an  unincorporated  village  with  a  population  of  about  350. 
located  in  the  town  of  Guilford,  Chenango  coimty,  9  miles  northwest  of  the 
village  of  iSidney. 

The  water  supply  is  owned  and  controlled  by  the  Moses  Brothers'  Water 
Company,  and  is  derived,  without  purification,  directly  from  a  mill  pond 
approximately  75  feet  wide  and  200  feet  long,  situated  just  below  and 
adjacent  to  the  outlet  of  Guilford  lake. 

Guilford  lake  has  a  drainage  area  of  about  1%  square  miles  and  a  water 
surface  area  of  about  73  acres.  The  lake  is  fed  by  two  small  streams  at 
the  west  end  and  by  one  from  the  north  end,  the  latter  being  the  larger  of 
the  three.  There  are  also  numerous  springs  in  the  bottom  of  the  lake  which 
probably  constitute  the  main  source  of  supply. 

Paralleling  the  entire  west  shore  line,  about  50  or  60  feet  from  the  water 
edge  of  Guilford  lake,  is  the  New  York,  Ontario  and  Western  railroad. 
Between  the  railroad  and  the  bank  of  the  lake  is  a  public  highway.  The 
lake  is  used  extensively  for  boating,  bathing,  fishing,  and  ice  cutting,  all  of 
which  uses  increase  the  unsatisfactory  condition  of  this  water  for  drinking 
purposes  due  to  accidental,  incidental,  or  willful  pollution.  Trouble  is 
also  experienced  due  to  algae  at  certain  seasons  of  the  year  resulting  in 
disagreeable  tastes  and  odors  in  the  supply.  There  are  about  14  cottages 
in  close  proximity  to  the  lake,  and  in  summer  numerous  campers  occupy 
the  shores.  Four  boathouses  are  located  on  the  lake  near  the  outlet  back 
of  the  dam. 

This  dam  is  located  directly  underneath  a  highway  bridge,  and  consider- 
able surface  debris  falls  through  the  wooden  flooring.  As  the  water  enters 
the  mill  pond  a  large  amount  of  churning  of  mud  on  the  bottom  of  the 
pond  is  enected,  requiring  a  long  while  for  the  turbidity  to  settle  out.  On 
the  east  bank,  about  25  feet  from  the  mill  pond,  is  a  public  highway.  Just 
before  reaching  the  bridge  between  the  highway  and  the  mill  pond  is  the 
Shefi^ld  Company's  ice  house.  Every  night,  in  winter,  from  12  to  20 
teams  congregate  about  the  ice  house  for  hauling  away  the  ice.  Manure 
therefore  may  be  easily  washed  into  the  mill  pond.  On  the  west  bank,  which 
is  steep,  the  New  York,  Ontario  and  Western  railroad  passes  witJiin  23 
feet  of  the  water's  edge.  It  is  evident  that  surface  wash  from  the  high- 
way from  the  vicinity  of  the  ice  house,  from  the  bridge  and  the  railroad, 
together  with  the  sudden  stirring  up  of  mud  by  the  influx  of  water  from 
Guilford  lake  to  the  mill  pond,  brings  about  considerable  pollution  of  the 
water  supply. 

It  was  therefore  recommended  in  a  report  dated  March  1,  1920: 

1.  That   the   owners   of   the   water   supply   take   imimediate  steps  to 
furnish  a  supply  of  unquestionable  sanitary  quality. 

2.  That  the  intake  be  placed  in  the  lake'  itself,  as  previously  recom- 
mended, and  sterilization  apparatus  be  installed  and  properly  operated 
for  the  purification  of  the  lake  water. 
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3.  That  consideration  be  given  to  the  installation  of  a  modem  filtta- 
tion  plant. 

4.  That  the  services  of  a  sanitary  engineer  be  secured  to  make  a 
study  of  the  problem  and  advise  as  to  the  most  economical  methods  by 
which  the  improvements  may  be  carried  out. 


HAMDEN 


A  reinspection  of  the  public  water  supply  of  the  village  of  Hamden  was 
nuuSe  by  Mr.  Earl  Devendorf,  assistant  engineer,  on*  September  26,  1919, 
previous  investigations  having  been  made  by  this  Department  in  1908  and 
1915. 

Hamden  is  an  unincorporated  village  in  the  town  of  Hamden,  Delaware 
county,  located  on  the  western  branch  of  the  Delaware  river.  The  resident 
population  is  about  350,  all  of  which  are  supplied  with  the  public  water 
supply.  The  waterworks  are  owned  and  operated  by  Mr.  Howard!  D. 
Youmans  of  Delhi,  N.  Y. 

The  public  water  supply  is  derived  from  a  reservoir  located  on  Launt 
Hollow  brook,  about  one-half  mile  north  of  the  village.  From  this  reservoir 
the  water  is  distributed  by  gravity  to  the  village. 

The  watershed  of  Launt  Hollow  above  the  reservoir  has  a  drainage  area 
of  about  4  square  miles,  with  a  total  population  of  50  inhabitants.  The 
topography  of  the  country  is  rather  steep  and  the  land  is  devoted  to  farming 
and  agricultural  purposes. 

The  previous  reports  recommended  that  the  existing  sources  of  pollution 
on  the  watershed  be  removed  and  that  the  supply  be  sterilized  with  liquid 
chlorine,  or  a  new  supply  of  unquestionable  quality  be  developed. 

At  the  time  of  the  recent  inspection  the  watershed  was  inspected  and  a 
number  of  sources  of  contamination  noted.  Also,  samples  of  water  were 
collected  and  sent  to  the  Division  of  Laboratories  and  Research  for  analysis, 
the  results  of  which  follow: 

Intake  Overflow 

Color    , 6  Chlorine    1.4 

Turbidity , . .  Tr.  Hardness,  total  24.7 

Ammonia,    free 002  Alkalinity    24. 

Ammonia,    alb 098  Bacteria  per  c.  c 67500 

Nitrites     003  f  10  c,  c 8+0^ 

Nitrates    020  B.  coli  type. -j    1  c.  c S+IO— 

Oxygen    consumed 3.0  [    1/10  c  c.<.  ^.  .3-}-  0 — 

Tap  Public  Supply 

Bacteria  per  c.  c 88000 

riO  c  c.     34-0— 

B.  coli  type {    1  c.  c.      3-j-O— 

[  1/10  c.  c*  0+3— 

These  results  show  the  water  to  be  a  soft  water  having  some  color  and 
turbidity.  The  decomposing  and  decomposable  organic  matter  content  is 
rather  high,  and  the  chlorine  content  is  also  above  the  normal  for  unpolluted 
surface  waters  in  this  locality.  The  results  of  the  bacterial  examination 
show  excessive  total  counts  and  the  presence  of  organisms  of  the  B.  coli 
type  in  all  of  the  10  and  I  c.  c.  inoculations  examined,  indicating  the 
presence  of  active  and  potentially  dangerous  contamination .  of  animal  or 
human  origin. 

As  a  result  of  this  investigation  it  was  concluded  that  none  of  the  former 
recommendations  of  this  Department  have  been  carried  out,  and  that  ai 
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Hhown  by  the  survey  of  the  watershed  and  the  results  of  the  analyses  the 
supply  is  subject  to  serious  contamination  and  unsafe  for  domestic  uses. 

It  was  therefore  recommended  that  the  owner  carry  out  the  former  reoom- 
mendations  of  this  Department  as  summarized  above,  or  secure  a  new  supph 
of  unquestionable  quality. 

HAMMONDSPORT 

A  reinspection  of  the  public  water  supply  of  the  village  of  Hammondsport, 
Steuben  county,  N.  Y.,  was  made  by  Mi,  Henry  Ryon,  assistant  engineer  in 
this  Department,  on  January  23,  1020,  previous  investigations  of  this  supply 
having  been  made  in  1911  and  1914. 

The  village  of  Hammondsport  is  located  in  the  northeastern  part  of 
Steuben  county,  at  the  extreme  southerly  end  of  Lake  Keuka.  As  near  as 
could  be  estim&ted  the  popmitation  ia  abaat  1,500.  The  waterworks  are 
owned  by  the  village  and  under  the  control  of  a  water  board.     At  the 

E resent  time  the  source  of  supply  is  ]£euka  lake.  The  water  board  is, 
owever,  considering  the  development  of  a  new  supply  to  be  derived  from 
wells. 

The  conditions  at  the  time  of  the  present  inspection  were  practically  the 
same  as  at  the  time  of  the  1914  investigation.  The  water  is  taken  from 
the  west  side  of  Keuka  lake  at  the  pumping  station  located  about  one-half 
mile  north  of  the  village.  The  intake  or  suction  line  from  the  pump  U 
a  5-inch  steel  pipe,  said  to  be  about  250  feet  long  and  to  extend  out  into 
the  lake  to  a  point  where  the  water  is  about  60  feet  deep. 

The  lake,  and  Keuka  inlet  and  Glenn  brook,  two  streams  which  discharge 
into  the  lake  at  Hammondsport,  all  receive  the  surface  wash  from  a  thicklr 
populated  area,  and  a  considerable  quantity  of  polluted  matter  is  undoubtedly 
carried  into  the  lake  from  this  source.  Tliere  are  boathonses  and  otheir 
buildings  along  the  edge  of  the  lake,  and  in  the  summer  the  lake  is  used 
for  bathing  and  boating  which  make  it  probable  that  accidental  or  willful 
pollution  of  the  water  frequently  takes  place.  The  village  has  no  sewerage 
system;  many  of  the  houses  have  privies,  and  the  others  are  provided  with 
cesspools  the  contents  of  which  are  said  to  seep  into  the  ground. 

At  the  present  time  the  village  is  constructmg  a  new  pumping  plant  on 
the  southern  edge  of  the  village  near  the  electric  power  station  with  the 
intention  of  obtaining  part  or  all  of  its  water  supply  from  wells  drilled  in 
that  locality. 

Three  wells  have  been  sunk  in  the  low  flat  at  the  head  of  the  lake  between 
the  railroad  tracks  and  Keuka  inlet,  and  about  200  feet  north  of  the  latter. 
These  wells  are  a  few  feet  apart  and  extend  through  30  feet  of  hardpan  into 
a  7 -foot  stratum  of  water-bearing  gravel.  When  the  wells  were  first  drilled 
it  is  understood  that  they  overflowed,  but  at  the  present  time  the  water 
apparently  stands  a  little  below  the  surface  of  the  ground.  A  test  well 
sunta  to  a  depth  of  about  100  feet  indicated  no  other  water  bearing  strata. 
No  definite  figure  as  to  the  yield  of  the  wells  is  available. 

To  the  north  of  the  wells  on  the  opposite  side  ftom  the  inlet  the  slope  of 
the  ground  rises  gently  toward  the  central  part  of  the  village.  There  are 
about  12  houses  within  500  feet  of  the  wells,  and  two  privies  within  200  feet 
of  them.  Most  of  the  houses  in  the  section  near  the  wells  are  provided  with 
cesspools  which  it  is  understood  are  seldom  cleaned,  the  contents  leaching 
away  into  the  ground.  With  two  or  three  exceptions  the  houses  are  at  higher 
elevations  than  the  ground  at  the  wells.  There  seems,  therefore,  to  be  a 
possibility  that  the  wells  may  be  polluted  by  matter  from  the  cesspools  and 
privies  in  the  vicinity.  The  wells  are  so  located  that  there  is  necessarily 
considerable  passing  to  and  fro  near  them. 

In  order  to  develop  the  wells  an  inverted  steel  shell  20  feet  in  diameter 
has  been  placed  around  them  and  sunk  to  a  depth  of  about  13  feet  below 
the  surface  of  the  ground.  A  12-inch  concrete  floor  has  been  laid  at  the 
bottom  of  this  shell  forming  a  pump  well  of  about  28,000  gallons  capacity. 
The  top  of  the  shell  extends  about  three  feet  above  the  surface  of  the  ground. 
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The  casings  of  the  wells  have  been  cut  off  a  little  above  the  bottom  of  the 
pump  well.  At  the  time  of  the  inspection  the  shell  had  not  been  caulked 
and  leaked  badly  when  the  well  was  pumped  out,  admitting  a  large  quantity 
of  surface  water.  A  puinp  has  been  installed  in  the  pump  house  adjacent 
to  the  well  for  pumping  the  water  into  the  village  mains.  This  pump  is 
now  connected,  and  it  is  understood  that  well  water  was  pumped  into  the 
mains  for  a  few  hours.  The  engineer  stated,  however,  that  at  all  other 
times  the  water  has  been  dischar^d  through  a  by^pass  into  the  inlet  when- 
ever the  pump  well  has  been  emptied. 

As  a  result  of  the  inspection  it  was  concluded  that  the  water  supply 
of  Hammondsport  is  still  open  to  serious  contamination  from  surface  wash 
from  inhabited  areas,  excreta  and  other  matters  deposited  on  the  shore  of 
the  lake,  and  accidental  or  willful  contamination  from  boats  or  steamers 
plying  upon  the  lake;  and  that  the  location  of  the  new  wells  is  not  entirely 
satisfactory  because  of  their  closeness  to  several  houses  higher  than  they 
using  cessspool  and  privies,  and  the  fact  that  considerable  traffic  passes  near 
them. 

It  was  therefore  recommended,  in  a  report  dated  February  5,  1920,  that 
so  far  as  possible  the  village  authorities  take  steps  to  prevent  polluted 
matter  from  reaching  the  lake  or  the  streams  leading  to  it,  and  that  they 
immediately  install  suitable  apparatus  and  sterilize  by  the  use  of  chlorine 
or  hypochlorite  of  lime  all  water  pumped  into  the  village  mains. 


HANCOCK 


A  reinspection  of  the  public  water  supply  of  the;  village  of  Hancock  was 
zuade  by  Mr.  W.  J.  Erickson,  engineering  assistant,  on  Mjay  21,  1920,  a 
previous  inspection  of  the  supply  having  been  made  in  1013. 

Hancock,  which  is  an  incorporated  village  of  about  1,500,  is  located  in 
the  southern  part  of  Delaware  county,  at  the  junction  of  the  east  and  west 
branches  of  the  Delaware  river.  Of  the  total  population,  about  1,000  use 
the  public  supply,  which  is  owned  and  operated  by  the  Hancock  Water 
Company. 

The  re^lar  supply  is  derived  from  Bear  creek,  a  small  mountain  stream 
impounded  by  two  storage  reservoirs  northwest  of  the  village.  It  is  dis- 
tributed from  the  lower  storage  reservoir  by  gravity  through  a  distribution 
system  consisting  of  castiron  pipe  varying  from  4  to  8  inches  in  diameter. 
An  auxiliary  supply  is  derived  from  Sand  creek,  northwest  of  the  village. 
This  supply  is  pumped  into  the  distribution  system  after  passing  through 
A  slow  sand  filter.  There  is  no  public  sewer  system  —  private  sewers,  cess- 
pools, and  privies  being  in  general  use. 

Bear  brook,  from  which  the  regular  supply  is  derived,  has  a  watershed 
area  of  about  two  square  miles.  One  hundred  acres  adjacent  to  the  reservoir 
and  creek  are  owned  by  the  company. 

The  valley  of  Sand  creek  above  the  filter  plant  is  about  seven  miles  in 
length  and  comparatively  narrow  between  fairly  high  wooded  hills.  .  The 
population  may  be  estimated  at  about  250.  Farming,  with  some  wood 
cutting  and  quarrying  on  the  hillsides,  are  the  principal  occupations  on  the 
watershed.  There  are  about  50  houses  with  accompanying  outhouses  on 
the  watershed.  Most  of  these  are  provided  with  outside  privies.  Practically 
all  the  farms  are  located  so  that  the  run  off  from  them  drains  eventually 
into  the  creek.  Though  conditions  have  improved  somewhat  there  are  many 
insanitary  places  on  the  watershed  especially  privies  which  are  so  located 
that  raine  may  cany  drainage  from  them  into  the  stream.  The  filter  is 
very  poorly  constructed,  and  it  is  doubtful  if  it  is  efficient  in  the  removal 
of  bacteria.  This  cannot  be  demonstrated  except  by  a  series  of  bacterial 
analyses. 

As  a  result  of  this  reinspection  it  was  concluded  that  Bear  brook  should 
3*ie1d  a  supply  of  satisfactory  sanitary  quality  if  adequately  protected  from 
contamination;   that  Sand  creek  cannot  be  copsidered  to  be  a  satisfactory 
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source  of  supply  unless  satisfactorily  treated  either  by  efficient  filtration  or 
sterilization;  and  that  the  present  niter  is  of  unsatisfactory  design. 
It  was  therefore  recommended,  in  a  report  dated  October  7,  1920: 

1.  That  the  Hancock  Water  Company  apply  to  this  Department  for 
rules  and  regulations  for  the  protection  of  the  sanitary  quality  of  the 
water  supply. 

2.  That  pending  the  enactment  of  rules  the  water  company  take  steps 
to  prevent  the  pollution  of  the  water  supply  by  drainage  containing 
human  wastes,  and  that  privies  near  the  watercourse  be  removed  to  a 
safe  distance. 

3.  That  the  water  company  employ  an  expert  on  water  supply  engi- 
neering to  advise  them  relative  to  the  efficiency  of  the  present  filter  and 
if  found  inefficient  to  advise  them  as  to  its  reconstruction  or  the  con- 
struction of  a  satisfactory  purification  plant  so  that  a  safe  water  supply 
may  be  obtained. 


HAVERSTRAW 

A  reinspection  of  the  public  water  supply  of  the  villages  of  Hav^rstraw. 
West  Haverstraw,  and  Stony  Point  was  made  by  Mr.  Earl  Devendorf ,  assistant 
engineer  in  this  Department,  on  September  1,  1920,  previous  invc»tigation!> 
of  the  supply  having  been  made  by  this  Department  in  1909  and  1915. 

The  public  water  supply  is  owned  and  operated  by  the  Haverstraw  Water 
Company.  The  supply  is  derived  by  gravity  from  a  reservoir  supplied  bv  a 
small  stream  and  artesian  wells  near  Thiells;  and  by  pumpinii:  from  a 
4-million  gallon  reservoir  on  Cedar  Pond  brook,  about  2  miles  northwest  of 
West  Haverstraw.  The  total  population  served  amounts  to  some  8,100,  divided 
as  follows:  Haverstraw,  5,700  inhabitants,  of  which  all  are  served;  We«t 
Haverstraw,  2,000  inhabitants,  of  which  about  75  per  cent  are  served;  Stony 
Point,  1,000,  of  which  nearly  all  are  served  by  this  public  supply. 

The  Thiells  supply  is  derived  from  five  flowing  wells,  a  small  stream,  and 
numerous  springs.  The  water  is  collected  and  stored  in  three  reservoirs, 
two  of  500,000  gallons  and  one  of  3%  million  gallons  storage  capacity.  There 
are  some  4  or  5  houses  on  the  watershed,  all  of  which  are  located  well  back 
from  the  supply  with  the  exception  of  the  caretaker's  house,  which  ha«  a 
cesspool  located  some  250  feet  west  of  one  of  the  reservoirs. 

The  Cedar  Pond  brook  supply  is  subject  to  serious  pollution  from  many 
houses  located  along  the  bank  of  the  creek  within  2  miles  above  the  point  of 
intake.  Above  this  the  entire  watershed  belongs  to  the  Interstate  Park  Com- 
mission, and  is  practically  uninhabited  except  during  the  summer  season, 
when  campers  and  vacationists  come  to  the  park  and  the  large  pond  knovn 
as  Lake  Tiorati  at  the  head  of  the  brook.  Fishing  and  boating  are  allowed 
on  the  lake  but  bathing  in  the  lake  is  prohibited.  The  Park  Commission 
intends  the  further  development  of  this  portion  of  the  park  by  the  erection 
of  more  camps,  and  have  purchased  the  rights  of  the  water  company  in  the 
waters  of  this  brook  and  pond.  They  have,  furthermore,  entered  into  an 
agreement  with  the  Haverstraw  Water  Company  whereby  the  Park  Com 
mission  will  pay  the  cost,  in  excess  of  $15,000,  of  the  erection  of  a  filter 
plant  for  the  treatment  of  the  waters  of  this  brook,  in  return  for  which 
the  lake  would  be  opened  for  bathing. 

Rules  and  regulations  for  the  sanitary  protection  of  this  supply  were 
enacted  by  this  Department  on  July  14,  1910,  and  later  amended  on  April  2. 
1915.  These  rules,  while  allowing  boating  and  fishing  upon  the  lake  and 
stream  to  a  point  within  2  miles  above  the  pumping  station,  when  carrieii 
on  under  strict  sanitary  supervision,  prohibit  bathing  in  the  lake  until  a 
modern  filter  plant  is  installed.  The  very  fact  that  there  are  thousand^  of 
boys  and  girls  camping  and  roaming  over  the  park  property  increases  th^ 
probability  of  incidental  pollution  of  the  water  derived  from  Cedar  Poni: 
brook.     It  is  therefore  imperative  that  the  proposed  filter  plant,  consisting: 
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of  a  coamilation  basin,  slow  sand  filters,  clear  well  and  pump,  the  plans  for 
which  have  been  prepared  by  Mr.  W.  A.  Welch,  chief  engineer  of  the  Park 
Commission,  be  installed  and  put  in  effective  operation  at  an  early  date  in 
order  to  eliminate  the  possibility  of  anj  outbreaic  of  any  wuterbome  diseafleu 
As  a  result  of  the  inspection  it  was  recommended,  in  a  report  dated  October 
7,  1»20: 

1.  That  the  water  company  continue  their  efforts  to  reduce  sources  of 
contamination  upon  the  watershed  of  the  Cedar  Pond  brook  supply,  and 
make  frequent  and  careful  inspections  of  the  watershed  of  the  Thiells 
supply  in  order  to  prevent  any  contamination  of  this  source  of  supply. 

2.  That  as  previously  recommended  the  water  company  install  a  filter 
plant  for  the  treatment  of  the  Cedar  Pond  brook  supply  at  as  early  a 
date  as  possible. 

3.  That  pending  the  installation  of  the  filter  plant,  the  water  company 
immediately  purchase  and  install  a  chlorination  apparatus  for  the  sterili- 
zation of  the  Cedar  Pond  brook  supply  and  effectively  operate  the  same. 


HEMPSTEAD 

A  reinspection  of  the  public  water  supply  of  the  village  of  Hempstead  was 
made  by  Mr.  Alfred  Mullikin,  assistant  engineer  in  this  Department,  on  June 
10,  1920,  previous  investigations  of  this  supply  having  been  made  by  this 
Division  in  1016  and  1918. 

Hempstead  is  located  in  the  north-central  part  of  the  town  of  Hempstead, 
Nassau  county,  about  22  miles  from  New  York  city.  The  present  population 
is  estimated  at  7,500,  of  which  75  per  cent  are  served  with  water  from  the 
public  water  supply.  The  waterworks  are  owned  and  operated  by  the  munici- 
pality under  the  direction  of  the  board  of  trustees.  The  water  supply  is 
derived  from  8  shallow  wells  located  about  ^  of  a  mile  northeast  of  the 
Long  Island  Railroad  station,  in  a  sparsely  populated  section  of  land. 

From  the  wells  the  water  is  delivered  by  pumping  through  a  distribution 
system  consisting  of  some  30  miles  of  castiron  pipe  ranging  from  2  to  10 
inches  in  diameter.  A  steel  standpipe  located  on  the  north  side  of  the 
pumping  station  is  20  feet  in  diameter  and  110  feet  high,  and  has  a  capacity 
of  258,000  gallons.  The  daily  water  consumption  is  approximately  600,000 
gallons  in  winter  and  about  1,250,000  gallons  in  summer.  In  general,  the 
details  of  the  waterworks  system  remain  as  described  in  the  previous  report. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  the  village  of 
Hempstead,  it  was  concluded  that  while  the  water  supply  was  of  a  satisfac- 
tory sanitary  quality  at  the  time  of  the  inspection,  there  are  certain  oppor- 
tunities for  serious  contamination  of  the  water;  that  there  is  a  possibility 
of  direct  contamination  of  the  water  by  the  entrance  of  surface  wash  over 
the  low  curbs  of  the  wells  and  indirect  contaihination  by  percolation  through 
the  soil  of  polluting  matter  from  the  sewer  in  the  street,  the  privy  400  feet 
east  of  the  station,  or  from  the  surface  of  the  ground  around  the  wells;  and 
that  the  authorities  in  charge  of  the  water  supply  have  not  as  yet  carried 
out  the  recommendations  of  the  previous  report  regarding  the  elimination  of 
the  possibility  of  such  pollution. 

It  was  therefore  recommended  that  the  concrete  well  curbs  be  raised  not 
less  than  3  feet  above  the  level  of  the  present  surface  -of  the  ground,  and 
that  suitable  embankments  be  formed  around  them  to  prevent  surface  water 
from  reaching  the  concrete  work;  that  the  area  between  and  around  the  wells 
be  maintained  in  neat  condition  as  a  lawn  and  not  used  for  storage  purposes 
or  truck  gardening,  and  that  no  manure,  street  sweepings,  or  other  fertilizer 
be  applied  to  this  area;  and  that  the  privy  at  the  residence  400  feet  east  of 
the  station  be  provided  with  a  water-tight  container  and  kept  in  a  satisfac- 
tory sanitary  condition  at  all  times,  or  that  the  house  be  connected  to  the 
sewerage  system  and  the  privy  abandoned. 
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HICKSVILLE 

A  reinepectioii  of  the  public  water  supply  of  the  unincorporated  village  of 
Hicksville  was  made  by  Mr.  Alfred  Mullikin,  assistant  engineer  in  this 
Department,  on  May  28,  1920,  previous  inspections  of  this  sup^y  having  been 
made  by  this  Division  in  1916  and  1018. 

Hicksville  is  located  in  the  western  part  of  the  town  of  Oyster  Bay,  Naaasn 
county,  about  27  miles  from  New  York  city.  The  present  population  is 
estimated  at  6,000,  of  which  about  60  per  cent  are  served  with  water  from 
the  public  water  supply.  The  waterworks  are  owned  and  operated  by  the 
Nassau  County  Water  Company,  of  which  W.  J.  Drummond  is  president. 

The  water  is  derived  from  two  driven  wells  located  in  the  southern  part  of 
the  village.  From  the  wells  the  water  is  delivered  by  pumping  into  six 
steel  tanks  under  air  nressure  and  is  then  distributed  by  tne  pressure  of  the 
air  to  the  consumers  tnrough  a  distributing  system  consisting  of  some  5  or  6 
miles  of  castiron  pipe  ranging  from  2  to  8  inches  in  diameter.  Six  steel 
water  tanks  rest  upon  the  ground  surface  and  are  8  feet  in  diameter  and  40 
feet  long,  having  a  capacity  of  15,000  gallons  each  or  a  total  of  90,000  gal- 
lons. Only  about  60,000  gallons  of  this  space  is  available  for  water  storage, 
one-third  of  the  capacity  being  allowed  for  storage  of  air.  There  are  six 
similar  steel  tanks  used  for  the  storage  of  air  under  a  pressure  of  from 
100  to  150  pounds  per  square  inch.  Of  the  700  service  taps,  practically  all 
are  metered.  The  daily  water  consumption  amounts  to  189,000  gallons,  or 
76  gallons  per  capita.  In  general  the  details  of  the  waterworks  system 
remained  as  described  in  the  previous  report. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  the  villaf^  of 
Hicksville,  it  was  concluded  that  although  the  supply  was  apparently  subject 
to  considerable  pollution  at  the  time  the  inspection  was  made,  the  polluting 
matter  is  largely  oxidized,  as  indicated  by  the  fact  that  the  analyses  did  not 
show  active  contamination  of  the  water  supply,  and  it  may  be  therefore  con- 
sidered to  have  been  one  of  relatively  satisfactory  sanitary  quality  at  the 
time  of  the  inspection;  that  certain  potential  sources  of  pollution  exist  which 
may  at  any  time  cause  active  contamination  of  the  supply;  and  that  the 
authorities  in  charge  of  the  water  supply  have  not  carried  out  the  previous 
recommendations  an  set  forth  in  our  reports. 

It  was  therefore  recommended: 

1.  That  the  authorities  in  charge  of  the  water  supply  cooperate  with 
the  village  authorities  and  carry  out  at  once  such  of  our  previous  recom- 
mendations as  have  not  as  yet  been  acted  upon,  namely: 

(a)  That  a  suitable  sewerage  system  for  properly  disposing  of  tiie 
sewage  of  the  village  be  constructed,  and  all  houses  in  cloee  prox- 
imity of  the  plant  1^  required  to  connect  to  this  sewerage  system. 

(b)  That  pending  the  construction  of  said  sewerage  system  all 
privies  and  cesspools  within  a  distance  of  500  feet  of  the  wells  be 
properly  taken  care  of  *as  outlined  in  the  above  report. 

2.  That  should  analyses  of  the  water  at  any  time  indicate  the  presence 
of  active  contamination,  apparatus  for  the  effective  sterilization  of  the 
water  with  liquid  chlorine  be  immediately  installed  and  the  water  treated 
with  a  proper  amount  of  liquid  chlorine,  directions  for  applying  which 
may  be  obtained  from  this  Department. 


HIGHLAND  FALLS 

An  inspection  of  the  recently  installed  chlorination  plant  for  the  treatment 
of  the  public  water  supply  furnished  by  the  Citizens'  Water  Company  to  the 
village  of  Highland  Falls  was  made  l^  Assistant  Engineer  Earl  Devendorf 
on  November  7,  1919.  A  complete  report  upon  an  investigation  of  this  supply 
was  made  in  1914  and  in  1019. 

The  water  supply  of  Highland  Falls  is  derived  from  Buttermilk  Falls 
stream,  the  intake  being  located  about  one  mile  west  of  the  village  center. 
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TThe  water  is  distributed  to  the  village  by  gravity  and  is  now  subjected  to 
sterilization  with  liquid  chlorine.  The  installation  of  this  chlorination  plant 
lias  been  made  in  accordance  with  the  recommendations  of  this  Department. 
Xhe  plant  was  installed  and  first  put  in  operation  on  September  20,  1919. 
It  consists  of  a  manual  control  dry  feed  type  apparatus  manufactured  by  the 
V^allace  and  Tiernan  Company.  The  chlorine  is  fed  directly  into  the  dis- 
cliarge  main  from  the  intake  reservoir  under  a  12-foot  head.  The  rate  of 
ilow  is  estimated  at  100,000  gallons  per  day,  although  there  are  no  meters  to 
confirm  this  estimate. 

When  the  plant  was  first  put  in  operation  chlorine  was  applied  at  the 
rate  of  1  pound  per  day  for  a  period  of  about  three  weeks.  This  rate  was 
later  increased  to  1.5  pounds  per  day,  and  this  was  the  rate  being  used  at 
the  time  of  the  inspection.  Assuming  a  flow  of  100,000  gallons  daily,  this 
rate  of  application  would  be  equivalent  to  1.8  p.p.m.  of  chlorine.  As  a  sample 
of  water  collected  from  the  tap  from  a  house  about  1,000  feet  below  the 
intake  reservoir  gave  no  indication  of  excess  chlorine  when  tested  with  starch 
iodide,  it  is  probable  that  the  rate  of  flow  is  considerably  greater  than  that 
estimated. 

Following  the  inspection,  samples  of  water  were  collected  by  the  super- 
intendent of  the  water  company  at  times  when  different  amounts  of  chlorine 
were  being  applied  to  the  water.  The  results  of  the  analyses  of  these  samples 
are  unfortunately  somewhat  unsatisfactory,  due  to  the  liquefaction  of  the 
gelatin  plates  upon  which  the  examinations  for  total  bacterial  counts  were 
made.  The  examinations  for  organisms  of  the  B.  coli  tyx>e,  however,  indicate 
that  the  chlorination  process  was  reasonably  effective  in  removing  active 
contamination  when  an  amount  equivalent  to  2  pounds  of  chlorine  per  day 
was  being  used. 

In  view  of  the  above  fact,  it  is  evident  that  the  water  company  has  carried 
out  the  recommendation  of  this  Department  with  respect  to  the  installation 
and  operation  of  the  chlorination  plant  for  the  sterilization  of  the  supply. 
It  should  be  pointed  out,  however,  that  such  apparatus,  while  safeguarding 
and  improving  the  sanitary  quality  of  the  supply,  will  effect  no  appreciable 
improvement  in  its  physical  quality,  and  for  this  reason  the  installation  of 
a  modern  filtration  plant  is  essential  if  a  supply  of  satisfactory  physical 
quality  is  to  be  obtained.  It  should  also  be  pointed  out  that  the  chlorination 
plant  should  be,  at  all  times,  carefully  and  efficiently  operated,  and  to  this 
end  it  would  be  advisable  for  the  water  company  to  make  regular  daily 
determinations  for  the  presence  of  excess  chlorine  in  the  treated  water.  The 
chlorine  should  be  so  applied  that  a  faint  excess  of  chlorine  should  be 
present  in  samples  taken  from  the  tap  nearest  the  reservoir. 

It  was  therefore  recommended,  in  a  report  dated  February  II,  1920,  that 
the  water  oomipany  carry  out  euch  of  our  other  reoommendaiione  as  have 
not  as  yet  been  acted  upon  at  the  earliest  possible  time,  and  that  they 
maintain  the  operation  of  the  chlorination  plant  in  an  efficient  and  satisfac- 
tory manner. 

HILBURN 

A  reinspection  of  the  public  water  supply  of  Hilbum  was  made  by  Mr. 
W.  J.  Erickflon,  engineering  assistant  in  this  Department,  on  June  18,  1920, 
previous  investi^rations  having  been  made  in  1912  and  1915. 

Hilburn,  which  is  an  incorporated  village  of  1,000,  is  located  in  the 
western  part  of  Rockland  county,  about  half  a  mile  from  the  New  Tork-New 
Jersey  state  line.  The  water  supply  is  owned  and  operated  by  the  Mountain 
Spring  Water  Company.  About  80  per  cent  of  the  population  is  served  by 
this  supply. 

The  supply  is  derived  from  two  sources,  namely:  from  a  storage  reservoir 
located  in  the  hills  three-quarters  of  a  mile  west  of  the  village;  and  from 
a  duir  well  located  on  the  property  of  the  Kamapo  Iron  Works. 

The  upland  supply  is  derived  hj  impoimding  a  small  stream  tributary  to 
the  Ramapo  river.     The  watershed  area  tributary  to  the  supply  is  about 
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three-quarters  of  a  square  mile.  The  slopes,  which  are  of  granite  origin, 
are  precipitous  and  entirely  wooded.  There  are  no  permanent  sources  of 
pollution  on  the  watershed.  Formerly  the  water  from  a  small  stream  wu 
piped  to  the  reservoir,  but  on  account  of  the  possibilities  of  pollution  this 
has  been  discontinued. 

The  well  supply  is  derived  from  a  dug  well  about  45  feet  deep  and  48 
inches  in  diameter.  The  casing  extends  to  about  8  feet  of  the  ground  surface, 
above  which  a  concrete  curb,  mortised  to  the  iron  casing,  extends  to  about 
2  feet  above  the  ground  and  has  a  stone  cover  to  prevent  foreign  matter 
from  entering  the  well.  The  well  passes  through  top  soil  of  sand,  then 
hardpan  to  water-bearing  gravel.  It  is  located  between  the  Ramapo  river 
and  the  railroad,  being  about  300  feet  from  the  river  and  about  100  feet  from 
the  railroad.  The  nearest  building  is  the  power  plant  of  the  Rockland  County 
Electric  Company,  in  which  there  are  two  toilets,  located  about  100  feet 
from  the  well.  These  toilets  are  connected  by  a  sewer  to  a  point  in  the 
river  several  hundred  feet  away  from  the  well  and  about  10  feet  lower  than  it. 

As  a  result  of  the  inspection  it  was  concluded  that  though  the  brook 
supply  is  not  subject  to  any  permanent  sources  of  pollution,  it  is  subject  to 
accidental  or  willful  pollution  from  visitors  and  animals  on  the  watershed; 
that  the  brook  supply  has  depreciated  as  to  aesthetic  quality  by  the  occurrence 
of  algae  and  other  organic  growths  in  the  reservoir;  and  that  the  well  is 
imsatisfactorily  located  and  subject  to  contamination  and  possibly  dangerous 
pollution. 

It  was  therefore  recommended,  in  a  report  dated  September  27,  1920: 

1.  That  an  additional  safe  and  suitable  upland  supply  be  secured  br 
the  development  of  other  mountain  streams  near  the  village  to  make  the 
use  of  the  well  unnecessary. 

2.  That  regular  patrols  of  the  watershed  tributary  to  the  brook  supply 
be  made  in  order  to  detect  and  remove  any  source  of  contamination  of 
the  supply. 

3.  That  the  well  supply  be  abandoned. 


HILL  VIEW 

An  inspection  of  the  public  water  supply  of  Hillview  was  made  by  Engi- 
neering Assistant  W.  J.  Erickson  on  June  4,  1920. 

Hillview,  a  small  residential  settlement  with  a  population  of  some  60 
people,  is  located  in  the  town  of  North  Greenbush,  Rensselaer  county,  about 
one  mile  south  of  the  city  of  Rensselaer.  The  public  water  supply  is  owned 
by  the  Clinton  Heights  Spring  Water  Company,  which  developed  the  supply 
in  connection  with  the  improvement  of  the  property.  It  is  leased  and 
operated  by  the  Hillview  Improvement  Association. 

The  water  is  derived  from  several  springs  about  two  miles  east  of  the 
settlement  from  which  it  flows  through  an  open  ditch  to  the  intake  about 
one  mile  below.  In  addition  to  the  water  from  the  springs,  the  ditch  also 
receives  some  water  from  the  overflow  from  a  small  pond.  From  the  intake 
the  water  was  formerly  pumped  by  a  windmill  into  an  elevated  tank,  from 
which  it  was  delivered  by  gravity  to  the  consumers.  This  windmill  and 
tank  were  burned  several  years  ago  and,  in  their  place,  the  present  pump 
house  was  built.  This  house  is  a  substantial  brick  structure  15  feet  square 
built  into  the  hillside.  In  it  are  housed  the  pump  and  a  pressure  tank.  The 
pump  is  driven  by  a  3-hp.  automatically  operated  electric  motor,  and  dis- 
charges the  water  into  a  2,000-gallon  pressure  tank.  The  miotor  is  started 
when  the  pressure  in  the  tank  gets  as  low  as  30  pounds  per  square  inch  and 
is  stopped  when  the  pressure  reaches  ^  pounds  per  square  inch.  In  1^16 
a  new  intake  was  constructed  about  300  feet  upstream  so  as  to  avoid  pollution 
from  dwellings  located  below  this  point.  From  this  intake  the  water  U 
conducted  to  the  original  intake  by  an  iron  pipe. 
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At  the  time  of  the  inspection  samples  of  the  water  were  collected  and  the 
results  of  the  analyses  of  these  samples  made  by  the  Division  of  Laboratories 
and  Research  are  as  follows: 

Color    5  Chlorine    2.2 

Turbidity    trace  Hardness,  total   215 . 

Ammonia,  free ;004  Alkalinity  188 . 

Ammonia,   alb .  072  Bacteria  per  c.c 1800 

Nitrites   .001  B.  eoli  type  ( 10  c.  c.) . . .  »-fO— 

Nitrates    .080  B.  cali  type   (1  c.c ) 0+.V- 

Oxygen  consumed   1.9  B.  cali   ( 1/10  o.c.) O-j-3 — 

These  analyses  show  a  water  that  is  hard,  slightly  colored,  and  practically 
clear.  The  figures  for  nitrogen  in  its  various  forms  are  moderate  as  are 
also  the  figures  for  oxygen  consumed  and  chlorine,  denoting  that  organic  mat- 
ter is  present  in  small  amounts  only.  The  total  bacterial  count  is  moderately 
high  and  organisms  of  the  B.  coli  type  were  found  in  all  of  the  10  c.c.  inocu- 
lations, denoting  the  presence  of  active  contamination.  This,  from  observa- 
tions made  in  the  field,  is  apparently  of  animal  rather  than  human  origin. 

From  the  results  of  the  analyses  and  from  observations  made  in  the  field 
it  may  be  concluded  that  the  supply,  though  not  subject  to  any  permanent 
source  of  human  pollution,  is  subject  to  contamination  from  nearby  pasture 
and  cultivated  land,  the  road  crossing  the  stream,  and  like  all  surface  supplies 
is  subject  to  accidental,  incidental,  and  willful  contamination  by  trespassers 
on  the  watershed. 

It  was  therefore  reconunended  that  the  authorities  in  charge  maintain  a 
strict  supervision  of  the  water  supply  at  all  timei^  in  order  to  detect  and 
immediately  remove  any  source  of  pollution  which  may  arise. 


HINSDALE 


An  inspection  of  the  public  water  supply  of  the  village  of  Hinsdale  was 
made  by  Sanitary  Inspector  W.  J.  Erickson  on  September  29,  1020. 

Hinsdale,  which  is  an  unincorporated  village  of  300  inhabitants,  is  located 
in  the  southeastern  part  of  Cattaraugus  county,  about  6  miles  north  of  Glean. 
Of  the  total  population  about  100  use  the  supply,  which  is  owned  bv  the 
Erie  Railroad  Company.  There  appears  to  be  no  one  directly  responsible  for 
the  maintenance  and  operation  of  the  system.  The  consumers  themselves 
clean  the  intake  reservoir  and  basin  whenever  necessary.  Most  of  the  con- 
sumers have  private  wells  from  which  their  drinking  water  is  obtained. 

The  supply  is  derived  from  a  small  spring-fed  stream  east  of  the  village. 
This  stream  flows  through  the  village  and  empties  into  Olean  creek,  tiie 
source  of  supply  of  Olean.  The  intake  dam  is  located  above  the  Erie  railroad 
just  east,  and  at  an  elevation  of  about  80  feet  higher  than  the  village.  From 
this  intake  water  is  supplied  to  the  consumers  by  gravity  through  about  a 
mile  of  mains  varying  from  4  to  %  'inch  in  diameter. 

The  supply  is  developed  by  the  construction  of  a  small  masonry  dam 
about  20  feet  long,  4  feet  high,  and  20  inches  thick.  This  dam  forms  a 
small  reservoir  which  has  been  practically  filled  by  srayel  carried  down  by 
spring  freshets.  At  the  south  side  of  the  dam  a  small  intake  basin  has  been 
constructed  against  the  side  of  the  steep  bank.  The  side  toward  the  bank 
is  of  masonry  construction  and  is  of  semicircular  shape.  The  sides  toward 
the  stream  are  rectangular  in  shape.  The  basin  is  about  6  feet  across  and 
4%  feet  deep.  There  was  about  2  feet  of  water  in  the  basin  at  the  time  of 
the  inspection.  A  wooden  cover  prevented  foreign  matter  from  entering  the 
basin.  A  20-inch  opening  in  the  lower  side  of  the  face  parallel  to  the  stream 
permits  the  water  to  enter.  Leaves  and  other  foreign  matter  are  kept  out 
by  a  quarter-inch  mesh  screen.  This  screen  was  very  much  rusted  and  was 
not  effectual.  The  intake  pipe  extended  into  the  basin  and  is  provided  with 
a  strainer  with  ^-inch  holes. 
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As  is  noted  above,  no  one  is  directly  responsible  for  the  maintenanoe  and 
operation  of  the  water  supply  system.  This  is  rather  undesirable,  as  with 
no  ont  in  charge  of  the  system  it  is  liable  to  deteriorate  and  become  a 
menace  to  the  health  of  the  community.  For  this  reason,  and  on  account  of 
the  rather  imsatisfactory  condition  of  the  present  supply,  it  would  seem 
desirable  that  the  village  form  a  water  district  and  develop  a  new  and  satis- 
factory source.  In  this  way  the  village  would  obtain  liDSolute  control  uf 
the  water  supply  and  thus  could  operate  it  efficiently. 

As  a  result  of  the  inspection  it  was  concluded  that  the  water  supply  is 
subject  to  contamination  from  pasture  lands  alon^  the  stream,  and  at  times 
of  heavy  runoff  from  possibly  dangerous  pollution  from  the  farm  houses 
and  outbuilding  located  on  the  edge  of  the  steep  banks  of  the  stream;  that 
the  supply  is  depreciated  as  to  aesthetic  quality  due  to  the  hi^h  turbidity 
at  times  of  heavy  surface  runoff;  and  that  the  screen  at  the  intake  basin 
was  in  bad  repair  and  should  be  replaced. 

It  was  therefore  recommended: 

1.  That  the  privy  at  the  Rathbum  farm  be  re-located  at  a  safe  dis- 
tance from  the  bank  of  the  stream  and  provided  with  a  water-tight 
vault,  the  contents  of  which  should  be  removed  and  buried  at  a  distance 
of  not  less  than  200  feet  from  the  stream  when  necessary. 

2.  That  the  chicken  yard  at  the  Rathbum  place  be  kept  in  a  sanitary 
condition. 

3.  That  the  barnyard  at  the  Flanagan  farm  be  put  in  a  sanitary  con- 
dition, and  manure  pile  removed  at  least  30  feet  from  gully. 

4.  That  the  stream  around  and  for  a  distance  of  at  least  300  feet 
above  the  intake  be  fenced  so  as  to  prevent  trespassing  on  this  area. 

5.  That  the  intake  be  provided  with  a  new  screen  to  prevent  the 
entrance  of  leaves  and  debris. 

6.  That  the  village  consider  the  proposition  of  forming  a  water  rii^ 
trict  and  developing  a  new  supply  of  satisfactory  sanitary  quality. 


HOLLAND 


A  reinspection:  of  the  public  water  supply  of  the  village  of  Holland,  Erie 
county,  was  made  by  Mr.  Henry  Ryon,  assistant  engineer  in  this  Department, 
on  January  20,  1920,  a  previous  investigation  having  been  made  by  this 
Division  in  1916. 

The  unincorporated  village  of  Holland  is  located  in  the  town  of  that  name. 
in  the  southwestern  part  of  Erie  county,  about  27  miles  south  of  Buffala 
The  estimated  population  of  the  village  is  660.  The  water  supply  is  fur- 
nished by  the  Holland  Water  Works  Company.  The  company  uses  as  a 
source  of  supply  several  springs  on  a  hill  about  a  mile  south  of  the  village 
and  a  well  in  the  central  part  of  the  tillage  and  has  recentlv  drilled  two 
wells  at  the  south  edge  of  the  village  with  the  intention  of  using  the  water 
from  them  to  supplement  the  present  supply.  There  is  no  record  of  the 
amount  of  water  furnished  but  it  is  roughly  estimated  at  20,000  gallons  per 
day.  A  storage  reservoir  of  approximately  360,000  gallons  capacity  receives 
the  surplus  water  from  the  springs.  The  water  is  not  treated  before  it 
enters  tne  distribution  mains. 

The  conditions  at  the  tiine  of  the  recent  investigation  were  practically  the 
same  as  at  the  time  of  the  previous  one.  The  water  from  the  springs  was 
being  used  and  supplementeid  by  water  from  the  well.  The  supply  was 
apparently  inadequate,  for  at  the  time  of  the  insj^tion  the  pump  was 
operating  at  the  rate  of  about  25,000  gallons  per  day  and  it  was  impossible 
to  raise  the  pressure  at  the  pumping  station  above  20  pounds  per  square 
inch,  a  pressure  too  low  to  supply  the  higher  parts  of  the  village. 

In  order  to  obtain  more  water  the  company  has  drilled  two  additional 
6- inch  wells  about  10  feet  apart  on  the  southern  edge  of  the  village.  The 
wells  are  about  60  feet  deep  and  extend  through  30  feet  of  earth  and  30 
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feet  into  shale  rock.  The  well  casings  extend  about  2  feet  above  the  ground. 
It  was  stated  that  these  wells  were  tested  for  quantity  and  yielded  about 
75  gallons  a  minute.  The  water  level  remains  approximately  20  feet  below 
the  surface  of  the  groimd.  The  wells  are  located  on  the  north  edge  of  a 
low  flat  piece  of  land  that  is  wet  during  part  of  the  year,  and  it  will  appar- 
ently be  necessary  to  protect  the  wells  from  the  entrance  of  surface  water 
by  grouting  around  the  casings  and  banking  or  by  other  suitable  means. 
There  are  no  buirldings  on  the  flat  but  on  the  land  to  the  north  or  the  vil- 
lage side  of  the  wells  which  rises  abruptly  from  the  flat  there  are  4  or  5 
houses  within  600  feet  of  the  wells.  "Diese  houses  are  said  to  be  sewered 
into  the  creek. 

It  was  therefore  recommended,  in  a  report  dated  February  3,  1020  — 

1.  That  as  previously  recommended  the  springs  below  the  barn  be 
abandoned  as  a  source  of  water  supply  for  the  village,  and  that  the 
privy  located  on  the  north  side  of  the  hill  be  removed  to  the  south  slope. 

2.  That  all  houses  within  1,000  feet  of  any  well  (especially  those 
above  the  level  of  the  well)  be  provided  with  sewers,  and  that  all  sewer 
pipe  within  200  feet  of  any  well  be  of  castiron  laid  with  lead  joints. 

3.  That  before  the  water  from  the  new  well  is  turned  into  the  mains 
the  casing  be  grouted  and  embankment^  constructed  effectively  to  pre- 
vent any  surface  water  from  approaching  within  ten  feet  of  the  wells. 

4.  That  the  water  company  consider  the  replacing  of  the  wooden  mains 
by  castiron  pipe. 


HOLLEY 


A  reinspection  of  the  public  water  supply  of  Holley  was  made  by  Mr. 
Earl  Devendorf,  assistant  engineer  in  this  Department,  on  September  28, 
1920,  a  previous  investigation  of  the  supply  having  been  made  by  this 
Department  in  1917. 

Holley  is  an  incorporated  village  of  some  1,700  inhabitants  located  in  the 
eastern  part  of  Orleans  county,  about  30  miles  west  of  Rochepter.  The 
village  is  provided  with  a  system  of  sanitary  sewers  and  a  sewage  disposal 
plant  consisting  of  Imhoff  tanks  and  sprinkling  fllters,  the  effluent  of  which 
is  discharged  into  Sandy  creek.  The  water  supply  was  formerly  owned  and 
operated  by  the  Brockport-Holley  Water  Company  but  was  acquired  by  the 
village  in  1917,  and  is  now  operated  under  the  direction  of  the  board  of 
trustees.  The  supply  is  derived  from  several  springs  or  shallow  wells  located 
about  1%  miles  south  and  southwest  of  the  village,  from  which  the  water 
is  pumped  into  the  distribution  system  by  two  pumping  plants.  The  con- 
sumption varies  from  65,000  to  200,000  gallons  per  day,  of  which  the  man- 
ufacturing consumption  amounts  to  35,000  to  75,000  gallons  per  day. 

At  pumping  station  No.  1  there  is  a  receiving  well  constructed  with  a 
steel  casing  and  provided  with  a  wooden  cover.  It  is  15  feet  in  depth  and 
25  feet  in  diameter,  and  has  a  capacity  of  50,000  gallons.  There  are  four 
wells  connected  with  the  receiving  well  at  the  station,  known  as  the  Downs 
well,  the  North  Salisbury  well,  the  South  Salisbury  well,  and  the  Clarendon 
well. 

The  Downs  well  is  located  about  one-eighth  of  a  mile  south  of  the  main 
pumping  station  in  the  middle  of  a  field  used  as  pasture.  Although  the 
village  does  not  own  the  land  surrounding  the  well,  it  does  own  the  water 
rights  and  has  a  right  of  way  for  the  pipe  line.  At  the  time  of  the  inspection 
a  horse  and  cow  were  found  pastured  in  the  vicinity  of  the  well.  The  well 
is  octagonal  in  form,  15  feet  in  depth  and  approximately  20  feet  in  diameter. 
It  is  constructed  with  a  stone  wall  laid  up  with  cement.  The  walls  extend 
above  the  surface  of  the  ground  some  4  or  5  feet.  The  well  is  provided 
with  a  wooden  cover.  The  bottom  of  the  well  is  Medina  sandstone  which 
is  said  to  contain  large  fissures.  A  door,  which  is  kept  locked,  is  provided 
for  entering  the  well.  The  depth  of  water  in  the  well  was  approximately 
9  feet.    No  nearby  permanent  sources  of  pollution  were  observed  at  the  time 
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of  the  inspection.  The  nearest  bfoilding  was  a  bam  located  about  300  feet 
away  from  and  below  the  well.  The  engineer  at  the  pumping  station  stated 
that  this  well  normally  furnished  from  25,000  to  30,000  gallons  per  24  hours. 
No  foot-valve  is  provided  on  the  main  leading  to  the  receiving  well  at  the 
pumping  station  and  the  water  normally  flows  by  gravity.  At  times  of  low 
How,  however,  the  engineer  can  pump  from  the  wells  to  the  receiving  well 
and  thereby  augment  the  normal  flow,  as  was  being  done  at  the  time  of  tfie 
inspection. 

The  North  and  South  Salisbury  wells  are  located  about  one-eighth  of  a 
mile  southwest  of  the  main  pumping  station,  and  the  village  owns  a  strip 
of  land  some  600  or  700  feet  in  length  and  200  feet  in  width  surrounding 
these  two  wells  which  are  located  approximately  500  feet  apart.  The  Xorth 
Salisbury  well  is  approximately  20  feet  in  diameter  and  15  feet  in  depth, 
laid  up  with  a  stone  masonry  wall  extending  from  the  Medina  sandstone 
ro<k  to  about  5  feet  above  the  surface  of  the  ground,  and  is  provided  with  a 
wooden  cover.  In  the  bottom  of  the  well  a  6-inch  hole,  70  feet  in  depth,  has 
been  drilled,  and  the  4-inch  suction  pipe  extends  into  this  hole  40  feet  below 
tlie  bottom  of  the  well.  A  door,  which  is  kept  locked,  is  provided  for  entering 
the  well.  At  the  time  of  the  inspection  the  depth  of  the  water  in  the  well 
was  approximately  7  feet. 

The  South  Salisbury  well  is  1:5  feet  in  depth  and  20  feet  in  diameter,  is 
laid  up  with  a  masonry  wall  extending  5  feet  above  the  ground  level,  and 
is  provided  with  a  wooden  cover.  The  door  provided  for  entering  the  well 
is  kept  locked.  The  well  extends  to  Medina  sandstone  rock  into  which  a 
6-inch  drilled  hole  has  been  sunk.  The  4-inch  suction  line  extends  only  to 
the  top  of  this  drilled  hole.  The  depth  of  water  in  the  well  was  approxi- 
mately 8  feet  at  the  time  of  the  inspection.  No  foot-valves  are  provided  for 
the  suction  pipe  at  either  the  North  or  the  South  Salisbury  well,  and  the 
water  normally  flows  by  gravity  to  the  receiving  well  at  pumping  statioa 
No.  1.  In  times  of  low  flow,  however,  the  water  may  be  drawn  by  means  of 
the  pumps  at  the  pumping  station  into  the  receiving  well,  thereby  augmenting 
the  normal  flow.  No  nearby  sources  of  pollution  were  found  at  the  North 
or  South  Salisbury  wells.  The  land  surrounding  the  wells,  however,  is  used 
for  pasture. 

The  Clarendon  well,  located  about  two  miles  southwest  of  the  village 
neai'  the  highway,  is  approximately  16  feet  in  depth,  and  is  constructed  in 
the  form  of  an  angle,  the  two  legs  of  which  are  approximately  00  feet  and 
114  feet  in  length,  respectively,  and  20  feet  in  width.  The  water  at  the 
time  of  the  inspection  was  approximately  7  or  8  feet  in  depth.  The  well 
ifl  provided  with  a  wooden  curb  which  has  in  several  places  rotted  away,  and 
there  are  now  large  holes  giving  opportunity  for  surface  wash,  animals,  and 
foreign  matter  to  enter.  This  well  was  not  used  last  year,  but  due  to  the 
excessive  demand  and  the  shortage  of  water  the  well  has  been  put  in  use 
during  this  past  summer.  In  this  connection  it  should  be  stated  that  the 
present  excessive  consumption  should  be  reduced  by  the  installation  of  meters 
and  the  discovery  and  elimination  of  any  large  leaks.  While  no  nearby 
permanent  sources  of  pollution  were  found  at  the  time  of  the  inspection,  no 
fence  is  provided  to  prevent  animals  or  trespassers  from  entering  the  land 
Eurrounding  the  well,  which  together  with  the  poor  condition  of  the  curbing 
affords  opportunity  for  ^contamination  of  either  an  accidental  or  willful 
nature. 

The  pipe  line  leading  from  the  Salisbury  and  Clarendon  wells  to  the 
receiving  basin  at  pumping  station  No.  1  is  laid  in  the  bed  of  a  small 
stream  on  which  a  dam  has  been  constructed  just  above  the  pumping  station. 
and  the  water  impounded  was  formerly  used  for  operating  the  pumps  used 
to  pump  water  for  the  village.  At  the  time  of  the  inspection  the  creek  had 
been  drawn  down  and  a  small  leak  had  been  discovered  in  the  pipe  line 
leading  from  the  wells.  At  the  time  of  the  inspection  the  pipe  line  was 
under  pressure  in  spite  of  the  fact  that  the  pumps  were  being  used  for 
drawing  water  from  the  wells.  The  leak,  however,  should  be  repaired  and 
care  taken  to  discover  and  repair  any  of  the  leaks  that  may  occur  In  the 
future,  since  it  is  possible  that  hydrostatic  conditions  might  occur  which 
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would  create  a  negative  head  in  the  pipe  line  and  thereby  allow  the  con- 
taminated creek  water  to  enter. 

Pumping  station  No.  2,  which  pumps  water  from  the  GUdden  wells,  has 
been  reconstructed  this  year  and  consists  of  a  one-story  masonry  building. 
There  are  two  wells,  the  north  and  south  Glidden  wells,  from  which  water  is 
pumped  from  this  station  into  the  distribution  system,  the  excess  over  eon- 
sumption  going  to  tlie  standpipe.  Normally  the  pumps  are  operated  eight 
hours  per  day,  but  for  the  three  days  previous  to  the  time  of  the  inspection 
the  pumps  had  been  operated  24  hours  per  day.  The  north  Glidden  well  is 
24  feet  in  depth,  constructed  in  gravel,  and  is  built  of  wooden  cribbing  in 
the  shape  of  an  octagon  approximately  25  feet  in  diameter.  There  was 
approximately  5  feet  of  water  in  the  well  at  the  time  of  the  inspection.  A 
G-inch  suction  pipe  from  the  well  is  connected  to  the  pump  and  is  provided 
with  a  foot-valve.  About  300  feet  south  of  the  north  Glidden  well  and 
attached  to  the  pumping  station  building  is  the  south  Glidden  well.  This 
well  has  been  provided  during  the  j>a8t  summer  with  a  new  concrete  curb 
and  sides  extending  down  for  about  lo  feet,  below  which  there  is  approxi- 
mately 4  feet  of  timber  cribbing.  The  well  is  approximately  25  feet  in 
diameter,  and  is  provided  with  a  cover.  The  water  was  approximately  4  feet 
in  depth  at  the  time  of  the  inspection.  Normally,  there  is  said  to  be  10  to 
12  feet  of  water  in  these  Glidden  wells.  The  south  well  is  at  a  higher  eleva- 
tion than  the  north  well.  The  pump  is  operated  with  the  valve  on  the  south 
well  suction  open  three  turns  and  the  valve  on  the  north  well  suction  wide 
open.  This  is  said  to  maintain  the  water  level  in  the  two  wells  approxi- 
mately at  the  same  elevation.  There  were  no  sources  of  pollution  near  the 
Glidden  wells.  A  small  stream  bed  passing  near  the  Glidaen  wells  was  dry, 
and  the  engineer  was  informed  that  previous  to  the  wells  being  operated  the 
stream  flowed  almost  continuously,  indicating  that  the  ground  water  had 
been  sufficiently  lowered  around  these  wells  to  cause  the  stream  to  disappear 
except  during  periods  of  heavy  runoff. 

It  was  therefore  recommended,  in  a  report  dated  November  26,  1020: 

1.  That  the  authorities  in  charge  of  the  public  water  supply  take 
immediate  steps  to  cut  down  the  daily  consumption  by  the  installation 
of  meters  and  the  stoppage  of  any  large  leaks  in  order  that  the  present 
public  supply  may  be  sufficient  for  the  public  needs. 

2.  That  fences  and  proper  drainage  ditches  be  constructed  around  the 
Salisbury  and  Downs  wtsTls  in  order  to  eliminate  the  opportunities  for 
contamination,  and  that  if  after  these  precautions  are  taken  contamina- 
tion still  exists,  these  sources  of  supply  be  sterilized  by  means  of  liquid 
chlorine,  or  a  new  source  of  supply  be  obtained. 

3.  That  the  authorities  in  charge  of  the  public  water  supply  have 
the  leak  in  the  main  now  located  in  the  bed  of  the  creek  immediately 
stopped. 

4.  That  the  Clarendon  well  be  either  abandoned  or  properly  protected 
from  pollution  by  the  construction  of  a  new  water-tight  curbing,  drain- 
age ditches,  and  fencing. 


HORSEHEADS 

A  reinspection  of  the  public  water  supply  of  the  village  of  Horseheads, 
Chemung  county,  was  made  by  Mr.  Earl  Devendorf,  assistant  engineer  in 
this  Department,  on  April  28,  1920,  a  previous  investigation  of  this  supply 
having  been  made  in  1916. 

Horseheads  is  an  incorporated  village  located  in  the  western  part  of 
Chemung  county,  about  six  miles  north  of  Elmira.  Newton  creek,  which 
discharges  into  the  Chemung  river,  flows  through  the  village.  The  popula- 
tion at  the  time  of  the  inspection  was  estimated  to  be  about  2,000. 

The  water  supply  is  owned  by  the  village  and  operated  by  the  village 
lioard  of  trustees.  The  water  supply  is  obtained  from  springs  located  approxi- 
mately one-half  mile  east  of  the  village  on  the  east  side  of  Beaver  brook. 
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The  water  ii  pumped  from  a  collecting  well  Jjj  means  of  a  motor  operated 
Rumaey  triplex  pump  into  the  village  dietribution  eyetem,  the  eurplus  going 
to  a  reservoir  located  on  a  hillside  aoout  1%  miles  east  of  the  village.  There 
are  about  12  miles  of  water  mains  varying  from  4  to  10  inches  in  diameter, 
and  the  average  pressure  in  the  village  is  approximately  95  pounds  per 
square  inch.  There  are  479  service  taps,  all  of  which  are  metered.  The 
average  daily  consumption  is  estimated  to  be  approximately  126,000  gallons 
per  day.    The  capacity  of  the  reservoir  is  approximately  275,000  gallons. 

At  the  time  of  the  recent  inspection  it  was  found  that  the  conditions  had 
been  changed  to  some  extent.  An  earthen  embankment  had  been  constructed 
along  the  easterly  bank  of  Beaver  brook  in  an  endeavor  to  keep  the  water 
from  the  brook  from  flowing  into  or  through  the  springs  located  above  the 
collecting  well.  This  embankment,  however,  was  only  from  1  to  2  feet 
above  the  surface  of  the  brook  at  the  time  of  the  inspection,  and  the  engineer 
was  informed  that  during  the  spring  freshet  the  brook  overflowed  this  em- 
bankment, became  mixed  with  the  spring  flow  and  thence  flowed  into  the 
collecting  well,  causing  the  public  water  supply  at  that  time  to  be  quite 
turbid.  The  village  authorities  have  also  purchased  and  fenced  in  the  land 
surrounding  the  springs  located  north  of  the  pumping  station.  A  house  with 
bam  and  outbuildings  is  located  on  the  property  north  of  the  springs.  The 
barn  is  some  200  feet  distant  from  and  above  the  land  surrounding  the 
springs,  and  at  the  time  of  the  inspection  was  not  in  use.  The  house  was 
occupied  at  the  time  of  the  inspection,  and  the  privy  is  located  approximately 
50  feet  beyond  the  bam.  A  cultivated  field  lies  east  of  the  springs,  and 
a  comer  of  it  is  so  located  that  the  surface  wash  from  it  flows  on  to  the  lend 
surrounding  the  springs.  The  village  authorities  are  at  the  present  time 
negotiating  with  the  owner  for  the  purchase  of  this  property. 

At  the  factory  of  the  Nestle^s  Food  Company  it  was  found  that  there  was 
a  cross  connection  between  the  village  water  supply  main  and  that  of  an 
auxiliary  supply  taken  from  an  old  canal  and  pumped  to  an  elevated  tank 
This  cross  connection  consisted  of  a  plain  2-incn  gate  valve.  It  was  stated 
that  the  city  supply  is  seldom  used,  but  it  is  considered  necessary  to  augment 
the  auxiliary  supply  at  times  of  breakdown.  This  cross  connection  should 
lie  provided  with  double  check  valves  in  addition  to  double  gate  valves  in 
accordance  with  the  plans  adopted  and  approved  by  this  Department  for  such 
connections.  In  other  respects  the  conditions  surrounding  the  supply  are 
the  same  as  these  described  in  our  former  report.  The  village  authorities 
have  not  carried  out  our  previous  recommendation  of  securing  a  new  source 
of  supply,  but  have  however  secured  the  services  of  Mr.  Charles  C.  Hopkins, 
consulting  engineer  of  Rochester,  to  draw  plans  for  enlargement  of  the 
present  reservoir.  The  cost  of  this  improvement  is  estimated  at  approxi- 
mately $13,000,  and  at  a  special  election  held  the  day  previous  to  tbe  date 
of  the  inspection  the  village  rejected  the  proposition  of  carrying  out  the 
improvement  at  this  time. 

In  view  of  the  above  it  was  therefore  recommended: 

1.  That  as  previously  recommended  a  new  source  of  supply  be  obtained 
which  will  be  both  adequate  in  quantity  and  of  satisfactory  sanitary 
quality,  either  by  the  construction  of  new  wells  to  be  located  in  more 
satisfactory  surroundings  or  by  obtaining  water  from  the  public  supply 
of  the  city  of  Elmira. 

2.  That  until  such  a  new  and  satisfactory  supply  can  be  obtained,  the 
present  springs  and  collecting  well  be  properly  protected  against  con- 
tamination by  the  construction  of  adequate  embankments  to  prevent 
the  brook  at  times  of  high  water  from  overflowing  the  land  near  the 
springs  and  collecting  well,  and  the  surface  wash  from  the  land  near 
the  springs  from  contaminating  the  public  source  of  supply,  and  by  the 
purchase  of  the  triangular  field  located  east  of  the  springs.* 

3.  That  at  the  Nestle's  Food  Company  factory  the  auxiliary  supply 
used  for  manufacturing  and  boiler  purposes  be  separated  from  the  public 
water  supply  by  the  use  of  double  check  valves,  in  accordance  with  the 
plans  approved  by  this  Department,  a  plan  of  which  is  appended  hereto. 
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HUDSON 

A  reinspection  of  the  public  water  supply  of  the  city  of  Hudson  was  made 
by  Engineering  Asaietant  W.  J.  £«rick«>n  on  May  26,  1920,  a  previous  inresti- 
gation  of  the  supply  haying  been  made  in  1913. 

Hudson,  a  cit^  with  a  population  of  about  12,090,  is  located  in  the  western 
part  of  Columbia  county,  on  the  east  bank  of  the  Hudaon  river.  Practieally 
all  of  the  population  of  the  city  and  about  200  people  in  outlying  districts 
are  served  by  this  supply.  The  waterworks  are  owned  by  the  city  and  are 
under  the  direction  of  the  commission  of  publie  works. 

The  water  supply  is  derived  firom  Tsghkanic  creek,  at  a  point  about  12 
miles  southeast  of  the  city,  and  from  a  small  stream  tributary  to  the  Church- 
town  reservoir.  Fr<»n  the  intake  dam  of  the  creek  water  flows  Qirough  a 
l<0-inch  and  a  12-ineh  pipe  to  the  Churchtown  reservoir  (85^000,000  gallons^, 
thence  by  gravity  to  the  filter  plant  located  on  a  hill  three-quarters  of  a 
mile  southeast  of  the  city.  After  passing  through  a  slow  sand  filter  the 
Mrater  is  distributed  to  the  consumers  through  18  miles  of  castiron  mains. 
In  addition,  there  are  about  16  miles  of  castiron  pipe  from  the  reservoirs  to 
the  city.    The  average  eonsumption  is  about  2,000,000  gallons  per  day. 

The  original  slow  sand  filter  at  Hudson  was  the  second  to  be  installed  in 
the  United  States.  This  has  ibeoL  discontinued  and  is  now  being  used  as 
a  clear  water  basin.  The  present  sand  filter  is  uncovered  and  has  an  area 
of  .&3  acre.  The  depth  of  sand  is  kept  at  about  6  feet  under  which  is  about 
a  foot  of  graded  gravel.  The  depth  of  water  maintained  over  the  filter  is 
generally  3  or  4  feet.  The  average  rate  of  filtration  is  about  3,780,000  gal- 
lons per  acre  per  day  and  the  maTimum  rate  is  4i,7 10,000  gallons  per  acre 
per  day.  There  are  no  regulating  devices  for  automatically  controlling  the 
rate  of  filtration.  Filtered  water  is  collected  by  a  series  of  open  joint  bell 
and  pigot  drain  tile.  When  it  is  necessary  to  clean  the  filters  water  from 
the  Clear  water  basin  is  first  used  after  v^ich  unflltered  water  is  delivered 
to  the  consumers. 

The  main  drain  filter  tile  discharges  the  filtered  water  into  a  rectangular 
masonry  effluent  chamber  which  is  divided  by  a  concrete  wall  into  two  com- 
partments. The  filtered  water  has  been  chlorinated  in  the  second  com- 
partment since  1914.  At  the  time  of  the  inspection  about  .3  parts  per 
million  of  liquid  chlorine  were  being  applied  to  the  water.  From  the  effluent 
chamber  the  water  is  discharged  into  two  covered  clear  water  or  distributing 
reservoirs  having .  a  total  capacity  of  3,448,000  gallons.  These  baeins  are 
below  and  adjacent  to  the  filter  bed. 

As  a  result  of  the  inspection  it  was  concluded  that  the  supply  was  of 
reasonably  satisfactory  sanitary  quality,  and  that  with  continued  efficient 
operation  of  the  filter  and  chlorination  apparatus  the  plant  should  yield  a 
satisfactory  water;  that  certain  recommendations  made  by  Mr.  Hasen  in 
regard  to  the  operation  of  the  filter  plant  have  not  been  carried  out;  and 
that  the  lack  of  duplicate  filter  units  makes  it  necessary  periodically  to 
interrupt  the  filtration  while  the  bed  is  being  cleaned  and  to  deliver  unfiltered 
water  to  the  consumers. 

It  was  therefore  recommended: 

1.  That  the  Commission  of  Public  Works  carry  out  the  recommenda- 
tions of  Mr.  Hazen's  report  regarding  the  installation  of  regulating 
apparatus  at  the  filter  plant. 

2.  That  the  filter  bed  be  subdivided  in  order  to  facilitate  cleaning, 
or  that  another  filter  unit  or  units  be  added. 

3.  That  all  the  water  be  effectively  chlorinated  before  delivery  to  the 
consumers. 

4.  That  the  city  continue  making  ita  frequent  and  regular  inspec- 
tions of  all  parts  of  the  watershed  in  order  to  detect  any  violations  of 
the  water  rules  and  to  abate  any  suoh  violation  diould  it  occur. 
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HUNTINGTON 

A  reinspection  of  the  public  water  supply  of  the  unincorporated  village 
of  Huntington,  Suffolk  county,  N.  Y.,  was  made  by  Mr.  Alfred  Mullikin, 
assistant  engineer  in  this  Department,  on  June  21,  1920,  a  previous  inspec- 
tion of  this  supply  having  b€«n  made  by  this  Division  in  1915. 

Huntington  is  located  in  the  northwestern  part  of  the  town  of  Huntington., 
about  36  miles  from  New  York  city.  The  population  in  winter  is  estimated 
at  8.000,  and  increases  in  summer  to  12,000.  Of  the  totftl  population,  about 
75  per  cent  are  served  with  water  from  the  public  water  supply.  The  water- 
works are  owned  and  operated  by  the  Huntington  Water  Works  Company. 

The  water  supply  is  derived  from  12  driven  wells  located  in  the  south- 
eastern part  of  the  village.  The  water  is  pumped  into  tanks  under  air 
pressure  for  serving  the  lower  part  of  the  village,  and  into  a  concrete 
reservoir  for  serving  the  upper  part  of  the  village,  from  which  tbe  water 
flows  by  gravity  to  the  distribution  system,  consisting  of  27  miles  of  csist- 
iron  pipe.  The  average  daily  water  consumption  in  winter  is  approximately 
175,000  gallons,  and  in  summer  increases  to  223,000  gallons.  Since  the  last 
inspection  the  only  change  which  has  been  made  in  the  plant  is  the  abandon- 
ment of  one  2d0,000-gallon  Worthington  pump. 

The  wells  are  8  inches  in  diameter  and  60  feet  deep,  driven  through  20 
feet  of  sand,  2  feet  of  hardpan,  and  38  feet  of  water-bearing  gravel. 

The  district  in  which  the  plant  is  located  is  only  sparselv  populated,  there 
being  six  or  eight  houses  within  500  feet  of  the  plant.  A'bout  150  feet  ea£t 
of  the  plant  several  houses  are  provided  with  concrete  cesspools  which  are 
cleaned  periodically  and  inspected  monthly.  A  10-inch  tile  sewer,  part  of 
the  village  sewerage  systemi,  passes  within  40  or  50  feet  of  the  wells.  A  privr 
is  locat^  southwest  of  the  pumping  station  that  is  provided  with  a  metal 
container. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Huntington, 
it  was  concluded  that  the  water  supply  of  the  vUlage  of  Huntington  cannot 
be  considered  as  one  of  entirely  satisfactory  sanitary  quality;  that  the  sup- 
ply is  apparently  receiving  pollution  from  some  source  and  that  no  prorision 
has  been  made  to  sterilize  the  water;  and  that  the  houses  in  the  vicinity 
of  the  water  plant  and  wells  have  not  all  been  connected  to  the  sewerage 
system. 

It  is  therefore  recommended  that  the  water  company  immediately  install 
suitable  apparatus  for  the  sterilization  of  the  water  with  liquid  chlorine,  and 
apply  the  chlorine  to  the  water  continuously  and  in  proper  proportions 
effectively  sterilize  it  at  all  times;  and  that  steps  be  immediately  taken  to 
determine  and  as  far  as  possible  eliminate  the  sources  of  pollution. 


IROQUOIS  (Thomas  Indian  School) 

Plans  for  a  punuphouse  and  pumping  equijpmenft  for  the  waterworks  of 
the  Thomas  Indian  SchooQ,  at  Iroquois,  £Me  oounty,  N.  Y.,  cotifldsting  of 
state  architect's  drawing  No.  2015,  were  submitted  to  this  Department  for 
approval  on  June  10,  1020.  The  plans  were  carefully  examined  by  the 
Engineering  Division,  and  in  a  report  dated  July  2,  1920,  it  was  recom- 
mended that  they  be  approved  subject  to  the  condition  that  before  the 
pumping  equipment  be  installed  detailed  plans  of  pump  piping  and  connec- 
tions and  the  method  of  protecting  the  well  against  surface  waah  should 
be  submitted  to  this  Department  for  approval.  The  plans  were  approved  in 
accordance  with  these  recommendations  on  June  10,  1920. 

On  July  24,  1920,  plans  for  additions  to  the  equipment  of  the  water  supply 
at  the  sdiool,  consisting  of  state  architect's  drawing  No.  2016,  were  mh- 
mitted  to  this  Department  for  approval,  and  after  careful  consideration  hy 
the  Engineering  Division  were  approved  on  July  27,  1920. 
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JAMAICA  WATER  SUPPLY  COMPANY 

A  reinspection  of  the  public  water  supply  furnished  by  the  Jamaica 
Water  Supply  Company  to  the  Tillage  of  Floral  Park^  the  unincorporated 
Tillages  of  New  Hyde  Park  and  Bellrose,  and  portions  of  the  towns  of 
Hempstead  and  North  Hempstead  in  Nassau  county,  and  also  to  Jamaica, 
Richmond  Hill,  Hollis,  Springfield,  Laurelton,  and  other  places  in  Queens 
county,  N.  Y.,  was  made  by  Mr.  Alfred  Mullikin,  assistant  engineer,  on  May 
12  and  14,  1920.  A  previous  inspection  of  this  supply  was  made  by  the 
Engineering  Division  in  1916. 

The  waterworks  are  owned  and  operated  by  the  Jamaica  Water  Supp»ly 
Company.  The  total  population  served  by  the  water  supply  is  estimated  at 
between  65,000  and  70,000. 

The  water  supply  is  derived  from  three  groups  of  driven  wells,  two  of 
which  are  located  in  Jamaica  and  one  in  Elmont.  From  the  wells  the 
water  is  pmnped  through  a  distribution  system  consisting  of  190  miles  of 
castiron  pipe  ranging  from  4  to  16  inches  in  diameter.  Three  steel  stand- 
pipes  take  the  surplus  and  act  as  equalizing  reservoirs,  maintaining  a  pres- 
sure in  the  mimicipalities  of  a]pproximately  80  pounds  per  square  inch. 

There  are  two  pumping  stations  at  Jamaica,  known  as  No.  1  and  No.  2, 
which  deliver  approximately  1,250,000  gallons  and  4,600,000  gallons  daily, 
respectively.  The  Elmont  pumping  station  delivers  approximately  1,600,000 
gallons  daily.  The  total  daily  consumption,  therefore,  is  approximately 
7,350,000  gallons,  or  about  113  gallons  per  capita.  In  general,  the  details 
of  the  waterwt)rks  system  rem<ain  as  described  in  previous  reports,  with 
the  exception  that  four  shallow  wells  have  been  driven  at  one  plant,  and 
that  a  new  pumping  plant,  located  in  Jamaica,  will  be  put  in  operation 
within  a  month. 

In  a  report  dated  December  6,  1920,  the  following  conclusions  were  drawn : 

1.  That  the  authorities  in  charge  of  the  water  supply  have  carried  out 
the  previous  recommendations  I  of  this  Department. 

2.  That  there  are  certain  possibilities  of  serious  contamination  of  the 
supply  at  the  No.  1  pumping  station,  namely,  the  open  well  chambers  which 
contain  considerable  rubbish  and  are  subject  to  pollution;  the  possibility 
that  dangerous  contamination  may  reach  the  supply  from  the  pumping 
station  toilet  which  is  located  very  close  to  the  receiving  well;  and  the. 
unsatisfactory  conditions  of  the  blow-off  pit  located  near  the  stream. 

3.  That  the  iron  content  of  the  water  from  No.  2  pumping  station  is  high 
and  may  cause  the  water  to  be  unsatisfactory  in  taste,  color,  odor,  and  by 
the  formation  of  deposits. 

It- was  therefore  recommended: 

1.  That  the  authorities  in  charge  of  the  water  supply  clean,  repair, 
and  properly  cover  the  well  chambers  at  No.  1  plant,  provide  a  more 
sanitary  toilet  and  toilet-room  and  maintain  them  in  satisfactory  con- 
dition, and  connect  the  toilet  to  a  line  of  castiron  pipe  having  tight 
lead  joints  to  conduct  the  sewage  to  a  suitable  cesspool  located  at  a 
considerable  distance  from  the  supply  or  to  a  sewer. 

2.  That  the  blow-off  or  abandoned  well  pit  be  filled  in  with  dirt  and 
the  blow-off  pipe  extended  to  the  stream. 


JEFFERSONVILLE 

A  reinspection  of  the  sanitary  condition  of  the  public  water  supply  of 
Jeffersonville  was  made  by  Mr.  W.  J.  Erickson,  engineering  assistant,  on 
June  15,  1920,  a  previous  inspection  of  this  supply  having  been  made  in 
1915. 

Jeffersonville,  which  is  an  unincorporated  village  of  about  400  inhabitants, 
is  located  in  the  northwestern  part  of  Sullivan  county,  about  halfway  between 
•Callicoon  and  Liberty.  The  village  has  been  ioruftd  into  a  water  district 
under  the  direction  of  the  board  of  water  commissioners. 
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The  water  supply  U  derived  from  a  storage  reservoir  on  Lickel  brook, 
about  a  mile  ana  three-quarters  north  of  the  village.  From  this  reservoir 
the  water  is  conducted  by  gravity  through  an  8-inch  pipe  to  the  dlatribntion 
system,  consisting  of  three  miles  of  mains  varving  from  4  to  8  inches  in 
diameter.  At  times  ol  fire  the  supply  is  supplemented  by  pumping  direct 
from  Callicoon  creek.  The  water  supply  system  is  practically  the  Mine  as 
described  in  the  previous  report. 

At  the  time  of  the  present  inspection  the  Lickel  reservoir  was  full  and 
the  water  in  it  was  very  highly  colored.  The  bottom  of  the  reservoir  was 
covered  with  brush  and  growths.  The  area  tributary  to  the  reservoir  is 
approximately  4  square  miles  in  extent  and  has  a  population  of  about  60 
inhabitants,  or  15  per  square  mile.  There  are  about  12  dwellings  on  the 
watershed,  most  of  which  are  located  back  from  the  stream  and  its  tribu- 
taries. There  are,  however,  some  opportunities  for  contamination  by  the 
wash  from  cultivated  fields  and  gracing  lands  alons  the  stream  as  well  as 
from  the  highways  traversing  them.  Rains  had  fiillen  steadily  for  some 
time  previous  to  the  inspection. 

Callicoon  creek  flows  through  relatively  thickly  populated  land  and  con- 
sequently there  are  numerous  possibilities  for  the  contamination  of  this 
supply.  It  was  stated  that  when  the  supply  has  to  be  used,  adequate  warning 
is  given  to  the  consumers  to  boil  their  drinking  water.  However,  it  has  been 
found  by  experience  that  all  the  consumers  will  not  boil  their  drinking  water, 
even  though  adequate  warning  so  to  do  has  been  given.  It  would  therefore 
seem  advisable  that  the  auxiliary  supply  be  sterilised,  and  in  order  folly  to 
protect  the  consumers  the  regular  supply  should  also  be  sterilized. 

From  these  considerations  the  following  conclusions  were  drawn  in  a  report 
dated  September  22,  1920: 

1.  That  the  water  supply  of  Jeffersonville  as  derived  from  Lidcel 
brook  is  subject  to  indirect  contamination  by  surface  wash  from  pas- 
ture lands  and  from  highways  traversing  the  watershed. 

2.  That  the  water  is  depreciated  in  aesthetic  quality  by  the  high  color 
and  turbidity  caused  by  the  brush,  grass/  and  algae  on  the  reservoir,  and 
from  the  wash  from  the  road  passing  near  and  above  the  reservoir. 

3.  That  the  Callicoon  creek  supply  is  subject  to  more  serioas  con- 
tamination from  dwellings  and  other  permanent  sources  of  pollution  on 
the  watershed  as  well  as  from  chance  visitors  thereon. 

It  was  therefore  recommended: 

1.  That  the  board  of  water  commissioners  of  Jeffersonville  make  regular 
and  thorough  inspection  of  the  watershed  of  Lickel  ln*ook  and  Callicoon 
creek  in  order  to  detect  any  sources  of  contamination,  and  when  such 
sources  of  contamination  are  found  they  be  immediately  removed. 

2.  That  the  Lickel  brook  be  protected  from  surface  wash  by  the  con- 
struction of  adequate  drainage  ditches  to  divert  the  road  drainage  to  a 
point  below  the  reservoir. 

3.  That  the  Lickel  brook  reservoir  be  cleaned  of  all  grass  and  under- 
brush in  order  to  obtain  a  supply  as  free  as  possible  from  decaying 
organic  matter  and  algae. 

4.  That  the  commissioners  apply  to  this  Department  for  the  enactment 
of  rules  and  regulations  for  the  protection  of  the  public  supply. 

5.  That  should  it  be  found  necessary  to  use  the  supply  froni  Calli- 
coon creek,  ample  warning  be  given  to  the  residents  of  the  village  to  boil 
the  water  used  for  drinking  purposes. 

6.  That  on  account  of  the  many  opportunities  for  contamination, 
particularly  on  the  watershed  of  the  Callicoon  credc,  and  due  to  the  fact 
that  experience  teaches  that  all  drinking  water  will  not  be  boiled  even 
if  warning  so  to  do  has  been  given,  the. board  of  water  commissioners 
consider  the  advisability  of  installing  some  form  of  steriliziation  appa- 
ratus to  treat  the  supply,  either  by  the  application  of  liquid  chlorine 
or  by  chloride  of  lime. 
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JOHNSON  CITY 

A  reinspection  of  the  public  water  supply  of  JohiiBon  City  was  made  by 
Hr.  Earl  Devendorf,  assistant  engineer,  on  September  25,  1919,  a  previous 
investigation  having  been  made  by  this  Division  in  1916. 

Johnson  City  is  an  incorporated  village  of  about  9,000  inhabitants  located 
in  the  southern  part  of  Broome  county,  3  miles  west  of  Binghamton.  The 
public  water  supply  is  owned  and  operated  by  the  village  under  a  board  of 
water  conmiissioners. 

The  water  supply  is  obtained  from  6  drilled  wells  8  inches  in  diameter,  and 
2  dug  wells  5  feet  and  6  feet  in  diameter  respectively,  all  of  which  extend 
to  a  depth  of  60  feet.  These  wells  are  located  in  the  northern  part  of  the 
village  near  Ohocomut  creek.  In  addition,  there  are  2  dug  wells  5  feet  in 
diameter  and  20  feet  and  26  feet  in  depth,  located  at  the  llndicott-Johnson 
mill  in  the  village.  From  the  wells  the  water  is  pumped  direct  to  the  distri-. 
bution  system,  the  excess  over  the  consumption  going  to  a  reservoir  located 
on  a  hill  about  1  mile  north  of  the  village.  The  average  volume  of  water 
pumped  from  the  municipal  station  amounts  to  approximately  1,300,000 
gallons  per  day.  In  addition,  approximately  1,750  gallons  per  minute  wer^ 
being  pumped  from  the  Endicott-Johnson  mill,  wells  giving  a  total  distribu- 
tion of  2,600,000  gallons  per  24  hours.  A  large  percentage  of  this  amount 
is  used  for  industrial  purposes. 

At  the  time  of  the  recent  inspection  it  was  found  that  none  of  the  former 
recommendations  of  this  Department  had  been  carried  out,  and  that  at  the 
time  the  village  was  experiencing  an  extreme  shortage  in  its  available  water 
supply.  Additional  new  wells  were  therefore  being  drilled  on  Camden  street, 
near  the  Susquehanna  river  in  the  western  part  of  the  city.  The  engineer 
was  informed  by  the  city  officials  that  a  temporary  connection  was  to  be 
made  with  the  public  water  mains  from  this  source  of  supply. 

For  the  immediate  consideration  of  the  officials,  therefore,  a  preliminary 
report  on  the  sanitary  quality  of  these  new  wells  was  made  and  transmitted 
to  the  village  officials  under  date  of  October  6,  1919,  in  which  it  was  pointed 
out  that  the  wells  could  be  considered  as  a  satisfactory  addition  to  the  present 
water  supply  if  the  quantity  shoudd  prove  sufficient;  and  furthermore,  that 
if  the  land  in  the  vicinity  of  the  wells  should  remain  vacant  and  no  sources 
of  pollution  established  at  nearby  points,  it  was  probable  that  the  quality 
would  continue  to  be  satisfactory. 

Additional  wells  have  been  added  to  the  public  water  supply  since  the 
time  of  the  1916  investigation.  Two  dug  wells  20  feet  and  26  feet  in  depth 
and  6  feet  in  diameter  are  located  at  the  Endlcott-Johnson  mill,  and  are 
known  as  the  old  well  and  new  well  respectively.  Each  well  is  provided  with 
a  eteel  casing  extending  from  the  surface  to  the  bottom  of  the  wells.  The  new 
well  has  been  in  use  since  December,  1918,  and  while  the  normal  rate  of 
operation  is  2,500  gallons  per  minute,  only  1,600  gallons  per  minute  were 
being  pumped  at  the  time  of  the  inspection.  Water  from  the  old  well  is 
pumped  by  means  of  a  6-inch  Fairbank-Morse  centrifugal  pump,  operated 
normally  at  a  rate  of  1,000  gallons  per  minute j  but  at  the  time  of  the  inspec- 
tion the  rate  of  pumping  was  only  260  gallons  per  minute.  The  city  of 
Binghamton  trunk  sewer  passes  within  60  feet  of  the  old  well  and  26  feet 
of  the  new  well. 

At  the  main  pumping  station  a  well  6  fe^t  in  diameter  and  60  feet  in 
depth  was  dug  in  1916,  and  in  1917  another  well  6  feet  in  diameter  and  60 
feet  in  depth  was  dug.  These  dug  wells  and  the  6  drilled  wells  are  connected 
to  the  suction  lines  direct.  The  d->foot  well  has  not  been  iised  at  any  time 
owing  to  a  leak  in  the  suction  lin^  from  it.  The  sanitary  surroundings  of 
these  wells  are  as  described  in  the  previous  report  and  are  not  satisfactory. 

In  view  of  the  above  facts,  the  following  conclusions  were  drawn  in  a 
report  dated  March  4,  1920: 

1.  That  none  of  the  previous  recommendations  of  this  Department 
have  been  carried  out  by  the  authorities  in  charge  of  the  water  supply 
of  Johnson  City. 
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2.  That  the  village  was  experiencing  an  extreme  shortage  in  its  avail- 
able water  supply  at  the  time  of  the  investigation. 

3.  That  the  additional  well  supplies  at  the  Endicott-Jolmson  mill 
which  have  been  added  to  the  public  water  supply  are  derived  from  ground 
water  sources  subject  to  pollution. 

4.  That  as  pointed  out  in  our  previous  report  the  present  public  w&t«r 
supply  is  derived  in  part  from  ground  water  receiving  pollution  from 
various  sources. 

5.  That  the  new  well  supply  which  has  been  developed  in  the  WMtorn 
part  of  the  village  appeared  to  be  of  a  satisfactory  sanitary  quality  at 
the  time  of  the  inspection. 

It  was  therefore  recommended: 

1.  That  the  village  authorities  in  charge  of  the  water  supply  take 
steps  to  carry  out  the  recommendations  of  the  former  report  at  as  early 
a  date  as  possible. 

2.  That  in  view  of  the  many  questions  of  prime  Importance  in  conIle^ 
tion  with  both  the  sanitary  quality  and  the  quantity  of  the  supply,  it  in 
further  recommended  that  the  village  engage  the  services  of  a  competent 
consulting  expert  to  advise  them  in  regard  to  the  development  of  a 
new  permanent  source  of  supply  of  satisfactory  sanitary  and  physical 
quality. 

KEESEVILLE 

A  reinspection  of  the  sanitary  condition  of  the  public  water  supply  of 
Keeseville  was  made  by  Mr.  W.  J.  Erickson,  engineering  assistant,  on  Sep- 
tember 10,  1019,  a  previous  inspection  having  beien  made  in  1916. 

Keeseville  is  an  incorporated  village  of  about  1,800  inhabitants,  and  'n 
situated  partly  in  Clinton  and  partly  in  Essex  counties,  about  6  miles  inland 
from  Lake  Ghamplain.  The  village  derives  considerable  water  power  from 
the  Ausable  river  which  flows  through  the  village.  There  are  no  publie 
sewers  but  numerous  private  sewers  empty  into  the  river,  and  there  are 
also  numerous  cesspools  and  privies. 

The  public  water  supply,  which  is  owned  by  the  village  and  operated  by 
the  board  of  water  commissioners,  is  derived  in  part  from  the  Ausable  river 
and  in  part  from  a  deep  well  driven  near  the  bank  of  the  river.  The  intake 
is  located  just  above  the  power  dam  of  the  village  on  the  south  bank  of 
the  river.  The  water  is  pumped  directly  into  the  distribution  system.  There 
is  a  reservoir  on  the  top  of  the  hill  in  the  southern  part  of  the  village,  but 
it  was  not  in  use  as  the  pumping  pressure  is  not  sufiicient.  There  are 
approximately  6  miles  of  mains  varying  from  10  to  2  inches  in  diameter, 
on  which  there  are  180  service  taps,  86  per  cent  of  which  are  metered.  Hie 
pressure  is  about  75  pounds  at  the  pumping  station,  but  some  difSculty  is 
experienced  in  obtaining  sufficient  pressure  in  the  upper  part  of  the  village. 
There  are  about  1,000  consumers,  or  about  55  per  cent  of  the  population  of 
the  village. 

A  flume  carries  the  river  water  to  the  water-wheels  which  operate  the 
pumps  and  to  the  suction  well.  This  flume  takes  the  water  from  near 
the  surface  of  the  river  near  the  south  shore.  Between  the  flume  and  tbe 
suction  well  is  a  galvanized  iron  screen  with  1/4-inrh  mesh. 

The  well  is  503  feet  in  depth. '  The  first  few  feet  is  throu^^  the  top  soi!,  tte 
rest  of  the  distance  being  through  rock  of  varying  character.  An  8-inrh 
casing  extends  to  a  depth  of  200  feet.  The  largest  amount  of  water  is  said 
to  be  derived  from  between  the  depths  of  200  and  300  feet;  the  yield,  how- 
ever, is  rather  small.  At  the  time  of  the  inspection  the  well  was  not  being 
used. 

The  present  inspection  found  the  conditions  the  same  as  on  the  former 
inspection  and  that  none  of  the  recommendations  had  been  carried  out.  Hie 
Ausable  river  is  unsatisfactory  as  a  source  of  water  supply  on  account  of  the 
pollution  which  enters  it.  The  watershed  has  an  area  of  approximately  476 
square  miles,  consisting  mainly  of  steep  slopes  in  the  Adirondack  mountains. 
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JBxcept  for  severai  villages  and  hamlets  the  watershed  is  sparsely  populated. 

Tliere  are  in  all  about  9,000  residents  on  the  watershed,  or  19  per  square  mile. 

T'lie  principal  centers  of  population  are  Clintonville,  Ausabfe  Forks,  Black 

3rook,  Jay,  Upper  Jay,  Keene,  Keene  Valley,  Wilmington,  and  Lake  Placid. 

^t  some  of  these  villages  sewers  are  known  to  empty  into  the  river,  and  the 

same  is  probably  true  at  the  majority  of  the  hamlets.     Lake  Placid  has 

A   sewer  and  sewage  disposal  system  the  effluent  of  which  eventually  reaches 

the  river.    At  Ausable  Forks  the  pulp  mills  discharge  sulphite  wastes  into 

the  stream.     In  Keeseville  itself  there  are  sewers  which  discharge  into  the 

stream  above  the  intake.     Besides  the  numerous  permanent  sources,  there 

Are  also  many  other  opportunities  for  accidental  or  willful  contamination 

by  inhabitants  and  visitors  on  the  watershed. 

The  well  is  very  unsatisfactorily  located  in  a  thickly  settled  neighborhood. 
In  addition  to  the  general  possibility  of  serious  contamination,  there  is  a 
leaky  storm  sewer  also  carrying  the  sewage  of  3  or  4  houses,  which  passes 
^vithin  a  few  feet  of  the  well.  It  seems  possible  that  at  times  the  well  water 
receives  contamination  either  from  this  sewer  or  from  the  numerous  privies 
and  cesspools  above  the  well,  by  seepage  through  the  fissures  in  the  rock. 

The  unsatisfactory  condition  of  the  water  supply  is  very  well  known  to  the 
inhabitants  and  it  is  stated  that  few  if  any  use  the  supplv  for  drinking 
purposes  without  boiling,  potable  water  being  obtained  generally  from  private 
wells. 

As  a  result  of  the  inspection  it  was  concluded  that  the  recommendations 
of  our  previous  report  have  not  been  carried  out  by  the  village  authorities 
although  the  need  for  them  still  exists  and  that  the  water  supply  of  Keese- 
ville is  derived  from  sources  that  are  unsatisfactory  from  both  the  physical 
and  sanitary  standpoints. 

It  was  therefore  recommended  in  a  report  dated  January  15,  1920,  that 
the  village  authorities  take  immediate  steps  to  carry  out  the  previous 
recommendations  of  this  Department. 


KINGS  PARK  (State  Hospital) 

Plans  for  proposed  extensions  to  the  water  supply  system,  consisting  of 
atate  architect's  drawing  No.  2073,  to  serve  the  new  building  for  acute 
patients  at  the  Kings  Park  State  Hospital,  Kings  Park,  Suffolk  county,  N.  Y., 
were  submitted  to  this  Department  for  approval  by  the  State  Architect  on 
March  17,  1920.  After  careful  consideration  by  the  Engineering  Division 
the  plans  were  approved  on  March  19,  1920. 


LAKE  PLACID. 

A  reinspection  of  the  sanitary  condition  of  the  public  water  supply  of 
Lake  Placid,  was  made  by  Mr.  W.  J.  Erickson,  engineering  assistant, 
on  September  5,  1919,  previous  inspections  of  this  supply  having  been  mode 
in  1911  and  1914. 

Lake  Placid  is  an  incorporated  village  in  Essex  county,  located  on  the 
shores  of  Mirror  Lake,  a  small  lake  emptying  into  the  West  branch  of  the 
Ausable  river  and  adjacent  to  the  southern  end  of  Lake  Placid.  The  village 
IS  located  in  a  region  of  great  natural  beauty  and  is  a  well  known  summer 
resort.  It  has  a  permanent  population  of  about  1,800,  while  in  the  summer 
vacationists  increase  it  to  about  0,000. 

The  water  supply  derived  from  Lake  Placid  is  owned  by  the  village, 
and  the  present  plant  was  put  in  operation  in  1906.  A  chlorinalion  plant 
for  the  treatment  of  the  supply  was  installed  in  1918.  There  are  about 
17  miles  of  mains,  ranging  from  1  to  12  inches  in  diameter,  under  an 
average  pressure  of  95  pounds  per  square  inch.  Besides  serving  all  of  the 
village  itself,  it  serves  the  camps  of  the  W]iiteface  Inn  district,  Buck  Island, 
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and  the  RuisBeaiuaont  diatrict.  The  population  served  ranges  from  1,800  in 
winter  to  6,000  in  summer. 

Lake  Placid  has  a  water  surface  of  3.2  square  miles  and  a  total  drainajge 
of  20.7  square  miles.  There  are  about  75  summer  cottages  or  campa  on  iti 
shores.  The  Shore  Owner's  Association  is  coofperating  wiUi'  the  local  board 
of  health  in  taking  steps  to  prevent  the  pollution  of  the  supply.  Those 
camps  which  are  not  connected  with  the  public  sewer  system  are  required 
to  have  watertight  collecting  cesspools  from  which  the  sewage  is  piunsped 
to  disposal  planU  some  distance  from  lake  or  streams  tributary  to  the  lake. 
Practically  all  are  finely  appointed  permanent  camps  and  in  satisfactory 
sanitary  condition.  Inspections  are  made  regularly  once  a  month  to  detect 
and  abate  any  pollution  which  may  arise.  As  the  lake  is  used  consider- 
ably for  bathing,  boating,  and  fishing,  there  are  possibilities  of  pollution 
from  these  sources. 

The  chlorination  plant  was  not  in  operation  at  the  time  of  the  inspection, 
and  the  superintendent  informed  the  inspector  tEat  it  had  not  been  oper- 
ating for  some  time,  due  to  the  objections  of  the  consumers  because  of  the 
taste.  It  was  stated,  however,  that  the  plant  would  be  put  in  operation 
shortly.  When  in  operation  chlorine  is  applied  at  the  rate  of  about  .18 
p.   p.  m. 

From  the  above  facts  the  following  conclusions  were  drawn:  That  the 
water  supply  of  Lake  Placid  is  comparatively  free  from  possibility  of  con- 
tamination during  the  winter  but  is  subject  to  contamination  during  the 
summer  months,  from  the  residents  and  visitors  along  the  lake  and  its 
tributaries;  that  though  the  efforts  of  the  villa^  authorities  tend  to 
reduce  the  number  of  permanent  sources  of  contamination,  sanitary  patro] 
alone  cannot  be  relied  upon  to  prevent  all  temporary  sources  or  acta  of 
contamination;  that  on  account  of  the  use  of  the  lake  for  pleasure  pur- 
poses there  exists  the  possibility  of  direct  contamination  of  the  lake 
water  at  the  intake  which  might  bring  about  disastrous  consequences  were 
the  chlorination  apparatus  not  operating. 

It  was  therefore  recommended  in  a  report  dated  January  12,  1920,  that 
the  authorities  continue  their  vigorous  policy  in  abating  and  controlling 
sources  of  contamination,  and  that  the  chlorine  plant  be  operated  care 
fully  and  continuously,  especially  during  the  summer  months. 


LIVINGSTON  MANOR 

A  reinspection  of  the  sanitary  condition  of  the  public  water  supply 
of  Livingston  Manor  was  made  by  Mr.  W.  J.  Erickson,  sanitarv  inspector 
in  this  Department,  on  October  28,  1^0.  a  previous  investigation  of  this 
supply   having  been   made   by   thie   Division   in    1919. 

Livingston  Manor  is  an  unincorporated  village  wi^  about  1300 
Inhabitants,  located  in  the  northern  part  of  Sullivan  county.  Practically 
all  of  the  inhabitants  use  the  public  supply  which  is  owned  and  operated 
by  the  Old  Homestead  Water  Company. 

The  supply  is  derived  from  Hardenburg  creek,  a  small  stream  whieh 
is  fed  by  Matawa  and  Leneppe  lakes.  An  intake  dam  has  been  con- 
structed on  this  stream  about  2  miles  south  of  the  village,  forming  a 
small  distributing  reservoir.  From  this  reservoir  the  supply  flows  by 
gravity  through  a  distribution  eyst^pi  consisting  of  about  2  miles  of 
10-inch  wooden  mains,  and  about  6  miles  of  castiron  pipe  varyine^  from 
3  to  8  inches  in  diameter,  on  which  there  are  l5^  ser-^^e  tips  only  o;'<* 
of  which  is  metered.  The  average  pressure  in  the  village  is  about  65 
pounds  per  square  inch.  In  general,  the  system  is  as  described  in  the 
previous  report. 

As  a  result  of  the  inspection  it  was  concluded  that  the  sanitary  quality 
of  the  water  supply  of  Livingston  Manor  is  menaced  during  the  summer 
months  by  the  use  of  the  lakes  at  the  headwaters  of  the  stream  tributary  to 
the   reservoir  for  recreational   purposes,   and  pollution   from  animals  and 
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chance  yisitors  on  the  watershed;  that  the  supply  U  depreciated  a«  to 
physical  quality  by  the  high  turbidity  caused  hy  rapid  runoff  at  times  of 
heavy  rainfall,  and  by  tastes  and  odors  from  algae  growths  during  the 
warm  summer  months;  and  that  the  shallowness  of  the  reservoir,  with  dead 
trees  and  other  vegetation  in  it,  render  conditions  favorable  for  the  develop- 
ment of  algae  jp^owths. 

It  was  therefore  recommended  in  a  report  dated  December  8,  1920: 

That  as  a  means  of  affording  better  protection  of  the  water  supply 
from  contamination  by  residents  or  chance  visitors  on  the  watershed,  the 
Old  Homestead  Water  Company  publish  and  enforce  rules  and  regula- 
tions for  the  protection  of  the  supply  enacted  by  this  Department  in 
1914;  that  as  a  means  of  further  safeguarding  the  sanitary  quality  of 
the  supply,  the  company  install  suitable  apparatus  for  the  sterilization 
of  the  supply  by  chlorination,  and  apply  proper  amounts  of  chlorine  to 
the  water  at  all  times;  that  in  order  to  improve  the  physical  quality  of 
the  supply  the  depth  of  the  reservoir  be  increased  by  increasing  the 
height  of  the  dam  as  planned,  and  by  stripping  the  bed  of  the  reservoir 
of  dead  timber,  brush,  and  other  decaying  vegetable  matter;  that  the 
growth  of  aJgae  be  prevented  by  the  judicious  use  of  copper  sulphate; 
that  the  company  consider  the  installation  of  a  modem  filtration  plant. 

The  water  of  this  supply  is  used  by  the  New  York,  Ontario  and  Western 
Railway  Company  for  drinking  and  culinary  purposes  in  interstate  traffic. 
Data  regarding  the  supply  were  furnished  to  the  United'  States  Public  Health 
Service  on  DeSamber  14,  1920,  and  included,  in  addition  to  the  results  of  the 
analysis  of  a  sample  of  the  water,  the  statement  that  at  the  time  of  the 
inspection  the  conditions  surrounding  the  supply  were  not  entirely  satis- 
factory, and  that  the  results  of  the  inspection  and  the  analyses  of  the 
samples,  together  with  the  results  of  previous  inspections  and  analyses,  indi- 
cate that  the  water  cannot  be  considered  to  be  of  satisfactory  sanitary 
quality  for  human  consumption  unless  the  recommendations  made  in  our 
report  are  carried  out.    A  copy  of  the  report  accompanied  this  data. 


LOCKPORT 

A  reinspection  of  the  public  water  supply  of  the  city  of  Lockport  w^s  made 
by  Mr.  Earl  Devendorf,  assistant  engineer  in  this  Department,  on  March  19, 
1920,  previous  investigations  of  the  public  water  supply  having  been  made 
by  this  Division  in  1911,  1915,  1916,  1917,  1918,  and  1919. 

Lockport  is  a  city  of  some  20,000  inhabitants  located  about  20  miles  east 
of  Niagara  Falls,  25  milesi  northeast  of  Buffalo,  and  12  miles  south  of  Lake 
Ontario.  The  water  supply  of  Lockport  is  obtained  by  pumping  from  the 
Niagara  river,  the  intake  being  located  about  one-fourth  of  a  mile  below  the 
intfiJce  of  the  city  of  North  Tonawanda,  and  about  one-fourth  of  a  mile  from 
fihore.  The  water  is  conveyed  from  the  intake  by  means  of  a  pipe  line  to  a 
large  suction  well,  from  which  it  is  drawn  and  pumped  after  chlorination  into 
the  pipe  line  leading  to  the  city  some  14  miles  away.  The  daily  water  con- 
sumption, as  obtained  from  the  records  of  the  Venturl  meter  at  the  pumping 
station,  varies  from  6,000,000  to  7,500,000  gallons  per  day.  This  corresponds 
to  a  daily  per  capita  consumption  of  from  325  gallons  to  350  gallons. 

Previous  investigations  have  shown  the  unsatisfactory  sani&ry  quality  of 
the  Niagara  river  water,  and  the  reports  upon  the  inspections  subsequent  to 
the  installation  of  the  chlorination  plant  have  recommended  careful  and  con- 
tinuous operation  of  the  chlorination  apparatus  and  the  application  of  ade- 
quate amounts  of  chlorine,  the  use  of  scales  to  check  the  accuracy  of  the 
control,  regular  baoterioflogicail  analyses,  the  installation  of  a  duplicate 
chlorinator,  the  construction  as  soon  as  feasible  of  a  modem  filtration  plant 
and  storage  facilities. 

As  a  result  of  a  recent  inspection  it  was  learned  that  since  the  last  inspec- 
tion a  new  Wallace  &  Tieman  chlorination  apparatus  of  the  dry-feed  type  hap 
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been  installed.  It  was  also  learned  that  all  of  the  recommendations  named 
above  have  been  carried  out  with  the  exception  of  the  latter  two,  n&melj  the 
installation  of  a  modem  filtration  plant  and  storage  facilities. 

At  the  time  of  the  recent  inspection  the  engineer  wae  informed  by  the  oper- 
ator at  the  pumping  station  that  the  river  water  had  been  very  turbid  on 
March  11,  12,  and  IS  cd  this  year.  From  the  health  officer  it  was  learned 
that  the  results  of  an  analyses  of  a  samfpile  of  water  oofSLected  on.  the 
Idth  of  March  showed  the  presence  of  gas  in  all  of  the  presumptive  tests, 
indicating  a  dangerously  polluted  condition  of  the  supply.  The  public  was 
accordingly  informed  on  the  evening  of  March  15  by  mean»  of  handbiMs 
and  announcements  from  the  moving  picture  theatres,  that  the  water  was 
unsafe  for  use  without  boiling.  In  addition  to  these  notices,  an  advertisement 
w«iA  inserted  in  the  daily  paper  on  March  16  ad<vising  the  peopie  to  boil  the 
water,  and  at  the  time  of  the  inspection  this  advertisement  was  still  running 
in  the  daily  paper. 

Following  this  investigation,  a  second  investigaticm  was  made  by  this 
Division  during  the  week  of  March  29  to  determine  the  cause  of  the  very 
turbid  condition  of  the  Niagara  river  diuring  the  period  of  March  II,  12 
and  13.  As  a  result  of  this  second  investigaticm,  covering  an  ezaminatioD 
of  the  weather  bureau  records  of  wind  and  weather  conditions  prior  to  and 
subsequent  to  this  period,  testimony  of  other  waterworks  officiiJs  operating 
plants  along  the  Niagara  river,  and  an  examination  of  the  records  of  oper- 
ation of  these  plants,  it  was  determined  that  this  turbid  condition  of  Niafrara 
river  was  the  result  of  excessive  high  water  conditions  of  Buffalo  creek  which 
carried  surface  wash  to  the  Niagara  river.  This  condition  was  very  unusual 
and  lasted  for  a  period  of  only  two  or  three  days. 

At  the  time  of  the  recent  inspection  a  copy  of  the  report  on  the  bacterio- 
logical analysis  of  samples  of  water  collected  during  this  period  was  obtained 
from  the  superintendent  of  water  of  the  city  of  Lockport.  A  table  showing 
the  results  of  these  analyses  is  given  below: 

Total  Ooimt 

Date  48  hr.  Gelatine 

March  10  26 

27 

13  340 

460 

14  330 

345 

15 135 

115 

205 

170 

155 

16   117 

128 

17   02 

92 

The  results  of  these  analyses  show  that  the  public  water  supply  of  Lockport 
was  seriously  polluted  for  a  period  of  some  three  or  four  days  due  to  the  very 
turbid  condition  of  the  Niagara  river  caused  by  the  heavy  run<^  referred  to 
above.  In  this  report  it  should  be  pointed  out  that  had  a  storage  reservoir 
of  a  capacity  equivalent  to  three  or  four  days'  consumption  been  available, 
the  pumping  of  this  very  turbid  water  might  have  been  stopped  until  the  dis- 
appearance of  the  turbidity  in  the  river.  Another  important  circumstance 
which  shows  the  urgent  need  for  a  storage  reservoir  is  the  fact  that  the  city 
is  supplied  with  water  pumped  through  a  single  pipe  line  some  14  miles  in 
length.  Should  any  accident  occur  in  this  pipe  line  the  city  would  be  without 
fire  protection  as  well  as  without  water  for  domestic  purposes  in  a  very  short 
time,  since  the  standpipe  has  a  capacity  equivalent  to  appro:umately  only 
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one-half  a  day's  comumption.  If  a  storage  reservoir  having  sufficient  capacity 
for  several  days'  consumption  were  provided,  the  city  womd  be  supplied  with 
water  for  a  sufficient  period  to  permit  of  repairing  any  ordinary  break  in  the 
pipe  line. 

As  a  result  of  the  recent  investigation  it  was  concluded  that  all  of  the  pre- 
vious recommendations  of  this  Department  have  been  carried  out  with  the 
exception  of  the  construction  of  a  modern  filtration  plant  and  the  installation 
of  a  storage  reservoir;  that  the  recent  unsatisfactory  sanitary  quality  of  the 
water  supply  was  occasioned  by  the  very  turbid  condition  of  the  Niagara 
river  which  lasted  for  a  period  of  3  or  4  days  about  the  middle  of  March; 
that  the  preventive  measures  undertaken  immediately  by  the  local  health 
authorities  in  the  form  of  advising  the  people  to  boil  the  water  and  the 
administration  of  typhoid  vaccine  probably  prevented  any  serious  outbreak  of 
waterborne  disease.  It  was  therefore  recommended  in  a  report  d^ted*  April 
14,  1920,  that  a  modem  filtration  plant  be  installed  as  soon  as  practicalble, 
and  a  storage  reservoir  of  sufficient  capacity  for  several  days'  consumption  to 
be  constructed  near  the  city  at  an  early  date  in  order  that  a  sufficient  supply 
of  water  of  a  satisfactory  sanitary  Quality  may  at  all  times  be  furnished  to 
the  consumers  of  Lockport;  thai  tne  city  continue  the  present  method  of 
careful  operation  of  the  chlorination  plant  and  the  making  of  frequent 
analyses  of  the  supply  in  order  to  check  the  ^ciency  of  the  sterilization  of  the 
supply. 


LONG  BEACH 

A  reinspection  of  the  public  water  supply  of  Long  Beach  was  made  by  Mr. 
Alfred  Mullikin,  assistant  engineer,  on  «fanuary  7,  1920,  a  previous  inspection 
having  been  made  in  1915. 

Long  Beach'  is  an  incorporated  village  in  the  town  of  Hempstead,  Nassau 
county,  having  a  summer  population  of  about  5,000.  It  is  situated  on  an 
island  parallel  to  the  south  shore  of  Long  Island,  about  25  miles  from  New 
York  city.  Ilie  waterworks  are  owned  and  operated  by  the  Long  Beach  Water 
Company. 

The  water  supply  is  obtained  from  a  dug  well  9  feet  in  diameter  and  50  feet 
deep,  known  as  well  No.  1,  located  in  East  Rockaway,  in  the  town  of  Hemp- 
f^tead,  about  1,000  feet  south  of  Lynbrook  station  of  the  Long  Island  railroad. 
The  water  company  owns  another  well,  known  as  well  No.  2.  located  on  the 
north  side  of  the  East  Rockaway  passenger  station  at  Long  Lane,  a  few  feet 
from  the  Long  Island  railroad  tracks.  This  well  has  been  abandoned  although 
when  used  it  will  yield  400  gallons  per  minute.  At  this  well  there  is  a  6-inch 
cross-connection  with  the  Queens  County  Water  Company  which  can  be  used 
for  an  emergency  supply. 

The  water  from  the  well  is  pumped  to  the  Long  Beach  standpipe  through 
20.000  feet  of  24-inch  force  main,  which  is  of  wood  stave  construction  except 
at  channel  crossing  where  castiron  pipe  is  used.  At  ebb  tide  the  force  main  is 
expoped  in  numerous  places.  Due  to  repeated  exposure  to  tidal  conditions  in 
a  salt  marsh,  the  steel  bands  have  corroded,  and  the  wood  has  disintcsrrated 
to  such  an  extent  that  for  several  years  only  by  continual  repairs  has  the 
force  main  been  kept  in  service.  At  times  of  low  pressure  it  is  possible  that 
the  head  of  marsh  water  over  the  pipe  line  is  greater  than  that  within  the 
pine  and  that  leak.age  of  polluted  salt  water  may  enter  the  main. 

The  results  of  these  analyses  show  a  water  of  good  physical  characteristics 
as  regards  color,  appearance,  and  taste.  The  figures  for  nitrogen  in  its  various 
formR  with  the  exception  of  those  for  nitrates,  are  not  excessive.  The  rather 
high  figures  for  nitrates  indicate  organic  pollution  of  the  ground  water  tribu- 
tary to  the  supply,  which  however  had  undergone  natural  processes  of  puri- 
fication. The  increase  in  the  chlorine  content  after  the  water  had  passed 
through  the  long  pipe  to  Long  ^ear^h  indicates  the  infiltration  of  salt  marsh 
water.  The  total  bacterial  counts  are  usually  moderate  and  from  no  samnlpq 
have  organisms  of  the  B.  coli  type  been  isolated  from  any  inoculations. 
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As  a  result  of  the  inTestigatioii  it  was  concluded  that  the  public  water 
supply  of  Long  Beach  was  of  a  satisfactory  aesthetic  and  sanitary  quality  at 
the  time  of  the  inspection ;  that  the  condition  of  the  long  force  main  from  the 
Lynbrook  pumping  station  to  Long  Beach  is  such  that  inflKration  of  salt 
marsh  water  may  occur  imder  certain  conditions;  that  there  is  some  possi- 
bility of  contamination  reaching  well  No.  1  through  the  6-inch  pipe  extending 
from  the  strainer  section  to  the  surface;  that  pmlution  of  the  ground  water 
tributary  to  the  well  may  be  brought  aibout  from  the  privy  at  the  pumping 
station  in  case  the  privy  is  not  maintained  in  a  sanitary  condition  at  all 
times;  and  that  the  abandoned  well  at  the  East  Rockaway  railroad  station  is 
open  to  possible  contamination  due  to  its  inadequate  protection  from  tres- 
passers and  to  the  manner  in  which  water  is  drawn  therefrom  by  residents  in 
the  vicinity. 

It  was  therefore  recommended,  in  a  report  dated  January  28,  1920,  that 
the  waterworks  authorities  take  action  toward  the  replacing  of  the  present 
woodstave  force  main ;  that  a  cap  be  placed  over  the  6-inch  pipe  at  well  No.  L 
and  a  float  and  cord  telltale  be  used  to  determine  the  well  water  level;  that 
the  privy  and  the  vicinity  at  the  pumping  station  be  maintained  in  proper 
sanitary  condition ;  that  the  well  at  East  Kockaway  be  kept  securely  lodced, 
and  that  regular  analyses  be  made  of  the  supply,  and  if  contamination  be 
found  present  steps  be  taken  to  eliminate  its  source  if  possible,  or  to  sterilixe 
the  supply  with  liquid  chlorine. 


LONG  EDDY 

A  reinspection  of  the  public  water  supply  of  the  unincorporated  village  of 
Long  Eddy  was  made  by  Engineering  Assistant  W.  J.  Erickson  on  May  20, 
1920,  a  previous  fnspection  of  this  supply  having  been  made  by  this  Division 
in  1915. 

Long  Eddy,  a  village  with  a  present  population  estimated  at  250,  is 
located  in  the  western  part  of  Sullivan  county.  Of  the  total  population, 
about  100  are  served  by  the  public  supply.  The  waterworks  are  ovmed  and 
operated  by  the  Long  Eddy  Water  Company  under  the  supervision  of  Mr. 
Armstrong,  superintendent. 

The  supply  is  derived  from  Pea  brook,  a  small  stream  tributary  to  the 
Delaware  river.  The  intake  is  located  about  three-quarters  of  a  mile  north 
of  the  center  of  the  village.  The  water  is  supplied  by  gravity  through  about 
a  mile  of  water  mains  varying  from  2  to  6  inches  in  diameter.  'Hiere  are 
about  30  taps  in  the  village,  none  of  which  are  metered.  The  average  pres- 
sure in  the  village  is  80  pounds  per  square  inch.  There  is  no  accurate  data 
as  to  the  consumption. 

A  small  timber  dam  has  been  constructed  across  the  stream,  and  numeroas 
1-inch  holes  are  drilled  in  a  wooden  bulkhead  to  admit  the  water  into  a 
small  wooden  box  from  which  an  8-inch  pipe  leads  to  a  small  storage 
reservoir  approximately  30  feet  wide,  100  feet  long,  and  about  4  to  5  feet 
deep,  form^  by  a  masonry  dam  located  a  few  hundred  feet  below  the  intake. 
A  wooden  flume  carries  the  water  from  the  upper  end  of  the  reservoir  to  a 
point  near  the  intake  to  the  village  main.  This  reservoir  was  pimetically 
empty  at*  the  time  of  the  inspection,  the  water  going  directly  into  the  mains. 
It  had  not  -been  cleaned  for  some  time  and  the  bottom  was  covered  with  a 
flne  mud  and  branches  at  the  time  of  the  inspection.  Gonsiderable  trouble  has 
been  experienced  from  algae  growths. 

The  watershed  tributary  to  the  intake  is  approximately  4  square  miles. 
The  valley  is  narrow,  bounded  by  high,  rocky  hills.  The  upper  part  of  the 
valley  is  less  precipitous  and  wide.  The  runoff  is  very  rapid  due  to  the 
rocky  and  shaJy  formation  of  the  valley.  There  are  several  abandoned 
quarries  along  the  valley  which  were  at  one  time  extensively  worked.  There 
is  at  present  considerable  farming  done  in  the  valley. 

The  total  population  may  be  estimated  at  80,  or  about  20  per  square  mile. 
There  are  about  15  houses,  a  church,  a  schoolhouse,  a  butter  factory,  and  a 
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sawmill  on  the  road  paralleling  the  stream.  In  addition  to  poaaihle  indirect 
contamination  from  these  places,  there  are  opportunities  for  contamination 
from  highway  wash  and  runoff  from  cultivated  fields  and  pasture  lands. 

As  a  result  of  the  inspection  it  was  reconunended :  that  me  water  company 
clean  the  reservoir  in  order  to  prevent  as  far  as  possible  the  growth  of  algae, 
and  if  necessary  treat  the  water  with  copper  sulphate  applied  in  proper 
quantities;  that  the  intake  be  protected  by  suitable  screens  or  strainers; 
that  the  water  comjiany  make  a  thorough  inspection  of  the  watershed  from 
which  the  supply  is  derived,  and  eliminate'  all  direct  source  of  pollution 
found  thereon;  that  should  the  water  company  experience  any  difficulty  in 
removing  all  direct  sources  of  pollution,  it  should  apply  to  this  Department 
for  the  enactment  of  rules  and  regulations  for  the  sanitary  protection  of 
the  supply. 

MANHASSET 

A  reinspection  of  the  public  water  supply  furnished  by  the  Manhasset  and 
Lakeville  Water  District  of  the  unincorporated  villages  of  Manhasset,  Great 
Neck  Hills,  a  part  of  Qreat  Neck,  and  Plandome,  Nassau  county,  was  made 
by  Mr.  Alfred  Mullikin,  assistant  engineer,  on  June  11,  1920,  a  previous 
inspection  of  this  supply  having  been  made  by  this  Department  in  1915. 

llanhasset  is  located  in  the  northwest  part  of  the  town  of  North  Hemp- 
stead, about  16  miles  from  New  York  city.  The  present  population  is  esti- 
mated at  3,000,  of  which  about  50  per  cent  or  60  per  cent  are  served  with 
water  from  the  public  water  supply.  The  waterworks  are  owned  and  operated 
by  the  municipality  under  the  direction  of  the  Manhasset  and  Lakeville  Water 
District,  of  which  Mr.  Owen  P.  Kennedy  is  chairman. 

The  water  supply  is  derived  from  four  driven  wells  located  west  of  the 
village  on  the  west  bank  of  Manhasset  Bay,  about  three-quarters  of  a  mile 
southwest  of  the  Manhasset  depot.  From  the  wells  the  water  is  pumped 
through  the  distribution  system  consisting  of  27  miles  of  castiron  pipe 
ranging  from  4  to  12  inches  in  diameter  the  surplus  going  to  a  steel  tank 
having  a  capacity  of  about  160,000  gallons.  The  pressure  in  the  village 
ranges  &om  60  to  145  pounds  per  square  inch.  There  are  605  service  taps, 
of  which  500  are  metered.  Tne  average  daily  water  consumption  ranges 
from  151,000  gallons  in  winter  to  600,000  gallons  in  summer.  In  general 
the  details  of  the  waterworks  system  remain  ajs  described  in  the  previous 
report. 

The  four  driven  wells  are  located  in  a  low  swampy  land  about  1  acre  in 
area  near  the  Long  Island  railroad.  The  wells  vary  in  depth  from  133*  to 
157  feet.  One  well  is  9  inches  in  diameter,  another  4%  inches,  and  two  are  8 
inches  in  diameter.  The  strata  through  which  the  wells  pass  consist  of  100 
feet  of  sand,  5  feet  of  very  fine  sand  and  clay,  and  the  remainder  of  the 
distance  through  a  wiiter-bearing  gravel. 

While  there  were  no  direct  sources  of  pollution  noticed  at  the  time  of  the 
inspection,  it  is  possible  that  pollution  may  enter  the  supply  either  by  percola- 
tion through  the  soil  from  the  existing  privies  and  cesspools  located  among 
'a  ntmober  of  houses  200  feet  south  of  the  well. 

From  the  recent  inspection  it  appears  thiit  the  municipal  authorities  have 
carried  out  in  part  the  previous  recommendations  as  set  forth  in  our  report, 
in  that  a  sewerage  system  has  been  constructed  in  the  vicinity  of  the  plant, 
that  some  of  the  buildings  located  near  the  wells  have  been  connected  to  this 
sewerage  system  by  castiron  pipes,  that  the  cesspool  which  receives  sewage 
from  tiie  toilet  at  the  pumping  plant  has  been  abandoned  and  this  toilet 
connected  to  the  sewerage  system,  that  two  privies  some  50  feet  from  the 
well  have  been  abandon^,  and  that  analyses  of  the  water  are  made  yearly 
to  detect  active  contamination  of  the  supply. 

As  a  result  of  (this  inspection  it  was  concluded  that  the  water  supply  was 
of  a  relatively  satisfactory  sanitary  quality  at  the  time  of  the  inspection; 
that  the  authorities  in  charge  of  the  water  supply  have  in  part  carried  out 
the  previous  recommendations  of  this  Department,  but  that  there  remain 
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certain  opportunities  for  contamination  of  the  supply  fiom  privies  and  oese- 
poolA  near  the  well.  It  was  therefore  recommended  that  the  municipal 
authorities  carry  outsat  once  such  of  our  previous  recommendations  as  have 
not  been  acted  upon  and  tha^  the  autliorities  maintain  a  careful  sanitary 
patrol  at  all  times  in  the  vicinity  of  the  wells  to  detect  and  eliminate  any 
possible  sources  of  pollution. 

MARCY  (Utica  State  Hospital) 

Plans  for  a  filter  plant  and  a  pumping  station  for  the  Marcy  division  of 
the  Utica  State  Hospital  were  submitted  to  this  Department  for  approral 
by  the  State  Engineer  on  April  2d,  1920.  The  plans  proposed  for  the  con- 
struction of  a  waterworks  consisting  of  coagulation  basins,  gravity  mechanical 
filters,  a  clear  water  basin,  a  chlorinating  plant,  and  centrifugal  pumping 
equipment.  After  careful  consideration  by  the  Engineering  Division  the 
plans  were  approved  on  April  28,  1920. 

Flans  for  a  distribution  system  for  the  water  supply  of  Marcy  division  of 
the  Utica  State  Hospital,  consisting  of  state  architect's  drawings  Xos.  2089 
and  2096,  were  submitted  to  this  Department  for  approval  on  July  10.  1920, 
and  after  carefirl  consideration  by  the  Engineering  Division  were  approved 
on  August  9,  1920. 

MASSENA 

A  reinspection  of  the  public  water  supply  of  the  village  of  Maaaena  was 
made  by  Mr.  Alfred  Mullikin,  assistant  engineer,  on  January  27,  1920,  a 
previous  investigation  of  this  supply  having  been  made  in  1911,  1915,  1916iii 
and  1917. 

Massena  is  a  village  located  in  the  northern  part  of  St.  Lawrence  county, 
about  160  miles  north  of  Utica.  It  occupies  both  banks  of  the  Grasse  river. 
The  water  supply  is  owned  by  the  St.  Lawrence  Water  Company  and  is 
pumped  from  the  Massena  power  canal.  Part  of  the  supply  is  pumped  to 
the  plant  of  the  Aluminiun  Company  of  America  and  part  to  the  village. 
A]l  the  water  is  treated  with  liquid  chlorine  and  that  delivered  to  tbe 
village  is  filtered  through  two  pressure  mechanical  filters.  The  populatioo 
is  about  10,000.  The  amount  of  water  pumped  to  the  plant  of  the  Aluminum 
Company  is  2.700,000  gallons  daily,  and  to  the  village  is  2,250,000  gallons 
daily.     There  are  no  domestic  water  meters  and  only  12  commercial  meters. 

At  the  time  of  the  inspections  only  one  of  two  suction  mains  was  in  nse, 
due  to  the  fact  that  one  of  the  two  chlorine  solution  chambers  was  under- 
going repairs.  The  solution  chambers  are  placed  about  10  feet  above  the 
suction  main  on  a  separate  platform  to  overcome  back  pressure.  The  chlorine 
feed  for  4.75  million  gallons  amounts  to  13.5  pounds,  or  .35  parts  per  million. 

The  recent  inspection  disclosed  the  fact  that  although  the  Water  company 
has  apparently  been  operating  the  chlorination  plant  with  care  and  efficiency, 
the  capacity  of  the  filtration  plant  has  not  been  increased  to  meet  the 
increased  rate  of  water  consumption  nor  have  proper  coagulation  and  sedi- 
mentation facilities  been  provided.  The  rate  of  filtration  when  the  filters 
are  in  operation  is  approximately  400  million  gallons  per  acre  per  day,  a 
rate  nearly  four  times  the  proper  rate  for  this  type  of  filter. 

As  result  of  this  investigation  it  was  concluded  that  steps  have  not  been 
taken  by  the  Water  Company  to  install  a  sedimentation  basin  nor  to  increase 
the  filter  area  as  previously  recommended  by  this  Department;  that  liquid 
chlorine  is  being  carefully  applied  to  the  water  bat  tiiat  chemioil  or  tes- 
ter iologrical  tests  are  not  made  in  order  to  obtain  comTvarable  records  of  the 
raw  and  filtered  water.  It  was  therefore  recommended  that  sedimentation  be 
provided,  and  that  additional  filters  be  installed  as  previously  recommended 
by  this  Department;  that  if  it  is  planned  to  apply  chlorine  to  two  dif- 
ferent suction  lines,  a  second  control  apparatus  be  installed,  and  that  a 
competent  consulting  engineer  be  obtained  to  advise  them  as  to  the  best 
method  of  placing  the  water  purification  plant  in  proper  condition. 
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MECHANICVILLE 

An  investigation  of  an  outbreak  of  typhoid  fever  in  the  city  of  Mechanic- 
ville  was  ms^le  on  April  12  and  13,  1920,  by  Mr.  Earl  Devendorf,  assistant 
en^neer.  On  September  28,  1920,  a  reinspection  of  the  water  supply  of 
this  city  was  made  by  Mr.  Henry  Ryon,  assistant  engineer.  Previous  investi- 
g^ations  of  the  supply  were  made  by  this  Department  in  19(17,  1918  and  1919. 

Mechanicville  is  a  city  of  8,900  inhabitants,  located  in  the  southeast  part 
of  Saratoga  county,  on  the  west  bank  of  the  Hudson  river.  Practically  all 
of  the  in^Bibitants  of  the  city  are  served  by  the  public  water  supply,  which 
is  delivered  to  the  consumers  through  about  22  miles  of  mains,  varying  from 
4  inches  to  6  inches  in  diameter,  on  which  there  are  some  1,100  service  taps, 
all  of  which  are  metered.  The  total  water  consumption  is  estimated  at  about 
ly500,000  gallons  per  day,  of  which  the  railroad  and  the  factories  in  the 
city  use  more  than  half.  The  pressure  in  the  village  varies  from  60  to  85 
pounds  per  square  inch.  Part  of  the  supply  is  filtered  and  an  attempt  is 
made  to  chlorinate  all  of  it. 

The  supply  is  derived  from  two  streams  known  as  Plum  brook  and  Baker 
brook,  and  collected  by  two  impounding  reservoirs— one  located  on  plum 
brook  about  1%  miles  northwest  of  Willow  Glen,  a  small  hamlet  about  2 
miles  west  of  Mechanicville;  and  the  other  on  Plum  brook  just  below  its 
junction  with  Baker  brook,  about  ^A  of  a  mile  northwest  of  Willow  Glen. 
The  capacity  of  the  upper  reservoir  is  estimated  as  90  million  gallons  and 
the  watershed  tributary  to  it  has  an  area  of  approximately  2.0  square 
miles.  The  lower  reservoir  has  a  capacity  of  about  one  million  gallons  and 
an  area  tributery  to  it  of  approximately  2.2  square  miles,  exclusive  of  that 
of  the  upper  reservoir,  making  the  tetel  watershed  4.2  square  miles.  The 
population  on  the  shed  is  estimated  at  about  200  persons,  or  about  60 
persons  per  square  mile.  In  1919  all  the  houses  on  the  watershed  were 
visited  by  representatives  of  the  Engineering  Division  of  this  Department, 
and  it  was  found  that  in  10  out  of  20  houses  there  were  histories  of  typhoid 
fever. 

The  upper  reservoir  is  connected  directly  to  the  city  distribution  system, 
the  elevation  being  sufficient  te  furnish  a  satisfactory  pressure  without  pump- 
ing. The  lower  reservoir  is  too  low  to  give  a  satisfactory  pressure  by  gravity 
and  a  pumping  plant  has  been  constructed  immediately  below  the  reservoir, 
arranged  to  force  the  water  into  the  pipe  leading  from  the  upper  reservoir 
to  the  city,  which  passes  a  few  feet  to  the  east  of  the  station.  The  water 
from  the  lower  reservoir  is  all  filtered  before  being  discharged  into  the  main, 
and  when  the  plant  is  operating  properly  is  treated  with  liquid  chlorine  in 
sufficient  quantity  to  sterilize  it  and  also  the  water  which  ^ws  to  the  city 
by  gravity  from  the  upper  reservoir. 

T%e  water  passes  first  through  the  roughing  filter  and  then  through  the 
sand  filters  from  ^^iiich  it  is  discharged  into  a  clear  water  basin.  No  coagulant 
is  used.  The  character  and  method  of  operation  of  the  filters  is  such  that 
it  seems  improbable  that  effective  purification  is  secured. 

The  pumping  equipment  consists  of  2  Worthington  tandem  compound 
duplex  pumps,  one  10x16x10x12,  and  the  other  14x20x14x12.  The  latter 
was  in  use  at  the  time  of  the  inspection  and  was  operating  at  32  r.  p.  h., 
which  with  a  reasonable  allowance  for  slip  would  indicate  that  it  was  dis- 
charging water  into  the  main  at  the  rate  of  about  1,300,000  gallons  per  day. 
Since  the  average  water  consumption  of  the  city  is  in  the  neighborhood  of 
1,500,000  gallons  per  day,  and  the  maximum  rate  of  consumption  probably 
considerably  higher  than  the  average,  it  is  at  once  evident  that  at  certain 
times  a  considerable  proportion  of  unpurified  water  from  the  upper  reservoir 
must  reach  the  consumers.  A  single  75  h.p.  boiler  is  provided  for  supplying 
steam  for  the  pumps.  It  is  understood  that  this  boiler  is  cleaned  once  a 
month  and  the  filters  by-passed  while  the  boiler  is  being  cleaned. 

The  chlorinating  apparatus  is  located  in  the  pump  room  of  the  station  and 
consists  of  a  Wallace  &  Tiernan  manual  control  solution-feed  type  B  ap- 
paratus.    At  the  time  of  the  inspection  the  chlorination  apparatus  was  not 
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being  used  because  the  city  had  no  chlorine,  and  as  far  aa  could  be  learned 
had  had  none  since  about  September  13,  1920.  It  was  therefore  impossible 
to  observe  the  rate  of  application  of  chlorine  or  learn  anything  regarding 
the  effectiveness  of  the  chlorine  treatment.  Beporta  on  the  bacteriological 
examination  of  the  water  by  Mr.  George  £.  Willcomb^  consulting  engmeer 
for  the  city,  indicate  that  some  trouble  has  been  experienced  in  securing  an 
effective  sterilization  of  the  water  even  when  a  fairly  large  amount  of  chlorine 
is  applied,  due  to  some  extent,  as  pointed  out  by  Mr.  Willoomb,  to  the  organic 
content  of  the  water  but  also  probably  to  the  method  of  application  of  th« 
chlorine.  It  would  seem  advisable  that  until  the  plant  has  be^  reoonstmcted 
or  a  new  supply  developed,  some  means  be  provided  for  taking  samples  from 
the  main  just  below  its  junction  with  the  discharge  pipe  from  the  pumping 
station,  so  that  samples  of  the  water  may  be  readily  taken  at  frequent  inter- 
vals; and  that  such  samples  be  taken  and  tested  for  excess  chlorine  and  the 
rate  of  application  of  the  chlorine  regulated  accordingly. 

At  the  time  of  the  inspection  there  were  six  cases  of  typhoid  fever  in  the 
city,  and  the  records  of  this  Department  show  that  outbreaiks  of  this  character 
have  occurred  at  frequent  intervals  during  the  past  few  years.  In  Kovember 
and  December  of  1915,  there  were  six  cases  of  typhoid  in  the  city.  In  June 
and  July  of  1916  there  were  51  cases,  followed  by  6  more  in  the  following 
few  months.  In  1917  there  were  36  cases,  the  largest  number  occurring  in 
August  and  December.  In  the  early  part  of  1918,  31  cases  occurred  in  the 
city. 

In  March  and  April,  1920,  an  outbreak  of  15  cases  of  typhoid  occurred.  Hub 
(*utbreak  was  investigated  by  the  Engineering  Division  of  the  Department, 
and  as  a  result  of  this  investigation  it  was  concluded  that  the  outbreak  was 
the  result  of  an  infection  of  the  public  water  supply,  due  to  the  fact  that  the 
city  authorities  had  failed  to  carry  out  the  improvements  and  reconunenda- 
tions  of  the  Engineering  Division  with  regard  to  the  installation  of  the 
chlorination  plant  and  the  making  of  certain  improvements  at  the  pumping 
station,  which  had  thev  been  properly  carried  out  would  have  without  doubt 
prevented  the  outbreak  of  typhoid.  It  was  accordingly  reoonunended  thst 
the  city  authorities  take  immediate  stops  toward  the  installation  of  a  chlorin- 
ating apparatus;  that  as  soon  as  installed  this  apparatus  be  operated  with 
the  greatest  possible  care ;  that  a  new  source  of  supply  be  obtained  or  a  new 
filtration  plant  be  constructed,  or  the  present  filtration  plant  reconstructed 
without  delay;  that  if  it  was  decided  to  reconstruct  the  present  filter  plant, 
provision  be  made  for  coagulating  the  water,  and  a  coegiflatioQ  basin  be 
constructed  and  the  pipe  of  the  filters  be  arranged  so  that  the  first  filtrate 
after  washing  may  be  wasted ;  and  that  the  sanitary  conditions  on  the  water- 
shed be  improved. 

Apparently  no  steps  have  been  taken  to  improve  the  conditions  on  the 
watershed,  and  the  filter  plant  has  not  been  improved^  nor  as  far  as  could 
be  learned  have  any  steps  been  taken  toward  the  improvement  of  the  plant 
or  the  construction  of  a  new  one.  The  recommendation  regarding  the  installa- 
tion of  the  chlorine  apparatus  has  however  been  carried  out,  but,  as  pointed 
out  above,  the  apparatus  was  not  in  operation  at  the  time  of  the  inspection 
of  September  28,  1920. 

From  such  information  as  could  be  obtained  it  appears  that  no  chlorine 
was  applied  to  the  water  from.  September  14  to  October  2;  and  that 
during  that  period  the  polluted  water  from  the  brooks  was  allowed  to  pass 
into  the  mains  with  no  other  treatment  than  th«  pa-tir^  ^^It^at'^^n  n-hi'^h  the 
results  of  the  analyses  ol  the  samples  taken  at  the  time  of  the  inspection 
show  was  not  effective  in  removing  the  contamination.  This  interruption 
in  the  application  of  chlorine  was  due  to  the  city  authorities  allowing  the 
supply  of  chlorine  to  become  exhausted.  In  this  connection  it  should  be 
mentioned  that  the  city  authorities  were  on  June  28,  1920,  notified  by  the  | 

Engineering  Division  of  this  Department  of  the  fact  that  owing  to  transporta-  1 

tion  conditions  trouble  was  being  experienced  by  many  municipalities  in  ' 

securing  shipments  of  chlorine,  and  were  requested  to  furnish  this  Depart- 
ment certain  information  regarding  their  chlorine  supply  so  that  the  Depart- 
ment might  assist  them  if  necessary,  in  case  of  danger  of  shortage.     Xo 
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reply  to  this  letter  was  received.  On  June  30  another  letter  was  sent 
to  them  by  the  Engineering  Division,  advising  them  how  shipments  of  water- 
works chemicals  could  be  expedited  through  the  Interstate  Ck>nmierce  Commis- 
sion, and  they  were  advised  to  keep  a  considerable  quantity  of  chlorine  on 
hand  in  order  to  avoid  any  possibility  of  a  shortage.  Apparently  these  warn- 
ings and  suggestions  were  disregarded,  for  the  supply  was  allowed  to  become 
exhausted  and  no  effort  made  to  secure  a  pronvpt  shipment  of  the  chemical 
in  accordance  with  the  advice  of  June  30,  1920,  even  after  the  supply  had 
become  exhausted. 

In  view  of  the  above  facts  it  was  concluded: 

1.  That  the  water  supply  of  M'echanicville  is  not  in  satisfactory  sani- 
tary condition. 

2.  That  frequent  outbreaks  of  typhoid  fever  have  occurred  in  the  city 
due  to  the  unsatisfactory  condition  of  the  water  supply. 

3.  That  these  outbreaks  might  have  been  and  future  outbreaks  may 
be  prevented  by  carrying  out  all  of  the  recommendations  of  this  Depart- 
ment, and  exercising  careful  supervision  over  the  watershed  and  the 
operation  of  the  treatment  plant. 

It  was  therefore  recommended: 

That  unless  a  new  satisfactory  course  of  supply  is  developed,  the  treat- 
ment plant  be  reconstructed  or  a  new  plant  constructed,  and 

a  A  coagulant  be  added  to  the  water  in  proper  proportions  at  all 
times; 

b  A  coagulation  basin  of  suitable  sise,  fitted  with  the  necessary 
appurtenances,  be  provided  and  used ; 

c  The  piping  of  the  filters  be  arranged  so  that  the  first  water 
after  washing  may  be  wasted; 

d  A  duplicate  boiler  be  provided  as  that  it  will  not  be  necessary 
to  shut  down  the  plant  in  order  to  clean  the  boiler; 

e  The  piping  near  the  station  be  rearranged  so  that  raw  water 
of  the  upper  reservoir  cannot  be  allowed  to  flow  into  the  distribution 
system  of  the  city; 

f  Liquid  chlorine  be  applied  to  the   filtered  water  continuously 
and  in  proper  proportions. 
That  pending  the  completion  of  such  improvements: 

a  All  the  water  furnished  to  the  city  be  sterilised  at  all  times  by 
the  continuous  application  of  a  sufficient  amount  of  liquid  chlorine; 
b  A  tap  be  made  on  the  maih  a  short  distance  below  the  junction 
of  the  main  to  the  discharge  pipe  of  the  pumping  station; 

c  Samples  of  water  be  taken  from  this  tap  at  frequent  intervals 
and  tested  for  excess  chlorine  in  accordance  with  the  method  ap- 
proved by  this  Department ; 

d  The  rate  of  application  of  the  chlorine  be  regulated  in  accord- 
ance with  the  results  of  these  teets; 
e  A  careful  record  be  kept  of  the  weight  of  chlorine  used  each  day. 
That  the  watershed  from  which  the  supply  is  derived  be  carefully 
inspected  at  frequent  intervals  and  the  rules  and  regulations  for  the  pro- 
tection of  the  supply  from  contamination  enacted  by  this  Department 
strictly  enforced. 

MEDINA 

A  reinspection  of  the  public  water  supply  of  Medina  was  made  by  Mr.  Earl 
Devendorf,  assistant  en^rineer  in  this  Department^  on  October  1-0,  1920,  a 
previoue  investigation  of  this  supply  having  been  made  in  1916. 

Medina  is  an  incorporated  village  of  eome  6,600  inhabitante  located  in  the 
western  part  of  Orleans  county.  The  -village  is  served  by  a  municipal  aeww 
system  which  discharges  without  ptiriflcation  into  Oak  Orchard  creek,  a  small 
stream  flowing  through^  the  village  and  discharging  into  Lake  Ontario. 

The  water  supply  is  owned  by  the  village  and  operated  under  a  board  of 
truffteee.    The  supply  is  obtained  from  a  dug  well  located  about  3  miles  south 
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of  the  village,  from  which  it  is  pumped  to  a  concrete  reaerroir  from  which  it 
flows  by  gravity  into  the  village  maine  and  a  standpipe  located  in  the  village. 
Approximately  95  per  cent  of  the  populati<»L  is  served  with  the  supply,  and 
the  consumption  is  estimated  at  about  1%  millicm  gallons  per  day,  or  230 
gallons  per  capita  per  day.  There  are  numerous  cold  storage  and  canning 
factories  which,  together  with  The  New  York  Central  Railroad  Ck>mpany,  use 
during  the  season  approximately  400,000  gallons,  or  00  gallons  per  capita  per 
day.  This  gives  a  domestic  conjnimption  of  170  gallons  per  capita  per  day. 
which  is  a  very  high  rate. 

The  recent  inspection  was  made  as  the  result  of  information  reaching  this 
office  that  due  to  the  shortage  of  water  it  had  been  necessary  for  the  village 
to  u»e  canal  water.  At  the  time  of  the  inspection  it  was  ascertained  that  the 
standpipe  located  in  the  village  had  been  painted  during  the  summer  and  that 
before  the  painting  had  been  completed  the  canneries  and  cold  storage  plants 
started  operation,  using  large  quantities  of  water,  and  it  had  been  impossible 
to  pump  enough  water  from  the  supply  to  flll  the  standpipe.  This  reduced 
the  amount  of  storage  usually  kept  ahead,  and  occurring  just  at  a  time  when 
the  large  conmimers  were  drawing  heavily  reduced  the  storage  heM  in  the 
reservoir  until  it  was  necessary  to  augment  the  well  water  supply  by  the  use 
of  the  Are  pump  at  the  S.  A.*  Cook  Furniture  Company  factory,  whii^  wi« 
used  to  pump  water  consisting  of  a  mixture  of  canal  water  and  Oak  Orchard 
creek  water.  Puniping  was  begun  at  11  A.  M.  on  September  28  and  con- 
tinued until  1  A.  M.,  October  1,  1920.  The  public  had  been  previously  warned 
by  handbills  distributed  from  house  to  house  and  by  advertisements  in  the 
public  newspapers,  in  which  they  were  advised  to  boil  the  water.  The  fire 
pump  is  said  to  be  connected  by  a  plain  gate  valve  to  the  village  distribution 
system,  which  arrangement  constitutes  a  potential  source  of  contamination  of 
the  public  supply.  The  pump  is  an  18  x  10  x  12-inch  steam  pump  manufac- 
tured by  the  George  F.  Blake  Manufacturing  Company,  and  is  said  to  hare 
a  rated  capacity  of  1,000  gallons  per  minute  at  70  r.p.m. 

At  the  time  of  the  inspection  it  was  stated  that  the  village  authorities  in 
charge  of  the  public  water  supply  are  contemplating  augmenting  the  present 
water  supply  by  the  construction  of  an  additional  well  or  wells.  Before  anv 
final  plans  are  adopted,  however,  it  seems  advisable  that  the  village  enga^ 
a  competent  water  supply  expert  to  make  a  thorough  investtgaticm  of  tie 
available  sources  of  public  water  supply  in  the  vicinit^  and  advise  them  as  to 
the  most  economical  and  proper  means  of  developing  the  best  source  of  suppk 
in  order  that  a  public  water  supply  may  be  furnished  to  the  residents  of  ih» 
village  which  shall  be  at  all  times  adequate  in  quantity  and  of  a  proper  sani- 
tary quality. 

As  a  result  of  the  inspection  it  was  concluded  in  a  report  dated  November 
23,  1920,  that  as  previously  pointed  out  the  public  water  supply  of  Medina  l< 
derived  from  a  source  which  is  free  from  any  serious  pollution,  although  it 
IS  subject  to  the  possibility  of  pollution  reaching  the  supply  through  tbe 
limestone  formation,  in  which  the  well  is  located;  that  due  to  excesi^vi* 
demand  during  the  past  summer  >by  the  canneries  and  cold  storajsre  plants 
located  in  the  villa^.  the  public  water  supply  was  depleted  and  it  was  neces- 
sary to  pump  untreated  water  from  Oak  Orchard  creek  and  the  Bar^  canal 
overflow:  that  the  fire  supply  system  at  the  S.  A.  Cook  Furniture  Company. 
derived  from  Oak  Orchard  creek  and  the  Barpre  canal  overflow,  is  connected  at 
present  with  the  village  distribution  mains  by  a  plain  gate  valve  and  may 
constitute  a  potential  source  of  danger  to  the  health  of  the  resident?  of  the 
village. 

It  was  therefore  recommended  that  the  village  authorities  ensrage  the  ser- 
V7fH»s  of  a  competent  water  supply  expert  to  aid  them  in  augmenting  the 
present  water  supply :  that  in  case  it  becomes  necessary  to  aeain  nump  water 
from  Oak  Orchard  creek  and  the  Barge  canal  overflow  before  the  eunph-  i« 
aiiemontpd  bv  water  from  satisfactory  additional  sources,  the  water  Iv  fir«t 
chlorinated  in  such  a  manner  as  effectively  to  sterilize  the  mioply  before  it  i< 
pumped  into  the  public  mains,  employing  an  ensrineer,  if  nece«»sarv.  to  a'irise 
them  as  to  the  means  for  carrying  out  this  recommendation ;  that  the  present 
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croM-connection  between  the  fire  pump  at  the  furniture  factory  of  the  S.  A. 
Oook  Company  and  the  village  distribution  mains  be  disoonnected,  or  that 
8L  double  check  and  gate  valve  be  installed  in  an  acceesible  manhole,  in  accord- 
ajice  with  the  general  plana  approved  by  this  Department,  a  ibiueprint  of 
i^hich  is  attached  to  the  reports 


MERRICK 


A  reinspection  of  the  public  water  supply  of  the  unincorporated  village  of 
!Merrick,  Nassau  county.  Long  Island,  N.  Y,,  was  made  by  Mr.  Alfred 
Miillikin,  assistant  engineer  in  this  Department,  on  May  20,  1920,  a  previous 
inspection  of  this  supply  having  been  made  hy  tiiis  Division  in  1016. 

Merrick  is  located  in  the  southern  part  of  the  town  of  Hempstead,  about  27 
miles  from  New  York  city.  The  present  population  is  estimated  at  about 
1,500.  Of  the  total  population,  approximately  50  per  cent  are  served  with 
water  from  the  public  water  supply.  The  waterworks  are  owned  and  operated 
by  the  Hempsftead  and  Oyster  Hay  Water  CkMnpany. 

The  water  supply  is  derived  from  four  driven  wells  and  one  tile  well  located 
in  the  center  of  the  development  about  one-fourth  of  a  mile  south  of  the  Long 
Island  Bailroad  station.  From  the  wells  the  water  is  ~i2lelivered  iby  punpiag 
through  a  diatributing  system  consisting  of  about  6  miles  of  castirom  pipe 
ranging  from  2  to  6  inches  in  diameter.  An  elevated  wooden  tank  halving 
a  capacity  of  albout  15,000  gallons  takes  the  surplus  and  acts  as  an  equaliiing 
reservoir,  maintaining  for  domestic  use  an  average  pressure  in  the  mnaiei- 
pality  of  api»roximately  20  poundsr  per  square  inch.  For  fire  proteoticn, 
however,  approEzimately  80  pounds  per  square  indi  is  available  from  a  pressure 
tank.  This  steel  pressure  tank  hM  a  total  capacity  of  about  12,000  gaSkais. 
Of  the  125  Bsrvioe  tape,  only  relativeljr  few  are  meteredL  The  aiverage  daiiy 
water  consumption  in  winter  is  approximately  20,000  gallons,  and  in  sinmner 
approximately  35,000  gallons,  or  27  and  47  gallons  per  capita  respectively. 
In  general,  the  details  of  the  waterworks  system  remain  as  described  in  the 
previous  report,  with  the  exception  that  a  windmill  which  supplemented  the 
other  pumping  machinery  has  been  abandoned.  This  windmill  was  ordinarily 
used  to  pump  the  water  required  for  domestic  use  during  the  winter  period. 

The  wells  consist  of  two  3-inch  driven  wells,  two  4-inich  driven  wells  45  feet 
deep,  one  12-inch  tile  well  about  35  feet  deep,  and  one  new  13-inch  tile  well  86 
feet  deep  constructed  in  1019.  Surrounding  the  top  of  the  12-inch  tile  cased 
well  is  a  manhole  of  brick  about  3  feet  in  diameter  and  5  feet  deep.  The 
water  level  rises  in  the  well  within  about  6  feet  from  the  mtfmob  of  the 
ground.  This  well  is  not  in  use  at  present.  The  new  18-inch  tile  well  is  sur- 
rounded by  a  brick  manhole  about  3%  feet  square  and  5  feet  deep  which  is 
provided  with  an  unlocked  wooden  cover.  The  water  level  in  this  well  recedes 
to  a  depth  of  10  feet  4  inches  from  the  surface  of  the  ground  while  the  pumps 
are  in  operation. 

The  land  on  which  the  plant  is  located  is  leased  by  the  company  and  only 
a  small  tract  is  provided.  Although  the  territory  in  the  immediate  vicinity 
of  the  well  is  now  sparsely  settled,  it  is  probable  that  houses  may  be  erected 
very  dose  to  the  wells  at  some  time  in  the  future. 

From  the  recent  inspection  it  appears  that  the  nearby  buildings  are  pro- 
vided with  cesspools,  which,  however,  in  some  cases  may  not  be  impervious; 
that  no  amalyses  are  made  throuehout  the  year;  and  that  there  is  apparently 
little  opportunity  for  pollution  <S  the  ground  water  in  the  immediate  vicinily 
of  the  wells. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Merrick  it 
was  concluded,  in  a  report  dated  July  15,  1920,  that  the  authoritiee  in  charge 
of  the  water  supply  have  in  part  carried  out  the  previous  recommendatioos  of 
this  Department. 

It  was  therefore  recommended  that  precautions  should  he  taken  to  see  that 
all  buildings  erected  in  close  proximity  of  the  wells  are  provided  witii  im- 

9 


258  Stats  Bspabtmsitt  of  Hsai^th 

pervious  cesapooU,  or  privies  with  watertight  containers,  the  contents  of 
which  should  be  regularly  removed  and  properly  disposed  of  in  a  re- 
mote place;  that  the  pomp  pit  be  made  imiperviouA  to  prevent  the  eotranoe  of 
surface  water  which  is  now  generally  allowed  to  seep  into  the  ground  ait  the 
west  end  in  close  proximity  to  the  source  of  water  supply;  and  that  an  im- 
pervioue  sump  hole  be  constructed  and  a  hand  pump  be  installed  in  order  tlist 
any  water  collecting  on  the  floor  may  be  delivered  to  some  point  remote  from 
the  wells. 


MEXICO 


A  reinapection  of  the  public  water  supply  of  Mexico  was  made  by  Mr.  Earl 
Devendorfy  assistant  engineer,  on  August  ^,  1919,  a  previous  investigaticn  of 
this  supply  having  been  made  by  this  Division  in  1916. 

Mexico  is  an  incorporated  village  of  1,300  inhabitants  located  in  Oswego 
county,  on  the  Niagara  Falls^  Oswego  and  Richland  branch  of  the  New  York 
Central  railroad,  about  half  way  between  Oswego  and  Richland;  and  is  also 
located  on  the  Salmon  river  and  Black  creek. 

The  public  water  supply  is  owned  by  the  municipality,  and  is  operated  \rf 
a  board  of  water  oommissionera  of  which  Mr.  A.  W.  Richardson  is  super- 
intendent. The  supply  is  derived  from  the  east  branch  of  Black  creek,  about 
2  miles  south  of  the  village.  From  the  creek  the  supply  is  pumped  after 
treatment  with  alum  and  hypochlorite  of  lime  through  pressure  filters  into 
the  distributicm  system,  and  th»ice  to  a  steel  standpipe  located  in  the  village 
having  a  capacity  of  140,000  gallone.  The  consumption  varies  from  40,000  to 
00,000  gallons  per  24  houra^  correiqN»ding  to  a  per  capita  rate  of  63  galloae 
and  92  gallons  respectively. 

The  watershed  of  Black  creek  above  the  point  from  which  the  supply  is 
derived  is  about  one  square  mile  in  area  and  is  principally  used  for  agri- 
cultural purposes.  There  are  some  40  or  50  inhabitants  residing  on  the  water^ 
shed.  Nearly  one-half  of  the  area  consists  of  swamp  and  wood  land.  The 
farm  houses  are  located  well  back  from  the  stream  and  afford  very  little 
opportunity  for  direct  pollution  of  the  water. 

The  recent  inspection  disclosed  that  the  conditions  of  the  public  water 
supply  remained  practically  the  same  as  at  the  time  of  the  former  investiga- 
tion and  that  the  recommendations  oi  our  former  report  had  apparently  aot 
been  carried  out.  Except  for  the  installation  of  a  new  auxiliary  gaaoliae 
engine  and  an  increase  in  the  number  of  water  consumers,  the  waterworki 
system  remains  as  described  in  the  former  report. 

At  the  Alter  plant  the  solutions  are  mixed  in  the  chemical  tanks,  and  it  U 
customary  to  mix  20  pounds  of  alum  and  1  pound  of  hypo  per  batch.  Tbe 
batches  usually  last  for  about  3  days'  pumping,  it  being  planned  to  mix  a  oev 
batch  after  one  day's  pumping  and  to  allow  it  to  settle  until  the  next  daj 
when  it  is  ready  for  use.  On  the  day  of  the  visit,  however,  the  operator  had 
pumped  for  about  one  hour  without  treatment  by  alum  or  hypo  due  to  haviBg 
nm  out  of  the  chemical  solutions  and  having  just  mixed  a  new  botch.  In  this 
connection  it  should  be  pointed  out  that  no  water  should  be  pumped  into  the 
distribution  system  without  being  treated  with  alum  and  hypo  in  sufficient 
quantities  effectively  to  remove  color  and  to  sterilize  the  supply. 

As  a  result  of  the  investigation  it  was  concluded  in  a  report  dated  Mardi 
4,  1920,  that  the  former  recommendations  of  this  Department,  as  eununariaed 
above,  have  not  been  carried  out,  although  the  need  for  them  still  exists;  and 
that  for  a  short  period  of  time  previous  to  the  recent  inspection  no  chemical 
solutions  were  being  used  in  connection  with  the  operation  of  the  pressure 
filters  and  the  plant  was  not  effectually  purifying  <the  supply. 

It  was  therefore  recommended  that  the  village  officials  carry  out  the  former 
recommendations  of  this  Department  as  soon  as  possible;  that  great  care  be 
taken  to  operate  the  purification  plant  so  as  effectually  to  reduce  the  organic 
content  and  to  provide  sterilisation  of  the  public  water  supply  at  all  times. 
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MIDDLEPORT 

A  reinspection  of  the  public  water  supply  of  Middleport  was  made  by  Mr. 
Earl  Devendorf,  assistant  engineer  in  this  department,  on  October  17,  1920, 
previoua  investigations  of  thk  supply  having  been  made  in  1915  and  1919. 

Middleport  is  an  incorporated  village  located  in  the  eastern  part  of  Niagara 
county,  about '11  miles  south  of  Lake  Ontario  and  about  45  miles  west  of 
Rochester.  The  present  population  is  estimated  at  1,600,  of  which  about  75 
per  cent  are  served  with  the  public  water  supply.  The  water  supply  is  owned 
by  the  village  and  operated  under  a  board  of  trustees.  The  public  water 
simply  is  derived  f rcmi!  a  ahallow  Weil  located  tAxnjtt  3  miles  soutWest  of  the 
village.  The  consumption  is  estimated  as  between  80  and  150  thousand  gal- 
lons per  day,  depending  upon  the  season  of  the  year.  The  water  is  pumped 
into  the  village  distribution  system,  the  excess  over  consumption  going  to 
a  steel  staiMlpipe  14  feet  in  diameter  and  65  feet  in  height,  having  a  capacity 
of  75,000  gallons. 

The  recent  investigation  was  made  as  the  result  of  word  having  reached  this 
office  that  canal  water  was  again  being  furnished  the  consumers  in  the  village 
due  to  a  shortage  of  water.  At  the  time  of  the  inspection  it  was  found  that 
water  was  first  pumped  beginning  September  10,  1920,  and  has  been  pumped 
evei^  other  day  since.  The  auxiliary  supply  is  obtained  from  the  overflow  of 
the  Barge  canal,  and  is  pumped  by  means  of  a  16  x  9  x  12-inch  Buffalo  duplex 
steam  pump  having  a  rated  caj^acity  of  750  gjp.m.  at  70  r.pjn.,  into  the  village 
distribution  system,  the  excess  over  consumption  going  to  a  standpipe.  The 
pump  is  located  in  the  basement  of  the  Lin-Del  Fruit  Company  and  is  main- 
tained as  a  Are  pump.  At  the  time  of  the  inspection  the  pump  had  not  been 
used  for  two  days  on  account  of  br<^6n  valves.  New  valves  had  beesi  ordered 
but  had  not  yet  arrived. 

While  no  definite  record  of  operation  wfts  kept,  it  was  ascertained  from  the 
engineer  at  the  plant  that  approximately  40,000  gallons  of  water  had  been 
pumped  per  day,  and  that  the  average  amount  of  dilorine  used  was  2  pounds 
per  day,  or  approximately  6  p.p.m.    The  chlorine  is  applied  directly  from  the 
cylinder  into  the  suction  pipe  of  the  pum^p,  there  being  no  manometer  or  other 
means   of  measuring   or   indicting  the   flow   of  gas  other  than   the   tank 
valve.      This    is    not    an    entirely    satisfactory    manner    of    applying    Uie 
liquid  chlorine  as  there  is  no  means  of  varying  or  controlling  the  rate  of 
application  of  the  gas  with  any  degree  of  a4scuracy.    The  pump  is  normally 
separated  from  the  city  mains  by  a  single  check  and  ^ate  valve,  and  the 
check  valve  had  been  removed-  in  order  to  make  it  possible  to  pump  water 
into  the  city  mains.    It  was  not  known  howl  long  it  would  be  necessary  to 
continue  pumpinff  from  the  canal  into  the  village  mains,  but  it  is  expected 
that  as  soon  as  the  first  rainstorm  occurred  and  relieved  the  present  drought 
that  the  municipal  supply  would  be  suflteient  to  care  for  the  needs  of  the 
village.    The  amount  of  water  being  pumped  from  the  mimicipal  supply  was 
stated  as  being  approximately  68,0(1^  gallons,  indicating  that  the  present  con- 
sumption is  now  about  100,000  gallons  per  day.    There  are  six  factories  and 
one  school  which  are  the  largest  consumers.    The  amount  of  water  used  for 
industrial  purposes  was  not  &own. 

It  is  proposed  to  obtain  an  additional  supply  of  water  for  the  village  from 
Middleport  creek.    At  a  point  on  the  stream  about  1%  miles  south  of  the 
center  of  the  village  a  20  million  gallon  storage  reservoir  is  to  be  constructed. 
Water  from  this  reservoir  is  to  be  purified  by  means  of  a  slow  sand  filter 
plant  of  approximately  200,000  gallons  per  day  capacity,  and  forced  by  pumps 
throngh  about  5,000  feet  of  6-inch  castiron  pipe  to  the  village  distribution 
syatem.    The  pumping  is  to  ibe  maintained  against  the  pressure  given  by  the 
existing  standpipe,  the  top  of  which  is  104  feet  aibove  the  proposed  pumps. 
TliiB  proposed  additional  source  of  supply  was  approved  by  the  Conservation 
Commission  on  March  25,  1920,  subject  to  the  condition  that  the  village  secure 
tlie  enactment  of  rules  and  regulations  for  the  sanitary  protection  of  the 
vvnAtershed  and  rigidly  enforce  the  same,  and  also  that  the  supply  be  ade- 
quately filtered  and  sterilised. 
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At  the  time  of  the  inepectioik  the  engineer  wae  informed  that  the  nmin  core 
wall  of  the  dam  for  the  new  reservoir  has  been  oampleted,  bat  that  the  village 
is  awaiting  a  reduction  in  the  market  price  of  casturon  pipe  before  letting  tne 
contract  for  the  erection  of  the  pumping  station  and  new  pipe  line.  It  is 
expected  that  the  new  supply  will  be  completed  and  ready  for  operation  hj 
July  1,  1921. 

As  a  result  of  the  inspection  it  was  concluded  in  a  report  dated  I>ecember 
29,  1920,  that  in  accordance  with  the  previous  recommendations  of  thia  Be- 
poitment,  the  village  authorities  have  taken  steps  to  secure  a  new  public 
water  eupply  of  ec^isfaotory  sanitary  quality  and  this  supply  is  now  in 
process  of  completion;  that  due  to  a  shortage  of  the  present  water  supply 
during  the  past  summer,  water  from  the  Barge  canal  overflow  has  been 
pumped  after  chlorination  into  the  village  distribution  maina;  that  the  man- 
ner of  chlorination  of  the  auidliary  supply  derived  from  the  overflow  of  the 
Barge  canal  is  not  entirely  satisfactory,  in  that  no  i^paratus  is  provided  for 
determining  or  controlling  the  rate  of  application  of  chlorine. 

In  view  of  the  above  it  was  therefore  reconunended  that  the  new  public 
water  supply  now  under  construction  be  completed  at  as  earl^  a  date  s» 
possible;  that  when  the  new  supply  is  completed  the  purification  plant  be 
placed  under  the  supervision  of  a  competent  operator  and  be  constantly  and 
carefully  operated  in  order  that  a  public  water  supply  of  satisfactory  sanitary 
quality  may  at  all  times  be  furnished;  that  no  water  from  the  Barge  canal 
overflow  be  pumped  into  the  puhlic  distribution  system  ^thout  eflectiTe 
sterilization  of  the  supply,  and  to  this  end  a  chlorination  apparatus  be  in- 
stalled and  effectively  operated  whenever  it  becomes  necessary  to  use  the 
Barge  canal  overflow. 

MIDDLETOWN 

A  reinspection  of  the  public  water  supply  of  the  city  of  Middletown  wu 
made  by  "Mtr.  W.  J.  Erickson,  sanitary  inspector  in  this  department,  on  Octo- 
ber 27,  1920,  a  previous  inspection  of  this  supply  having  been  made  in  19U^ 
Rules  and  regulations  for  the  sanitary  protection  of  the  supply  were  enacted 
in  1903. 

Middlletown  is  a  city  of  about  19,000  inhaiyitants  foeated  in  the  west  ocBtrsI 
part  of  Orange  county.  It  is  about  67  miles  northwest  of  New  Y^x'k  eily,  «b 
the  Etie  railroad.  The  Middletown  State  Homeopathic  Hospital  is  located  ii 
the  northwestern  part  of  the  city. 

The  supply  is  owned  and  controlled  'by  the  city  under  the  direction  of  the 
department  of  public  works,  of  wiiich  Mr.  John  A.  Korschen  is 


The  supply  is  derived  from  three  atorage  reservoirs,  the  nearest  being  about 
a  mile  west  of  the  city.  The  upper  reservoir,  known  as  Shawangunk  lake,  ii 
connected  with  the  lower  or  Monhagen  lake,  and  forms  the  source  of  tin  Mob- 
hagen  or  low  pressure  supply.  The  central  reservoir  or  Highland  lake  fonsi 
the  source  of  the  Highland  or  high  pressure  supply.  The  hill  seetion  <d  tbf 
cil^^  uses  the  Highland  supply,  the  remainder  being  supplied  from  the  Mob- 
hagen  system.  The  supply  is  conducted  from  these  reservoirs  to  the  flha- 
plant.  From  the  clear  water  basin  and  the  pressure  fllters  the  water  llowi  \^ 
gravity  through  about  45  miles  of  castiron  mains  varying  from  24  inchei 
to  4  inches  in  diameter.  There  are  about  2,fl00  service  mains  of  which  lev 
are  metered.  The  pressure  in  the  mains  varies  from  36  to  80  pounds  fff 
square  inch.  The  average  daily  consumption  from  the  low  pressure  ay  stem  if 
2,750,000  gallons,  and  from  the  hiffh  pressure  system  660,000  nllons,  or  a 
total  of  3,400,000  gallons.  When  the  planned  additions  and  flateratlqBs  v 
the  filter  plant  are  completed,  the  increased  available  supply  will  make  it 
possible  to  increase  the  distribution  system  without  overtaxuiK  the  flltsra 

The  low  pressure  supply  is  derived  from  two  storage  feserroirs  <nr  artiiieiil 
lakes.  The  upper  one,  Shawangunk  Lake,  has  a  surface  area  of  about  410 
acres  and  a  depth  of  24  feet,  with  an  estimated  capacity  of  418,000,000  ffi- 
Ions.  This  lake,  as  well  as  the  other  two,  appears  to  he  largely  snfing  M 
One  small  stream,  known  as  the  Little  Shawangunk  Idll,  is  impiwmilwl  abotft 
a  mile  west  of  Shawangunk  lake  and  is  piped  to  the  laJce.    Shawangunk  lake 
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also  receives  the  overflow  from  the  middle  or  Highland  lake.  Ftom  Shawaii- 
gunk  lake  the  water  is  conducted  to  the  lower  reservoir,  Monhagen  lake, 
throngh  3  miles  of  30-inch  pipe.  The  supply  either  flows  into  Monhagen  lake 
over  an  aerating  fountain,  or  may  be  l^-passed  directly  to  the  gravity 
mechanical  Alters  of  the  low  pressure  eyst^. 

Monhagen  lake  has  a  surface  area  of  about  433  acres,  with  a  capacity  esti- 
mated at  about  271,800,000  gallons.  It  is  about  40  feet  below  the  level  of 
Shawangunk  lake  and  about  20  feet  above  that  of  the  fllters.  A  16-inch  pipe 
conducts  the  water  to  the  fllters  located  .in  a  brick  building  just  across  the 
road  below  the  earthen  dam  which  holds  the  lake  water  iback. 

Highland  lake,  whidi  supplies  the  high  preseure  system,  is  located  about 
two  miles  from*  the  fllter  plant.  The  lake  has  a  surface  area  of  about  341 
acres  and  a  capacity  estimated  to  be  617,000,000  gallons.  It  lies  at  an  eleva- 
tion of  about  80  feet  above  tiiat  of  the  fllters,  to  which  the  water  is  conducted 
by  a  12-inch  pipe.  A  second  line  has  been-  laid  from  the  lake  alongside  of  the 
12-incfa  line  for  a  distance  of  6,000  feet  and  then  shunted  with  the  old  line. 

The  area  tributary  to  the  reservoirs  ie  practically  all  owned  by  the  city, 
and  except  for  the  homes  of  the  caretakers  which  are  so  far 'removed  from 
the  lakes  as  not  to  endanger  the  supply,  there  are  no  permanent  sources  of 
pollution.  The  watershed  of  the  Little  Shawangunk  kill  is  also  in  a  satis- 
factory sanitary  condition.  The  rules  and  regulations  enacted  by  this  De- 
partment are  rigidly  enforced.  Two  caretakers  patrol  the  watersheds  almost 
daily.  Considerable  trouble  is  experienced  from  algae  ^owths  in  the  reser- 
voirs which  continually  clog  the  fllters  in  summer,  making  frequent  washing 
necessary.  The  judicious  a^lication  of  copper  sulphate,  starting  in  spring  or 
early  summer  and  continuing  throughout  the  warm  season,  would  tend  to 
retard  these  growths  and  thus  relieve  the  filtration  plant  to  a  1ar$re  extent. 

The  fllters  are  located  in  a  brick  tmilding  38  x  130  feet  in  plan  with  a  small 

winir  50  X 16  feet.     The  gravity  fllters  are  located  in  one  side  of  the  main 

buildii^.    At  present  there  are  eight  units.    The  four  original  14-foot  cylinder 

cypress  tank  fllters  installed  in  1000  are  to  be  removed,  and  six  additional 

Gontinental->Iewel    fllters,    similar    to   those    installed    in    1908,    placed    in 

operation.    These  tanks  are  11x16  feet  inside  and  have  12-inch  walls.    The 

strainer  system  consists  of  33  parallel  rows  of  laterals  from  a  6-inch  header. 

Those  laterals  are  each  tapped  for  ten  %-inch  Continental-Jewel  strainers. 

Over  the  strainers  there  is  9  inches  of  graded  gravel  in  three  layers  and  about 

27  inches  of  sand.    The  fllters  are  operated  under  a  head  of  28  inches.    A 

fairly  constant  level  is  maintained  by  a  valve  over  the  influent  line  which  is 

operated  by  a  float.    The  inner  walls  are  lower  than  the  bounding  walls,  and 

^vhen  one  fllter  overflows  it  overflows  into  the  others.    The  fllters  are  cleaned 

when  they  begin  to  overflow.    This  is  done  by  reversing  the  flow.    After  the 

influent  pipe  has  been  closed  and  the  head  drawn  to  the  gutters,  air  is  blown 

through  the  bed  for  flve  minutes,  then  wash  water  for  flve  minutes,  then  air 

acrain  for  flve  minutes  and  flnally  wash  water  until  the  bed<  is  clean.    The  first 

nitrate  is  wasted.    Ordinarily  all  fllters  are  not  operated  at  one  time  except 

when  there  is  a  vigorous  growth  of  algae  in  the  reservoirs,  at  which  times  all 

units  must  be  placed  in  service  because  of  the  rapid  clogging.    The  capacity 

jDf  these  units  is  half  a  million  gallons  per  day  for  each  unit.    The  total  area 

7>f  the  present  plant  is  about  .0334  acres.    The  rate  of  filtration  is  therefore 

about  85,000.00>0  gallons  per  acre  per  day. 

The  coagulant  tank  is  placed  high  over  the  fllters  so  as  to  raise  the  oriflce 
bigher  than  the  level  of  Monhagen  lake.  A  small  platform  supported  by  two 
rafters  carried  two  cylindrical  cypress  tanks  provided  with  valves  with  glass 
ban  floats.  These  tanks  discharge  into  a  rectangular  tank  also  provided  with 
fr}tLB8  ball  floats.  The  discharge  oriflce  is  fltted  with  interchangeable  calibrated 
rin^  weirs.  Sulphate  of  alumina  Is  used  for  the  coagulant,  and  is  dissolved  in 
a.  small  cylindrical  tank  and  raised  by  water  pressure  to  the  storage  tanks. 
About  .8  of  a  grain  is  applied  per  gallon  flltered,  the  exact  amount  depending 
tipofn  the  character  of  the  raw  water.  The  apiparatus  had  become  cloged  just 
previous  to  the  time  of  the  inspection  and  no  alum  was  being  applied. 

A  clear  water  basin,  74  feet  long,  36  feet  wide,  and  6  feet  deep,  having 
A  capacity  of  100,000  gallons,  is  located  below  the  fllter  house.    An,  additi<mal 
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clear  wuter  basin  with  a  capacity  of  280,000  gaUona  waa  being  coBstructed 
just  south  of  the  filter  plant. 

Four  horizontal  steel  tank  pressure  mechanical  filters  8  feet  high  by  10 
feet  long  €ae  provided  tor  treating  the  water  of  the  high  preeaure  eupply. 
These  filters  are  operated  under  a  head  of  80  feet,  the  difference  between  the 
filters  and  that  of  the  level  of  Highland  lake,  the  source  of  the  raw  water 
supply.  The  strainer  system  is  similar  to  that  in  the  gravity  filters.  Above 
the  strainer  system  is  a  6-inch  layer  of  gravel  and  24  to  30  inches  of  sand. 
The  filters  are  washed  when  the  loss  of  head  in  the  tank  reaches  10  pounds, 
using  a  method  similar  to  that  in  washing  the  gravity  filters.  Usually  they 
are  washed  onoe  in  24  hours.  To  meet  the  needs  of  an  increasing  consump- 
tion, two  additional  imits,  similar  to  those  already  in  use,  will  be  installed. 
The  capacity  of  these  units  is  about  260,000  gallons  per  24  hours.  The  total 
area  of  the  present  pressure  filters  is  about  .0073  acre  based  on  the  length 
and  diameter  of  the  cylinder.  The  present  rate  of  filtration  is  therefore  almut 
89,000,000  gallons  per  acre  per  day. 

The  coagulant  for  the  pressure  filters  is  applied  by  the  Shunt  current 
method  through  a  castiron  drum,  the  rate  being  regulated  by  the  valves  of 
the  Shunt  circuit.  An  average  of  about  .8  grain  of  ahun*  is  appAied  per  galloQ 
of  water  treated. 

When  the  additions  to  the  filter  plants  are  completed  the  area  of  the 
gravity  filters  will  be  increased  to  about  .04  acre,  and  the  yield  increased 
to  5,000,000  gallons  per  dav  assuming  12o,000^000  gallons  per  acre  per  day. 
The  area  of  the  pressure  filter  plant  will  be  increased  to  about  .011  acre. 
Making  the  above  assumptions,  the  available  yield  may  be  estimated  at 
1,375,000  gallons  per  day.  The  total  available  yield  for  the  plant  would 
then  be  6,375,000  gallons  per  day. 

Chemical  and  bacterial  analyses  of  both  the  raw  and  filtered  water  are 
made  monthly  by  the  city  chemist  in  order  to  determane  the  efilciency  of  the 
operation  of  the  plant. 

From  the  results  of  this  inspection  it  was  concluded  in  a  report  dated 
November  26,  1920,  that  the  supply  was  as  free  from  sources  of  ocmtamination 
as  is  possible  for  a  surface  supply,  and  is  subject  onl^  to  possible  pollutioD 
by  animals  or  visitors  on  the  watershed;  that  the  City  of  Middletown  hai 
taken  commendable  action  in  acquiring  the  watersheds  by  purchase  and  free- 
ing them  from  permanent  sources  of  contamination ;  that  the  rules  and  regu- 
lations are  being  strictly  enforced;  that  in  general  the  filtration  plants  are 
operated  efficiently  though  at  the  time  of  the  inspection,  due  to  the  tem- 
porary clogging  of  the  alum  feed  pipe,  no  alum  was  being  applied  to  the 
raw  Monhagen  water  before  filtration.  It  was  therefore  recommended  that 
the  department  of  public  works  continue  to  maintain  the  watersheds  in  a 
sanitary  condition  at  all  times,  and  that  the  filtration  plant  be  continuously 
operated  in  an  efficient  manner. 

The  water  of  this  supply  is  used  by  the  Erie,  the  New  York,  Ontario  and 
Western,  and  the  Middletown  and  Union ville  Railroads.  Data  regarding  the 
supply  were  furnished  to  the  United  States  Public  Health  Service  on  Novem- 
ber 29,  1920,  and  included,  in  addition  to  the  results  of  the  analyses  of 
samples  of  the  water,  the  statement  that  at  the  time  of  the  inspection  the 
conditions  surrounding  the  supply  were  satisfactory,  and  that  the  reenltf 
of  the  inspection  and  the  analyses  of  the  samples,  together  with  the  resnltf 
of  previous  inspections  and  analyses,  indicate  that  the  water  was  of  satis- 
factory quality  for  human  consumption.  A  copy  of  the  report  accompasieJ 
this  data. 


MIDDLBVIIJLB 

A  reinspection  of  the  public  water  supply  of  the  village  of  Middleville  itai' 
made  on  October  21,  1920,  by  Mr.  A.  I.  Howd,  assistant  engineer  in  tius  De- 
partment, previous  investigations  of  this  supply  having  Iwen  made  by  the 
Engineering  Division  in  1910,  1916,  and  1918.    Rules  and  regulations  for  the 
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sanitaxy  protectioii  of  the  reservoirs  and  tributaries  tliereto  of  the  water 
avLpply  of  the  village  were  enacted  hy  the  Department  in  1902. 

Middleville  has  a  population  of  about  710,  and  is  located  in  Herkimer 
county,  about  9  miles  north  of  Herkimer.  Of  the  total  population,  about  90 
per  cent  are  served  with  water  from  the  public  water  supplv.  The  water- 
vrorks  are  owned  and  operated  'by  the  municipality,  under  uie  direction  of 
a  board  of  water  commissioners  of  which  Mr.  H.  E.  Jackson  is  president. 

The  water  supply  is  derived  from  Kenyon  brook,  the  intake  being  located 
about  2  miles  northeast  of  the  village.  The  water  flows  from  the  intake 
reservoir  to  a  large  storage  reservoir  having  a  capacity  of  about  21,000,000 
gallons,  from  which  it  is  delivered  l^  gravity  through  a  distributing  system 
coiiBisting  of  about  2%  miles  of  mains  ranging  from  4  to  6  inches  in  diameter. 
The  pressure  in  the  village  is  approximateSLy  160  pounds  per  square  inch. 
There  «re  aibout  120  service  tape,  one  of  which  is  meteredu  There 
IB  no  accurate  method  of  estimating  the  water  consumption  of  the 
village.  In  general,  the  details  of  the  waterworks  eystem  remain  as  described 
in  the  previous  report.  In  accordance  with  previous  recommendations  of  this 
Department,  the  intake  reservoir  hae  been  cleaned  and  the  mains  in  the  village 
are  flushed  several  times  a  year.  As  far  as  could  be  learned,  no  action  had 
been  taken  on  other  recommendations. 

The  watershed  above  the  point  of  intake  has  an  area  of  about  ^  square 
mile,  on  which  is  located  two  farms.  A  highway  runs  practically  the  entire 
length  of  the  waterahed,  and  another  highway  crosses  the  stream  about  a  mile 
a;bove  the  intake.  The  water  supply  is  subject  to  accidental  and  willful  pollu- 
tion from  inhabitants,  visitors,  and  animals  upon  the  watershed. 

At  the  factory  of  E.  G.  Mills  Leather  Oo.«  Inc.,  there  are  two  cross  con- 
nections between  the  public  water  supply  of  the  village  and  the  fire  protection 
and  industrial  system  of  the  plant.  A  6-inch  connection  from  the  village 
mains  passes  around  the  north  side  of  the  factory  for  the  yard  fire  protection 
system.  There  is  a  single  check  valve  on  this  connection  near  the  street  main. 
A  6-inch  lateral  is  run  from  the  connection  into  the  factory,  and  there  is 
a  single  check  valve  on  this  lateral  in  the  basement  of  the  factory.  On  a  3- 
inch  riser  from  the  lateral  there  is  a  gate  above  which  the  water  is  pumped 
into  the  riser  from  the  West  Canada  creek,  the  water  beinfif  used  principally 
to  operate  elevators.  The  other  connection  between  the  public  water  supply 
and  the  industrial  supply  of  the  factory  is  through  a  tap  on  the  south  side 
of  the  factory.  A  single  check  valve  and  gate  are  located  on  the  connection 
ne&T  Bridge  street.  Inside  the  factory,  before  the  connection  is  made  with 
the  industrial  supply,  there  is  a  gate,  a  meter,  and  a  single  check  valve  in 
succeamon.  While  this  arrangement  is  fairly  satisfactory,  it  cannot  be  con- 
sidered absolutely  safe.  The  connection  between  the  public  water  supply 
mains  and  the  industrial  supply  mains  should  be  provided  with  gates,  doiiblo 
check  valves,  gauges,  and  test  valves,  and  should  be  readily  accessible  for  in- 
.  specting  and  testing.  The  gates,  valves,  and  other  appurtenances  should  be 
installed  in  a  suitably  constructed  manhole  located  at  a  convenient  and  readily 
accessible  point  outside  of  any  building  and  near  the  municipal  main. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Middleville.  it 
was  concluded  that  the  authorities  in  charge  of  the  water  supply  have  in 
part  carried  out  the  recommendations  of  the  previous  report  of  this  depart- 
ment: that  the  public  water  supply  is  subiect  to  accidental  and  willful 
pollution  from  inhabitants,  trespassers,  and  animals  upon  the  watershed ;  that 
the  public  water  supply  is  eubject  to  possible  contamination  from  the  cross 
connections  with  a  polluted  industrial  supply  at  the  E.  C  Mills  Leather  Co.. 
Inc.,  and  that  the  arrangement  of  the  gates  and  check  valves  on  this  cross 
connection  is  not  in  accordance  with  the  general  plan  approved  by  this 
Department. 

it  was  therefore  recommended  that  the  diverting  ditch  around  the  reservoir 
be  cleaned,  as  previously  recommended  by  this  Department;  that  the  village 
authorities  make  regular,  frequent,  and  effective  inepections  of  the  watershed 
and  strictly  enforce  the  rules  and  regulations  enacted  by  tiiis  Department  for 
the  sanitary  protection  of  the  supply;    that  the  village  authorities  consider 
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the  installation  and  operation  of  an  apparatus  for  the  sterilization  ol  the 
supply  with  liquid  chlorine;  that  the  connecti(»i  between  the  pubUe  water 
supply  Hiaiiis  and  the  industrial  supply  mains  be  provided  with  gates,  double 
diedc  vttivea,  gauges^  and  test  yalve9  in  aooovdanoe  with  the  general  pian  ap- 
proved  by  this  Department. 

MILLERTON 

A  reinspection  of  the  public  water  supply  of  Millerton  was  niade  by  Mr. 
W.  J.  EridcBon,  engineering  assistant  of  this  Department,  on  May  29,  1920, 
a  previous  inspection  having  been  made  in'  1917. 

Millerton,  which  is  a  village  of  about  900  inhabitants,  is  located  in  the 
northeastern  part  of  Dutchees  county,  about  60  miles  southeast  of  Albany. 
About  99  per  cent  of  the  inhabitants  use  the  public  water  supply  which  u 
owned  and  controlled  by  the  village  under  the  direction  of  a  board  of  water 
commissioners.  The  water  supply  is  derived  from  a  spring  near  the  head  of 
a  small  brook  a^ut  a  mile  west  of  the  village,  from  the  brook  itself,  and 
from  a  wcM  located  in  the  northwestern  part  of  the  village.  The  water  from 
the  spring  and  brook  is  collected  in  a  small  impoimding  reservoir  from  which 
it  flows  &roughi  a  distribution  system  consisting  of  about  3  miles  of  mains 
ranging  from  4  to  8  inches  in  diameter.  There  are  about  300  service  taps, 
of  whidi  only  13  are  metered.  The  water  consumption  is  estimated  at  195,000 
gaUons  per  dav  in  winter  and  125,000  gallons  per  day  in  summer.  The  pres- 
sure in  the  village  averages  about  95  pounds  per  square  inch.  The  well  supply 
is  pumped  directly  into  the  distribution  system. 

The  spring  is  developed  by  the  construction  of  a  concrete  basin  in  the  bed 
of  the  4xrook  from  which  the  water  is  conducted  by  castiron  pipe  to  the  im- 
pounding reservoir  1,000  feet  below.  A  concrete  trough  carries  the  stream 
over  the  spring  and  this  prevents  the  water  of  the  stream  frofm  entering  the 
spring.  The  brook  water  rune  to  a  small  concrete  intake  basin  provided  with 
a  %-inch  mesh  screen  from  which  a  3-inch  pipe  diverts  part  of  the  brook 
water  into  the  impoimding  reservoir.  The  reservoir  is  formed  by  a  small 
dam  across  the  natural  bed  of  the  brook  and  has  a  capacity  of  about  300,000 
gallons. 

The  watershed  is  about  50  acres  in  area.  The  area  in  the  immediate  vicinity 
of  the  spring  and  reservoir  is  owned  by  the  village  and  is  fenced.  The  ar^ 
above  the  epring  is  used  for  pasturage. 

The  well  supply  is  derived  from  about  10  drilled  wells  20  feet  deep.  The 
strata  consists  of  18  feet  of  gravel  and  18  inches  of  clay  below  which  lies 
a  water  bearing  gravel.  The  general  conditions  around  the  well  were  satis- 
factory at  the  time  of  the  inspection. 

As  a  result  of  this  inspection  it  was  concluded  that  the  brook  supply  is 
subject  to  some  pollution  from  pasture  land  on  IJie  waterdied;  that  the 
spring  is  apparently  adequately  protected,  and  that  the  area  in  the  vidnity 
of  the  well  is  in  a  sanitary  condition. 

It  was  therefore  recommended  that  the  village  purchase  or  <A>tain  the  con- 
trol of  additional  lands  in  the  vicinity  of  the  In'ook  above  the  spring  in  order 
to  prevent  pollution  of  the  water  by  cattle  on  the  watershed,  and  tiiat  the 
area  in  the  vicinity  of  the  well  be  kept  in  a  sanitary  conditicm  at  all  times. 

The  water  of  this  supply  is  used  by  the  Central  New  Enfclsjid  Railroad  for 
drinking  and  cuMnary  purposes  in  interstate  traffic.  Data  r^i^arding  the 
mipply  were  furnished  to  the  United  States  Public  Health  Service  on  October 
18,  1920,  and  included,  in  addition  to  the  results  of  the  analysis  of  a  sample 
of  the  water,  the  statement  that  at  the  time  of  the  inspection  the  conditions 
surrounding  the  supply  were  fairly  satisfactory,  and  that  the  results  of  the 
inspection  and  the  analyses  of  the  samples,  toother  with  the  results  of  pi^ 
vious  inspections  and  analyses,  indicate  that  the  water  was  of  doubtful  sani- 
tary quality  for  human  consumption,  and  that  certain  improvements  should 
be  made.  A  copy  of  the  report  accompanied  this  data.  Based  on  thia  informa- 
tion the  United  States  Public^  Health  Service,  on  N'ovember  ll.  1920,  issued 
a  provisional  oertiflcate  permitting  the  temporary  use  of  the  water  for  drink- 
ing and  culinary  purposes  in  interstate  traffic 
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MINEOLA 

A  reinspection  of  the  public  water  aupply  of  the  village  of  Mineola  waa 
made  by  Mr.  Alfred  Mullikin,  asBi^tant  engineer  in  thift  Department,  cm  June 
9,  1920,  a  previouB  inspection  of  this  su^y  jhaving  been  madle  in  1915. 

Mineola  is  located  in  the  southern  part  of  the  town  of  North  Hempatead, 
about  21  miks  from  New  York  city.    The  population  is  estimated  at  3,000. 
Of  the  total  population^  90  per  cent  are  served  with  water  from  the  public 
'water  supply.    The  waterworks  are  owned  and  operated  iby  the  municipality 
under  the  direction  of  the  board  of  trustees.    Tne  water  supply  ia  derivea 
from,  two  driven  wells  located  in  the  eastern  part  of  the  villag^.    From  the 
wells  the  water  ie  pumped  through  a  distribution  system  consisting  of  8  miles 
of  castiron  pipe  ranging  from  4  to  8  inches  in  diameter.    An  elevated  steel 
w^ater  tank,  22  feet  in  diameter  and  28  feet  high,  has  a  capacity  of  about 
100,000  gallons  and  acts  as  an  equalizing  reservoir,  maintaining  a  pressure  of 
from  65  ta  70  pounds  per  square  inch  in  the  municipality.    There  are  745 
service  taps,  or  which  AOO  are  metered.    The  average  daily  water  consumption 
is  approximately  266,600  sallons,  or  76  gallons  per  capita.    This  amount  in- 
cludes the  water  which  is  nimished  to  a  population  of  about  800  in  the  village 
of  East  Williston.    In  general,  the  details  of  the  waterworks  system  remain 
as  descrrbed  in  a  previous  report. 

The  two  driven  wells  are  12  inches  in  diameter  and  80  feet  and  91  feet  deep 
respectively.  The  strata  through  wldch  the  wells  pass  are  sand  and  gravel. 
The  area  occupied  by  the  wells  and  pumping  station  are  surrounded  by  houses 
but  the  most  thickly  settled  section  is  west  of  the  plant.  The  houses  on  this 
side  of  the  wells  are  about  150  feet  away  and  are  generally  provided  with 
privies.  The  sewage  from  the  toilet  of  the  pumping  station  enters  a  brick 
cesspool  located  50  feet  south  of  the  plant.  The  Oyster  Bay  branch  of  the 
Ix>ng  Island  railroad  runs  within  50  feet  of  the  wells. 

From  the  recent  inspection  it  appears  that  the  authorities  have  not  carried 
out  all  of  the  recommendations  set  forth  in  our  previous  report,  such  as  pro- 
viding impervious  cesspools  and  watertight  containers  for  all  privies  within 
500  feet  of  the  wells;  that  regular  analyses  of  the  water  have  not  -been  made; 
and  that  a  complete  sewerage  system  has  not  been  installed  to  take  care  of 
the  sewage  from  properties  in  the  vicinity  of  the  wells.  A  solution  feed 
manual  control  Wallace  &  Tieman  chlorination  apparatus  has  been  installed 
but  has  been  out  of  operation  for  two  months. 

As  a  result  of  the  reinspection  of  the  pufblic  water  supply  of  Mineola  it 
was  concluded  that  the  authorities  in  charge  of  the  water  supply  have  only 
in  part  carried  out  the  recommendations  of  our  previous  report;  that  the 
water  supply  was  of  a  relatively  satisfactory  sanitary  quality  at  the  time  of 
inspectiott;  that  the  chlorination  apparatus  was  out  of  order,  and  that  there 
remained  several  opportunities  for  serious  contamination  of  the  water  at 
times  of  heavy  draft  on  the  wells. 

It  was  therefore  recommended  that  the  chlorination  apparatus  be  put  in 
operation  and  chlorine  applied  to  the  water  continuously  at  a  rate  of  not  less 
than  .2  parts  per  million;  that  a  duplicate  chlorination  apparatus  be  installed; 
that  frequent  tests  of  the  chlorinated  water  for  excess  chlorine  be  made;  that 
the  village  authorities  carry  out  at  once  such  of  our  previous  recommenda- 
tions as  have  not  been  acted  upon;  and  that  after  the  construction  of 
a  sewerage  system  all  privies  and  cesspools  be  properly  cleaned  and  aban- 
doned. 


MONTICELLO 

A  reinspection  of  the  public  water  supply  of  the  village  of  Monticello  was 
made  by  Engineering  Assistant  W.  J.  Eridkson  on  May  13,  1290,  a  previous 
inspection  of  this  supply  having  been  made  in  1918. 

Montricello,  an  incorporated  village  with  a  population  of  about  2,200,  ia 
located  in  the  central  part  of  Sullivan  county.    Practically  M  of  the  p<^- 
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lation  is  served  by  the  supply.  The  waterworks  are  owned  by  the  village 
and  operated  under  the  direction  of  the  board  of  water  commissioners. 

The  water  supply  is  derived  from  Kiamesha  lake,  about  1^  milea  north 
of  the  village.  From  the  lake  it  is  pumped  directly  into  the  distribution 
system,  consisting  of  14  miles  of  mains  varying  fr(»a  3  to  8  inches  in 
dUameter,  the  excess  over  consumption  being  stored  in  an  open  standpipe 
which  maintains  a  pressure  of  about  dO  pounds  per  square  inch  in  the 
village.  There  are  about  576  taps  of  whicn  about  100  are  metered.  The 
consumption  varies  from  223,000  gallons  per  day  in  the  winter  to  400,000 
gallcms  per  day  in  the  summer.  The  average  consumption  is  about  300,000 
gallons  per  day.  At  the  time  of  the  inspection  the  water  system  was 
practically  the  same  as  at  the  time  of  the  previous  inspection.  A  new 
suction  well  was  being  constructed  at  the  pump  station  and  one  of  the  pumps 
was  being  overhauled.  The  walls  at  the  station  were  badly  cracked,  and 
it  was  B&ted  that  they  are  to  be  repaired.  The  equipment  of  the  pumping 
station  is  the  same  as  described  in  the  previous  report. 

Kiamesha  lake  has  a  watershed  area  of  about  %  of  a  square  mile  and 
a  surface  area  of  140  acres.  Due  to  the  heavy  influx  of  summer  visitors 
to  the  hotels  and  boarding  houses  along  the  lake,  the  population  on  the 
watershed  during  the  summer  season  reaches  about  2,500  per  square  mile. 
Most  of  the  larger  hotels  and  boarding  houses  are  provided  with  fairly 
satisfactory  means  of  sewage  disposal,  but  at  times  the  lake  receives  gross 
pollution  (especially  along  the  northern  shore)  from  surface  drainage  and 
overflowing  cesspools.  The  unsatisfactory  sewage  collecting  basin  mentioned 
in  the  previous  report  has  been  replaced  by  a  substantial  concrete  one.  From 
this  basin  the  sewage  is  continually  being  pumped  to  a  point  on  the  otlier 
side  of  the  hill  not  on  the  watershed  of  the  lake.  At  the  time  of  the 
inspection  the  majority  of  the  hotels  and  boarding  houses  had  not  yet  been 
opened  for  the  summer  season,  and  the  pollution  of  the  lake  from  these  sources 
could  not  be  observed.  In  addition  to  the  sewage  pollution,  the  water  of 
the  lake  undoubtedly  receives  considerable  pollution  from  the  surface 
drainage  of  the  thickly  populated  district  and  from  the  boating  and  bathing 
in  the  lake. 

In  our  previous  report  it  was  recommended  that  the  village  give  con- 
sideration  to  a  modern  filtration  plant  supplemented  by  chlorination ;  that 
pending  the  installation  of  a  filtration  plant  an  apparatus  for  the  chlorina- 
tion of  the  supply  be  immediately  installed  and  put  in  operaticm,  and  that 
a  competent  engineer  be  retained  to  study  the  whole  problem.  From  the 
present  inspection  it  appears  that  none  of  these  recommendations  have  been 
carried  out. 

From  these  considerations  (it  was  concluded  that  the  recommendations  of 
our  previous  report  have  not  been  carried  out;  and  that,  though  conditiaDS 
have  slightly  improved,  the  supply  is  still  subject  to  dangerous  pollution 
from  the  population  on  the  watershed,  largely  campers  and  summer  boarders, 
and  from  pleasure  seekers  on  the  lake  itself,  and  cannot  be  considered  of  a 
safe  sanitary  quality. 

It  was  therefore  recommended  that  the  village  authoi^ties  immediately 
install  an  apparatus  for  the  treatment  of  the  water  supply  by  liquid  chlorine, 
and  apply  chlorine  continuously  and  at  all  times  m  such  amounts  as 
effectively  to  sterilize  the  water;  that  the  village  authorities  take  steps  to 
have  the  rules  and  regulations  enacted  by  this  department  for  the  protcNctioa 
of  the  supply  strictly  enforced;  that  the  village  authorities  consider  l^e 
installation  of  a  modern  water  treatment  plant,  or  the  development  of  a 
new  source  of  supply;  that  a  competent  engineer  be  employed  to  study  the 
•  whoOe  pro^jflem  as  to  the  most  practical  and  economical  method  of  obtsuLning 
a  water  supply  of  adequate  amount  and  at  aU  times  of  a  safe  sanitary 
quality,  either  by  improving  the  present  supply  or  by  the  development  ol 
a  new  source. 

The  water  of  this  supply  is  used  by  the  New  York,  Ontario  and  Western 
Railroad  for  drinking  and  culinary  purposes  in  interstate  traffic.  I>ata 
regarding  the  supply  were  furnished  to  the  United  States  Public  Health 
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Service  on  October  18,  1010,  and  included,  in  addition  to  the  results  of  the 
analysis  of  a  sample  of  the  water,  the  statement  that  at  the  time  of  the 
inapection  the  conditions  surrounding  the  supply  were  foimd  to  be  unsatis- 
factory, and  that  the  result  of  the  inspection  and  analyses  of  the  samples, 
together  with  the  results  of  previous  inspectaons  and  analyses,  indicate  that 
tlie  ^water  cannot  be  considered  of  satisfactory  quality  for  human  consumption 
uirtil  the  water  is  properly  treated  as  recommended.  A  co|»y  of  the  report 
accompanied  this  data.  Based  on  this  information  the  United  States  Pub- 
lic Health  Service  on  November  11,  1020,  issued  a  certificate  stating  that 
the  use  of  the  water  for  drinking  and  culinary  purposes  in  interstate  traffic 
was  not  permitted. 

MORRISVILLE 

A  reinspeetion  of  the  public  water  supply  of  the  incorporated  village  of 
Morrisville,  Madison  county,  N.  Y.,  was  made  by  Mr.  W.  G.  Emigh,  assistant 
engineer  in  this  Department,  on  June  18,  1020,  previous  inspections  of  this 
supply  have  been  made  by  this  Division  in  1017  and  1018. 

Moriiisville,  a  village  with  a  present  population  estimated  at  600,  is 
located  in  the  valley  of  Gallihan  brook,  about  2%  miles  west  of  the  Morris- 
ville station  on  the  New  York,  Ontario  and  Western  railroad,  which  station 
is  16  milea  south  of  the  city  of  Oneida.  Of  the  total  population,  practically 
all  are  served  with  the  public  water  supplv.  The  waterworks  are  owned 
and  operated  by  the  municipality  under  the  direction  of  the  village  board  of 
trustees. 

The  water  supply  is  derived  from  a  reservoir  located  about  %  of  a  mile 
from  the  village.  From  the  reservoir  the  water  is  delivered  by  gravity  to 
the  distribution  system,  consisting  of  about  2%  miles  of  castiron  pipe  rang- 
ing in  sise  from  4  to  10  inches  in  diameter.  The  average  pressure  in  the 
municipality  is  approximately  86  pounds  per  square  inch.  Of  the  160  serv- 
ice taps,  all  are  metered  witlk  the  exception  of  a  few  pMie  tape  andi  water 
motor  connections.  The  average  daily  water  consumption  is  approximately 
24,000  gallons  per  day,  or  40  gallons  per  capita  per  day.  Storage  is  pro- 
vided by  the  above  mentioned  reservoir.  The  general  details  of  the  water- 
works system  remain  as  described  in  the  previous  reports. 

The  watershed  tributary  to  the  supply  contains  about  60  acres  and  con- 
sists of  uninhabited  agricultural  area.  Oipportunities  for  indirect  pollution 
of  the  water  supply  by  surface  wash  from  the  highway  passing  about  100 
feet  to  the  north  of  the  reservoir  were  found.  In  our  previous  reports  it 
has  been  recommended  that  the  village  authorities  continue  very  careful 
supervision  of  the  sanitary  conditions  of  the  reservoir  and  watershed,  and 
that  copper  sulphate  be  applied  to  overcome  the  growth  of  al^ae  which 
appears  at  times  in  the  water.  At  the  time  of  the  recent  inspection  it  was 
not  learned  that  the  application  of  copper  sulphate  has  been  attempted. 

It  was  therefore  recommended  in  a  report  dated  September  10,  1020,  that 
the  municipal  authorities  in  charge  of  the  water  supply  carry  out  at  once 
such  of  our  previous  reoommendatione  as  have  not  as  yet  been  acted  upon; 
that  the  village  authorities  ocerciee  tiontinual  care  to  maintain  the  ditches 
intended  to  divert  the  surface  wash  of  the  highway  in  an  effective  condition. 


MOUNT  VERNON 

An  investigation  of  the  sanitary  condition  of  the  water  supply  of  the  city 
of  Mount  Vernon  was  made  by  Mr.  Henry  Ryon,  assistant  engineer,  on  April 
0,  1920.  The  investigation  waa  made  subsequent  to  an  outbreak  of  typhoid 
fever  in  that  city. 

The  water  supply  of  the  city  of  Mount  Vernon  is  fumished  by  the  New 
York  Interurban  Water  Company  of  Mount  Vernon,  which  also  furnishes 
water  to  the  village  of  Mamaroneck,  town  of  Harrison,  and  to  districts  of 
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Orienta  and  Rye  Neck.  The  supply  of  the  company  U  obtained  from  three 
separate  sources:  The  Mamaroneck  river,  the  Hutchinsoa  river,  and  Tom 
Paine  brook. 

The  Mamaroneck  river  above  the  company's  reservoir  has  a  watershed  con- 
taining about  12.8  square  miles.  This  area  ha»  a  population  estimated  at 
aJbout  2,000,  located  principally  in  the  northern  p^ion*  of  the  watershed 
which  lies  in  the  village  of  White  Plains.  Although  there  appears  to  he  no 
direct  pollution  of  the  river  from  permanent  sources,  the  stream  receives  the 
runoff  from  this  populated  district  which  undoubtedly  containe  oonaiderable 
polluting  matter  and  i0  of  course  subject  to  accidental  pollution.  All  the 
water  from  this  source  is  treated  at  the  Mamarcmeck  plant  before  being  dia- 
charged  into  the  mains. 

The  Hutchinson  river  watershed  above  the  company's  reservoir  and  intake 
of  Pelham  has  an  area  of  2  square  miles  and  has  a  population  of  about  400. 
The  stream  receives  the  street  wash  and  surface  drainage  from  this  district, 
undoubtedly  containing  much  polluting  matter.  One  of  the  Mount  Vernon 
sewers  carrying  considerable  sewage  passes  close  to  the  stream  cmd  apparently 
had  recently  overflowed  eJlowing  considerable  volume  of  sewage  to  pais 
directly  into  the  river.  The  water  of  the  Hutchinson  river  is  coUeisted  in 
the  reservoir  at  North  Pelham  and  treated  at  the  North  Pelham  plant  before 
being  discharged  into  the  mains. 

The  Tom  Paine  brook  has  a  watershed  of  about  1.9  square  miles  said  a  pofNi- 
lation  estimated  at  about  150.  This  area  receives  less  pollution  than  ikt 
watersheds  of  either  of  the  other  sources,  but  the  wateij  is  not  ■atiafactecr 
for  use  as  a  public  water  supply  vdthout  proper  treatment.  Tho  water  u 
collected  in  a  Mahlsted  reservoir  and  siphoned  to  the  Pelham  plant  wbere  it 
is  treated  with  the  Hutchinson  river  water  before  being  pumped  into  the 
mains.  Rules  and  regulations  for  the  protection  of  the  water  supply  of 
Mount  Vernon  were  enacted  by  this  Department  in  1907. 

At  the  Mamaroneck  plant  the  water  is  treated  bj  coagu^tion,  dilorinatioB 
and  filtration  through  rapid  pressure  filters.  The  water  flowa  from  a  snail 
reservoir  one  mile  north  of  the  village  of  Mamaroneck  to  a  600,000  gaUons 
coagulation  basin,  alum  being  appli^  to  the  water  as  it  enters  the  basin. 
The  water  then  flows  to  the  pump  well  where  liquid  ddorine  is  applied  at 
a  rate  of  from  .2  to  .4  parts  per  million.  From  tiie  pump  well  the  water  is 
discharged  into  the  mains  through  4  pressure  meehamcal  filters  operated  la 
parallel.  The  average  rate  of  filtration  based  on  the  average  flbw  of  2,235,000 
gallons  per  day  was  about  130,000,000  gallons  per  acre  per  day.  The  filtered 
water  is  discharged  into  a  16-inch' main  leading  to  Mamaronedc,  Harriaoa. 
and  Mount  Vernon. 

At  the  Pelham  plant  the  Hutchineon  river  and  Mahlsted  reservoir  water  i» 
treated  by  slow  sand  filtration  and  chlorination.  With  the  average  flow  of 
about  1,400.000  gallons  per  day,  the  rate  of  filtration  is  about  1;2^,000  gal- 
lons per  acre  per  d)ay.  Chlorine  is  applied  to  the  filtered  wvter  as  it  pasoeii 
through  the  suction  to  the  pumps  by  a  Wallace  &  Tieman  solution  feed 
a-pparatus,  chlorine  being  applied  at  the  rate  of  about  .34  parts  per  milUoa. 
The  pumps  discharge  into  the  16-inch  main  from  the  Mamaroneck  supply. 

The  distribution  system  of  the  company  consists  of  aft)out  80  miles  of  easftr 
iron  pipe  varying  from  4  to  16  inches  in  diameter.  A  staadpipe  located  in  tht 
southeastern  part  of  Mount  Vernon  takes  the  surplus  water. 

From  the  above  facts  it  was  concluded  that  the  raw  water  from  the 
streams  used  by  the  New  York  Interurban  Water  Company  is  not  suitable  at 
any  time  for  human  consumption  without  proper  treatment;  that  no  testt 
are  made;  to  determine  the  exact  quantity  of  alum  and  chlorine  needed  iet 
the  varying  quality  of  the  raw  water;  that  owdng  to  laxity  of  supervision  of 
the  Mamaroneok  plant  at  Mamaroneck,  polluting  matter  passed!  through  the 
plant  and  reached  the  mains,  and  that  cases  of  typhoid  fever  which  oocuned 
in  Mount  Vernon,  Mamaroneck,  and  Harrison,  were  apparently  due  to  poIlB- 
tion  from  the  Mamaroneck  watershed  iiassing  through  the  treatment  plant 
and  reaching  the  consumers.  It  was  therefore  recommended  that  tbe  water 
company  continue  the  careful  supervision  of  the  watersheds  and  reduee  the 
sources  of  contamination  to  a  minimum;    that  they  make  dadly  tests  of  the 
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raw  and  fiHered  water  to  determine  the  exact  quantity  of  alum  and  chlorine 
needed ;  that  the  chlorine  cylinder  conneotions  be  so  arranged  that  two  cylin- 
ders may  -be  kept  connected  to  the  apparatus  at  all  times;  and  that  the  com- 
pany exercise  more  careful  supervision  over  the  operation  of  the  filtration  and 
chlorination  plants. 

Nd&W  BERLIN 

A  reinepeetion  of  the  public  water  supply  of  the  village  of  New  Berlin, 
Chenango  county,  N.  Y.,  wa»  made  hf  Mr.  N.  H.  Baler,  sanitary  inspector  in 
this  D<^rtment,  on  November  23,  1920,  previous  inspections  of  the  supply 
having  <been  made  by  this  Division  in  191S  and  1919. 

New  Berlin  is  located  on  the  Chenango  river,  in  the  northeastern  part  of 
the  town  of  New  Berlin.  The  present  population  is  1,140,  of  which  practi- 
cally all  are  served  by  the  public  water  supply.  The  waterworks  are  owned 
by  the  village  and  are  under  the  control  of  the  board  of  trustees,  of  which 
Mr.  K  D.  l^lbot  is  president,  and  Mr.  H.  Hill  is  superintendent. 

The  water  is  derived  from  Howard  brook  and  springs,  located  1%  miles 
east  of  the  village.  The  water  from  the  brook  is  impounded  in  a  large,  open 
reservoir,  from  which  it  flows  by  gravity  through  a  14-inch  main  to  a  socalled 
spring  reservoir  located  about  400  feet  west  of  the  large  reservoir.  The  water 
from  the  springs  enters  at  one  end  of  the  spring  reservoirs  through  open 
masonry  work.  There  is  a  chlorinating  plant  about  one-half  mile  west  of  the 
large  reservoir,  from  which  the  water  passesi  by  gravity  through  a  distributing 
system  consisting  of  some  4  miles  of  castiron  pipe  ranging  from  4  to  10  inches 
in  diameter.  The  pressure  varies  from  37  to  120  pounds  per  square  inch, 
with  an  average  of  110  pounds  per  square  inch.  Of  the  300  service  taps  none 
are  metered.  There  are  36  fire  hydrants  in  the  village.  The  average  domestic 
consumption,  as  estimated  at  the  time  of  the  installation  of  the  chlorinating 
'  apparatus,  is  one-fourth  million  gallons,  or  220  gallons  per  capita  per  day. 
llie  village  has  no  sewerage  system,  being  served  by  cesspools,  privies,  and 
private  sewers,  the  latter  discharging  either  into  Paper  Mill  brook,  a  tribu- 
tary of  the  Unadilla  river,  or  directly  into  the  river. 

The  14-inch  intake  pipe  at  the  large  reservoir  is  near  the  gate  house  and 
located  at  the  bottom  of  the  reservoir  at  a  depth  of  some  20  feet.  Trouble 
is  often  experienced  with  algae  growths  in  the  large  open  reservoir.  This  has 
been  overcome  either  by  adding  copper  sulphate  or  by  drawing  oflf  all  the 
water  of  the  reservoir  into  the  brook.  The  spring  reservoir,  which  is  covered 
by  a  wooden  roof,  is  divided  into  two  parts :  The  Howard  brook  end,  which  is 
of  concrete,  and  30  feet  x  60  feet  in  plan  and  5  feet  4  inches  deep;  and  the 
spring  fed  part,  which  is  of  open  masonry,  25  feet  x  60  feet  in  plan  and  6  feet 
deep,  giving  a  total  capacity  of  128,000  gallons.  There  is  an  equalizer  pipe 
so  that  the  water  in  the  two  parts  combine  before  being  delivered  to  the 
mains. 

A  Wallace  &  Tieman  chlorinating  apparatus  was  installed  in  June,  1020. 
With  the  1%  pulsations  per  minute  noted  at  the  time  of  the  inspection,  an? 
on  a  basis  of  250,000  gallons  per  day.  the  rate  of  application  of  chlorinci  was 
0.23  p.p.m.  The  exact  amount  of  chlorine  to  be  added  depends,  however,  oij 
the  organic  matter  in*  the  water  to  be  chlorinated,  and  it  is  generally  desrirable 
to  determine  the  proper  amount  by  frequent  tests  for  excess  chlorine,  instruc- 
tions for  making  which  are  issued  by  this  Department. 

Prom  the  recent  investigation  made  it  appears  that  the  recommendations 
set  forth  above  have  been  partially  carried  out.  A  chlorination  plant  has 
been  installed  to  sterilise  the  present  supply,  but  no  steps  have  been  taken 
either  to  procure  a  new  supply,  adequate  in  quantity  and  satisfactory  in 
quality,  or  to  construct  a  filter  plant  properly  to  treat  their  present  supply. 
Althougrh  proper  steriliisation  destroys  practically  all  pathogenic  bacteria,  ic 
does  not  aiTect  the  physical  qnaJdty  of  a  water.  Since  the  supply  is  taken 
from  a  source  apparently  subject  to  gross  pollution  at  times,  it  would  seem 
desirable  that  a  filtration  system  should  be  installed  to  treat  the  water. 
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As  a  result  of  the  reinspection  of  the  public  waiter  supply  of  New  Berlin 
it  was  concluded  that  the  public  water  supply  was  not  of  entirely  satisfactory 
sanitary  quality  at  the  time  of  the  inepection;  that  the  chlorinating  appa- 
raatus  recently  installed  is  not  effectively  BPterilizing  the  water  sup]^;  that 
the  village  authorities  have  <mly  partially  carried  out  the  previous  reoum- 
mendatione  of  this  report.  It  wns  therefore  recommended  that  the  village 
authorities  apply  chlorine  to  the  water  continuously  and  in  sufficient  quantity 
effectively  to  sterilise  it;  that  frequent  tests  be  made  of  the  chlorinated 
water  for  excess  chlorine  in  aooordance  with  the  directions  issued  by  this 
Department,  and  the  rate  of  application  of  the  chlorine  be  regulated  in  accord- 
ance with  the  results  of  the  test;  and  that  the  village  authorities  either 
remove  all  sources  of  pollution  on  the  watershed  or  incrtall  a  modem  ftltra- 
tion  plant. 

NIAGARA  FALLS 

A  reinspection  of  the  water  supply  of  the  city  of  Niagara  Falls  was  made 
on  March  19,  1920,  by  Mr.  Earl  Devendorf,  assistant  engineer.  Previous 
inspections  of  this  supply  were  made  by  this  Department  in  1907,  1915,  and 
1916. 

Niagara  Falls  is  a  city  of  some  60,000  inhabitants  located  at  the  site 
of  Niagara  Falls  on  the  Niagara  river.  There  are  two  public  water  supplies 
in  the  city,  one  owned  by  and  operated  under  the  direction  of  the  Western 
New  York  Water  Company,  and  the  other  owned  by  and  operated  under  the 
direction  of  the  city  authorities. 

The  supply  furnished  by  the  Western  New  York  Water  Company  is  derived 
from  the  intake  canal  of  the  Niagara  Falls  Power  Company,  and  the  purifica- 
tion and  pumping  plant  is  located  in  the  southern  part  of  the  city  on  the 
banks  of  the  canal  adjacent  to  the  intake.  Water  is  pumped,  after  pre- 
liminary sterilisation  by  liquid  chlorine,  from  the  intake  well  into  a  cnapilat- 
ing  basin,  and  flows  by  gravity  through  14  mechanical  gravity  filters  into  a 
clear  water  well.  From  the  clear  water  well  the  water  is  piunped,  after 
secondary  sterilization  with  liquid  chlorine,  into  the  distrilxition  system. 
The  excess  over  the  consumjption  goes  to  a  steel  standpipe  40  feet  in  dtamefcer 
and  80  feet  in  height,  having  a  total  capacity  of  750,000  gallons.  Apfirozi- 
mately  25  per  cent  of  the  total  population  of  the  city  is  served  with  this 
supply.  The  average  total  daily  consumption  during  1919  was  8,091,87^ 
gallons. 

Sulphate  of  alumina  is  introduced'  into  the  raw  water  as  it  enters  the 
coagulating  basin  in  various  amounts  ranging  from  a  minimum  of  .47  to  a 
maximum  of  3.5  grains  per  gallon  dependingupon  the  turbidity  of  tlie  raw 
water.  This  basin  has  a  capacity  of  500,000  gallons  giving  a  period  ot 
sedimentation  from  1.79  to  1.22  hours.  The  filters  are  operated  with  3  to  3V^ 
feet  of  water  over  the  sand.  Under  normal  conditions  the  filter  run  varie 
from  12  to  20  hours.  At  the  time  of  the  Inspection,  however,  the  run  was 
much  shorter,  it  being  necessary  to  wash  the  filters  about  every  4  hours.  Hk 
filters  are  washed  when  the  loss  of  head  is  equal  to  7  feet.  The  average 
amount  of  wash  water  used  is  equivalent  to  6.4  per  cent  of  the  filtered  water. 
After  washing,  the  filtered  water  is  wasted  for  approximately  10  minutea. 
The  average  amount  of  liquid  chlorine  used  per  million  gallons  for  the  year 
1919  was  2.57  pounds,  of  which  approximately  2  ^pounds  was  ap>plied  before 
filtration.  The  average  rate  of  filtration  was  103,000,000  gallons  per  acre, 
and  rstnged  from  a  minimtun  of  95,000,000  gallons  per  acre  to  a  maximum  oi 
150,000,000  gallons  per  acre  per  day. 

At  the  time  of  the  inspection  the  matter  of  cross-connections  of  the  public 
water  supply  system  with  auxiliary  fire  supplies  was  taken  up.  It  was 
learned  that  at  the  manufacturing  plants  A  the  Carborundum  CompaDy, 
Oldberg  Electro-Chem&cal  Company,  Niagara  Alkali  Company,  and  the 
National  Electrolytic  Company,  there  are  cross-connections  existing  between 
the  public  mains  and  private  mains  used  for  fire  purposes,  which  mains  are 
supplied  with  raw  water  from  the  Niagara  river  and  the  Power  canal.     In 
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all  of  the  above  plants  there  are  double  check  valves  installed  to  prevent  any 
raw  water  from  entering  the  mains  of  the  public  supply;  and  in  additicm, 
^ate  valves  with  indicator  parts  are  provider!  in  two  of  the  plants,  namely 
the  Carborundum  Company  and  the  ^lational  Electrolytic  Company.  In  all 
cases  the  two  systems  should  be  separated  by  gate  valves  in  adkiition  to  the 
double  check  valves  according  to  the  plan  approved  by  the  Board  of 
Underwriters. 

It  was  therefore  recommended  that  all  existing  cross  connections  between 
the  city  mains  and  private  fire  lines  be  equipped  with  double  check  and  gate 
valves  in  accordance  with  plans  approved  by  this  Department,  and  tb»t  the 
filtration  plant  be  operated  with  care  and  efficiency  and  under  careful  super- 
vision in  order  that  a  supply  of  satisfactory  sanitary  quality  be  furnished 
to  the  consumers  at  all  times. 

The  water  of  this  supply  is  used  by  The  New  York  Central  Railroad  Com- 
pany for  drinking  and  culinary  purposes  in  interstate  traffic.  Data  regarding 
the  supply  were  furnished  to  the  United  States  Public  Health  <Service  on 
December  18,  1920,  and  included,  in  addition  to  the  results  of  the  analysis 
of  a  samiple  of  the  water,  the  statement  that  at  the  time  of  the  inspection 
the  conditicms  surrounding  the  supply  were  fairly  satisfactory,  and  that  the 
resfults  of  the  inspection  and  the  analyses  of  the  samples,  together  with  the 
results  of  previous  inspections  and  analyses,  indicate  that  the  water  was  of 
satisfactory  quality.    A  copy  of  the  report  accompanied  this  data. 

The  municipal  water  supply  of  the  city  is  obtained  from  the  Niagara 
river  at  a  point  about  2  miles  north  of  the  main  ;porti<m  of  the  city,  through 
an  intake  extending  some  2,200  feet  from  shore.  The  water  is  conducted 
to  a  pump  well  located  on  the  bank  of  the  river  near  the  pumping  station, 
from  which  it  is  lifted  to  the  coagulation  basins  at  the  filter  plant.  The 
water  is  treated  with  alum,  applied  at  a  rate  of  about  0.4  grains  per  gallon, 
before  entering  the  basins,  from  the  coagulation  basins  the  water  fiows 
by  ffravity  to  16  14^  by  25  feet  mechanical  gravity  filters,  from  which  it  is 
disdiarged  into  the  clear  water  basin.  The  filter  effluent  is  steriHzed  by 
means  of  hypochlorite  of  lime,  applied  at  the  average  rate  of  about  3.16 
pounds  per  million  gallons.  Fr(Mn  the  clear  water  basin  the  water  is  forced 
into  the  distribution  mains,  consisting  of  about  90  miles  of  oastiron  pipe 
varying  from  4  to  3^  inches  in  diameter.  The  average  consimvption  is  about 
12,000,000  gallons  per  day. 

On  the  morning  of  February  26,  1920,  a  break  occurred  in  the  mains,  and 
due  to  heavy  drought  it  became  necessary  to  supplement  the  filtered  water 
by  raw  water  until  February  27.  The  amouDit  of  raw  water  used)  never 
exceeded  IS  per  cent  of  the  total  pumpage.  During  this  period  the  amount 
of  hypochlorite  applied  to  the  water  was  increased  to  avoid  any  poscnbility 
of  pathogenic  bacteria  reaching  the  consumers. 

As  a  result  of  the  inspection  it  was  concludied  that  the  introduction  of 
raw  water  into  the  clear  water  well  and  thns  into  the  distribulion  system 
between  February  25  and  27,  1920,  was  imavoidable,  and  that  during  this 
period  the  rate  of  application  of  hypochlorite  was  so  increased  as  eife^ively 
to  sterilize  the  supply,  and  that  the  plant  was  being  carefully  operated  under 
scientific  laboratory  control.  It  was  accordingly  reoomnaended  that  the 
authorities  continue,  as  in  the  past,  to  operate  the  plant  under  careful  super- 
vision in  order  to  secure  a  water  of  satisfactory  sanitary  quality  at  all 
times. 


NORTH  BANGOR 

An  investigation  of  the  water  supply  of  the  village  of  North  Bangor  was 
made  on  November  20,  1919,  by  Mr.  A.  I.  Howd,  inspecting  engineer. 

North  Bansror  is  an  incorporated  village  having  a  population  of  about 
500,  located  in  the  northwestern  part  of  Franklin  county,  in  the  town  of 
Bangor.  The  waterworks  are  owned  by  the  North  Bangor  Water  Company, 
Inc.  The  supply  is  derived  from  springs  about  1^  miles  east  of  the  village, 
from  which  the  water  flows  by  gravity  to  the  village. 
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A  concrete  reservoir  10  feet  by  14  feet  by  12  feet  deep,  with  a  natural  earth 
bottom,  is  located*  over  the  springs  and  acts  as  a  collecting  bastn.  The  con- 
crete side  waUs  rise  to  a  height  of  2  to  3  feet  above  the  ground  surface, 
and  an  overflow  pipe  is  provided  at  height  of  8  feet  above  the  bottom  of  the 
reservoir.  The  reservoir  is  covered  with  a  small  frame  building,  A  6-indi 
intake  located  near  the  center  and  bottom  of  the  reservoir  is  covered  by  a 
'/4-inch  mesh  coj^r  screen*.  The  water  flows  from  the  intake  by  grarity 
directly  into  the  distribution  system. 

The  reservoir  is  located  about  20  feet  south  of  the  state  highway  running 
between  Malone  and  North  Bangor.  A  ditch  between:  the  road  and  reaervcMr 
carries  off  the  drainage  from  the  road  and  land  adjacent.  ISie  land  in  the 
vicinity  of  the  springs  consists  principally  of  uncultivated  aptai  field  with  a 
small  wooded  pcntion  near  the  springs.  About  %  acre  of  kmd  aroond  the 
spring  is  owned  by  the  water  company.  The  nearest  buildtng  is  about  300 
feet  oiBtant  from  the  springs  and  at  a  slighitly  higher  elevation,  lliere  were 
no  apparent  sources  of  direct  or  continuous  contamination  of  the  springs  or 
reservoir  at  the  time  of  the  inspection. 

The  water  company  owns  anomer  spring  located  on  the  north  side  of  the 
highway  a  short  distance  east  of  the  reservoir.  A  concrete  wall,  built  np 
around  this  spring  forms  a  basin  ((  feet  by  6  feet  by  9  feet  deep,  whiidi  is 
provided  with  a  loose  plank  cover.  This  spring  is  located  about  30  feet  from 
the  state  highway  and  about  200  feet  from  the  nearest  house.  The  spring  ii 
not  used  for  public  water  supply  purposes  and  is  not  connected  in  any  way 
with  the  distribution  system. 

As  a  result  of  the  inspection  it  was  concluded  that  the  public  water  supply 
of  North  Bangor  is  derived  fromi  a  source  which  should  ordinarily  furnish 
a  water  of  a  satisfactory  sanitary  quality,  and  it  was  therefore  recommended 
that  the  North  Bangor  Water  Company  continue  to  exercise  careful  super- 
vision over  the  water  supply  and  make  regular  and  frequent  inspections  of 
the  springs  and  reservoir. 

NORTH  TARRYTOWN 

An  investigation  of  the  water  supply  furnished  by  the  Consolidated  Water 
Company  of  Suburban  New  York  to  the  villages  of  North  Tarrytown, 
Ardsley,  Dobbs  Ferry,  Hastings,  and  Scarsdale  waa  made  on  August  31  and 
September  1,  1920,  by  Mr.  Henry  Ryon,  assistant  engineer. 

The  villages  supplied  with  water  by  the  Consolidated  Water  Company  of 
Suburban  New  York  are  located  along  the  east  shore  of  the  Hudson  river 
in  Westchester  county,  from  20  to  25  miles  north  of  New  York  city.  The 
total  population  served  is  approximately  20,000,  and  the  consumption  aboat 
3,000,000  gallons  per  day,  or  160  gallons  per  capita  per  day.  The  distriba- 
tion  system-  consists  of  approximately  85  miles  of  castiron  mains  varyii^ 
from  4  to  16)  inches  in  diameter,  on  which  there  are  approximately  2,600 
service  ta^is,  two-thirds  of  which  are  metered.  The  main  supj^y  is  derived 
from  the  Pocantico  river  at  Pocantico  lake.  There  is,  however,  a  connectioD 
to  the  Croton  Aqueduct  of  New  Yoric  City's  supply  at  Ardsley,  from  \Hiidi 
water  can  be  taken  in  case  of  necessity.  The  water  from  Pocantico  lake 
is  coagulated,  Altered,  and  chlorinated  before  being  delivered  into  the  mains, 
and  that  from  the  auxiliary  supplv  from  the  Croton  Aqueduct  treated  with 
liquid,  chlorine  when  used.  In  addition  to  the  storage  in  Pocantico  lake, 
which  has  a  capacity  of  about  383,000,000  gallons,  there  are  three  reservoirs: 
the  first,  known  as  the  high  service  reservoir,  located  a  short  distance  north 
of  the  Pocantico  station,  havincf  a  capacity  of  about  11,000.000  gallons;  the 
second,  the  Metz  farm  reservoir,  with  a  capacity  of  4,000,000  gallons:  and 
third,  the  Ardsley  standpipe.  with  a  capacity  of  60,000  gallons;  nnking  tiw 
total  storage  canacitv  a  little  less  than  400,000,000  gallons. 

The  watershed  tributary  to  the  reservoir  has  an  area  of  approzinutdv 
12%  square  miles.  There  are  about  100  houses  on  the  area,  most  of  whidi 
are  at  a  considerable  distance  from  the  river  and  Sts  tributaries.  There 
are  two  sewage  disposal  plants  on  the  shedUone  serving  Briarcliff  Manor 
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fltvid  consisting  of  settling  tanks,  a  pumping  station,  and  absorption  trenches; 

"fclie  other  serving  St.  Joseph's  School  at  Pocantico  Hills  and  consisting  of 

settling  tank  and  subsurface  irrigation  field.     Neither  of  these  two  plants 

discharges  its  effluent  directly  into  the  Pocantico  river  or  its  tributaries,  and 

"^rhen  properly  operated  the  plants  cannot  be  considered  as  affecting  in  any 

'way  the  sanitary  quality  of  the  water  supply.     At  Briardiff  Manor,  how*- 

ever^  some  difficulty  has  been  experienced  m  the  past  by  the  overloading  of 

t^lie  pumping  station  after  heavy  rains,  resulting  in  the  direct  discharge  of 

settled  sewage  into  the  tributaries  of  the  lake.    During  the  present  summer, 

''in  order  to  overcome  this  difficulty,  an  additional  pump  has  b^n  installed 

&iid  additional  absorption  trenches  constructed,  which  make  it  possible  to 

dispose  of  all  ttue  sewage  reaching  the  plant,  even  at  times  of  maximum 

flow,  without  danger  of  any  sewage  or  effluent  reaching  the  stream  without 

passing  throu^  ^e  soil. 

On  the  south  side  of  a  small  stream  entering  the  east  side  of  the  reservoir, 
about  %  a  mile  above  the  dam,  there  are  two  dwellings  with  the  usual 
accessory  buildings,  which  with  the  ground,  around  them  sxe  not  kept  in 
an  entirely  satisfactory  conditiion.  The  ground  immediately  adjacent  to  the 
buildings  and  sloping  toward  the  streams  shows  evidence  of  considerable 
pollution.  The  sanitary  arrangements,  however,  comply  with  the  rules  and 
regulations  enacted  for  the  protection  from  contamination  of  the  water 
supply  furnished  by  the  Consolidated  Water  Company  of  Suburban  New 
York  to  North  Tarrytown  and  the  other  viillages.  The  conditions  at  the 
time  of  the  present  inspection  were  considerably  better  than  at  the  time 
of  the  previous  inspection.  It  is  understood  that  the  property  has  recently 
changed  hands  and  it  is  hoped  that  the  new  owner  will  keep  the  premises 
in  better  condition. 

The  treatment  plant  and  pumping  station  of  the  company  is  located 
immediately  below  the  dam,  and  the  water  is  here  treated  with  alum, 
allowed  to  stand  in  the  coagulation  basin,  filtered  through  pressure  mechanical 
filters,  chlorinated,  and  pumped  into  the  distribution  mains. 

Under  normal  conditions  the  water  fiows  by  eravity  from*  the  dam  to  the 
chemical  house,  where  alum  is  applied  to  it  at  uie  rate  of  about  400  pounds 
per  aay,  or  about  0.9  of  a  grain  per  gallon.  From  the  chemical  house  the 
water  passes  to  the  coagulation  basins,  which  are  two  in  number,  each  38 
by  90  feet  in  plan  and  12  feet  deep,  making  the  total  capacity  approximately 
600,000  gallons,  the  equivalent  of  approximately  four  hours  average  flow. 
Each  basin  is  divided  by  a  longitudinal  wall  which  causes  the  water  to  ^ow 
from-  the  point  of  entrance  to  the  opposite  end  and  ba^ck  again  to  the  outlet 
located  opposite  the  inlet.  The  basins  are  operated  in  parallel.  At  the  time 
of  the  inspection  a  very  satisfactory  flow  existed  in  the  basins.  The  basins 
are  located  at  such  an  elevation  that  at  times  of  extreme  low  water  their 
flow  line  is  above  the  level  of  the  water  in  the  lake.  To  provide  for  this 
condition,  which  only  occurs  at  infrequent  intervals,  two  3,000,000  gallon 
steam  driven  centrifugal  pumps  have  been  installed  in  the  pumping  station 
to  lift  the  water  from  the  reservoir  to  the  chemical  house  and  coagulation 
basins. 

From  the  coagulation  basin  the  water  flows  to  the  filters  which  consist 
of  six  horizontal  pressure  mechanical  units,  each  about  20  feet  by  8  feet 
in  size  and  having  a  rated  capacity  of  ^00,000  gallons  per  day.  With  an 
average  water  consunkption  of  3,000,000  gallons  per  day,  the  rate  of  filtration 
through  these  filters  is  about  110,000,000  gallons  per  acre  per  day,  a  rate 
which  should  give  satisfactory  results.  The  filters  are  said  to  be  flushed 
once  each  day  on  the  average,  although  at  times  when  the  turbidity  of  the 
water  and  the  quantity  of  alum  applied  is  higher  than  usual  they  are  of 
course  washed  more  frequently.  No  instriunents  have  been  installed  for 
measuring  the  loss  of  head  through  the  filters,  nor  is  there  any  apparatus 
for  controlling  the  rate  of  filtration  except  the  automatic  valve  which 
maintains  a  constant  head  on  the  coagulation  basin.  It  would  seem  desirable 
that  suitable  gauges  should  be  installed  for  indicating  the  loss  of  head 
throngh  the  filters,  thus  giving  an  idea  of  their  condition  and  facilitating 
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their  operation.  The  suction  of  the  pumps  connect  directly  to  the  main 
effluent  pipe  from  the  filters,  thus  making  the  total  head  on  the  filters  the 
gravity  head  due  to  the  elevation  of  the  coagulation  hasin  above  the  filters 
plus  the  vacuum  on  the  suction  of  the  pumps. 

A  Wallace  and  Tieman  manual  control  chlorination  apparatus  is  provided 
for  applying  chlorine  to  the  filtered  water  and  is  connected  to  the  suction 
pipe  between  the  filters  and  the  pumps  just  mentioned.  At  the  time  of  the 
inspection  the  manometer  on  the  chioTination  apfparatus  indicated  that  the 
chlorine  was  being  applied  at  the  rate  of  8.1  pounds  per  day,  which  taken 
in  connection  with  the  fact  that,  the  Worthlngton  pump  described  below 
was  operating  at  36  r.  p.  m.  made  the  rate  of  application  0^32  p.  p.  m.  Scmlea 
are  provided'  undl&r  the  cylindier  for  checking  iiie  rate  of  applioa4ioii  of  the 
chlorine,  and  a  duplicate  diilorinating  aprparatue  is  kept  at  the  statioa  for 
use  in  case  of  emergency. 

Daily  routine  analyses  of  the  water  are  made  by  the  attendant  at  the 
filtration  plant  for  the  control  of  its  operation.  These  analyses  consist  of 
examinations  for  alkalinity  and  bacterial  counts  of  the  raw  and  filtered 
water  and  presumptive  test  for  B.  coli.  Weekly  check  analyses  are  made 
at  the  laboratory  of  Hill  and  Ferguson  in  New  York  city. 

The  condition  of  the  Pocantico  reservoir  and  the  three  smaller  reservoirs 
was  fairly  satisfactory  at  the  time  of  the  inspection.  They  were  all  free  from 
algae  growths  and  the  water  appeared  to  be  clear  and  colorless.  The  con- 
dition of  t|ie  sides  of  the  high  pressure  reservoir  has  been  considerably 
improved  since  the  time  of  the  last  inspection  by  the  removal  of  the  brush 
which  formerly  grew  in  the  riprap  at  and  above  the  water  line.  It  is  under- 
stood that  the  Pocantico  reservoir  has  been  treated  with  copper  sulphate 
every  two  weeks  d!uring  the  present  season  and  that  the  treatment  has 
been  successful  in  preventing  the  growth  of  algae.  The  copper  sulphate  used 
has  been  applied  in  a  pow<&red  lorm. 

At  the  time  of  the  inspection  the  water  in  the  different  villages  appeared 
to  be  of  satisfactory  sanitary  and  physical  quality,  no  tastes  or  odors  lieiqg 
apparent  at  any  point.  In  the  northern  part  of  Scarsdale,  however,  at  the 
end  of  the  lines  of  the  company,  it  is  understood  that  some  difficulty  has 
been  experienced  from-  tastes,  odors,  and  color.  An  examination  of  the 
water,  however,  at  this  point  at  the  time  of  the  inspection  did  not  reveal 
such  a  condition.  The  engineer  from  this  Department  visited  the  house  of 
one  of  the  complainants  in  this  section  and  was  told  that  the  water  had 
been  unsatisfactory,  but  at  the  time  of  the  inspection  and  for  two  or  three 
days  prior  no  difficulty  had  been  experienced.  Since  this  district  is  at  the 
end  of  the  lines  of  the  company  at  a  point  where  there  is  no  circulation,  it  is 
probable  that  the  color,  tastes,  and  odors  complained  of  are  due  to  the  ftict 
that  the  water  lies  in  the  pipes  for  a  considerable  time  and  takes  up  iroa 
from  them.  The  analyses  of  the  samples  of  the  water  bear  out  this  con- 
clusion. The  iron  content  of  the  water  at  the  plant  is  comparatively  low, 
while  that  of  the  water  taken  from  the  hose  tap  in  a  Mr.  Kuss'  house,  where 
it  had  probaJbly  stood  in  the  pipe  for  some  time,  was  hi^ h.  Hie  superin- 
tendent of  the  water  company  stated  that  he  had  been  fluahmg  these  pipes  at 
very  frequent  intervals  in  order  to  improve  the  condition,  and  the  street 
commissioner  of  Scarsdale  confirmed'  this  statement.  It  would  appear  that 
the  flushing  of  these  pipes  should  be  done  at  frequent  intervals  in  order  to 
keep  the  water  in  thie  section  in  a  satisfactory  condition. 

'Die  health  officers  of  the  four  villages  supplied,  when  interviewed  by  the 
representative  of  this  Department,  stated  that  the  quality  of  the  water  had 
been  fairly  satisfactory  for  the  past  year  and  that  they  had  received  very 
few  complaints  regarding  it. 

As  a  result  of  the  investigation  it  was  recommended  that  the  Consolidated 
Water  Company  of  Suburban  New  York  continue  to  maintain  careful  super- 
vision over  the  condition  of  the  watershed  from  which  the  supply  is  denved 
and  over  the  operation  of  the  plant,  and  that  they  frequently  flush  those 
mains  where  there  is  little  circulation  in  order  to  prevent  the  water  from 
lying  in  the  pipes  for  any  length  Qf  %im^  wid  thus  deteriorating  in  quality. 
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NORTH  TONAWANDA 

The  method  of  chlorinating  the  water  supply  of  North  Tonawaada  was 
inspected  by  representatives  of  the  Engineering  Division  on  January  21  and 
October  19^  1920.  These  inspections  were  made  primarily  because  of  outbreaks 
of  typhoid  in  the  city  during  previous  years,  due  to  the  failure  of  the  chlori- 
nating apparatus  to  operate.  At  the  time  of  these  inspections  it  was  found 
that  chlorine  was  being  satisfactorily  applied  to  the  water. 


OCEAN  BEACH 

An  insspection  of  the  public  water  supply  of  the  village  of  Ocean  Beach, 
Suffolk  county,  N.  Y.,  was  made  by  Mr.  Alfred  MuIIikin,  assistant  engineer 
in  this  Department,  on  May  26,  1920. 

Ocean  Beach  is  located  on  Fire  Island,  about  6  miles  southwest  of  Bay 
Shore,  and  is  a  summer  resort  having  a  summer  populatioii  of  about  3,500. 
The  entire  population  i»  served  with  water  from  the  public  supply,  which  is 
owned  and  operated  by  the  Ocean  Beach  Water  Company. 

The  water  supply  is  obtained  frcMn  shallow  wells  located  about  2,000  feet 
south  of  the  boat  landing,  and  about  300  feet  north  of  the  Atlantic  ocean. 
From  the  wells  the  watOT  is  delivered  hy  pumping  through  a  distribution 
system  consisting  of  about  3  miles  of  oastiron  pipe,  the  surplus  going  to 
a  small  tank  having  a  capacity  o^  about  25,000  gallons.  The  weUs  consist 
of  five  4-inch  and  three  2 -inch  driven  wells,  20  feet  deep,  placed  40  feet  apart, 
north  of  the  pumping  station.  There  are  apparently  no  sources  of  pollution 
within  the  vicinity  of  the  wells.  The  houses  are  connected  to  a  sewerage 
system  and  the  sewage  disposed  of  through  a  sewage  disposal  plant  located 
east  of  the  boat  landing.  The  water  company  owns  a  plot  of  ground  about 
50  feet  by  80  feet  in  size,  which  has  not  <been  fenced  to  prevent  trespassing. 

As  a  result  of  the  inspection  it  was  concluded  that  the  puhlic  water  supply 
was  of  a  reasonably  satisfactory  sanitary  quality,  but  that  certain  possibili- 
ties for  local  contamination  of  the  supply  existed;  and  it  was  therefore 
recommended  tlnut  the  authorities  in  charge  of  the  supply  exercise  careful 
supervision  over  the  area  in  the  vicinity  of  the  wells,  and  that  the  land 
owned  by  them  around  the  wells  be  fenced  to  prevent  trespassing. 


OSSINING  (Sing  Sing  Prison) 

Amended'  plans  for  a  water  supply  system  at  Sing  Sing  prison,  Otsining, 
N.  Y.,  were  submitted  to  this  Department  for  approval  by  the  State  Architect 
on  January  26,  1920.  The  plans  comprise  State  Architect's  drawings  Nos. 
2138,  2139,  2140,  2159,  2105,  and  2107,  approved  by  this  Department  on  July 
7,  1918;  and  drawing  No.  2106,  approved  by  this  Department  on  May  25, 
1918.  The  ampindments  consisted  of  minor  changes  in  the  location  of  the  lines, 
and  the  incorporation  of  the  line  to  the  mess  hall,  formerly  shown  as  a  future 
extension,  the  installation  of  a  cross-connecticm  between  the  low  pressure 
systems,  and  thie  installation  of  chlorination  apparatus  for  treating  that  part 
of  the  supply  taken  from  the  Croton  Aqueduct.  After  careful  ccmsideration 
by  the  Engineering  Division,  plans  were  approved  on  Feltiruary  11,  1920. 


OWEGO 


A  reinspedtion  of  the  public  water  supply  of  the  village  of  Owego,  Tioga 
county,  N.  T.,  was  mader  hy  Mr.  Alfred  Mullikin,  assistant  engineer  in  this 
Department,  on  March  25,  1920,  previous  inspections  of  the  supply  having 
been  made  by  this  Division  in  1912  and  1915, 
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Oweigo  i8  a  village  of  about  5jOOO  inluift^itairte,  located  in  the  aoutli-ceatnl 
part  of  Tioga  county^,  20  miles  west  of  the  city  of  Binghamton.  Abofat  80 
per  cent  of  the  total  popukbtion  are  served  by  the  public  water  supply.  The 
waterworks  are  owned  vLod  operated  by  the  Owego  Water  Works  Oompany. 

The  water  supply  is  derived  from  two  souroee:  Barnes  credc,  aa  uplsnd 
stream  northeast  of  the  village,  and  two  shallow  dug  wells  in*  lowland  in  tiie 
northwestern  part  of  the  vilh^.  The  creek  supply,  after  treatment  faj  coagu- 
lation and  mechanical  filtration,  is  distributed  by  gravity  to  the  village. 
The  well  supply  is  pumped  directly  into  the  system  against  a  head  maintaiiied 
by  the  clear  water  reservodr  at  the  filter  plant.  The  average  daily  water  eon- 
srumption  is  said  to  be  approximately  700,000  gallons,  or  aibout  175  gallons 
per  capita  per  day. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  authorities  in 
charge  of  the  water  supply  have  nK>t  carried  out  all  of  the  reoommendations 
of  our  last  report,  that  the  filtration  plant  as  operated  could  not  be  depended 
upon  to  produce  a  satisfactory  water  at  all  times,  that  there  were  certain 
opportunities  for  serious  contamination  <^  the  weil  water  supply,  and  thai 
although  the  apparatus  for  sterilization  of  the  water  by  liquid  chlorine  had 
been  ordered,  it  was  not  in  place  at  the  time  of  the  inspection.  It  was  there- 
fore recommended  that  the  Water  Works  Compeiiy  carry  out,  without  delay, 
the  recommendations  of  our  previous  reports  regarding  the  improvement  of 
the  present  supply  or  the  securing  of  a  new  <me,  and  ttmt  Mquid  chlorine  be 
ai^lied  to  the  water  at  all  times  in  such  quantities  as  properly  to  sterilize 
it. 


OXFORD 


A  reinspection  of  the  public  water  supply  of  the  village  of  Oxford,  Chenango 
county,  N.  Y.,  was  made  by  Mr.  N.  H.  Baier,  saniUry  inspcKstcM-  in  this 
Departanent,  on  November  22,  1020,  previous  inspections  of  the  supply  having 
been  made  by  this  Division  in  the  years  1916  and  1917. 

Oxford  is  located  on  the  Ohenango  river  in  the  north-central  part  of  the 
town  of  Oxford,  about  33  miles  north  of  Binghamton.  The  population  is 
approximately  1,590,  of  which  about  75  per  cent  is  served  by  the  public  water 
mipply.  The  waterworks  are  owned  by  the  village  and  opeiuted  under  the 
control  of  a  board  of  water  commis^oners. 

The  water  of  the  main  supply  is  derived  from  springs  developed  by  the 
construction  of  three  basins  located'  on  a  sidehill  about  4  miles  north  of  the 
village,  and  is  delivered  to  the  consumers  by  gravity  through  a  distribqition 
system  consisting  of  about  12  miles  of  castiron  pipe.  A  reservoir  of  about 
250,000  gallons  capacity,  located  approximately  one-fourth  of  a  mile  north  of 
the  village,  takes  the  surplus  water  and  acts  as  an  equalidnng  reservoir. 

The  apparent  watershed  of  the  spring  is  approximately  0.2  of  a  square 
mile  in  area  and  is  for  the  most  part  used  for  pasture  or  cultivated.  There 
are  no  houses  on'  the  shed.  The  area  surrounding*the  springs  is  fenced.  An 
inspection  of  the  springs  and  their  surroundings  is  saad<  to  k»  made  Yfy  the 
superintendent  of  the  waterworks  every  few  weeks. 

In  order  to  augment  the  spring  supply,  a  6 -inch  well  about  300  feet  deep 
was  drilled  a  few  years  ago,  but  has  since  been  abandoned  because  ib 
capacity  was  only  about  15  gallons  per  minute.  The  well  of  the  Borden's 
Condensed  Milk  Oompany,  about  65  feet  deep,  is  however,  being  regularly  used 
as  an  auxiliary  source  of  water  supply.  T%is  well  is  unsatisfactorily  located 
in  the  fairly  well  built-up  portion  of  the  village,  where  it  is  possible  that 
pollution  may  at  times  reach  the  water.  The  village  is  also  contemplatini; 
using  the  water  from  the  well  of  the  Rural  Products  Company,  which  h 
151^  feet  deep,  the  first  100  feet  passing  through  clay  and  brc^en  roek,  and 
the  remaining  51^  feet  through  solid  bluestone  rock.  The  casing  is  said  to 
extend  to  the  bluestone. 

The  analyses  of  samples  of  water  talcen  August  2,  1920,  show  the  water 
to  contain  active  contamination.  This  may,  however,  have  heen  due  to  the 
fact  that  the  well  had  recently  been  drilled  and'  not  used  to  any  extent. 
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A  Ittter  saiiLplte  indicated  that  the  water  was  free  fr<Mii  active  contaaniiuitiaii 
at  the  tiave  it  waa  taken. 

A»  a  reeiUt  of  the  inspection  it  waj»  concluded  that  the  regular  or  spring 
eupplj  of  the  yilhige  was  of  sataiafactory  saniitary  quality  at  the  tijne  of  the 
inspection,  but  thc^  it  is  neoeasary  at  times  to  nee  water  fr<Hn  auxiliary 
sources  whdch  are  not  entii>ely  satisfactory.  It  was  therefore  recommended 
that  the  present  careful  supervisioni  of  the  regular  or  spring  supply  'by  the 
village  be  continued,  and  that  steps  be  taken  to  secure  an  auxiliary  supply 
of  satisfactory  sanitary  quality. 


OXFORD  (Women's  Relief  Corps  Home) 

An  inspection  of  the  water  supply  of  the  New  York  State  Women's  Relief 
Corps  Home,  at  Oxford,  Chenango  county,  N.  T.,  with  epecial  reference  to 
the  devolpment  of  a  new  source  of  supply,  was  made  by  Mr.  W.  0.  Emigh, 
assistant  engineer  in  this  Department,  on  July  19,  1920. 

As  a  result  of  this  investigation  it  was  concluded  that  the  development  of 
an  additional  water  supply  by  using  the  suction  well  near  the  power  plant 
of  the  institution  was  inndviaable  on  account  of  the  potential  sources  of  con- 
tamination in  the  vicinity,  and  it  was  recommended  that  as  far  as  possible 
the  present  sources  of  water  supply  be  protected  from  contamination,  as 
recommended  in  the  report  on  the  investigation  of  March,  1920;  that  the 
vrater  from  the  suction  well  near  the  power  plant  be  not  pumped  into  the 
institution  maine  for  drinking  or  culinary  purposes;  that  a  test  well  'be  sunk 
on  the  hillflode  above  the  power  house;  end  that  a  seriee  of  analyses  be  made 
of  the  water  from  this  test  well  to  determine  its  suitability  as  a  water  supply 
for  drinking  and  culinary  purposes. 


OYSTER  BAY 

A  reinspection  of  the  public  water  supply  of  the  unincorporated  village  of 
Oyster  Bay,  Nassau  county,  N.  Y.,  was  made  by  Mr.  Alfred  Mullikin,  assistant 
engineer  in  this  Departnient,  on  June  15,  1920,  previous  inspectione  of  the 
supply  having  been  made  by  this  Division  in  1915  and  1918. 

Ouster  Bay  is  located  in  the  northeast  corner  of  the  town  of  Oyster  Bay, 
about  35  miles  eaat  of  New  York  city.  The  population  is  estimated  at  about 
5,000,  of  whom  only  about  25  per  cent  axe  served  by  water  from  the  public 
supply.  The  waterworks  are  owned  and  operated  by  the  Nassau  Water 
Com^MUiy. 

The  supply  is  derived  from  three  8-inich  driven  wells  located  in  the  south- 
western part  of  the  village.  Two  of  the  wells,  one  398  feet  and  the  other  500 
feet  deep,  aze  directly  connected  to  the  pump  sucti^.  The  other  well.  497 
feet  deep,  is  a  flowing  well,  discharging  into  a  small  concrete  receiving 
chanvber  about  15  by  25  feet  in  plan  and  10  feet  deep,  from  which  the  water 
is  taken  by  pumps.  The  wells  are  rather  unfavorably  located  in  a  depreseion 
which  apparently  receives  the  drainage  from  the  todlete  of  the  surrounding 
territory.  There  are  some  18  or  20  houses  east  of  the  plant  within  a  radius 
of  500  feet,  all  located  on  higher  ground  than  that  on  which  the  welhp  are 
drilled.  The  nearest  houses  are  about  150  feet  east  of  the  wells.  None  of  the 
houses  have  sewer  connectione.  Some  are  provided  with  earth  vault  privies 
asid  some  with  leaiching  ceaspoole.  The  engineer's  residence  iff  located'  in  the 
second  story  of  the  pumping  sftation,  and  the  sewage  is  discharged  into  the 
cesspool  some  7  feet  west  of  the  pumping  staitionL  A/bout  100  feet  west  of  the 
pumping  station  is  the  Mill  Pond  creek,  and  while  it  is  said  that  the  water 
never  rises  high  enough  to  reach  the  ground  around  the  wells,  it  seems  prob- 
able that  after  heavy  storms  this  stream  may  be  a  possible  source  of  polluM<m. 
A  Wallace  A  Tiermun  manual  control  solution  feed  chlorinator  was  installed 
in  1918.  At  the  time  of  the  inspection,  however,  the  apparatus  was  not  oper- 
atinsr.  due  to  the  fact  that  it  was  impossible  properly  to  regulate  the  amount 
of  chlorine  flowing  to  the  solution  chamber. 
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BmmpieB  of  tbe  wmtcr  mn  taken  at  the  time  of  tke 
tb»  Diyiiioii  ol  Laboratorkfl  and  Bcaeardi  lor 
the  bacterial  aamiiiatkm  ol  thcao  aamfileB  ilKMr  Tcry  U^ 
praacBce  of  bacteria  oi  the  eoloa  g;roap  in  nearly  all  of 
tcftcd,  including  one  ol  the  1/10  cc  inocidatioM»  indicating  tbat 
eontainad  actiTe  eostaminataon  at  tbe  time  tbe  aamplca  vera  taken. 

As  a  reanlt  of  the  inapeotion  it  was  condnded  that  tbe  water  eamsmaj  bad 
not  carried  out  tbe  recommendations  oi  this  Department,  and  tbat  tlm 
supply  of  tbe  Tillage  was  receiving  pollution  and  was  not  of  satssfaetoffy 
tary  quality  at  tS^  time  ci  the  inspection.  It  was  tbcrelore 
that  the  chlorinaUon  apparatus  be  immediately  repaired,  and  that  ^doriae 
be  applied  to  tbe  water  continuously  in  proper  proportiona  at  mil  timaa;  that 


dnpucate  apparatus  be  secured  and  kept  at  tbe  pumpiis  station  in  order  to 
insure  continuous  operation;  that  as  far  as  possible  all  soureee  of  poUotioB 
in  tbe  vicinity  of  the  wells  be  removed;  and  tnat  tbe  well  casings  and.  soction 
Hnes  be  examined  for  leaks,  and  all  leaks  discovered  be  immediately  and 
dVectively  stopped'. 

PATCHOGUE 

A  reinspection  of  ihb  water  supply  furnished  by  the  Great  South  Bay 
Water  Company  to  the  village  of  Patchogue,  and.  the  unincorporated  villages 
of  Bay  Shore,  IsUp,  East  Mip,  Grent  River,  SayviUe,  West  Sayville,  Bayport, 
and  Blue  Pointy  Suffolk  county,  N.  Y.,  was  made  by  Mr.  Alfred  MuUikin, 
assistant  engineer  in  this  Department,  on  May  24  sod  27,  1920,  a  previous 
inspection  idihim  supply  having  been  made  by  this  Division  in  1918. 

The  villages  suppfiedi  are  loatted  along  tba  south  shore  of  Long  Island  in 
the  vicinity  of  Patchogue,  and  have  a  total  population  of  about  25,000, 
approximntely  75  per  cent  of  which  is  served  with  water  from  the  puUic 
supply. 

Ihe  water  is  derived  from  driven  weills,  part  of  which  are  located  in  the 
northwestern  section  of  Bay  Shore  about  one-half  mdle  northwest  of  the  rail- 
rosd  station,  and  part  in>  the  northwestern  section  of  Patchogue  on  the  north 
lAde  of  the  Long  Island  railroad  about  one-fourth  of  a  mile  west  of  the 
Patebogne  river.  The  water  is  delivered  by  pimiping  into  a  distribution 
system  of  shout  100  miles  of  castiron  pipe,  to  which  are  connected  4  steel 
standipipei  which  act  as  equalizing  reservKnrs.  The  total  water  consumption 
in  winter  is  approximately  1,500,000  gallons  and  in  summer  about  2,700.000 
gallons,  tba  average  consumption  being  equivalent  to  aibout  115  gallona  per 
capita  per  day. 

The  wells  at  Bay  Shore  consist  of  twelve  10-inteh,  six  8-inch,  and  eight 
5-inch  driven  wells,  all  of  which  are  about  00  feet  dieep.  The  ei^ht  5-inch 
wells  are  to  be  abandoned,  and  four  8-inch  wells,  which  are  now  being  driven, 
connected  to  the  system.  Concrete  pdts,  4  feet  square  and  5  feet  deep,  similar 
to  those  now  surrounding  the  10-inch  wells,  will  be  constructed  about  the 
new  wells.  At  Patchogue  the  driven  wells  conetst  of  fifteen  10-inch  wells. 
about  50  feet  deep,  of  which  ten>  wells  are  now  in  use.  The  wells  are  sur- 
rounded by  wooden  boxes  and  located-  in  a  plot  of  ground  about  300  feet  by 
800  feet  in  size,  which  is  situated  in  the  built-up  portion  of  the  village. 

As  a  result  of  the  reinspectiion  of  the  public  water  supply  of  the  Great 
South  Bay  Water  Company,  it  was  concluded  that  the  oompany  has  only 
partially  carried  out  the  previous  recommendations  of  this  Department,  and 
that  while  the  analyses  of  samples  of  water  taken  at  the  time  of  the  inspection 
did  not  show  active  contemination,  certein  potential  Sources  of  oontamination 
pxisted  and  that  the  water  miflrht  become  actively  contaminated  at  any  time. 
It  was  therefore  recommended  that  the  water  company  maintein  careful 
sunervision  over  the  area  in  the  vicinitv  of  the  wells  to  prevent  incidental 
pollution  of  the  ground:  that  watertight  containers  he  provided  for  all 
privies  within  a  radius  of  500  fe^t  of  the  welln  at  both  phinte;  that  all  cess- 
pools within  that  distence  be  made  watertight,  and  that  the  containers  and 
cesspools  be  properly  cleaned  at  frequent  intervals  and  the  contents  disposed 
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:  €>t  in  some  remote  place.  It  was  also  recomimended  that  the  water  company, 
Izi!  cooperotdoDi  with  the  village  authorities,  consideor  the  inatallation  of  a 
properly  designed  sewer  ^stem  for  the  €ure&  in  the  vicinity  of  the  wellB,  and 

:   t^lie   «U'k)8equent  elimination  of  all  privies  and  ceespoola  in  the  vicindty  of 


PEEKSKILL 

A  reinspection  of  the  water  supply  of  the  village  of  Peekskill  was  made  on 
^u^iut  4,  1920,  by  Mr.  A.  I.  Howd,  assistant  engineer.  A  previous  inspection 
of  this  supply  was  made  by  this  Department  in  1917. 

Beekskill  is  an  incorporated  viUage  having  a  population  of  16,200,  located 
about  40  miles  north  of  New  York  city.  Of  the  total  popullvtion,  about  90 
per  oent  are  served  with  water  from  the  public  water  aupply.  The  water- 
'viwrkB  are  owned  and  operaited  by  the  municipality  under  the  direction  of 
a  board  of  water  commisidonera. 

The  water  supply  is  derived  from  PeekskiU  Hollow  creek,  the  intake  being 

located  about  2  miles  northeast  of  the  village.    The  water  is  pumped  from 

Peekskill  Hollow  creek  through  a  12-inch  and  20-inch  force  main  to  a  30- 

milHon  gallon  storage  and  sedimentation  basin  on  a  hill  about  1  mile  south 

of  the  village.     The  water  flows  from  the  'basin  through  a  gate  house  and 

screen  chamber  provided  with  a  %4nch  mesh  screen,  and  through  a  16-indk 

pipe  to  an  aerator  in  a  circullir  concrete  basin  30  feet  in  diameter  and  10  feet 

deep  below  the  water  level.     The  aerator  consists  of  a  lOiinch  riser  capped 

with  a  plate  perforated  with  1-inch  holes.    The  water  flows  from  the  aerator 

to  four  units  of  covered  slow  sand  Alters,  each  undt  having  dimensions  of 

66  feet  by  143  feet,  or  a  total  area  of  0.850  acres.     The  ^tering  medium 

coneists  of  successive  layers  of  18  inches  of  coarse  stone,  12  inches  of  1%-inch 

stone,  10  inches  of  gravel,  and  36  inches  of  aand.    The  Alters  are  provided 

with  loss  of  head  gauges  and  the  rate  of  Altration  ie  controlled  by  hand 

operated  valves. 

The  rate  of  Altration  with  the  average  oonsiunption  is  afanoet  4,000,000 
gallons  per  acre  per  day,  but  at  times  of  maximum  draft,  particularly  when 
one  bed  is  cut  out  for  cleaning,  the  rate  considerably  exceeds  this  Agure. 

The  water  flow*  from  the  Alters  into  a  covered  clear  water  well  which  had 
dimensions  of  43  feet  by  160  feet  by  10  feet  deep,  and  a  capacity  therefore  of 
616,000  gallons.  The  water  Aows  by  gravity  from  the  clear  water  well  through 
a  12-inch  and  a  16-iiich  main  to  the  village. 

As  a  result  of  the  above  inspection  it  was  concluded  that  PeekskiU  Hollow 
creek,  the  source  of  water  supply  of  Peekskdll,  is  subject  to  direct  and  indirect 
pollution  from  the  population  on  the  watershed;  that  certain  violations  of 
the  rules  and  regulations  enacted  by  this  Department  exist;  and  that  the 
filter  plant  wasr  bedsig  carefully  operated  at  the  time  of  the  inspection.  It 
was  therefore  recommended  that  the  authorities  in  charge  of  the  water  supply 
strictly  enforce  the  rules  and  regulations  enacted  by  this  Department  for  the 
protection  of  their  source  of  water  supply  from  contamination;  that  they 
oontinue  their  careful  supervision  of  the  oneration  of  the  Altration  plant,  and 
that  they  install  apparatus  for  the  sterilisation  of  the  supply  with  liquid 
chlnrine  at  times  when  the  Alters  are  operated  at  very  high  rates. 

The  water  of  this  supply  is  iised  by  the  New  York  Central  Railroad  for 
druDking  and  culinary  purposes  in  interstate  tiwffic.  Data  regarding  the 
fflipply  were  furnished  to  the  United  States  Public  Health  Service  on  Novem- 
ber 12,  1920,  and  included,  in  addition  to  the  remilts  of  the  analysis  of  a 
sample  of  the  water,  the  statement  that  at  the  time  of  the  inspection  tlw>! 
oonditione  surrounding  the  supply  were  satisfactory  and  that  the  results  of 
the  inspection  and  the  analyses  of  the  samples,  together  with  the  results  of 
previous  inspections  and  analyses,  indicste  thnt  the  water  was  of  satisfartory 
quality  for  human'  consumption  st  the  time  of  the  ineoection.  A  copy  of  the 
report  accomnenied  thie  data.  Based  on  thifr  information  the  United  States 
Public  Health  Service  oni  November  17.  1920.  issued  a  vertificate  permitting 
the  use  of  the  water  for  drinking  and  culinary  purposes  in  interstate  traffic. 
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PETERSBURG 

A  reinspection.  of  the  water  supply  of  the  village  of  Petersburg  wbs  made 
on  October  11,  1920,  by  Mr.  W.  J.  £rickBoii,  sanitary  inspector.  A  previous 
inspection  of  thdB  supply  was  made  by  this  Deportment  in  1917,  tlie  repeat 
upon  which  is  published  in  the  Annual  Report  of  the  Departznent  for  that 
year. 

Peteraburg  is  an  imincorporated  village  of  200  inhiaibitante  located  in  the 
eastern  part  of  Rensselaer  county  about  18  miles  east  of  Troy.  The  water- 
works are  under  the  control  of  the  Peteraburg  water  district.  The  village  is 
not  provided  with  public  sewers. 

The  supply  is  ordinarily  derived  from  a  small  stream  tributary  to  the 
Little  Hoosick  river  known  as  Fly  creek,  and  a  snuUl  tributary  thereto.  The 
intakes  are  located  about  half  a  mile  west  of  the  village.  An  auziUary 
supply  is  derived  from  a  dug  well  on  the  westerly  bank  of  the  river  in  tl» 
northeastern  part  of  the  village. 

An  earthen  dam  with  a  concrete  core  wall  has  been  constructed  across 
Fly  creek  forming  a  storage  reservoir.  This  reservoir  is  about  150  feet  wide 
and  200  feet  long  and  on  an  average  6  feet  deep,  with  a  storage  capacity  of 
about  1,300,000  gallona  As  the  &m  is  constructed  on  sand  and  gravel  a 
considerable  amount  of  water  leaks  through  the  bottom.  Hie  tributary  or 
southern  watershed  is  developed  by  the  construction  of  a  small  intake  basiB 
on  the  tributary  below  the  storage  reservoir  from*  which  the  supply  goes 
directly  to  the  mains  as  there  is  no  storage.  When  this  supply  is  used  the 
pipe  leading  from  the  main  reservoir  is  closed  as  the  inttUce  on  this  line 
is  at  a  lower  elevation.  The  southerly  intake  was  in  use  at  the  time  of 
the  inspection. 

The  well  is  located  about  22  feet  from  the  Little  Hoosick  river.  It  is 
about  ^Yg  feet  square  and  0  feet  deep,  and  covered  with  timber  and  aboui 
2  feet  of  earth.  The  ground  water  undoubtedly  receives  some  pollution  from 
the  various  houses  and'  privies  located  above  the  well,  and  from  infiltratioB 
from  the  Little  Hoosick  river  which  receives  pollution,  largely  indirect,  fran 
farm  houses  and  small  hamlets  on  its  watershed.  As  to  whether  there  wouM 
be  sufficient  purification  of  the  water  at  times  when  there  is  a  heavy  draft  on 
the  well  and  consequently  a  more  rapid  infiltration  is  indeterminable  with 
the  dattf  on  band.  There  are  about  5  houses  with  a  populati<Mi  of  about  2S 
within  500  feet,  and  12  houses  with  a  population  of  about  50  withia  1,006 
feet  of  the  welL 

The  analysis  of  sam-ples  at  the  creek  supply  shows  a  water  that  is  some- 
what colored,  practically  dear  and  soft.  The  amount  of  organic  nouatter  is 
moderate  as  shown  by  the  ammonia  compoimds.  The  northerly  branch.  Bhoiri 
a  freedom  from  active  contamination  while  the  southerly  branch  shows  high 
counts  and  organisms  of  the  B.  coli  type  in  all  three  1  c.  c.  inocolationB. 

The  analysis  of  the  well  supply  shows  a  water  that  is  clear,  sli^tly  tuibid. 
and  moderately  hard.  The  amount  of  organic  contamination  is  considerable 
and  is  apparently  of  animal  origin  as  indicated  by  high  figures  for  the 
ammonia  compounds,  particularly  that  for  the  free  ammonia  and  nitrites. 
The  figure  for  chlorine  is  higher  than  that  for  ground  waters  of  this  vicinitv. 
The  total  bacterial  count  is  low  and  organisms  of  tiie  B.  ooli  type  are 
absent. 

As  a  result  of  Hie  insp^tion  it  was  recommended  that  no  cattle  be  allowed 
to  pasture  within  50  feet  of  the  reservoir;  that  the  south  brandi  of  Fly 
creek  be  abandoned  as  a  source  of  supply,  unless  suitable  and  adequate 
methods  be  provided  for  its  purification,  and  that  the  well  be  abandoned; 
and  if  necessary,  an  additional  supply  of  satisfactory  sanitary  quality  be 
obtained  by  the  development  of  a  new  source  free  from  pollution,  or  a  well 
or  wells  at  least  50  feet  from  the  river  and  remote  from  other  possible 
sources  of  pollution. 
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PHOENICIA 

A  reinapeGtion  of  the  water  supply  of  the  yiUage  ol  Phoenicia  was  made  on 
October  25,  1920j  by  Mr.  W.  J.  Erickson,  sanitary  inspector.  A  previous 
inspection  of  this  supply  was  nmde  by  tiiis  Department  in  1916,  the  report 
upon  which  is  published  in  the  Annual  Keport  of  the  Department  for  that 
year, 

Phoenicia  is  an  unincorporated  village  located  in  the  northern  part  of 
Ulster  county,  on  the  Ulster  and  Delaware  railroad,  23  males  northwest  ci 
Kingston.  The  village  has  a  resident  population  of  about  450  which  is 
increased  to  about  1,100  in  the  enHnmer  months.  About  SO  per  cent  of  the 
population  is  served  with  water  from  the  public  supnlv.  whicn  is  owned  aji<l 
operated  by  the  Phoenicia  Water  Works  Company.  There  is  no  public  sewer- 
a^'e  flj'stem,  the  houses  being  serv^  by  privies  and  cesspools. 

The  water  supply  is  derived  from*  springs  located  about  a  mile  east  of  the 
village.  From  tne  springs  the  supply  is  conducted  to  a  150,000-gallon  storage 
reservoir  from  which  it  Hows  by  gravity  through  about  2%  nules  of  mains 
to  the  consumers.  During  the  sununer  the  regular  supply  is  supplemented 
from  Muddy  creek,  the  intake  being  located  about  a  mile  and  a-luilf  west  of 
the  village. 

The  springs,  6  in  number,  are  located  in  a  ravine  on  the  slopes  of  Trumer 
mountain.  There  is  some  possibility  of  surface  wash  entering  them 
particularly  one  whidi  is  fed  by  a  spring  brook.  As  the  waterriied  m 
unpopulated,  heavily  wooded,  practically  inaccessible,  there  is  practically  no 
possibility  of  contamination  except  from  animals  crossing  the  watershed. 

The  watershed  tributary  to  Muddy  brook  above  the  inti3ce  is  about  a  mile 
and  a-half  in  area.  This  area  is  located  on  the  side  of  Garfield  mountain 
and  is  rather  steep  and  almost  entirely  wooded.  There  is  but  one  house  on 
the  watershed,  which  is  occupied  only  during  the  summer  months.  The 
privy  is  located  about  200  feet  from  the  stream  and  is  provided  with  a  con- 
crete vault.  It  seems  probable  that  if  thie  place  is  kept  in  a  proper  sanitary 
condition  there  is  little  danger  of  serious  pollution  iram.  this  source.  There 
is,  however,  as  in  all  surface  supplies,  the  ever  present  possibilty  of  con- 
tamination from  animals  and  from  visitors  on  the  watershed.  Thia  brook 
cannot  be  considered  an  entirely  satisfactory  source  of  supply  imless  very 
carefully  inspected  at  frequent  intervals  and  protected  from,  possible 
pollution. 

As  a  result  of  this  inspection  it  was  recommended  that  freqfuent  inspections 
of  the  watershed's  of  the  supply  be  nmde  in  order  to  detect  and  abate  any 
source  of  pollution  found  thereon,  and  that  sAiould  any  difficulty  be  experi- 
enced in  carrying  out  this  recommendation,  application  be  made  to  this 
Department  for  the  enactment  of  rules  and  regulations  for  the  sanitary 
protection  of  the  supply. 

The  water  of  this  supply  is  used  by  the  Ulster  and  Delaware  Railroad 
for  drinking  and  culinary  purposes.  Data  regarding  this  supiply  were 
fundshed  to  the  United  States  Public  HealiSi  Service  on  November  23,  1920, 
and  included,  in  addition  to  the  results  of  the  analysis  of  a  sample  of  the 
water,  the  statement  that  at  the  time  of  the  inspection  the  conditions  sur- 
rounding the  supply  were  satisfactory,  and  that  the  conditions  surrounding 
the  auxiliary  supply  were  not  entirely  satisfactory.  The  results  of  the 
inspection  and  analyses  of  the  8am,ples  of  water,  together  with  results  of 
previous  inspections  and  analyses,  indicate  that  the  water  of  the  main  supply 
was  of  satisfactory  quality  for  human  oonsunvption,  but  that  the  water  of 
the  auxiliary  supply,  used  in  summer  only,  cannot  be  considered  of  an 
entirely  satisfactory  quality  unless  very  carefully  inspected  at  frequent 
intervals  and  protected  from  possible  pollution.  A  copy  of  the  report 
accompanied  this  data.  Based  on  this  information  the  United  States  Public 
Health  Service  on  November  30,  1920,  issued'  a  certificate  permitting  the  use 
of  the  water  from  the  main  supply  for  drinking  and  culinary  purposes  in 
interstate  traffic,  and  also  a  certificate  prohibiting  the  use  of  the  auxiliary 
supply  in  cars  engaged  in  interstate  traffic. 
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PHOENIX 

A  reinspection  of  the  water  supply  of  the  village  of  Fboemx  was  made 
on  July  7,  1920,  foy  Mr.  Earl  Devendorf,  aasiatant  en^neer.  A  previous 
investigation  of  the  supply  was  made  by  this  Department  in  1914. 

Phoenix  is  an  incorporated  village  of  about  2,000  inhabitants  located  in 
the  southwestern  part  of  Oswego  county,  about  20  miles  northwest  of  the 
cily  of  Syracuse.  The  public  water  supply  is  owned  and  operated  by  the 
village  under  a  Board  of  Water  Commissioners. 

The  water  supply  is  obtained  from  the  Oswego  river,  from  which  the 
water  is  pumped  direct  to  the  distribution  system,  the  excess  over  con- 
sumption going  to  a  standpipe  located  in  the  village.  The  watershed  of 
the  Oswego  river  above  Phoenix  covers  many  square  miles  and  receives  the 
indirect  sewage  from  the  inhabitants  on  the  watershed  as  well  as  the  direct 
sewage  of  the  cities  and  villages,  the  larger  of  which  are  the  city  of 
Syracuse  and  the  village  of  Baldwinsville. 

The  fire  supplies  of  the  Oswego  River  Paper  Mill,  the  Three  River  Pafjei 
Mill,  and  the  Phoenix  Toilet  Paper  Company  are  pumped  from  Hie  rim 
and  are  cross-connected  to  the  village  supply.  While  the  cross-connectioii 
makes  little  difference  at  the  present  time,  as  the  public  supply  is  obtained 
without  purification  from  the  river,  when  the  supply  is  treated  or  a  ne« 
safe  supplv  obtained  the  connection  should  he  eliminated  or  equipped  with 
a  double  clieck  and  gate  valve. 

As  a  result  of  the  above  investigation  it  was  concluded  that,  as  pointed 
out  in  the  previous  report,  the  C^wego  river  is  grossly  polluted  and  it« 
water  unfit  for  human  consumption  without  adequate  purification;  and  it 
was  therefore  recommended  that  the  village  authorities  install  a  snitaUe 
treatment  plant,  or  obtain  a  new  water  supply  adequate  in  amount  and  of  a 
satisfactory  sanitary  quality,  and  that  pending  the  installation  ci  a  nev 
supply  of  safe  sanitary  quality  the  village  authorities  warn  the  poblic  not 
to  use  water  from  the  public  supply  for  drinking  or  culinary  purposes. 


PINE  PLAINS 

A  reinspection  of  the  water  supply  of  the  village  of  Pine  Plains  was  made 
by  Mr.  W.  J.  Erickson,  engineering  assistant,  on  May  21,  1920.  A  previous 
inspection  of  this  supply  was  made  in  1915. 

Pine  Plains  is  an  unincorporated  village  of  about  850  inhabitants  located 
in  the  town  of  Pine  Plains,  in  the  northern  part  of  Dutchess  county,  netr 
the  headwaters  of  Wappingers  creek.  Practically  all  of  the  inhabitants  use 
the  public  water  supply  which  is  owned  by  Pine  Plains  Water  Company. 

The  supply  is  derived  from  springs  located  on  the  slope  of  Stiftsbg 
mountain,  about  2  miles  west  of  the  village,  and  from  a  well  located  near 
the  foot  of  a  hill  in  the  southeastern  part  of  the  village  below  the  reservoirf, 
the  latter  source  being  used  only  in  times  of  drought  when  the  springs  fail. 
The  supply  from  the  springs  flows  by  gravity  to  the  distribution  systes 
and  the  reservoirs. 

The  spring  supply  is  derived  frcmi  two  springs  from  which  the  water 
flows  to  a  collecting  basin.  The  springs  and  collecting  basin  are  covered 
with  wooden  roofs  and  surrounded  by  a  mAsonry  wall.  The  roof  of  iht 
collecting  basin  was  in  bad  repair  at  the  time  of  the  inspection.  Hie  springs 
are  located  in  shale  and  there  is  practically  no  top  soil.  The  area  tributarv 
to  the  springs  is  approximately  half  a  square  mile  in  area.  Tliere  are  no 
houses  on  this  area  and  probably  the  only  pollution  would  be  from,  animal^ 
in  the  wood  and  from  passing  hunters.  The  yield  in  time  of  drought  i< 
materially  decreased  and  it  becomes  necessary  to  supplement  by  pumping 
from  the  well. 

The  well  is  located  in  the  southeastern  part  of  the  village  near  the  foot 
of  the  hill  on  which  the  reservoirs  are  located.  This  well  which  is  6  inches 
in  diameter  and  300  feet  deep  was  drilled  through  solid  bluestone  rock  for 
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tike  entire  disiaace,  except  for  about  2  feet  of  top  soiL  It  is  cased  for  the 
entire  distance  and  a  concrete  curb  prevents  the  water  from  leaking  back 
into  it.  The  well  and  pumping  equifMuent  is  housed  in  the  cellar  of  a  frame 
building  the  upper  section  of  which  is  used  for  storage* 

The  company  owns  about  one-quarter  of  an  acre  immediately  above  the 
"Well  and  there  are  no  houses  located  there.  The  nearest  house  is  about 
75  feet  from  the  well  and  at  a  hiffher  elevation  than  the  well.  The  drainage, 
however,  is  not  in  the  direction  of  the  well.  The  privy  of  this  house  is  about 
2O0  feet  from  the  well.  Hiere  are  two  other  houses  slightly  lower  than  the 
i^ell,  about  150  feet  from  it.  The  priviee  of  these  houses  are  150  feet  and 
300  feet  from  the  well  respectively.  The  well  had  not  been  in  use  for  scnne 
time  previous  to  the  inspection. 

As  a  result  of  the  inspection  it  was  concluded  that  the  water  derived  from 
the  springs  was  of  a  satisfactory  sanitary  and  physical  quality  at  the  time 
of  the  inspection,  but  that  the  new  well  supply  was  liable  to  contamination 
from  the  neighboring  houses;  and  the  interior  of  the  pump  through  leaks 
in  the  casing  and  cracks  and  fissures  in  the  rock;  and  that  the  interior  of 
the  well  house  was  not  kept  in  a  neat  and  sanitary  condition. 

It  was  therefore  reconunended  that  the  well  house  and  surroundings  be 
cleaned  up,  and  strict  supervision  be  maintained  over  the  building  and  the 
land  in  the  vicinity  to  minimize  the  chances  of  pollution  of  the  well  supply. 


PLATTSBURG 

An  investigation  of  the  public  water  supply  of  the  city  of  Plattsburg, 
with  special  reference  to  the  odors  in  the  water  and  the  method  of  chlorin- 
ating the  water,  was  made  by  Mr.  Henry  Ryon,  assistant  engineer  in  this 
Department,  September  24,  1920,  and  November  17,  1920. 

The  unsatisfactory  physical  Quality  of  the  water  seemed  for  the  most  part 
to  have  been  due  to  growths  of  algae,  protozoa,  and  other  organisms  in  tl^e 
reservoirs.  The  removal  of  the  plants  of  the  higher  organisms,  and  the 
dredging  and  draining  off  of  some  of  the  shallow  parts  of  the  reservoirs 
would  undoubtedly  be  a  desirable  improvement  which  would  prevent  to 
some  extent  the  growths  of  these  organisms  but  would  undoubtedly  be  very 
expensive.  It  seems  desirable,  however,  that  some  attention  should  be  given 
to  this  mat^  and  that  the  aquatic  plants  be  removed  as  far  as  possible, 
and  those  parts  of  the  reservoir  where  water  lies  stagnant  in  shallow  pools 
eliminated.  The  growths  of  these  organisms  can  be  prevented  by  the  appli- 
cation of  copper  sulphate  in  proper  proportions,  and  since  this  treatment  is 
comparatively  inexpoisive,  it  would  seem  advisable  that  it  should  be  carried 
out  each  year  before  the  appearance  of  the  organisms  and  continued  imtil 
the  danger  of  their  appearance  is  past. 

The  chlorination  of  the  water  supply  as  now  carried  on,  while  it 
undoubtedly  greatly  reduces  the  dianprer  of  wateii>ome  disease  in  the  dty, 
cannot  be  considered  as  entirely  satisfactory.  The  chlorination  plants  are 
located  at  remote  places  where  it  is  difficult  to  give  them  proper  attention, 
particularly  in  winter,  with  the  consequent  danger  of  interruption  of  the 
service,  and  there  is  no  means  of  measuring  the  flow  of  water  and  regulating 
the  application  of  chlorine  in  proportion  to  the  flow.  It  has  been  recom- 
mendled  that  a  single  chlorination  plant  and  a  Yenturi  meter  be  installed 
at  the  receiving  basins.  By  this  change  the  chlorination  plant  will  be 
placed  where  it  will  be  easily  taken  care  of,  the  flow  of  water  measured, 
and  the  application  of  chlorine  regulated  accordingly. 

Samples  of  water  were  taken  at  the  time  of  the  inspection  and  sent  to 
the  Division  of  Laboratories  and  Research  for  examination.  The  result  of 
the  examination  of  these  samples  indicated  that  the  water  of  both  Mead  and 
West  brooks  contained  active  contamination  at  the  time  these  samples  were 
taken,  and  that  the  chlorinated  water  as  ti^en  from  the  tap  in  the  dty 
also  contained  active  contamination. 


284  Statb  Depabtmbnt  of  Hkat.th 

As  a  resnlt  of  the  investigation  it  was  recommended  that  a  dtlorinatliig 

Slant  for  sterilizing  all  the  water  taken  from  both  West  and  Mead  brooks 
B  installed  and  put  in  operation  without  delay;  that  a  suitable  apparatus 
for  measuring  the  flow  of  water  be  installed  in  connection  with  the  cnlorina- 
tion  apparatus;  that  chlorine  be  applied  to  the  water  continuously  at  all 
times  m  such  proportions  as  effectively  to  sterilize  it.  It  was  aleo  recom- 
mended that  the  reservoirs  be  as  far  as  possible  cleared  of  a4]uatic  growths, 
and  that  they  be  treated  with  copper  sulphate  each  year  to  prevent  the 
growth  of  algae. 

The  water  of  tiiis  supply  is  used  by  the  Delaware  and  Hudson  Railroad  for 
drinking  and  culinary  purposes  in  interstate  traiBc.  Data  r^^arding  the 
supply  were  furnished  to  the  United  States  Public  Health  Service  on 
October  18,  1920,  and  included,  in  addition  to  the  results  of  the  analyBis 
of  a  sample  of  the  water,  the  statement  that  at  the  time  of  the  inspection 
the  conditions  surrounding  the  supply  were  not  entirely  satisfactory,  and 
that  the  results  of  the  inspection  and  analyses  of  the  samples,  together  with 
the  results  of  previous  inspections  and  analyses,  indicate  that  the  water 
cannot  be  considered  to  be  of  satisfactory  quality  for  human  consumptioB 
until  the  chlorinating  plant  is  installed,  as  recommended.  Based  on.  this 
information  the  United  States  Public  Health  Service  on  November  11,  1920, 
issued  a  certificate  stating  that  the  use  of  the  water  for  drinking  and 
culinary  purposes  in  interstate  traffic  was  not  permitted. 


POINT  O'WOODS 

An  inspection  of  the  public  water  supply  of  the  unincorporated  Tillage  of 
Point  O'Woods,  Suffolk  county,  was  made  by  Mr.  Alfred  Mullikin,  assistant 
enpfineer  in  this  Department,  on  May  25,  1920. 

Point  O'Woods  is  located  on  Fire  Island,  in  the  southern  part  of  the 
town  of  Brookhaven,  about  60  miles  from  New  York  city.  The  settlement 
is  made  up  almost  entirely  of  summer  visitors.  The  waterworks  are  owned 
and  operated  by  the  Point  O^oods  Association. 

The  water  supply  is  derived  from  10  driven  wells  located  in  the  souiiieni 
part  of  the  settlement  about  400  feet  north  of  the  Atlantic  Ocean.  These 
wells  are  driven  to  a  depth  of  about  20  feet  through  a  stratum  of  fine  sand. 
increasing  in  size  to  a  coarse  gravel.  The  area  around  them,  owned  bv 
the  Association,  is  not  fenced  to  prevent  trepassing.  The  density  ol  tiie 
population  within  a  distance  of  about  500  feet  of  the  wells  is  aj^oziinatelT 
180  per  square  mile.  The  settlement  is  provided  with  eevend  subsurface 
irrigation  sewage  disposal  plants  located  about  1,000  feet  north  of  the  wella 
The  water  supplies  seem  to  be  fairly  well  protected  from  oontaminatian. 
with  the  exception  of  the  fact  that  the  soil  in  the  vicinity  might  be  polluted 
by  trespassers  and  that  leakage  from  nearby  sewers  might  possibly  reach 
this  supply. 

As  a  result  of  the  inspection  it  was  recommended  that  the  Associatiao 
authorities  relay  such  tile  sewers  as  pass  within  500  feet  of  the  wells  with 
castiron  pipe  with  lead  ioints,  and  that  a  reasonable  area  in  the  vicinity 
of  the  wells  be  enclosed  by  a  fence  to  prevent  trespassing. 


PORT  HENRY 

A  reinspection  of  the  water  supply  of  Port  Henry  was  made  by  Mr.  W.  J. 
Erickson,  engineering  assistant  in  this  Department,  on  September  4,  1919, 
previous  inspections  of  the  supply  having  been  made  by  this  Division  in 
the  years  of  1915  and  1918. 

Port  Henry  is  an  unincorporated  village  in  Essex  county,  located  on  tiie 
west  shore  of  Lake  Champlain,  about  117  miles  north  of  Albany.  It  has  a 
population  of  about  2,600  people,  most  of  whom  are  served  by  the  publie 
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supplies.  There  are  two  supplies,  one  owned  and  operated  by  the  yillage; 
the  other  known  as  the  Witherbee  supply,  owned  and  operated  by  the  estate 
of  J.  Q.  Witherbee.  This  latter  supply  is  used  by  only  about  6  per  cent  of 
the  population. 

The  municipal  supply  is  derived  from  Bartlett  brook  and  a  spring  located 
about  3  miles  north  of  the  village.  The  water  from  Bartlett  brook  is 
delivered  through  a  3-inch  pipe  from  a  diverting  dam  into  a  small  collecting 
basin.  The  water  from  the  spring  is  carried  through  a  6-inch  pipe  from  a 
small  collecting  basin  ta  a  6-inch  pipe  from  the  Bartlett  brock  collecting 
basin.  The  mixed  water  is  conducted  to  a  settling  basin  from  which  it 
flows  to  the  filters,  which  have  a  total  area  of  about  0.09  of  an  acre  and 
operate  at  the  rate  of  from  17,500,000  to  25,000,000  gall<Mis  per  day. 

As  a  result  of  the  inspection  it  was  concluded  that  the  majority  of  the 
previous  recommendations  of  this  Department  have  been  carried  out,  and  that 
if  properly  operated  the  filters  should  deliver  a  water  of  satisfactory 
physical  and  sanitary  quality.  It  was  accordingly  recommended  that  a  very 
rigid  supervision  be  maintained  over  the  filter  plant  and  the  watershed. 

The  privately  owned  supply  is  derived  from  16  springs  on  the  property 
of  the  J.  O.  Witherbee  estate.  From  these  springs  the  water  is  conducted 
to  two  receiving  wells  from  which  it  flows  to  a  storage  reservior  one  mile 
nearer  the  village.  From  this  reservoir  it  is  distributed  to  the  consumers 
by  gravity. 

As  a  result  of  the  investigation  it  was  found  that  the  spring  houses  were 
in  need  of  repair,  and  that  the  springs  were  not  properlv  protected  from 
surface  wash  and  trespassers.  Since  this  condition  had  been  pointed  out 
in  the  previous  reports  of  this  Department,  it  was  reccnnmended  that  those 
in  charge  of  the  supply  carry  out  the  previous  recommendations  of  this 
^Department  at  the  earliest  possible  time. 


PORT  JEFFERSON 

A  reinspection  of  the  water  supply  of  the  unin*corporated  village  of  Port 
Jefferson  was  made  on  June  23,  1920,  by  Mr.  Alfred  Mullikin,  assistant 
engineer,  a  previous  inspection  of  this  supj^y  having  been  made  by  this 
Division  in  1915. 

Port  Jefferson  is  located  in  the  northern  part  of  the  town  of  Brookhaven. 
about  59  miles  from  New  York  city.  The  present  population  is  estimated 
at  3,000,  of  which  about  80  per  cent  are  served  with  the  water  from  the 
public  supply.  The  waterworks  are  owned  and  operated  by  the  Port  Jeffer- 
son Water  Company. 

The  supply  is  derived  from  4  driven  wells  located  about  a  mile  northwest 
of  the  railroad  station,  in  a  low  part  of  the  village  on  the  bank  of  the  Port 
Jefferson  Harbor.  There  is  one  new  well  which  has  just  been  simk  but  which 
had  not  been  connected  up  to  the  supply,  making  in  all  5  wells. .  The  water 
is  delivered  by  pumping  through  a  distribution  system  consisting  of  some 
8  miles  of  castiron  pipe,  the  surplus  going  to  a  concrete  reservoir  and  a 
steel  standpipe. 

The  driven  wells  are  located  along  the  east  side  of  the  brick  building  and 
about  10  feet  away  from  it.  Two  6-inch  weUs  50  feet  deep  were  not  being 
drawn  upon  at  the  timte  of  the  inspection.  One  6-inch  well  48  feet  deep,  and 
one  6-inch  well  55  feet  deep,  were  supplying  the  water  to  the  village  at  the 
time.  A  new  6-inch  flowing  well  has  been  driven  this  year  to  a  depth  of 
95  feet  which  it  is  estinnated  will  produce  over  500  gaUons  per  d^.  This 
well  was  not  connected  to  the  supply  at  the  time  of  the  inspection.  The  wells 
pass  through  5  feet  of  loam,  51  feet  of  sand  and  gravel,  and  3  feet  of  hardpan 
into  a  water  bearinff  gravel. 

A  privy  not  provided  with  a  vault  and  in  an  insanitary  condition  exists 
al)Gut  25  feet  east  of  the  wells,  and  another  privy  in  similar  condition  exists 
about  150  feet  south  of  the  wells.  Some  200  feet  east  of  the  wells  a  small 
stream  passes  through  the  village  and  dischaiges  into  the  harbor.     Thia 
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Btream,  which  formerly  received  considerable  sewage  from,  a  large  portion 
of  the  village,  has  been  practically  freed  from  this  pollution  since  the 
beginning  of  1920,  when  the  sewage  disposal  plant  was  com|>leted  and  put 
in  operation. 

As  a  result  of  the  reinspection  of  the  supply,  it  was  concluded  that  the 
recommendaiions  of  our  previous  report  have  in  part  been  carried  out;  that 
the  water  supply  from  the  old  wells  was  of  a  satisfactory  sanitary  q^iality 
at  the  time  of  the  inspection,  but  that  there  remain  certam  possibilities  for 
serious  and  dangerous  contanunation  of  the  public  sup|ply  in  view  of  the 
fact  that  numerous  privies  of  imsatisfactory  construction  exist  within  s 
short  distance  of  the  wells. 

It  was  accordingly  recommended  that  ^erever  possible  the  privies  and 
cesspools  within  5^  feet  of  the  wells  be  abandcmed,  the  cesspools  and  vaults 
cleaned,  disinfected,  and  refllledl  with  fresh  earth,  and  the  houses  served 
provided'  with  inside  fixtures  connected  to  the  sewerage  system,  and  that 
when  it  is  impossible  to  connect  a  house  or  building  to  the  sewer  system'  and 
abandon  the  privy  or  cesspool  serving  sudi  house  or  building,  the  privy  be 
provided  with  watertight  removable  container,  and  the  cesspool  made  water- 
tight, and  that  such  privies  or  cesspools  be  cleaned  at  frequent  intervals, 
the  contents  disposed  of  in  a  satisfactory  manner  in  some  renK>te  place  and 
maintained  in  proper  sanitary  condition.  It  was  also  recommended  that  s 
careful  sanitary  patrol  be  maintained'  over  the  area  witiiin  the  vicinily  of 
the  wells  at  all  times. 


PORT  JERVIS 

A  reinspection  of  the  public  water  supply  of  the  city  of  Port  Jervis 
made  bv  Mr.  W.  J.  Eridcson  on  May  14,  1920,  previous  inspections  of  the 
supply  naving  been  made  in  1908,  1909,  and  1915. 

Port  Jervis  is  a  city  of  about  10,300  inhabitants  located  on  the  Delaware 
river,  in  the  western  part  of  Orange  county.  About  90  per  cent  of  the  total 
population  is  furnished  with  water  from  the  public  supply,  whidi  is  owned 
and  operated  by  the  Port  Jervis  Water  Company. 

The  supply  is  derived  from  several  small  streams  north  of  the  city  and 
collected  in  three  impounding  reservoirs,  from  which  it  is  delivered  to  the 
consumers  by  gravity.  An  auxiliary  supply  is  obtained  by  pumping  from 
the  Neversink  river.  The  water  consumption  is  about  300,000  gallons  per 
day. 

The  waternhed  of  the  main  supply  covers  an  area  of  about  5^  square 
miles,  most  of  which  iff  hilly  and  wtxxled.  Approximately  1,800  acres  of  thi<t 
area  is  o%vned  by  the  Water  company.  Except  the  two  dwellings  of  the 
caretakers,  there  are  no  houfies  on  the  land  draining  to  the  reservoirs.  The 
only  possible  source  of  pollution  noticed  at  the  time  of  the  inspection  was 
a  road  skirting  reservoir  No.  1. 

The  watershed  of  the  Neversink  river,  from  which  the  auxiliary  supply  is 
obtained,  has  an  area  of  about  S50  square  miles,  and  receives  considerable 
pollution  from  the  villages  and  hamlets  located  along  it.  The  water  from 
this  source  whenever  used-  is  sterilized  with  liquid  chlorine. 

As  a  result  of  the  inspection  it  was  oondudied  that  the  water  supply  derived 
from  the  upland  stream  was  of  a  satisfactory  sanitary  and  physical  quality. 
but  that  the  auxiliary  supply  from  Neversink  river  was  not  suitable  for 
human  consumption  without  treatment. 

It  was  therefore  recommended  that  the  Water  company  continue  tiieir 
careful  oversight  of  the  water  supply,  and  that  whenever  the  water  from 
Neversink  river  is  used  it  be  effectively  sterilized  with  liquid  chlorine. 

The  water  of  this  supply  is  used  by  the  Erie  and  the  New  York  Ontario 
and  Western  Railroads  for  drinking  and  culinary  purposes  in  interstate 
trafiic.  Data  regarding  the  supply  were  furnished  to  the  United  States  Pnb- 
lic  Health  Service  on  October  23.  1020,  and  included,  in  addition  to  the 
results  of  the  analysis  of  a  sample  of  the  water,  the  statement  that  at  the 
time  of  the  inspection  the  conditions  surrounding  the  main  supply  were 
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'Atisfactory,  and  that  the  results  of  the  ingpection  and  analyses  of  the 
.&mple8y  together  with  the  results  of  previous  inspections  and  analyses, 
x&dicate  that  the  water  of  the  main  supply  was  of  satisfactory  quality  for 
luman  consumption.  The  conditions  surrounding  the  auxilary  supply  were 
xo^  satisfactory,  and  the  water  derived  therefrom  cannot  be  considered  satis- 
isLCtoTj  without  eflftcient  chlorination.  A  copy  of  the  report  accompanied 
bills  data.  Based  on  this  information  the  United  States  Public  Health 
Service  on  November  24,  1920,  issued  a  certificate  permitting  the  use  of  this 
supply  for  drinking  and  culinary  purposes  in  interestate  tnSfic. 


PORT  WASHINGTON 

A  reinspection  of  the  public  water  supply  of  the  unincorporated  village 
of  Port  Washington,  Nassau  county,  was  made  by  Mr.  Alfred  Mullikin, 
assistcmt  engineer  in  this  Department,  on  June  11,  1920,  a  previous  inspec- 
tion having  been  made  by  this  Division  in  1916. 

Port  Washington  is  located  in  the  northern  part  of  the  town  of  North 
Hempstead,  abount  20  miles  from  Mineola.  The  total  population  in  winter 
ia  about  5,000,  but  increases  to  about  12,000  in  the  summer.  Of  the  total 
population,  80  per  cent  are  served  with  water  from  the  public  supply,  which 
ia  owned  by  the  Nassau  County  Water  Company. 

The  water  supply  is  derived  from  3  8-inch  driven  wells  75  feet  deep^  3 
8-inch  driven  wells  190  feet  deep,  and  1  12-inch  driven  well  55  feet  deep. 
The  wells  are  located  in  a  low  piece  of  wooded  marsh  land  covering  about 
4  acres  in  the  north  central  part  of  the  village,  approximately  one-half  mile 
northwest  of  the  Long  Island  Railroad  depot.  The  wells  are  subject  to  pos- 
sible indirect  pollution  by  surface  wash  from  the  road,  and  some  8  or  10 
houses  at  a  higher  elevation  than  the  wells  within  a  distance  of  about  '500 
feet.  Most  of  these  houses  are  provided  with  earth  vault  privies,  although 
some  are  equipped  with  patent  metal  containers,  which  it  is  said  are  regu- 
larly disinfected. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  authorities  in 
charse  of  the  water  supply  have  in  part  carried  out  the  previous  recom- 
mendations of  this  Department  but  that  there  remain  oertam  opportunities 
for  possible  contam^ation  of  the  supply;  that  the  bacterial  analyses  show 
active  contamination  of  the  w^ater;  and  that  the  water  cannot  be  regarded  as 
one  of  entirely  satisfactory  sanitanr  quality. 

It  was  therefore  recommended  that  all  the  houses  in  the  vicinity  of  the 
wellfl  be  connected  with  the  sewerage  system  or  provided  with  privies  having 
watertight  containers;  that  the  Water  company  take  all  possinle  precaution 
to  prevent  pollution  of  the  soil  in  the  vicinity  of  the  wells;  and  tiiat  if  the 
elimination  of  all  possible  sources  of  pollution  in  the  vicinity  fails  to  prevent 
contamination  of  the  water,  it  be  sterilized  by  the  continuous  application  of 
liquid  chlorine,  or  a  new  source  of  supply  be  developed. 


POUGHKEEPSIE 

A  reinspection  of  the  public  water  supply  of  the  city  of  Poughkeepsie  was 
made  by  Mr.  A.  I.  Ho^,  assisitant  engineer  in  thi»  Department,  on  Octo- 
ber 28,  1920,  previous  .inspections  of  the  supply  having  heen  made  by  this 
Division  in  1907,  1915,  and  1916. 

The  city  of  Poughkeepsie  has  a  population  of  about  35,000,  and  is  located 
in  the  west-central  part  of  Dutchess  county,  on  the  east  bank  of  the  Hudson 
river.  Hie  waterworks  are  owned  and  operated  by  the  city  under  the  direc- 
tion of  a  board  of  public  works. 

The  water  supply  is  obtained  from  the  Hudson  river,  the  intake  being 
located  about  a  nrile  north  of  the  center  of  the  city.  Th^  water  is  pumiped 
fr<MQ  the  river  through  a  filtration  plant  from  which  it  flows,  after  treatment. 
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back  to  tlw  pumping  station.  It  is  then  pumped  to  a  13,000,000:gall<m  open 
reservoir  on  College  Hill  Park,  from  wiucti  it  is  delivered  by  gravity  to  the 
city.  The  daily  consumption  averages  about  2^0/)00  gallcms,  or  S7  gaUoos 
per  capita. 

The  raw  water  flows  from  the  Hudson  river  through  a  24riaA  fsastiron 
intake  pipe  to  two  suction  wells,  where  coagulant  is  applied  to  it  in  the 
form  of  powdered  almu  by  a  dry-feed  maohine  at  rates  varying  from  SJ^  to 
2.5  grains  per  gallon.  From  the  suction  well  the  water  is  lifted  to  the  sedi- 
mentation basin,  liquid  chlorine  being  applied  to  it  at  tho  rate  of  about  0.48 
parts  per  milli<m  just  before  it  enters  the  basin.  This  basin  is  baffled  and 
provides  a  detention  period  of  approximately  18  hours.  Fr<Mn  tha  sedimeDts- 
tion  basin  the  water  flows  to  four  preliminary  rapid  sand  filters,  throng 
which  it  passes  at  the  average  rate  of  about  10ifi^,OOO,OOO  gallons  per  acre  per 
day.  From  these  preliminary  filters  the  water  flows  by  gravity  to  tlie  skv 
sand  filters,  wiiich  consist  of  four  beds  about  4  feet  <leep,  each,  having  an 
area  of  onchthird  of  an  acre.  When  all  the  units  are  in  operation  the  rate 
of  filtrati<m  is  approzimately  3,000,000  gallons  per  acre  per  day.  Thi 
eflbient  from  the  slow  sand  filters  discharges  into  a  clear  water  basin  haviog 
a  capacity  of  about  one-quarter  of  a  million  gallons.  As  it-  leaves  thii 
basin  the  water  is  treated  with  liquid  chlorine  at  the  rate  <d  about  0.45  of 
a  part  per  million,  and  flows  to  the  pumping  station,  from  whidk  it  is 
pumped  to  the  College  Hill  Park  reservoir. 

Samples  of  raw  and  flltered  water  were  taken  at  the  time  of  the  inspectifB, 
and  an  examination  of  the  results  of  the  analyses  of  these  samples  indicate! 
that  while  the  raw  water  showed  high  bacterial  counts  and  the  preeenoe  of 
B.  ooli  in  all  of  the  inoculations  t^ted,  the  flltered  water  showed  a  hnr 
count  and  entire  absence  of  bacteria  cf  the  colon  ^pe. 

As  a  result  of  the  inspection  it  was  recommended  that  the  authcxities  ia 
charge  of  the  water  supply  ccmtinue  the  careful  and  effective  operation  of 
the  niter  plant  at  all  times. 

The  water  of  this  supply  is  used  by  the  New  York  Central  and  the  Central 
New  England  Railroads  for  drinking  and  culinary  purposes  in  interstate 
traffic  Data  regarding  the  supply  were  furnished  to  the  United  States  Pub- 
lic Health  Service  on  December  IT,  1920,  and  included,  in  addition  to  the 
results  of  the  analysis  of  a  sample  of  the  water,  the  statement  that  at  the 
time  of  the  inspeeticm  the  conditions  surrounding  the  supply  were  satisfac- 
tory, and  that  the  results  of  the  inspection  and  analyses  of  the  samples, 
together  with  the  results  of  previous  inspections  and  analyses,  indicate  that 
the  water  was  of  satisfactory  quality  for  human  consumption.  A  copy  of  ti» 
report  accompanied  this  data. 

POUGHKEEPSIE  (Hudson  River  State  Hospital) 

Amended  plans  for  proposed  additions  and  alterations  to  the  water  tmppij 
system  of  the  Hudson  Biver  State  Hoopital  at  Poughkeepsie,  N.  T.,  coosiatiBg 
of  State  Architect'0  drawing  No.  2030,  were  eubmitted'  to  this  Departmeat 
for  approval  by  the  State  Architect  on  March  20,  1920.  The  amen^nent  to 
the  original  plans  approved  by  this  Department  on  Januarv  17,  1918,  cam- 
sisted  only  of  slight  changes  in  the  structural  details.  After  careful  oob- 
sideration  by  the  Engineering  Division,  the  plans  were  approved  on  Man^ 
20,  1920. 

<  _ ^^ 

PRATTSBURG 

A  relnspection  of  the  public  watef  supply  of  the  village  of  Pratteburg  wai 
made  by  (Mr.  Earl  Devendorf,  assistant  engineer  in  this  Department^  oa 
October  30,  1919,  previous  inspections  of  this  supply  having  been  made  ia 
1910  and  1914. 

Pratti^burg  as  an  incorporated  village  of  about  800  inhabitamtB  located  ia 
the  northeartem  part  of  fiiteuiben.  county.  The  water  supply  of  the  village  ii 
derived)  from  an  impounding  reservoir  of  about  700,000  gallons  eapaci^  ota 
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Ka«t  Center  creek,  ^upplemeuted  by  several  epriogs,  and  a  6-inoih.  drilled  well 
fikbout  150  feet  deep  irom  which  water  oan  be  pumped  directly  into  tbe  distri- 
bution isyaitem. 

The  conditioiu  existii^  on  the  waterBihed  of  East  Oenier  creek  were  found 
to  be  the  same  as  descriued  in  former  reports,  there  being  some  4  farm  houses 
ou.  the  shed,  from  whi.'oh  the  atream  undoubtedly  receives  some  indirect  poUu- 
tion  at  times  of  iieavy  rainfall.  In  one  case  the  stream  (passes  very  close  to 
tlie  bams  of  one  of  the  houses,  and  ther^  are  numerous>  pastursB  where  eattle 
have  access  to  the  stream.  There  are  seven  springs  the  water  from  which 
Hows  to  the  reservoir.  Most  of  these  are  fairly  sattsfaictorily  looaAed  sad 
protected  from  oonitamination>  but  several  of  them  are  not  properly  protected 
ajid  are  subject  to  pollution'  by  surface  wash.  The'liveU  is  used  only  as  an 
auxiliary  source  of  supply  during  such  times  as  the  supply  from  East  Center 
creek  and  the  springs  is  not  sufficient  for  the  needs  of  the  village. 

As  a  result  of  U»  investigation  it  was  concluded  that  tiie  physical  and 
sanitary  quality  of  the  present  supply  is  at  times  of  raonfaH  greaitly  affeoted 
by  surface  wash,  and  thttt  the  sanitary  quality  of  the  firing  flow  is  also 
liable  to  be  seriously  affected  at  such  times. 

It  was  •therefore  recommended  that  the  village  authorities  consider  the 
matter  of  carrying  out  our  former  reoommendaitionB,  and  that  they  employ 
H  competent  engineer  to  make  a  daily  study  of  the  sanitary  quality  and  avail- 
able quantity  of  water  obtained  from  the  present  sources,  and  of  additional 
sources  of  supply  in  order  thovt  a  satisfactory  and  eoonomioal  plant  may  be 
developed  for  augmenting  and  protecting  the  •present  supply,  or  for  devaop- 
ing  a  new  supply  adequate  in  quantity  «id  of  satisfactory  sanitary  quality. 


PROMISED  LAND 

An  inspection  of  the  sanitary  quality  of  the  water  supplies  of  the  Ash  oil 
ffustories  at  Promised  Land,  town  of  Easthampton,  Suffolk  county,  N.  Y.,  was 
made  hy  Mr.  Alfred  Mullikin^  assistaint  engineer  in  this  Department,  on 
June  4,  1920. 

The  water  supply  of  the  factories,  which  is  used  by  about  800  employees, 
is  derived  from  two  dug  and  two  driven  wells.  The  two  dug  wells  and  one 
of  the  dsriveu  wells  serve  the  plant  of  the  Fisheries  Products  Company,  and 
the  other  driven  well  serves  what  is  known  as  the  Ttiton'  plant.  The  dug 
wells  are  only  a  few  feet  in  depth  and  walled  up  with  open  ^ick  work.  The 
water  is  obtained  from  them  by  means  of  buckets.  Neither  is  protected  from 
surface  wash  or  incidental  contamination.  One  of  the  driven  wells,  owned 
by  the  Fisheries  Products  Oompany,  is  provided-  with  a  1%-inch  Ckould  huid- 
pump  but  not  adequately  protected  from  surface  wash^  nor  from  the  return 
of  water  pumped  from  the  well.  The  other  driv^i)  well,  owned  by  the  Triton 
Company,  is  protected  by  a  tightly  locked  shed  over  w(hich  the  windmill  and 
a  10,000  gallon  tank  have  been  ereoted.  The  water  i«  punKpedi  to  the  tank 
and  flows  to  the  factory  through  a  2-inch  galvanised'  iron  pipe. 

As  a  result  of  the  inspection  it  wsjs  concluded  that  the  two  open  wells  and 
the  driven  well  provided  with  a  hand  pump  were  not  satisfactory  as  a  source 
of  water  supply  for  human  consumption,  out  that  the  driven  well  connected 
with  the  windmill  was  apparently  yielding  a  water  of  satisfactory  sanitary 
quality. 

It  was  therefore  recommended  that  the  two  dug  wells  be  equipped  with 
pumps  and  provided  with  concrete  platforms  to  protect  them  from  surface 
wash  and  the  waste  from  the  pumps;  "Uiat  the  driven  well  provided  with 
a  hand  pump  be  similarly  protected;  and  that  the  companies  in  chares  of 
the  well  confvider  the  development  of  a  new  source  of  supply  of  unquestioned 
purity. 

10 
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QUEENS  COUNTY  WATER  COMPANY 

An  inspiection  of  the  public  water  supply  furnished  by  the  Queens  County 
Water  Company  to  the  inoorporated  villBgee  of  Lynibro<^,  East  Rodcaway, 
Woodsburgh,  Cedarhuret,  and  Lawrence;  and  the  uninoorpiorated  villages  of 
Valley  Stream,  In  wood,  Oceanaide,  and  Woodmere,  in  Nassau  county;  in 
adddtion  to  certadn  «eotionB  of  New  York  dty  <m  the  Bx>ckaway  peninsuk 
in  the  Borough  of  Queens,  oooeietinp  of  Far  Bockaway,  Edgemere,  Arveme^ 
Bockaway  Park,  B^  Harbor,  and  Neponeit,  was  noade  \rj[  Mr.  Alfred  Mullildii, 
assistant  engineer  in  this  Department,  on  May  21  and  June  17,  1920. 

The  water  supply  is  derived  from  driven  wells  at  Valley  Stream,  located 
south  of  Harlem  road  and  west  of  the  old  Mill  road,  about  one  mile  soutii- 
west  of  the  Valley  Stream  railway  station;  and  from  driven  wells  at  Bock- 
away park,  located  on  the  nortibem  side  of  Waefaington  avenue  opposite  Esst- 
em  avenue  and  south  of  the  Long  Island  railroad  Izacks.  There  are  two 
small  standpipes,  one  located  at  Far  Bockaway  and  one  located  at  Bockawsr 
park,  having  a  combined  capacity  of  576,500  gallons.  These  standpipes  Ukt 
the  surplus  water  and  aot  as  equalling  reservoirs.  The  average  daily  wattf 
consomption-  for  the  two  plants  for  the  year  1919  was  3,900,000  gaJtoia,  aboat 
90  per  cent  of  which  was  from  the  Vall^  Stream  plant. 

The  driven-  wells  at  Valley  stream,  the  main  source  of  supply,  consttt  of 
75  shallow  wells  ranging  in  depth  from  22  to  32  feet^  and  52  deep  weOs 
ranging  in  depth  from  143  to  204  feet  The  shallow  wells  cue  5  inches  U 
diameter,  with  the  ezoep4non  of  one  which  is  10  inches  in  diameter.  The 
deep  wells  are  6  inches  in  diameter.  In  addition  to  t&e  wells  at  Valkv 
stream,  the  company  has  four  6-inch  driven  wells  located  near  the  Long 
Island  railroad  eJ[>out  one  mile  west  of  the  Lynbrook  station,  and  one  shallov 
well  30  feet  deep. 

The  driven  wells  at  Bockaway  park,  the  auxiliary  pumping  station,  which 
is  used  diu*ing  the  peak-load  pumpa^e  in  the  sunmier  months  of  June,  July, 
Mid  August,  consist  of  one  6-inch  well  780  feet  deep,  two  Sninch  wells  840  feet 
deep,  and  one  new  10-inch  well  900  feet  deep.  This  last  well  has  80  feet  of 
8-ixmh  etrainer,  and  passes  through  200  feet  of  clay  and  sand  and  200  feet  of 
sand  and  gravel. 

On  account  of  the  considerable  iron  content,  tlie  water  of  both  pumpii^ 
plants  is  filtered.  At  Valley  Stream  the  water  passes  tfturough  two  fountaiB 
aerators,  and  from  the  aerators  flows  to  two  of  the  three  slow  sand  filttfs 
and  then  to  the  collecting  chambers.  The  filters  have  a  total  area  of  about 
63,000  square  feet  and  with  two  in  use  operate  at  a  rate  of  about  3,500,000 
gallons  per  acre  per  day.  At  Bockaway  park  the  water  is  treated  in  a  similar 
manner.  The  filters  have  a  total  area  of  720  square  feet  and  operate  at  a  rstc 
of  about  21  million  gallonfl  per  acre  per  day. 

There  are  no  houses  in  the  vicinity  of  the  Valley  Stream  pumpiny^  statioa, 
and  there  are  apparently  no  opportunities  for  the  pollution  of  the  water 
supply.  The  area  of  land  owned  by  the  company  in  Nassau  coimty  is  285.22 
acres.  At  Bockaway  Beaich,  in  the  Borough  ol  Queens,  the  pumping  plast 
is  located  in  a  well  populated  section  of  Bockaway  Park.  It  occupies  practi- 
cally one  city  block,  covering  an  area  of  land  measuring  about  122  by  ISS 
feet,  supplemented  by  a  small  strip  measuring  about  40  feet  by  100  feet 
winch  is  located  about  200  feet  west  of  the  plant.  There  is  a  possibility  is 
this  locality  of  indirect  pollution  from  the  private  sewers  which  lead  to 
the  bay  and  from  nearby  laterals  forming  a  part  of  the  Bodcaway  Pftit 
sewerage  system  which  has  an  outlet  at  the  116th  street  Sock. 

As  a  result  of  the  reinspection  of  the  public  water  supply  f  urn  idled  by 
the  Queens  €k>un1y  Waiter  Company,  it  was  found  that  the  public  water  sop- 
ply  delivered  by  the  Valley  Stream  pumping  station  is  of  a  satisfaefcory 
phyeioal  and  salutary  quality,  but  tbat  the  water  supply  delivered  by  the 
Bodcaway  Park  wells,  which  are  located  in  a  thickly  settled  portion  of 
the  villaee  and  subiect  to  possible  pollution  by  leakage  from  the  sewers  and 
the  pollution  of  the  soil  in  the  vicinity,  was  not  of  entirely  satisfiaetorr 
quality,  and  contained  some  fliOtfive  contamination  as  diown  by  the  analvw 
at  the  time  of  the  inspection. 


Pbotbction  of  Public  Wateb  Sufpueb  291 

It  W&0  therefore  reoommendedi  that  the  aAithorities  in  charge  of  the  water 
supply  continue  the  careful  operation  of  the  plant  at  Valley  Stream  and 
snipervifliiA  of  the  waAerehed  -area,  and  that  at  thie  Rockaway  Park  plant 
atepe  be  immediately  taken  by  the  authorities  to  eliminate  the  sources  of 
pollntion  if  poeeible,  or  effectively  to  purify  the  water  by  filtration  or  by 
sterilifiation  with  liquid  chlorine. 


QUOGUE 

A  reinspeetion  of  the  piibMc  water  supply  furnished  by  the  Quaotuck 
Water  Works  Comfpany  to  the  villages  of  Quogue^  East  Quogue,  Westhampton 
Beach,  and  Quiogue,  of  Suffolk  county,  N.  Y.,  was  made  on  June  2,  1920,  by 
Mr.  Alfred  MuUikin,  assistant  engineer  in  this  Depertmenrty  a  previous  inspec- 
tion of  this  supply  having  been  made  by  tfads  Divisiion  in  1916. 

Qoogue  is  located  in  the  southwestern  part  of  the  town  of  Southampton, 
about  75  miles  from  New  York  city.  The  population  of  the  various  villages 
varies  considerably  from  winter  to  summer.  The  total  winter  population, 
amoimrting  to  2,360,  is  increased  to  6,000  during  the  summer  months. 

The  water  supply  is  derived  from  16  driven  wells,  four  of  which  are 
artesian,  located  near  Quantuck  oreek,  abomt  1^  miles  southwest  of  QiK>gue 
atation. 

Tlie  wells  are  each  8  inches  in  diameter  and  60  feet  deep.  The  strata 
through  which  the  wells  pass  consist  entirely  of  sand.  The  wells  reach 
what  IS  called  a  third  water  level.  Four  of  the  wells  are  artesian',  and  their 
casings  terminate  in  brick  and  cement  vaults  or  manholes  8  feet  in  diameter 
and  30  feet  deep.  These  vaults  act  as  collecting  chambers,  into  each  of  which 
a  6-inch  soiction  main  extends.  The  vaults  extend  a  foot  or  more  above  the 
ground  surface  and  are  covered*  with  circular  castdron  covers.  The  ground 
water  level  is  approximately  4  feet  below  the  surface. 

The  water  company  owns  or  controls  about  200  acres  of  land  surrounding 
the  plant.  There  were  apparently  no  direct  sources  of  pollution  at  the  time 
of  the  inspection,  the  nearest  house  being  about  400  feet  southeast  of  the 
plant,  which  is  occupied  by  the  man  in  charge  of  the  pumping  station.  This 
house  is  provided  with  a  toilet  which  connects  to  two  cemented  cesspools, 
one  overflowing  into  the  other.  These  are  each  16  feet  in  diameter  and  16 
feert  deep,  and  are  cleaned  once  a  year.  There  is  no  toilet  at  the  pumping 
station,  the  employees  using  the  toilet  in  the  engineer's  house.  Since  the  use 
of  a  toilet  at  so  great  a  distance  from  the  station  is  undoubtedly  incon- 
venient, and  may,  if  new  and  less  careful  men  are  employed,  lead  to  the 
pdllutioD  of  the  ground  near  the  wells,  it  would  seem  desirable  that  the 
coanpany  consider  the  installation  of  a  suitable  toilet  in  the  station  con- 
nected by  a  tight  ce^ron  pipe  to  a  cesspool  located  as  far  as  possible  from 
the  wells.  Until  such  a  toilet  and  its  appurtenances  are  installed,  the  rules 
a^^ainst  pollution  of  the  ground  near  the  station  should  'be  strictly  enforced. 
The  houses  in  the  village  are  provided  with  either  privies  or  cesspools  as 
there  is  no  sewerage  system. 

As  a  result  of  the  reinspection  it  was  found  that  the  water  supply  at  the 
time  of  the  inspection  was  of  satisfactory  physical  and  sanitary  quality; 
and  it  was  accordtingly  recommended  that  the  Water  company  continue  to 
maintain  the  suf>ply  in  a  satisfactory  sanitary  condition,  and!  frequently 
inspect  the  area  in  the  vicinity  of  the  wells  to  discover  any  possible  source 
of  pollution  and  immediately  eliminate  such  possible  sources  when  discovered. 


RED  HOOK 

A  reinspection  of  the  public  water  supply  of  the  village  of  Bed  Hook, 
I>atche8s  county,  N.  Y.,  was  made  by  Mr.  Alfred  Mullikin,  assistant  engineer 
in  this  Department,  on  April  26,  1920,  previous  inspections  of  this  supply 
liaving  been  made  by  this  Division  in  1911  and  1919. 
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Red  Hook  is  a  village  with  a  population  of  approximately  900,  loeated  in 
the  northwestern  part  of  Dutchess  county,  about  8  miles  east  of  Tarrytown. 
Of  the  total  population,  about  80  per  cent  are  served  with  the  public  water 
supply. 

The  waterworks  are  o^vned  and  operated  by  the  village  under  the  direetios 
of  a  board  of  trustees.  The  supply  is  derived  from  2  dug  wells  about  one-half 
mile  east  of  the  village,  from  which  the  water  is  pumped  to  a  concrete-lined 
open  reservoir  on  a  hill  southeast  of  the  pumping  station.  The  average  daily 
consumption  is  about  45,000  gallons,  or  83  gallons  per  capita. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  auUiorities  in 
charge  of  the  water  supply  have  only  in  part  carried  out  the  previous  reeom- 
mendations  of  this  Department,  and  that  there  remain  opportunities  for 
serious  contamination  of  the  supply. 

It  was  therefore  recommended  that  the  municipal  authorities  in  charge 
of  the  water  supply  carry  out  at  once  such  of  our  previous  recommendations 
as  have  not  yet  been  acted  upon;  that  the  manure  pile  at  the  souUi  aide  of 
the  wells  be  removed;  that  the  reservoir  walls  be  raised  or  a  ditdh  be  dug 
around  the  reservoir  to  prevent  surface  wash  from  entering  the  supply;  that 
the  wells  be  properly  screened  or  otherwise  protected  to  prevent  the  entrance 
of  small  animaU;  and  that  thA  tile  casing  around  the  suction  main  at  the 
wells  be  repaired. 

RENSSELAER 

A  reinspection  of  the  public  water  supply  of  the  city  of  Rensselaer  wts 
made  on  May  12,  1920,  by  Mr.  W.  J.  Erickson,  sanitary  inspector  in  this 
Department. 

Rensselaer,  a  city  of  about  13,000  inhabitants,  is  located  on  the  east  bank 
of  the  Hudson  river  directly  opposite  Albany.  Tlie  waterworks  are  owned 
and  operated  by  the  Rensselaer  Water  Company.  Practically  all  of  tlie 
city  is  served  by  a  public  sewer  system  which  discharges  its  sewage  into  the 
Hudson  river  without  treatment. 

The  water  supply  is  derived  from  the  Hudson  river.  The  intake  is  located 
opposite  the  pumping  station  on  the  northern  edge  of  the  city.  After  pre- 
liminary sterilization  and  coagulation  it  is  passed  through  gravity  mechani- 
cal filters  and  then  again  sterilized  and  pumped  into  the  distribution  system, 
the  surplus  going  to  a  6,000,000  gallon  reservoir.  The  average  daily  con- 
sumption is  about  1,600,000. 

The  water  is  pumped  into  the  coagulation  basins  which  have  a  total 
capacity  of  about  120,000  gallons  and  give  a  detention  period  of  about  an 
hour.  Alum  is  fed  to  the  suction  of  the  pump  which  discharges  it  into  the 
basin  at  the  rate  of  1.5  grains  per  gallon  in  summer  and  of  about  2  grains 
per  gallon  in  winter.  The  filters  are  8  in  number,  of  the  original  Continental- 
Jewel  type,  and  are  all  15  feet  in  diameter.  The  filtering  meddum  consist?  of 
about  4  feet  of  sand  underlain  with  about  6  inches  of  gravel.  The  average 
rate  of  filtration  is  about  425,000  gallons  per  unit  per  day,  or  about  1(^.- 
000,000  gallons  per  acre  per  day. 

The  two  apparatuses  for  applying  liquid  chlorine  are  both  of  the  Electro 
Bleaching  Gas  Company  type.  At  the  time  of  the  inspection  the  chlorice  wai 
being  applied  at  the  point  of  preliminary  chlorination  at  the  rate  of  about 
0.4  parts  per  million,  and  at  about  0.7  parts  per  million  for  the  final 
rhlorination. 

The  results  of  the  analysis  of  samples  of  the  filtered  water  show  that  the 
filters  were  efficient  in  oxydizing  the  organic  matter  and  in  the  removal  ci 
bacteria,  B.  coli  being  absent  in  the  sample  of  filtered  water  tested. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  public  water 
supply  of  Rensselaer,  though  derived  from  a  grossly  polluted  source,  ms 
at  the  time  of  the  inspection  very  efficiently  purified  by  filtration  and 
chlorination,  and  it  was  therefore  recommended  that  the  Water  oompany 
continue  the  careful  supervision  and  operation  of  the  plant. 
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RHINBBECK 

A  reinspection  of  th«  public  water  supply  of  the  village  of  Khinebeck, 
Dutchess  county,  N.  Y.,  was  made  by  Mr.  N.  R  Baier,  sanitary  inspector  in 
this  Department,  on  October  25,  1920,  a  previous  inspection  of  the  supply 
having  been  made  by  this  Division  in  the  year  1912. 

Rhinebeck  is  located  in  the  west-central  part  of  the  town  of  Khinebeck, 
54  miles  south  of  Albany.  The  present  population  is  1,600,  of  which  75  per 
cent  is  served  by  the  public  water  supply.  The  unincorporated  village  of 
Khinecliff  is  also  served  with  water  from  this  supply.  The  waterworks  are 
owned  and  operated  by  the  Rhinebeck  Water  Company. 

The  water  is  derived  from  two  8-inch  driven  wells,  300  feet  deep  in  broken 
rock,  about  a  mile  east  of  the  village  of  Rhinebeck,  near  the  east  side  of 
Landsman  kill.  It  is  carried  by  an  air  lift  pump  to  a  basin  and  delivered 
by  pumping  through  a  distributing  system  consisting  of  some  11  miles  of 
wTought-iron  pipe.  A  reservoir  is  75  feet  square  and  10  feet  4  inches  deep, 
having  a  capacity  of  435,000  gallons,  takes  the  surplus  and  acts  as  an 
equalizing  reservoir.  The  average  domestic  consumption  of  the  municipalities 
is  90,000  to  100,000  gallons  per  day,  or  about  75  gallons  per  capita. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Rhinebeck  it 
was  concluded  that  the  authorities  in  charge  of  the  water  supply  have  in 
part  carried  out  the  previous  recommendations  of  this  Department;  that  the 
water  supply  of  the  well  known  as  well  No.  2  was  at  the  time  of  the  inspec- 
tion apparently  of  a  satisfactory  sanitary  quality;  and  that  the  water  of 
the  well  known  as  well  No.  1  is  apparently  receiving  pollution  either  by 
the  seepage  of  the  water  from  the  creek,  particularly  at  times  of  high 
water,  through  the  upper  layers  of  porous  soil  into  the  wells,  the  seepage 
of  polluting  matter  from  privies,  leaching  cesspools,  and  pasture  land  in  the 
vicinity  of  the  wells  through  the  porous  soil  into  the  water  supply,  or  the 
entrance'  of  polluting  matter  into  the  water  supply  through  the  aftnular 
space  between  the  eduction  pipe  and  caaing. 

It  was  recommended  that  all  privies  within  500  feet  of  the  well  be  provided 
with  removable  water-tight  containers;  that  all  cesspools  within  500  feet 
of  the  wells  be  made  water-tight,  and  the  contents  of  the  cesspools  and  con- 
tainers be  disposed  of  at  some  remote  place  in  a  suitable  manner;  that  the 
well  casings  be  carefully  sealed  to  prevent  the  entrance  of  foreign  material; 
and  that  if  after  all  probable  sources  of  pollution  of  well  No.  1  are  removed, 
the  water  supply  is  still  found  to  be  of  an  unsatisfactory  sanitary  quality,  a 
new  source  of  supply  be  obtained. 


RICHMONDVILLE 

A  reinspection  of  the  public  water  supply  of  the  village  of  Richmondville 
was  made  by  Mr.  W.  J.  Erickson,  sanitary  inspector  in  this  Department, 
on  October  14,  1920,  previous  inspections  having  been  made  by  this  Division 
in  1912  and  1914. 

Richmondville  is  an  incorporated  village  of  600  inhabitants  located  in  the 
west  central  part  of  fichonarie  county,  about  60  miles  west  of  Albany. 
Practically  the  entire  population  is  served  with  the  public  water  supply 
which  is  owned  by  the  village  and  is  under  the  direction  of  the  board  of 
water  commissioners.    There  is  no  public  sewer  system  in  the  village. 

The  supply  is  derived  from  the  headwaters  of  Cobleskill  river  by  im- 
pounding them  in  a  storage  reservoir  located  about  3  miles  west  of  the 
village.  From  this  reservoir  the  supply  flows  by  gravity  to  the  consumers. 
The  reservoir  has  an  area  of  about  1%  acres  and  is  7  or  8  feet  deep.  It  is 
surrounded  with  a  wire  fence  which  encloses  an  area  of  about  3  acres. 
There  is,  however,  a  cattle  path  between  the  fence  and  the  steep  slope  rising 
to  the  state  road  above.  The  area  surrounding  it  is  used  for  pasture.  Con- 
siderable difficulty  has  been  experienced  from  bad  tastes  and  odors  resulting 
from  the  decomposition  of  algae  growths  and  from  turbidity  at  times  of 
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lieavy  runoff.  The  watershed  tributary  to  the  reservoir  is  about  1%  S4piare 
miles  in  area,  most  of  which  is  on  the  uninhabited  slopes  of  the  surrounding 
hills.  There  are,  however,  about  6  houses  with  a  total  population  of  about 
16  or  about  9  per  square  mile.  The  main  highway  and  the  Delaware  and 
Hudson  railroad  pass  through  the  watershed  parallel  to  the  stream.  A  less 
used  highway  crosses  the  upper  end  of  it. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  physical  quality 
of  the^  water  supply  of  Richmondville  is  depreciated  by  the  high  turbidily 
and  disagreeable  taiBtes,  and  that  the  purity  of  the  supply  is  menaced  by  a 
farmyard  through  which  the  stream  passes,  and  also  by  a  privy  near  *the 
stream,  and  other  sources  of  pollution  incidental  to  an  inhabited  watershed. 

It  was  therefore  recommenaed  that  drainage  ditches  be  constructed  so  as 
to  divert  eurface  wash  from  the  reservoir,  and  a  by-pass  arranged  to  divert 
the  muddy  water  at  times  of  heavy  rainfall ;  that  the  cattle  path  be  re-located 
at  such  a  distance  that  the  drainage  from  it  will  not  enter  the  reservoir; 
that  the  water  be  treated  with  copper  sulphate  to  prevent  the  growth  of 
algae;  that  the  water  mains  be  regularly  and  thoroughly  cleaned  in  order 
to  prevent  the  accumulation  of  sediment  in  them ;  that  all  privies  be  removed 
to  a  distance  of  100  feet  from  any  watercourse  tributary  to  the  reservoir, 
so  that  no  drainage  may  reach  the  supply  either  directly  or  indirectly;  that 
in  order  to  prevent  any  contamination  of  the  supply  at  the  Patrick  farm, 
the  stream  be  carried  past  the  barnyard  by  means  of  tile  pipe  so  laid  that 
no  surface  wash  may  enter  it;  that  regular  inspections  be  made  of  the 
watershed  in  order  to  detect  and  abate  any  insanitary  conditions  found 
thereon;  and  that  should  any  difficulty  be  experienced  in  carrying  out  the 
above  recommendations,  the  village  authorities  Apply  to  this  Department 
for  the  enactment  of  rules  and  regulations  for  the  protection  of  the  supply 
from  contamination. 


RIVERHEAD 

A  reinspection  of  the  public  water  supply  of  the  village  of  Kiverhead, 
SuiTolk  countv,  K.  Y.,  was  made  on  May  27,  1920,  by  Mr.  Alfred  Mnllikin, 
assistant  engineer  in  this  Department,  a  previous  inspection  of  this  supply 
having  been  made  by  this  Division  in  1916. 

Riverhead  is  located  at  the  head  of  Great  Peconic  bay,  about  75  miles 
from  New  York  city.  The  present  population  is  estimated  at  6,450.  Of 
this  total  population  60  per  cent  are  served  with  the  public  water  supply 
and  40  per  cent  by  private  wells.  The  public  supply  is  owned  and  operated 
by  the  Riverhead  Water  District 

The  water  supply  is  derived  from  five  driven  wells  located  in  the  easten 
section  of  tiie  village  about  one-half  mile  east  of  the  railroad  station  and 
less  than  100  feet  north  of  the  Long  Island  railroad  tracks.  The  water  is 
drawn  from  the  wells  by  «.  low  lift  pump  and  delivered  to  an  aerator,  from 
which  it  flows  by  gravity  into  a  concrete  settling  reservoir.  From  this 
reservoir  it  is  pump^  through  pressure  mechanical  filters  into  a  distributing 
system. 

The  wells  consist  of  two  J3-inch  shallow  wells  driven  through  sand  to  a 
depth  of  48  feet,  and  three  8-inch  artesian  wells  driven  to  a  depth  of  88 
feet.  The  deep  wells  pass  through  45  feet  of  sand,  10  feet  of  clay,  and  33 
feet  of  sand.  The  ehallow  wells  are  said  to  be  provided  with  10-foot 
strainers  extending  from  17  feet  to  27  feet  below  the  surface,  and  the  deep 
wells  with  20-foot  strainers  extending  from  55  to  75  feet  below  the  surface. 

The  two  pressure  mechanical  filters  are  of  the  horizontal  type  eacli  8  feet 
in  diameter  and  20  feet  long.  The  depth  of  sand  as  shown  on  the  plans  of 
the  filters  is  3%  feet.  The  rate  of  'filtration,  with  one  filter  in  operation, 
figured  on  the  area  at  the  diameter  of  the  cylinder  19  160|iO(X>,000  gallons 
per  acre  per  day.  With  both  in  operation  the  rates  are  of  course  one-half 
those  just  given.  No  coagulant  is  used.  The  filters  are  washed  onoe  a 
week. 
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At  the  time  of  the  inspection!  samplee  of  water  from  the  public  water 
enpply  were  collected  and  sent  to  the  Division  of  Laboratories  and  Research 
for  examination,  llie  results  of  the  analyses  of  these  samples,  together  with 
the  results  of  analyses  of  samples  taken  in  1916,  will  be  found  in  the 
appended  table. 

The  results  of  the  analysis  of  the  filtered  water  show  a  water  clear,  color- 
less, and  very  soft.  The  figures  for  nitrogen  in  its  various  forms  and  for 
oxygen  consumed  are  moderately  low,  and  indicate  the  presence  of  small 
amounts  only  of  decomposing  and  decomposable  organic  matter.  The  amount 
of  iron  in  the  water  is  relatively  small  and  should  not  be  an  objectionable 
feature.  The  total  bacterial  count  for  the  filtered  water  is  low,  and  the 
absence  of  organisms  of  the  colon  group  indicate  that  the  water  is  free 
from  active  contamination.  Samples  of  water  for  bacterial  analysis  only 
were  taken  from  the  raw  water  and  from  the  settling  reservoir.  The  bacterial 
count  of  the  raw  water  is  somewhat  high  but  shows  a  marked  decrease  for 
the  water  after  aeration  and  sedimentation.  The  absence  of  organisms  of 
the  B.  coll  type  in  both  these  samples  indicates  the  freedom  of  the  supply 
from  active  and  dangerous  contamination. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Biverhead 
it  was  concluded  that  the  authorities  in  charge  of  the  water  supply  have 
not  carried  out  the  previous  reconunendations  of  this  Department,  and  that 
there  remain  certain  opportunities  for  serious  contamination  of  this  supply 
from  the  numerous  privies  located  within  a  relatively  short  distance  of  the 
well  supply. 

It  was  therefore  recommended  that  the  town  authorities  have  all  privies 
within  500  feet  of  the  wells  provided  with  water-tight  removable  containers, 
and  all  cesspools  made  water-tight;  that  they  require  that  the  privies  and 
cesspools  be  maintained  in  a  satisfactory  condition,  and  the  contents  properly 
removed  and  disposed  of  when  necessary;  that  a  careful  sanitary  patrol  be 
maintained  at  all  times  over  the  area  within  500  feet  of  the  wells;  and 
that  the  town  authorities  consider  the  construction  of  a  properly  designed 
sewer  system  to  take  care  of  the  sewage  from  the  houses  in  the  inmiedjate 
vicinity  of  the  wells. 

ROCKVILLE  CENTER 

A  reinspection  of  the  public  water  supply  of  the  village  of  Bockville 
Center  was  made  on  May  18,  1020,  by  Mr.  Alfred  Mullikin,  assistant  engineer 
in  this  Department,  a  previous  Inspection  of  the  supply  having  been  made 
by  this  Division  in  1915. 

The  village  of  Bockville  Center  is  located  in  the  southwestern  part  of 
Nassau  eounty,  about  21  miles  from  New  York  city.  The  'population  of  the 
village  is  estimated  at  about  7,000,  practically  all  of  whom  are  served  with 
water  from  the  public  supply.  The  waterworks  are  owned  and  operated 
by  the  municipality  imder  the  direction  of  the  board  of  trustees. 

The  water  supply  is  derived  from  five  driven  wells  located  in  the  eastern 
section  of  the  village.  From  the  wells  the  water  is  pumped  into  a  distribution 
system  consisting  of  28  miles  of  castiron  pipe,  the  surplus  going  to  a  steel 
standpipe  20  feet  in  diameter  and  100  feet  high,  having  a  capacity  of  about 
236,000  gallons,  which  acts  as  an  equalizing  reservoir.  The  average  daily 
water  consumption  is  practically  254,500  gallons,  or  36  gallons  per  capita. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  authorities  in 
charge  of  the  water  supply  have  in  part  carried  out  the  previous  recom- 
mendations of  this  Department,  and  that  there  remain  certain  opportunities 
for  serious  contamination  of  the  water  supply  which  may  at  any  time  reach 
the  consumers  should  the  chlorine  apparatus  fail  to  operate  properly. 

It  was  therefore  recommended  that  the  pollution  of  the  ground  in  the 
vicinity  of  the  wells  be  prevented  as  far  as  possible  by  providing  water- 
tight containers  for  all  privies  near  the  wells,  making  all  cesspools  near 
them  water-tight,  and  maintaining  the  privies  and  cesspools  iu'  a  sanitary 
condition;  that  the  village  take  s^ps  toward  the  installation  of  a  sewerage 
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system  and  the  abandonment  of  all  privies  and  cesspools;  that  the  chlorinat- 
ing apparatus  be  operated  continuously,  and  such  quantities  of  chlorine 
applied  to  the  water  as  will  effectively  sterilise  the  water;  and  that  the 
treated  water  be  frequently  tested  by  the  operator  of  the  plant  for  excess 
chlorine  in  accordance  with  the  instructions  of  this  Department,  in  order 
that  the  necessary  quantity  of  chlorine  to  be  applied  may  be  known. 


ROOSEVELT 

A  reinspection  of  the  public  water  supply  of  the  village  of  BooseveH, 
Nassau  county,  X.  Y.,  was  made  on  May  19,  1920,  by  Mr.  Alfred  MullUdn, 
assistant  engineer  in  this  Department,  a  previous  inspection  of  this  supply 
having  been  made  by  this  Division  in  1916. 

Boosevelt  is  located  in  the  town  of  Hempstead,  about  two  or  three  miles 
north  of  the  village  of  Freeport,  and  about  27  miles  from  Kew  York  city. 
The  present  population  is  estimated  at  3,500.  Of  the  total  population,  about 
50  per  cent  are  served  with  water  from  the  public  supply.  The  waterworks 
are  owned  and  operated  by  the  Roosevelt  Water,  Power  and  Light  Company. 

The  water  supply  is  derived  from  a  tile  well  in  the  northwest  comer  of 
the  development,  and  is  pumped  into  two  steel  water  and  air  pressure  tanks 
from  whicm  it  is  forced  into  the  distribution  mains  consisting  of  about  10 
miles  of  caetiron  pipe  ranging  from  4  to  10  inches  in  diameter.  The  well  it 
18  inches  in  diameter  and  56  feet  deep,  and  is  provided  with  an  18-ineh  tile 
rasing  and  protected  at  the  top  by  an  iron  manhole  cover  which  is  lodced 
at  sll  times.  The  water  rises  in  the  well  to  within  17%  feet  of  the  surface 
of  the  ground. 

From  the  recent  inspection  it  appears  that  the  recommendations  have 
been  only  partly  carried  out;  that  the  privy  and  cesspool  have  not  been 
removed,  but  that  a  metal  container  has  been  provided  for  the  privy,  and  the 
contents  disposed  of  at  a  remote  place  at  proper  intervals;  that  the  cistern 
receives  only  the  water  drainage  from  the  leakage  of  the  pumps  and  is  not 
used  for  the  disposal  of  sewage;  that  analyses  of  water  have  not  been 
regularly  made  by  the  water  company;  and  that  the  pumping  plant  ia 
maintained  in  an  untidy  condition. 

At  the  time  of  the  inspection  samples  of  water  from  the  public  wat^r 
supply  were  collected  and  sent  to  the  Division  of  Laboratories  and  Reiieareh 
for  examination.  The  results  of  the  analyses  show  a  water  clear,  colorless, 
and  fairly  soft.  The  figures  for  the  ammonias  are  low,  indicatinit  the 
presence  of  only  very  small  amounts  of  decomposing  and  decomposable 
organic  matter.  The  figures  for  nitrites,  nitrates,  and  chlorine  are  rather 
high,  indicating  that  pollution  has  reached  the  supply  but  has  been  ozydized 
and  rendered  inactive  by  natural  processes  of  purification  during  its  passage 
through  the  soil.  Although  the  total  bacterial  count  is  very  high  for  a  well 
water,  the  absence  of  bacteria  of  the  colon  group  indicates  that  the  water 
supply  was,  at  the  time  the  samples  were  taken,  free  from  active  and 
dangerous  contamination. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  authorities  in 
charge  of  the  public  water  supply  have  in  part  carried  out  the  previous 
lecommendations  of  this  Department  but  that  the  plant  is  not  maintained 
in  a  neat  condition. 

It  was  therefore  recommended  that  the  grounds  and  engine  room  be  kept 
in  a  neat  and  orderly  condition,  and  that  the  authorities  in  charge  of  the 
water  supply  maintain  a  careful  sanitary  patrol  in  the  immediate  yicinity 
of  the  pumping  plant  to  prevent  any  conditions  occurring  that  might 
deleteriously  affect  the  water  supply. 
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ROSCOB 

A  remBpection  of  the  public  water  supply  of  the  village  of  Roscoe  was 
made  on  October  28,  1920,  by  Mr.  W.  J.  Erickson,  sanitary  inspector  in  thit 
Department,  a  previous  inspection  having  been  made  in  1018. 

Roaeoe  is  an  unincorporated  village  situated  in  the  northern  part  of 
Sullivan  coun^^  about  57  miles  west  of  Middletown,  on  the  New  York, 
Ontario  and  Western  railroad.  The  public  water  supply  is  owned  by  the 
Roaooe  Water  Company. 

The  supply  is  derived  from  a  small  stream  known  as  Wood  brook,  a 
tributary  to  Beaver  kill.  The  water  is  impounded  in  a  storage  reservoir 
of  about  60,000  gallons  capacity,  located  about  3  miles  south  of  the  village. 
From  this  reservoir  the  supply  flows  by  gravity  after  passing  through  a 
crude  charcoal  filter  to  the  distribution  system. 

The  watershed  tributary  to  the  reservoir  is  about  3  square  miles  in  area 
and  is  rather  hilly.    There  is  some  cultivation  and  grazing  carried  on  on 
the  watershed.     The  permanent  population  is  about  36,  or  about   12  per 
square  mile.     During  the   summer  months,  due  to  the   influx  of  summer 
boarders,  the  population  is  increased  to  about  125,  or  to  41  per  square  mile. 
The  cesspool  mentioned  in  the  previous  report  has  been  put  into  a  better 
shape  than  at  the  time  of  the  previous  inspection.    A  subsurface  tile  drain 
has   been  constructed  to  take  care  of  the  overflow  from  the  cesspool  and 
appeared  to  be  operating  efficiently  at  the  time  of  the  inspection.    The  cess- 
pools of  the  other  boarding  houses  are  located  at  a  considerable  distance 
from  tiie  stream  and  were  operating  in  a  satisfactory  manner  at  the  time 
of  the  inspection.    The  road  passes  near  the  stream  and  crosses  it  at  four 
places  so  that  considerable  road  wash  reaches  the  supply.    It  does  not  seem 
probable  that  all  this  wash  can  be  diverted  from  tne  stream  by  drainage 
ditches.     Besides  this  road  wash,  the  supply  is  subject  to  contamination 
from  the  comparatively  densely  populated  watershed  especially  during  the 
summer  months. 

Samples  were  collected  at  the  time  of  the  inspection  and  sent  to  the 
Division  of  Laboratories  and  Research  for  analysis,  the  results  of  which  are 
as  follows: 

Color   35      Oxygen  consumed 7.5 

Odor,  hot None      Chlorine    2.4 

Odor,  cold None       Hardness,    total 18.2 

Turbidity    Trace      Alkalinity    10.0 

Ammonia,  fr 002       Bacteria  per  c.  c.  20°C 18,000 

Ammonia,  alb 076       Bacteria  per  c.  c.  37^C 2,000 

Nitrites   '. 008       B.  coli  type: 

Nitrates    200  10  c.  c 3+0— 

1  c.  c 3+0— 

1/lOc.  c 1+2— 

These  analyses  show  a  water  that  is  soft,  practically  clear  but  at  times 
considerably  colored.  The  figure  for  nitrogen  compounds  in  its  various 
forms  and  that  for  oxygen  consumed  indicated  the  presence  of  considerable 
organic  matter.  The  figure  for  chlorine  is  higher  than  normal  for  surface 
water  of  this  origin.  The  total  bacterial  counts  are  high,  and  the  presence 
of  intestinal  organisms  in  as  small  an  inoculation  as  1/10  c.  c.  indicates 
congiderable  active  contamination. 

As  a  result  of  the  reinspection  it  was  recommended  that  the  water  com- 
pany immediately  install  and  put  in  operation  suitable  apparatus  for  the 
sterilization  of  the  supply  by  liquid  chlorine;  that  in  order  to  protect  the 
supply  iram  contamination  the  intake  be  extended  up  the  stream  to  such  a 
point  as  to  be  above  the  principal  sources  of  cont^ination,  or  a  modem 
filtration  plant  be  installea;  that  the  water  company  apply  to  this  Depart* 
nient  for  the  enactment  of  rules  and  regulations  for  the  protection  of  the 
Hanitar^  quality  of  the  water  supply,  and  strictly  enforce  such  rules  and 
regulations  when  enacted;  and  that  should  the  water  company  find  difficulty 
in  placing  the  watershed  in  a  satisfactory  sanitary  condition,  or  producing 
a  safe  supply  by  proper  treatment,  they  consider  the  development  otf  a  new 
and  safe  supply. 
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The  water  of  this  supply  is  used  hy  the  New  York,  Ontario  and  Western 
Railroad  for  drinking  and  culinary  purposes  in  interstate  traffic.  Data 
regarding  the  supply  were  furnished  to  the  United  States  Public  Health 
Service  on  December  2,  1920,  and  included,  in  addition  to  the  results  of  tiie 
analysis  of  a  sample  of  the  water,  the  statement  that  at  the  time  of  the 
inspection  the  conditions  surrounding  the  supply  were  not  entirely  satis- 
factory, and  that  the  results  of  the  inspection  and  analyses  of  the  samples, 
together  with  the  results  of  previous  inspections  and  analyses,  indicate  that 
the  water  cannot  be  considered  to  be  of  entirely  satisfactory  quality  for 
human  consumption.    A  copy  of  the  report  accompanied  this  data. 


ROSLYN  WATER  COMPANY 

A  reinspection  of  the  public  water  supply  furnished  by  the  Boslyn  Water 
Company  to  the  unincorporated  villages  of  Boslyn,  Albertson  Square,  South 
Glenwood,  and  Old  Westbury,  in  the  town  of  North  Hempstead;  and  Wheat- 
ley  Hills  and  BrockvillCy  in  the  town  of  Oyster  Bay,  Nassau  county,  N.  Y., 
was  made  by  Mr.  Alfred  MuUikin,  assistant  engineer  in  this  Department^  on 
June  14,  1920,  a  previous  inspection  of  the  supply  having  been  made  by  this 
Division  in  1915. 

Koslyn  is  located  in  the  northern  part  of  the  town  of  North  Hempstead, 
at  the  head  of  Henvpstead  Harbor,  about  2^  miles  from  New  York  city.  The 
present  population  is  estimated  at  3,500,  of  whom  80  per  cent  are  served 
with  water  from  the  public  water  supply.  The  waterworks  are  owned  and 
operated  by  the  mnmieipality  under  the  direction  of  tibe  board  of  water 
commissioners. 

The  water  supply  is  derived  from  three  driven  wells  located  about  a  mile 
north  of  the  railroad  station  on  the  West  Shore  Road,  near  the  west  bank  of 
Hem(p0tead  Harbor.  From  the  wells  the  water  is  delivered  by  pumping 
through  a  dlstributinff  system  consisting  of  some  39  miles  of  castiron  pipe. 
A  steel  standpipe  20  feet  in  diameter  and  60  feet  high,  having  a  capacity  of 
142,000  gallons,  takes  the  surplus  and  acts  as  an  equalizing  reservoir.  *The 
average  daily  water  consumption  in  sununer  is  approximately  300,000  gal- 
lons, or  106  gallons  per  capita;  and  in  winter,  approximately  175,000  gallons, 
or  62.5  gallons  per  capita.  At  the  time  of  the  inspection  there  were  no 
apparent  sources  of  pollution  of  the  water  supply,  although  there  are  numer- 
ous houses  within  500  feet  of  the  plant  in  a  southwesterly  direction.  Tbe 
village  is  provided  with  a  domestic  sewerage  system,  whidi  takes  care  of 
about  50  per  cent  of  the  population.  Some  of  the  houses,  however,  are  pro- 
vided with  disposal  plants  of  the  subsurface  irrigation  type,  and  shout  20 
per  cent  are  provided  with  privies.  The  toilet  at  the  pumping  station  is 
provided  with  a  6-inch  tile  pipe  which  empties  into  Hempstead  Harbor  after 
passing  through  a  cesspool. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Roslyn  it  was 
concluded  that  the  water  supply  was  <rf  a  reascmably  satisfactory  sanitaiy 
quality  but  that  there  are  certain  possibilities  of  indirect  pollution  from 
the  numerous  houses  in  the  vicinity  of  the  wells. 

It  was  therefore  recommended  that  all  sewers  within  a  distance  of  600 
feet  from  the  wells  be  <^  cafftir<m  pipe  with  lead  joints;  that  all  cesspools 
within  500  feet  of  the  wells  be  made  impervious;  that  all  privies  be  provided 
with  water-tight  containers,  and  the  contents  disposed  of  in  a  remote  place 
at  proper  intervals  of  time;  and  that  the  authorities  in  charge  of  the  publie 
water  supply  maintain  a  careful  patrol  over  the  area  in  the  vicinity  of  the 
wells  with  a  view  to  preventing  any  possible  pollution  of  the  soil  by  ground 
water. 


ROUSES  POINT 

A  reinspection  of  the  public  water  supply  of  the  villsge  of  Rouses  Point 
was  made  on  September  12,  1919,  by  Mr.  W.  J.  Eridcson,  engineering  assistant 
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Ln  tliis  Department,  previous  inspectioxifl  of  this  supply  having  been  made  by 
tliis  Division  in  1910,  1011,  1915,  and  191«. 

Itouses  Point  is  an  incorporated  village  located  in  the  northeastern  part 
of  Clinton  county,  about  one  mile  from  the  Canadian  border.  It  has  a  popu* 
lation.  of  about  1,500,  practically  all  of  which  is  served  by  the  public  water 
supply,  which  is  in  charge  of  a  board  of  water  commissionerB.  The  supply 
is  <£erived  from  Lake  Champlain,  the  intake  being  1,200  feet  frcmi  the  shore. 
The  water  is  pumped  directly  into  the  mains  after  being  treated  with  hypo- 
chlorite of  lime.    The  consumption  is  about  500,000  gallons  per  day. 

The  chlorination  apparatus  was  not,  however,  in  operation  at  the  time  d 
the  inspection  and  had  not  been  in  operation  for  several  days,  due  to  clogging 
of  the  feed  pipe. 

As  a  result  of  the  reinspection  it  was  recommended  in  the  report  on  the 
inspection  dated  January  14,  1920,  that  the  hypochlorite  plant  be  abandoned, 
and.  duplicate  liquid  chlorine  apparatus  be  substituted  and  properlv  operated 
at  all  times;  and  that  pending  the  securing  of  such  apparatus  the  present 
hypo|chlorite  plant  be  operated  efficiently  at  all  times  in  accordance  with  our 
previous  recommendations;  and  that  the  village  consider  the  installation  of 
some  modem  method  of  filtration  supplemented  by  chlorination. 

Information  furnished  to  the  Department  after  the  report  was  made  indi- 
cates that  in  accordance  with  our  recommendations'  a  liquid  chlorine  steriliz- 
ing plant  was  installed  and  put  in  operation  in  July,  1920. 


SAG  HARBOR 

Reinspections  of  the  public  water  supply  of  the  village  of  Sag  Harbor  were 
made  on  January  8,  1920,  and  June  31,  1920,  by  Mr.  Alfred  Mullikin,  assist- 
ant engineer  in  this  Department,  previous  inspections  of  this  supply  having 
been  made  by  this  Division  in  1909  and  1915. 

Sag  Harbor  is  an  incorporated  village  of  5,300  inhabitants  located  in 
Suffolk  county,  at  the  head  of  Gardiner^  bay,  at  the  center  of  the  eastern 
end  of  Long  Island,  100  miles  from  New  York  city.  The  water  supply  is 
derived  by  pumping  in  part  from  Long  pond,  located  about  one  mile  south- 
west of  the  village,  and  in  part  from  dug  and  driven  wells  about  midway 
between  the  pond  and  the  village.  The  waterworks  are  owned  and  operated 
by  the  Sag  Harbor  Water  Company. 

As  a  result  of  this  investigation  it  was  concluded  that  the  present  water 
supply  of  Sag  Harbor  is  of  a  reasonably  satisfactory  quality  from  the  stimd- 
point  of  freedom  from  possible  contamination,  but  is  unsatisfactory  from 
an  aesthetic  standpoint,  due  to  odor,  taste,  and  color;  that  in  view  of  the 
trouble  experienced  in  the  past  with  the  excess  of  iron  in  the  ground  water 
in  this  locality,  the  Sag  Harbor  Water  Comipany  has  selected  new  sources  of 
supply  every  few  years,  in  unsuccessful  attempts  to  secure  a  supply  of 
satisfactory  quality,  which  attempts  have  been  made  without  competent 
engineering  advice,  and  have  consequently  resulted  in  failure  to  secure 
returns  for  the  considerable  amount  of  money  expended;  and  that  the  Sag 
Harbor  Water  Company  has  not  carried  out  the  recomanendations  for  cor- 
recting the  trouble  as  set  forth  in  former  reports  by  this  Department. 

It  was  accordingly  recommended  that  the  Water  company  employ  a  com- 
petent sanitary  engineer  to  study  the  problem  and  to  advise  specifically  as 
to  the  measures  necessary  to  assure  an  adequate  supply  of  satisfactory 
physical  and  sanitary  quality;  and  that  consideration  again  be  given  to  using 
the  four  original  wells,  with  provision  for  aeration  followed  by  sedimentation 
and  filtration  for  the  removal  of  excess  iron. 


SALTAIRE 


An  inspection  of  the  public  water  supply  of  the  village  of  Saltaire,  Suffolk 
county,  K.  Y.,  was  made  on  June  17,  1920,  by  Mr.  Alfred  Mullikin,  assistant 
engineer  in  this  Department. 
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The  villMge  ot  Saltairo  in  located  on  Fire  Island,  about  6  miles  south  of  Bay- 
shore.  The  present  population  is  estimated  at  1,000,  of  whom  about  70  per 
cent  are  served  with  the  water  from  the  publie  water  supply.  The  waterworks 
are  owned  and  operated  by  the  Fire  Island  Beach  Developing  Company. 

The  water  supply  is  derived  from  a  driven  well  located  a£>ut  one-quarter 
of  a  mile  southeast  of  the  village  dock.  The  water  is  pumped  throu^  a 
Koberts  pressure  filter  into  a  steel  tank  which  rests  upon  the  sand,  and  is 
distributed  through  a  network  of  pipe  consisting  of  about  1  Vi  miles  of  S-inelk 
galvanised  iron  pipe.  The  daily  water  consumption  is  apj^oodmately  21,600 
gallons  per  day,  or  91  gallons  per  capita.  The  supply  is  derived  fromi  a 
tf-inch  flowing  well  some  400  feet  deep  driven  through  sand  and  clay.  Tbe 
Boberts  pressure  mechanical  filter  through  which  the  water  passes  measures 
about  5  feet  in  diameter  and  7rV^  in  height,  and  is  operated  at  the  rate  o€ 
about  192,000,000  gallons  per  acre  per  <uiy.  Aliuo!  is  used  as  a  ooagulsuit. 
The  water  is  filtered  on  account  of  fine  clay  in  colloidid  suspension. 

The  area  reserved  by  the  development  oompanv  for  the  pumping  plant 
consists  of  about  one-half  acre,  the  nearest  houses  beii^  some  400  feet  away. 
There  seem  to  be  no  possibilities  for  direct  pollution  of  the  water  supply. 
The  area  in  the  vicinity  of  the  well,  however,  has  not  been  fenced  off  to 
prevent  tresx>assing. 

As  a  result  of  the  inspection  it  was  concluded  that  the  water  supply  was 
of  a  satisfactory  sanitary  quali^  at  the  time  of  the  insoeotion;  that  there 
were,  however,  certain  opportunities  for  contamination  due  to  the  possible 
pollution  of  the  ground  in  the  vicinity  of  the  welU  by  trespassers;  and  that 
the  well  connect^  to  the  village  pun^,  from  which  a  part  of  the  inhabitants 
obtain  their  water,  is  not  satisfactorily  protected  in  that  the  waste  wnter  is 
allowed  to  fall  on  the  ground  near  the  well. 

It  was  therefore  recommended  that  the  authorities  in  charge  of  the  water 
supply  erect  fences  around  the  area  in  the  vicinity  of  the  well  to  prevoit 
trespassing;  that  a  tight  concrete  platform  be  constructed  around  the  village 
pum'p  and  arrangements  made  to  conduct  the  waste  water  to  some  diatanoe 
from  the  well  before  allowing  it  to  soak  into  the  ground;  and  that  the 
authorities  maintain  a  careful  supervision  over  the  watershed  area. 


SARATOGA  SPRINGS 

A  reinspection  of  the  chlorination  plant  recently  installed  for  the  steriliss- 
tion  of  the  public  water  supply  of  the  city  of  Saratoga  S^M'tngs  was  made  on 
December  6,  1919,  by  Mr.  Earl  Devendorf,  assistant  engineer  in  this  Depart- 
ment, previous  inspections  of  this  supply  having  been  made  by  this  Division 
in  1911  and  1914. 

The  water  supply  of  Saratoga  Springs  is  derived  from  Loughberry  lake, 
located  in  the  northeastern  section  of  the  city.  The  supply  is  pumped,  after 
chlorination,  directly  into  the  distribution  system.  The  waterworks  are 
owned  by  the  city  and  operated  under  the  direction  of  the  department  of 
public  works. 

The  chlorination  apparatus  consists  of  a  duplicate  installation  of  the  dr\ 
fe^i  type  manufactured  by  the  Wallace  &  Tieman  Company.  The  gas  is 
forced  into  the  stietion  line  of  the  pump  by  means  of  an  injector  operating 
on  a  water  pressure  of  80  pounds  per  square  inch.  The  water  consumption 
at  the  time  of  the  inspectiMi  was  estimated  to  be  about  3,000,000  gaUoni 
daily.  The  dilorine  was  being  applied  at  the  rate  of  9  pounds  per  24  hours, 
or  a  rate  of  about  .36  p.p.m.  A  test  for  excess  chlorine  on  a  sample  of  the 
treated  water  gave  a  distinct  reaction  by  the  starch  iodide  method.  Daily 
records  are  kept  of  the  piunpage  and  of  the  amount  of  chlorine  applied  as 
determined  by  scale  weighings. 

At  times  the  water  supply  of  Saratoga  Springs  is  subject  to  objectionable 
tastes  and  odors  due  to  algae  growths  in  the  reservoir.  The  supply  is  also 
open  to  accidental,  incidental,  or  willful  contamination  by  chance  visitors 
to  the  lake  and  from  permanent  residents  upon  the  watershed.    Tt  has  been 
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previously  recommended  by  this  Department  tliat  steps  be  taken  to  purify 
ihis  supply,  but  until  the  installation  of  the  chlorinaticm  plant  in  1919  no 
action  had  been  taken  by  the  city  authorities  to  carry  out  the  recommenda- 
tions. The  installation  of  this  chlprination  plant  is  a  step  in  the  right 
direction,  and  if  properly  operated  should  protect  the  supply  from  all  ordi- 
nary dangers  of  contamination.  It  should  be  pointed  out,  however,  that  the 
chlorination  of  the  supply  will  not  improve  the  physica^l  quality  of  the  water, 
particularly  at  times  when  troubles  are  experienced  with  tastes  and  odors 
therein.  In  order  to  secure  a  supply  of  satisfactory  physical  as  well  as 
sanitary  quaility,  it  is  essential,  as  has  been  previously  pointed  out,  for  the 
village  to  install  a  modem  filtration  plant  supplemented  by  aeration. 

As  a  result  of  the  reinspeotion  it  was  recommended  that  the  city  authori- 
ties continue  to  operate  toe  chlorination  plant  with  care  and  efiiciency  at 
aH  times,  and  that  consideration  be  given  to  the  installation  of  a  modem 
filtration  plant  flupplemented  by  aeration  in  order  to  improve  the  physical 
quality  of  the  supply. 

The  water  of  this  supply  is  used  bv  the  Delaware  and  Hudson  Railroad. 
Data  regarding  the  supply  were  furnished  to  the  United  States  Public  Health 
Service  on  October  18,  1920,  and  included,  in  additicm  to  the  results  of  the 
analysis  of  a  sample  of  the  water,  the  statement  that  at  the  time  of  the 
inspection  the  conditionH  Burroundin|^  the  supply  were  fairlv  satisfactory, 
and  that  the  results  of  the  inspection  and  the  analyses  of  the  samiples, 
together  with  the  results  of  previous  inspections  and  analyses,  indicate  that 
the  water  is  of  satisfactory  quality  for  human  consumption,  but  that  a 
filtration  plant  should  be  installed  to  improve  the  physical  quality  of  the 
water.    A  copy  of  the  report  accompanied  the  data. 


SARATOGA  SPRINGS  (Bottled  Water) 

An  inspection  of  the  sanitary  quality  of  the  waters  bottled  by  the  Sara- 
toga Springs  Water  Corporation  of  Saratoga  Springs,  N.  Y.,  was  made  by 
Mr.  Henry  Ryon,  assistant  engineer  in  this  Department,  on  August  19.  1920. 

The  waters  bottled  by  this  corporation  are  the  Femdell  wat^,  the  Geyser 
water,  the  Coesa  water,  and  the  Hawthorne  No.  2  water.  The  Ferndell  is  a 
soft  water  frcm  shallow  wells  in  gravel,  and  the  Geyser,  Coesa,  and  Haw- 
thorne No.  2  waters  are  all  natural  carbonated  waters,  high  in  mineral 
content,  obtained  from  deep  wells  in  rock. 

The  wells  from  which  the  Feradell  water  is  derived  are  located  in  a  fiat 
piece  of  land  about  2  miles  south  of  the  city  of  -Saratoga  Springs.  The 
wells  are  each  1%  inches  in  diameter,  fitted  with  30-inch  strainers,  and  are 
33,  34,  and  39  feet  deep  respectively.  They  are  located  between  40  and  60 
feet  southeast  of  the  bottling  plant,  and  connected  to  the  plant  by  pipes 
laid  beneath  the  surface  of  the  ground.  The  soil  in  the  vicinity  is  a  fine 
Kand  containing  some  loam.  There  are,  apparently,  no  permanent  sources  of 
pollution  within  ^  of  a  mile  of  the  wells.  A  public  road  piasses  about  150 
feet  east  of  the  wells  and  there  is  a  public  comfort  station  located  about 
300  feet  north  of  them.  It  was  stated,  however,  that  this  comfort  station 
has  never  been  used.  A  toilet  is  provided  in  the  bottling  plant  and  drains 
to  a  swamp  about  one-third  of  a  mile  southeast  of  the  wells.  The  connec- 
tion from  the  toilet  to  the  swamp  is  said  to  be  of  castiron  pipe  laid  with 
lead  joints.    This  pipe  passes  within  about  35  feet  of  the  nearest  well. 

The  water  used  for  washing  the  bottles  at  the  plant  is  obtained  from  a 
small  stream  which  passes  the  plant  a  short  distance  to  the  west.  The 
watershed  of  this  creek  is  comparatively  free  from  permanent  sources  of 
pollution,  but  is,  as  was  apparent  at  the  time  of  the  inspection,  subject  to 
accidental  and  willful  contamination  by  trespassers. 

The  water  is  delivered  to  the  purchaser  in  5-gallnn  demijohns  and  2-quart 
bottles.  The  empty  5-gallon  demijohns  when  returned  to  the  plant  are  taken 
f  rat  to  a  \tashing  machine  which  consists  of  a  revolving  wheel  having  about 
\Z  vertical  jets  on  its  periphery  over  which  the  demijoJina  may  be  inverted. 
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The  wheel  reyolves  in  about  two  minutes.  The  temperature  off  the  water  at 
the  point  where  the  demijohns  are  placed  over  the  jets  is  about  120®F.  and 
gradually  increases  to  1^0**  F.  at  a  point  diametrically  opposite  the  place 
where  the  demijohns  are  placed  on  the  wheel  and  then  gradually  decreases 
again  to  about  120^F.  at  the  point  where  the  demijohns  are  removed  from 
the  jets.  No  attenxpt  is  made  to  wash  the  outside  of  the  demijolms.  After 
the  bottles  have  been  thus  rinsed  and  removed  from  the  wheel  containing  the 
jets  they  are  placed  on  a  roller  conveyor  leading  to  the  bottling  taps,  where 
they  are  filled.  They  are  then  passed  along  the  conveyor  for  a  distance  of 
a  few  feet  and  corked  and  capped  by  hand.  The  corks  before  being  placed  in 
the  bottles  are  sterilized  in  a  low  pressure  autoclave  capable  of  carryiiig 
about  two  or  three  pounds  pressure.  The  corks  are  taken  directly  from 
this  sterilizer  and  placed  in  the  bottles. 

The  small  2-quart  bottles  when  returned  to  the  p'lant  are  treated  in  a 
similar  manner  to  the  large  demijolms,  ex<*ept  that  the  bottles  are  carried 
over  a  series  of  jets  by  a  belt  operating  in  a  horizontal  plane  instead  of 
being  placed  over  jets  on  a  wheel.  The  temperature  of  the  water  is  said  to 
be  nouaintained  at  about  120^F.  The  small  bottles  are,  however,  before  being 
refilled,  placed  in  an  autoclave  and  sterilized  at  a  pressiure  of  three  or  four 
poimds  for  a  few  minutes.  They  are  lifted  out  of  this  autoclave  and  placed 
on  a  roller  conveyor  leading  to  the  filling  taps,  where  they  are  filled.  They 
are  then  placed  in  the  capping  machine  and  capped.  No  attempt  is  made  to 
sterilize  the  caps. 

When  new  2-quart  bottles  are  received  at  the  plant,  however,  they  are 
passed  through  what  is  known  as  an  alkali  machine  before  being  used.  Hiis 
machine  consists  of  two  vats,  one  containing  a  4  per  cent  caustic  solutaon 
and  the  other  dear  rinsing  water.  The  liquid  in  both  of  these  vats  is  said 
to  be  maintained  at  a  temperature  of  about  120° F.  The  bottles  are  carried 
through  the  machine  by  an  endless  chain  conveyor,  passing  first  throuy^  the 
alkali  solution  and  then  through  the  rinsing  water.  After  removal  from  the 
alkali  machine  the  bottles  are  treated  in  the  same  manner  as  the  bottler 
returned  by  the  consumers. 

No  attempt  is  made  to  wash  the  outside  of  the  bottles,  although  the 
arrangement  of  the  washing  machine  is  such  that  the  jets  of  water  play  on 
the  outside  of  the  bottles  while  the  inside  is  being  rinsed. 

The  Geyser  water  is  obtained  from  a  well  said  to  be  about  900  feet  deep, 
located  under  the  bottling  plant,  about  two  miles  south  of  Saratoga  Springs 
on  the  road  to  Ballston  ^a.  The  well  casing  is  said  to  be  6  inches  in 
diameter.  The  suction  pipe  is  1%  inches  in  (iiameter  and  is  said  to  extend 
to  a  point  about  250  feet  below  the  surface  of  tlie  groimd.  The  6-inch  casing 
is  of  course  driven  only  to  the  rock.  Under  normal  conditions  the  well 
flows.  In  order  to  supply  the  demands  of  the  plant,  however,  it  is  necessarr 
to  pump,  and  for  this  purpose  a  small  electrically  driven  deep  well  pump  hajp 
been  installed  over  the  well  and  arranged  to  lift  the  water  from  it  into  a 
closed  glass  lined  tank,  from*  which  it  flows  by  gravity  to  the  bottling 
madiines. 

The  process  of  washing,  filling,  and  capping  the  bottles  is  in  general  car- 
ried on  by  automatic  machinery.  In  some  cases,  however,  where  the  water 
has  been  heated  in  the  bottles  and  they  have  consequently  become  coated  on 
the  inside  with  a  di&posit  of  cailcium  carbonate,  they  are  first  cleaned  with 
hydrochloric  acid.  The  bottles  when  received  at  the  plant,  with  the  excep- 
tion of  those  thus  treated,  are  placed  first  in  the  alkali  miachine  where  an 
endless  chain  conveyor  carries  them  through  the  alkali  vat  containing  a 
4  per  cent  solution  of  alkali  at  a  temperature  of  120^F.,  then  through  the 
rinsing  vat  containing  clear  water  at  the  same  temperature,  and  from  the 
rinsing  vat  on  to  a  platform,  from  which  they  are  taken  and  placed  over 
vertical  jets  and  revolving  brushes  which  wash  the  interiors.  From*  the 
washing  machine  they  are  passed  to  a  gas  machine,  where  each  bottle  is 
filled  with  carbon  dioxide  iras  in  ord^er  to  prevent  the  deposition  of  iron 
salts  which  would  occur  if  the  carbonated  mineral  w«.tcr  were  placed  in 
bottles  containing  air.  From  the  gas  machine  the  bottles  are  carried  by  a 
conveyor  to  the  filling  machine,  where  they  arc  filled  with  water,  and  then 
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pajssed  to  the  capping  machine,  where  they  are  automatically  capped.  No 
at^erilization  of  tUe  bottles,  other  than  the  washing  with  the  alkali  solution 
and  hot  water,  is  attempted.    Xhe  caps  are  not  sterilized  in  any  manner. 

The  Coesa  water  is  obtained  from  a  well  located  about  %  o<f  a  mile  south 
of  the  (iey ser  well.  This  well  is  said  to  be  about  600  feet  deep.  The  water 
is  lifted  trom  it  by  a  pump  similar  to  that  used  at  the  Geyser  well  and 
discharged  through  a  pipe  to  the  bottling  plant,  where  it  is  bottled  with  the 
B&uie  machmery  used  lor  the  bottling  ot  the  Geyser  water. 

The  Hawthorne  No.  2  water  is  obtained  from  a  well  about  400  feet  deep 
located  approximately  %  of  a  mile  south  of  the  Ooesa  well.  The  water  is 
liandled  in  a  similar  nLanner  to  that  from  the  Coesa  well  and  bottled  witJi 
the  same  machinery. 

There  is  apparently  no  source  of  permanent  pollution  within  a  reasonable 
distance  of  any  of  these  three  wells.  The  toilets  in  the  bottling  plant  under 
\^hich  the  Geyser  well  is  located  are  connected  by  a  castiron  pipe  which 
discharges  into  Coesa  creek,  about  100  feet  below  the  plant.  The  water 
for  washing  the  bottles  is  obtained  from  an  infiltration  gallery  on  the  north 
aide  of  this  creek  at  a  point  above  this  sewer  outlet. 

Samples  of  the  water  from  all  the  weUs  were  taken  at  the  time  of  the 
inspection  and  sent  to  the  Division  of  Laboratories  and  Kesearch  for  exam- 
ination.    The  results  of  the  examination  are  as  follows: 

Bacteria 
per  cc  B.  coli  in 
count      10 cc         Ice  *  1/10 cc 
Femdell  water  from  bottling  tap  5-gal.  bot- 
tle Ferndell  "A" 1     0+3—-    0+3—    0+3— 

Ferndell   water   from   5-gal.    demijohn    "  B," 

bottled  Aug.  19, 1020 2    0+3—    0+3—    0+3— 

Geyser  spring  water  bottling  tap  "C" O    0+3—    0+3—    0+3 — 

Geyser  spring  "D,"  3;  30  P.  M 0    0+3—    0+3—    0+3— 

Coesa  spring  "  E " 2    0+3—    0+3—    0+3— 

Hawthorne  No.  2  spring  water 260    0+3 —    0+3 —    0+3 — 

Hawthorne  No.  2,  rec'd  in  1-qt.  bottle  sealed 

with  tin  cap  marked  "  Hawthorne  No.  2  " . .  0    0+3—    0+3 —    0+3— 
Geyser  water,  1-qt.  bottle  as  it  is  sold,  sealed 

with  tin  cap  marked  "  Geyser  " 26    0+3—    0+3—    0+3— 

Coesa  water,  1-qt.  bottle  as  it  is  sold,  sealed 

with  tin  cap  marked  "  Coesa  ** 5    0+3—    0+3—    0+3— 

Ferndell  water,  rec'd  in  2-qt.  bottle  as  it  is 

sold,   sealed  with   tin   cap  marked  ''  Fem- 

deir* 1     0+3—0+3—    0+3— 

It  will  be  noted  from  an  examination  of  the  results  of  the  analyses  that 
the  counts  are  in  all  cases  very  low,  in  most  cases  the  water  being  prac- 
tically sterile.  In  no  rase  was  the  presence  of  bacteria  of  the  colon  type 
indicated  in  any  of  the  inonilations  tested.  Since  a  complaint  was  received 
by  this  Department  regarding  the  precipitate  found  in  bottles  of  Geyser 
water  as  delivered  to  purchasers,  an  examination  of  this  water  to  determine 
the  cause  of  this  precipitate  was  made.  The  report  of  Mr.  L.  M.  Wachter, 
chemist  of  the  Division  of  Laboratories  and  Research  of  this  Department,  on 
this  matter,  seems  to  indicate  that  the  dark  precipitate  found  in  the  bottles  of 
Geyser  water  is  due  to  the  precipitation  of  iron  and  not  to  any  fault  in  the 
washinf?  of  the  bottles.  This  iron  is  always  precipitated  when  the  water 
from  the  Geyser  well  is  exposed  to  the  air,  and  it  is  probable  that  the  cause 
of  the  precipitation  of  the  iron  in  these  bottles  is  due  to  the  imperfect 
removnl  of  the  flir  from  the  bottles  before  they  are  filled.  This  removal,  as 
pTplaire^  above,  is  dorte  while  passing  through  the  automatic  bottling 
machines  by  flllin?  the  bottles  with  carbon  dioxide,  and  the  application  ol 
too  Rmall  a  quantity  of  carbon  dioxide  would  undoubtedly  leave  some  air  in 
the  bottles.  The  possibility  that  the  precipitation  of  the  iron  might  have 
been  caused  by  the  leakage  of  carbon  dioxygen,  with  which  the  water  is 
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imprflnwted,  out  of  the  bottles,  cannot  be  entertained,  because  it  'was  iound 
that  the  water  in  which  there  was  a  considerable,  precipitate  of  iron  was  still 
fully  charged  with  gas  when  the  caps  were  removedL 


8AUGERTIBS 

A  reinspectiaii  of  the  public  water  supply  of  the  viUage  of  SaugertieB  was 
made  on  October  14^  1920,  by  Mr.  A.  i.  Howd,  assistant  engineer  in  thas 
]>epartnient,  previous  inspections  of  this  supply  haying  been  made  by  this 
Division  in  1909  and  1915. 

Saugerties  is  a  village  with  a  population  of  about  4,000,  located  in  the 
northeastern  part  of  Ulster  county,  about  42  miles  south  of  Albany.  Of  the 
total  population,  practically  all  are  served  with  the  public  water  supply. 
The  waterworks  are  owned  and  operated  by  the  municipality  under  the 
direction  of  a  board  of  water  commissioners. 

The  public  water  supply  is  derived  from  an  impounding  reservoir  on  the 
Plattekill  creek  about  6  miles  northwest  of  the  villafie.  From  the  reservoir 
the  water  is  delivered  by  gravity  through  a  distributing  system  oonsistinff  of 
about  18  miles  of  mains.  The  water  consumption  is  about  320,000  galSmi 
daily,  or  80  gallons  per  capita. 

like  Plattekill  creek  above  the  point  of  intake  of  the  public  water  supply 
has  a  watershed  area  of  about  17  square  miles.  About  75  per  cent  of  this  area 
is  woodM  and  the  remainder  is  farming  country.  There  are  89  houses  on 
the  watershed,  21  of  which  are  unoccupi^.  The  majority  of  the  houses  were 
a  considerable  distance  frqpi  any  stream. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  authorities  in 
charge  of  the  water  supply  have  taken  commendable  action  in  improving  thf 
saniUiry  condition  of  uie  watershed,  but  that  in  view  of  the  relatively  Targe 
population  on  the  watershed  the  supply  is  subject  to  accidental  or  willral 
contamination. 

It  was  therefore  recommended  that  the  village  authorities  install  and 
operate  an  apparatus  for  the  sterilization  of  the  supply  with  liquid  chlorine, 
uul  that  they  make  regular,  frequent,  and  thorough  mepectlona  of  the  water- 
shed and  continue  their  efforts  in  improving  the  sanitary  condition  of  the 
watershed. 


SCHENECTADY 

In  the  spring  of  1920  the  Engineering  Division  of  the  New  York  Stale 
Department  of  Health  was  called  upon  to  investigate  an  epidemic  of  gastro- 
enteritis, followed  by  an  outbreak  of  typhoid  fever,  in  the  city  of  Sdienec- 
tady,  N.  Y.,  which  occurred  subsequently  to  the  gross  pollution  of  the  public 
water  supply  of  the  city  by  the  water  of  the  Mohawk  river.  The  results  of 
the  investigation,  as  outlined  below,  are  interesting  because  of  the  dearly 
defined  nmnner  in  which  the  effects  follow  the  cause,  and  also  because  ther 
illustrate  how  easily  the  trouble  could  have  been  avoided  by  the  careful 
supervision  of  the  waterworks,  and  how  the  effects  might  have  been  miti- 
gated had  the  first  warnings  been  heeded. 

The  matter  was  brought  to  the  attention  of  the  Division  of  Sanitary 
Bngineering  by  the  district  sanitarv  supervisor.  Dr.  C.  C.  Duryee,  on  March 
20.  1920,  when  information  was  received  that  on  March  16  and  a  few  dayp 
foUowing  the  number  of  cases  of  gastroenteric  disturbances  in  the  city  had 
greatly  increased  above  the  number  normally  occurring;  and  that  thif 
incresse  had  followed  a  noticeable  turbidity  in  the  water,  which  had  be«i 
greatest  on  the  night  of  Miarch  13  and  during  (March  14,  and  had  grad- 
ually disappeared  after  the  latter  date.  Although  the  information  was  not 
received  until  several  days  after  the  incidence  of  the  largest  number  of  cases, 
Mr.  Henry  Ryon,  assistant  engineer  in  this  Department,  was  at  once  sent 
to  investigate  the  condition  of  the  water  supply  to  determine  whether  or  not 
it  had  been,  or  w?i^  such  as  would  l>e   likely  to   cause  the  distnrbanefs 


Protection  of  Public  Water  Supplies  305 

reported,  and  Mr.  Earl  Devendorf,  aa^istant  engineer,  wa«  later  detailed  to 
t  a.a«idt>  him.    On  the  date  of  the  first  inspection,  March  20,  1920,  the  water 
wa.0    clear  and  colorless,  and  it  was  therefore  necessary  to  depend  largely 
on     ^^hat  could  be  learned  from  the  officials  and  residents  of  the  city  for 
ixilonnation   regarding  its   alleged  unsatisfactory  condition.     Most  of  the 
residents  interviewed  confirmed  the  statement  above  regarding  the  marked 
turbidity  of  the  water  and  the  gastroenteric  disturbances  whicli  followed. 
Tlie   city  officials  stated  that  so  far  as  they  knew  the  turbidity  was  not  very 
noti<?eable,  and  that  it  consisted  of  fine  sand  in  the  water,  owing  probably 
'    to    tlie  disturbed  condition  of  the  ground  water  flow  caused  by  the  recent 
'    tHa^vs   and  ttte  high  water  in  the  river.     They  adso  stated  t&at  the  city 
chemist  and  the  city  bacteriologist  had  both  recentlv  examined  the  water 
and   reported  that  it  was  perfectly  safe  for  consumption  without  treatment. 
At   the  plant,  little  could  be  learned  except  that  the  water  had  risen  verp 
lii^h  in  the  wells  on  the  13th  and  14th  of  the  month.    The  man  in  charge  of 
the  plant  stated  that  he  had  noticed  a  little  turbidity  in  the  water,  but  tiiat 
he   had  not  thought  it  of  any  importance,  and  could  not  remember  on  exactly 
wliic'h  dates  it  had  occurred.     He  insisted  that  the  turbidity  had  been  <kie 
to  the  low  vacuum  on  the  pump  suctions  and  the  higher  pumping  rate.    This 
rate,  however,  was  estimated  to  be  only  about  10  per  cent  above  the  average. 
Sanyplen  of  the  wat«r  for  bacterial  and  chemical  examination  were  taken 
Rt    several   pointH  by  the  department  engineer  and  carried  immediately  to 
the  laboratory  for  examination.    At  the  end  of  one  day,  inoculations  for  the 
determination  of  the  presence  of  B.  coli   indicated  the  probability  of  the 
presence  of  those  organisms  in  all  the  samples,  and  in  as  small  a  quantity  as 
1/10  c.c.  in  one  sample.    It  was  also  noted  that  the  chlorine  ocmtent  of  the 
chemical  sample  was  about  twice  that  of  the  content  of  the  samples  pre- 
viously taken.     These  results,  tofirether  with  the  fact  that  the  explanation 
given  by  the  attendant  in  charge  of  the  waterworks  as  to  the  reason  for  tiie 
turbidity  in  the  water  seemed  inadequate  to  the  engineer  making  the  investi- 
gation, made  it  appear  advisable  that  a  thorough  inspection  of  the  plant  and 
wells   should  be   made.     This   inspection    was   macte   on   March   24.     The 
results   of   the  examination    can   be   clearly  explained    only  by   a  detailed 
description  of  the  arrangement  of  the  pumping  station,  the  wells,  and  the 
connecting  pipes. 

The  water  supply  of  the  city  of  Schenectady  is  obtained  from  three  dug 
wells  at  the  waterworks  pismping  station,  located  about  2%  miles  west  of 
the  city  on  a  flat  piece  of  land  lying  between  the  south  bank  of  the  Mohawk 
river  ajid  the  hills  which  rise  abruptly  from  the  plain  aboirt  1,000  feet  south 
of  the  river,    wietsh  borings  madte  a  short  time  before  the  investigation  indi- 
cate that  the  soil  in  the  vicinity  of  the  waterworks  consists  of  clayey  loam 
from  the  surface  to  a  depth  of  12  feet,  the  lower  2  feet  containing  conmder- 
able  gravel;  from  a  depth  of  12  feet  to  a  depth  of  ^0  feet,  a  sharp  coarse 
sand  mixed  with  gravel  containing  a  considerable  proportion  of  stones  eev< 
cral  inches  across;   and  below  60  feet,  an  impervious  clay.     Whereas  the 
surface  of  the  ground  is  practically  level,   the  surface  of  the   impervious 
stratum  beneath  the  gravel  appears  to  slope  gently  toward  the  wells  from 
three  directions,  and  away  from  the  vrells  or  toward  the  river,  or  northerly 
direction,  in  the  fourth.     The  wells  extend  through  the  upper   12  feet  of 
loam  into  the  gravel  stratum  from  which  they  receive  their  water.    They  are 
arranired  in  a  line  parallel  to  the  river  and  about  400  feet  from  it.    A  high- 
way leading  into  Schenectady,   and  the  Erie   canal,  both   parallel   to   the 
Mohawk  river,  lie  between  the  wells  and  the  river,   the   canal  being  the 
nearer  to  the  stream. 

Well  No.  1,  the  oldest  and  most  westerly  of  the  three,  is  «0  feet  long,  8 
feet  wide,  and  about  42  feet  deep.  The  walls,  of  masonry  and  of  considerable 
thickness,  are  built  of  large  cut  stones,  the  lower  courses  apparently  having 
been  laid  without  mortar.  The  roof  is  formed  by  a  weH  constructed  arch 
about  22  feet  below  the  surface  of  the  ground.  Kear  the  center,  a  short 
section  of  the  well  extends  to  a  paint  within  a  few  feet  of  the  surface  of 
the  ground,  and  a  mranhole  in  the  roof  of  this  section  gives  access  to  the 
^11  for  inspection.     The  bottom  of  the  well  is  the  gravel  encountered  at 
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that  depth  when  the  well  was  dug.  At  the  time  of  the  inspection  the  water 
in  the  well  was  clear  and  colorless.  The  walls  and  roof  of  the  central  sec- 
tion were  wet,  but  there  were  apparently  no  material  leaks.  The  places 
where  the  old  suctions,  described  below,  from  the  pumji  house  to  the  riyer, 
had  passed  through  the  walls  of  the  well  were  vislUe,  but  the  patches  which 
closed  the  openings  originally  occupied  by  the  pipes  were  apparently  tight. 
Open  joints  between  the  stones  forming  the  walls  of  the  well  were  clearly 
visible  below  the  water  line. 

Wells  Nob.  2  and  3  are  circular  in  form,  42  feet  in  diameter,  and  about 
40  feet  deep.  The  walls  are  of  concrete,  and  the  roofs  are  apparently  made 
of  reinforced  concrete  supported  on  steel  beams  which  span  from  the  walls 
to  the  Phoenix  oolunms  set  in  the  centers  of  the  wells.  As  in  the  case  of 
well  No.  1,  the  bottoms  are  formed  by  the  natural  gravel.  These  two  wells 
were,  at  the  time  of  the  inspection,  in  an  entirely  satisfactory  condition. 
The  three  wells  are  connected  by  castiron  siphons  said  to  be  Itf  inches  in 
diameter,  one  between  well  No.  1  and  well  No.  2,  and  the  other  between 
well  No.  2  and  well  No.  8,  arranged  to  allow  the  water  to  flow  from  one 
well  to  the  other.  The  nump  suctions  connect  to  wells  No.  1  and  No.  2.  As 
near  as  could  be  learned  from  the  available  records,  the  level  of  the  water 
in  the  wells,  with  the  pumps  running,  is  usually  about  210  feet  above  mean 
tide,  and  that  in  the  river  is  2  feet  higher,  or  about  212  feet  above  mean 
tide.  At  times  however  the  water  rises  as  much  as  20  feet  above  these 
levels. 

Originally,  the  pump  house  now  in  use  contained  two  large  steam-driven 
reciprocating  pumps  which  were  connected  to  well  No.  1,  and  were  also 
provided  with  two  24-inch  suctions  extending  to  the  Mohawk  river.  These 
two  suctions  passed  out  through  the  wall  of  the  basement  of  the  pump  house 
about  18  feet  below  the  surface  of  the  ground,  extended  through  two  con- 
verging pipe  galleries  to  well  No.  1,  crossed  through  the  raised  central 
section  of  that  well,  mentioned  above,  and  continued  in  two  parallel  pipe 
gfldleries  to  a  manhole  at  the  road  about  30  feet  north  of  the  well.  Brcun 
this  point  the  pipes  extended  through  the  ground  without  galleries  to  the 
river.  The  galleries  are  about  6  feet  across  and  8  feet  high.  The  walls 
and  arched  roofs  are  constructed  of  brick.  The  galleries  are  not  paved,  tlM 
bottom  being  formed  by  the  gravel  encountered  in  excavating  th^.  Two 
manholes,  one  on  the  south  side  of  well  No.  1  and  the  other  at  the  side  of 
the  road  about  30  feet  north  of  the  well,  afford  access  to  the  galleries.  The 
suction  pipes  had  been  removed  from  the  galleries,  and  the  holes  through  the 
walls  of  the  well  and  through  the  wall  of  the  basement  of  the  pump  house 
had  been  sealed  with  concrete  and  brick.  The  portions  of  the  pipes  from 
the  gallery  to  the  river  still  remained  in  place.  One  of  these  pipes,  the 
westerly  one,  was  sealed  with  concrete.  The  other  pipe,  the  easterly  one, 
was  apparently  open  from  the  river  to  the  gallery. 

The  existence  of  these  galleries  and  the  fact  that  they  could  be  reached 
by  manholes,  the  covers  of  which  were  made  visible  by  the  melting  of  the 
snow,  became  known  to  the  engineers  from  the  Division  of  Sanitary  bngineer- 
ing  of  the  State  Department  of  Health  on  March  24,  and  they  were  imme- 
diately inspected.  The  galleries  between  the  well  and  the  road  had  apparently 
been  full  of  water  carrying  considerable  suspended  matter  a  short  time 
previous  to  the  inspection.  The  bottoms  were  covered  with  a  slimy  deposit 
of  black  silt  to  a  depth  of  from  one-half  inch  to  2  inches,  and  the  upper 
surfaces  of  all  projections  of  the  brick  work  to  a  height  of  about  8  feet 
above  the  bottom  of  the  gallery  were  likewise  covered  with  a  deposit  of  the 
same  material,  the  quantity  of  deposit  being  less  on  the  higher  projections. 
The  deposit  of  sediment  was  practically  uniform  over  the  bottom  of  the 
galleries,  except  at  points  in  both  galleries  about  10  feet  from  the  north 
wall  of  the  well.  Here,  in  each  gallery,  there  were  several  holes  from  6  to 
10  inches  across  on  the  top  and  extending  from  1  foot  to  2  feet  down  into 
the  gravel  in  which  the  stones  were  perfectly  clean,  as  if  a  swift  stream 
had  passed  down  through  the  coarse  gravel  at  these  points  and  carried  with 
it  all  the  silt  and  fine  material. 
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The  elevation  of  the  bottom  of  the  galleries  is  approximately  222.5  feet 

ctbove  mean  sea  level,  or  about  10.5  feet  above  the  normal  river  level.    An 

examination  of  the  records  of  the  river  elevations  kept  by  the  lock  tender 

a&t  Barge  Qanal  lock  No.  8,  about  a  quarter  of  a  mile  west  of  the  pumping 

station,  revealed  the  fact  that  the  river  had  risen  from  an  elevation  of  atiout 

214  feet  at  noon  on  March  ISt  to  228  feet  at  midnight  on  that  date,  over 

one-half  of  the  rise,  9  feet,  occurring  between  2  and  3  o'clock.     The  river 

reached  its  maximum  elevation  of  atK>ut  230  feet  at  4  P.  M.  on  March  14; 

sind  after  that  time  the  elevation  gradually  fell,  reaching  224  on  the  20th, 

and  222  feet  on  the  2l6t  of  the  month.    The  elevation  of  the  water  in  the 

'wells,  figured  from  the  record  of  the  vacuum  on  the  pmnp  suctions,  rose  more 

slowly  than  that  of  the  water  in  the  river,  the  maximum  rate  of  the  rise 

being  about  1  foot  per  hour.    The  river  elevation  was,  therefore,  for  a  con- 

fiiderable  time,  several  feet  above  the  elevation  of  the  water  in  the  wells. 

On  the  afternoon  of  the  13th  this  difference  varied  from  6  feet  at  noon  to 

about  14%  feet  at  3  P.  M.,  dropping  again  to  7  feet  at  midnight.    During 

the  entire  day  of  the  14th  the  elevation  of  the  river  was  a  little  over  6  feet 

above  the  elevation  of  the  water  in  the  wells,  and  from  that  date  on  gradually 

decreased,  the  difference  on  the  20th  being  only  about  9  inches. 

Compared  with  the  elevation  of  the  bottom  of  the  pipe  gallery,  these 
figures  indicate  that  the  river  surface  was  above  the  floor  of  the  gallery 
from  3  o'clodc  on  the  afternoon  of  March  13  until  (March  20,  and  that 
during  the  afternoon  of  the  13th  and  during  the  14th  the  river  surface  was 
between  6  and  8  feet  above  the  bottom  of  the  gallery  while  the  water  in  the 
well  remained  below  the  bottom  of  the  gallery. 

Apparently,  therefore,  from  the  13th  to  the  20th  of  March,  there  was 
nothing  to  prevent  the  polluted  water  of  the  Mohav^  river  from  flawing 
from  uie  river  to  the  galleries  through  the  open  24-inch  suction  line,  then 
along  the  galleries,  and  as  indicated  above,  down  through  the  wash  holes  a 
few  feet  from  well  No.  1,  and  through  a  few  feet  of  coarse  gravel  into  the 
well  either  by  way  of  the  joints  in  the  stonework  or  up  through  the  open 
bottom.  The  largest  rate  of  flow  into  the  well  by  this  means  would,  of  course, 
have  occurred  on  the  13th  and  14th  of  the  month,  when  the  difference  in 
elevation  between  the  surface  of  the  river  and  the  surface  of  the  water  in 
the  well  was  greatest,  and  would  have  gradually  decreased  as  the  difference 
in  elevation  became  less.  This  is  in  general  accordance  with  the  evidence 
as  to  the  turbidity  in  the  city  water,  which  is  said  to  have  been  the  greatest 
on  the  night  of  the  13th  and  during  the  14th,  gradually  becoming  less  during 
the  week  and  finally  disappearing  about  the  19th  or  20th. 

An  examination  of  the  results  of  the  analyses  of  the  samples  of  water 
from  the  wells  and  system  taken  on  Miarch  20,  several  days  after  the  high 
water,  indicates  that  the  water  at  the  wells  still  contained  polluted  matter 
on  that  date,  as  shown  by  the  examination  for  the  presence  of  B.  coli.  The 
water  in  the  city  mains,  probably  pumped  some  hours  before  the  samples 
were  taken,  and  thus  representing  the  condition  of  the  water  at  the  wells 
some  time  before  the  time  of  the  inspection,  showed  evidences  of  being 
more  polluted  than  the  water  taken  direct  from  the  wells  at  about  the  same 
time,  as  indicated  by  the  presence  of  organisms  of  the  B.  coli  type  in  0.1 
c.  c.  The  examination  of  samples  taken  direct  from  the  wells  on  March 
24th  showed  that  some  polluting  matter  still  remained  in  well  No.  1  on 
that  date,  while  the  water  from  wells  Nos.  2  and  3  was  practically  free  from 
bacteria.  All  this  evidence  confirms  the  conclusion  that  the  p(4hiting  matter 
entered  well  No.  1. 

The  possibility  of  the  pollution  of  the  city  water  supply  by  the  river 
water  could  have  been  prevented  had  the  waterworks  officials  been  familiar 
with  the  piping  at  the  station,  given  due  attention  to  the  elevations  of  the 
river,  and  stopped  using  the  water  from  well  No.  1  when  the  water  of  the 
river  rose  so  high  as  to  endanger  the  quality  of  the  water  from  that  well. 
This  could  have  easily  been  done  by  closing  a  valve  and  breaking  the  seal 
of  a  siphon.  Even  if  they  had  not  observed  the  river  elevation,  the  turbidity 
of  the  water  which  thtj  noticed  should  have  warned  them  that  some  unsatis- 
factory condition  existed  which  th^y  should  have  taken  immediate  steps  to 
^Tfect. 


^   i 
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The  open  suction  line  and  the  probability  of  its  being  the  cause  of  gross 
pollution  of  the  water  was  at  once  pointed  out  to  the  superintendent  of 
water  of  the  city,  and  he  immediately  had  the  open  pipe  sealed.  A  report 
on  the  conditions  was  sent  to  the  city  authorities  shortly  afterward,  in 
which  it  was  recommended: 

1.  That  the  ends  of  the  two  24-inch  suctions  in  the  gallery  manhole 
between  well  No.  1  and  the  river  be  sealed  with  castiron  flanges  and 
suitable  tight  gaskets. 

.2.  That  at  least  two  sections  be  removed  from  each  of  the  old  suction 
lines  to  the  river  at  points  between  the  gallery  manhole  and  the  high 
water  line  of  the  river  and  at  a  distance  of  not  less  than  30  feet  from 
the  manhole,  the  four  ends  thus  exposed  sealed  with  castiron  flanges 
and  tight  gaskets  and  the  excavation  refilled  with  impervious  material. 

3.  l^at  the  pipe  galleries,  unless  removed  entirely,  be  thoronghlj 
cleaned. 

4.  That  as  previously  recommended,  the  sewer  carrying  the  sewage 
from  the  toilets  in  the  pumping  station  and  the  chief  engineer's  resi- 
dence be  re-located  as  far  from  the  wells  as  possible,  and  laid  with 
castiron  pipe  with  leaded  joints  and  a  suitable  grade  and  at  a  reasonable 
distance  below  the  surface  of  the  ground. 

5.  That  the  work  be  carried  out  under  careful  and  strict  engineering 
supervision. 

These  recommendations,  excepting  No.  4,  were  carried  out  by  the  city 
authorities.  The  removal  of  the  possibility  of  further  pollution  did  not, 
of  course,  prevent  the  damage  done  by  the  gross  pollution  and  infection  of 
the  water  between  March  13  and  Marrh  19.  An  epidemic  of  gastroen* 
t«ritis  disturbances  occurred  on  March  16  and  lasted  for  several  dsiys.  On 
March  28,  1&  days  after  the  first  pollution  of  the  water,  or  10  days  after 
the  day  on  which  the  inflow  of  polluted  water  into  the  river  ceased,  the 
re<«rd6  of  the  Division  of  Communicable  Diseases  indicated  that  one  case 
of  typhoid  was  reported.  Others  followed.  On  April  1  the  onsets  of 
fight  cases  occurred,  and  for  the  next  week  the  number  of  onsets  ranged 
from  two  to  six,  the  number  gradually  decreasing.  The  last  caae  was  reported 
as  occurring  on  the  19th.  In  all,  there  were  63  cases,  3  of  which  terminated 
fatally. 

The  water  of  this  supply  is  used  by  the  New  York  Central  and  Delaware 
and  Hudson  Railroads  for  drinking  and  culinary  purposes  in  interstate 
traffic.  Data  regarding  the  supply  were  furnished  to  the  United  States 
T*ublic  Health  Service  on  November  19,  1920,  and  included,  in  addition  to 
the  analysis  of  a  sample  of  the  supply,  the  statement  that  at  the  time  of 
the  inspection  the  conditions  surrounding  the  supply  were  satisfactory,  and 
that  the  results  of  the  inspection  and  analyses  of  the  samples,  together  with 
the  results  of  previous  inspections  and  analyses,  indicate  that  the  water  is 
of  satisfactory  quality  for  human  consumption.  A  copy  of  the  report  accom- 
panied this  data.  Based  on  this  information  the  United  States  Public  Health 
Service  on  November  17,  1920,  issued  a  certificate  permitting  the  use  of  the 
water  for  drinking  and  culinary  purposes. 


SCHENECTADY  COUNTY  TUBERCULOSIS 

SANATORIUM 

An  investigation  of  the  water  supply  at  the  Schenectady  County  Tuber- 
culosis Sanatorium  was  made  on  January  15,  1920,  by  Mr.  Earl  Devendort. 
assistant  engineer  in  this  Department. 

The  plans  for  the  present  water  supply  were  approved  by  this  Department 
on  October  15,  1918,  and  consisted  of  a  imall  reservoir  formed  by  a  dam.  and 
a  pump  house  containing  coagulation  and  sterilizing  devices,  pumping  equip- 
ment, and  pressure  filters.  The  water  is  pumped  after  sedimentation  and 
sterilization  through  pressure  filters,  where  it  is  treated  with  alum,  to  under- 
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ground  storage  tanks.  The  rate  of  application  of  chlorine,  according  to  the 
statement  of  the  superintendent,  varies  from  .9  to  1.6  p.  p.  m.  available 
chlorine. 

This  investigation  was  made  as  a  result  of  a  reported  outbreak  of  intestinal 
trouble  at  the  institution  in  which  10  patients  out  of  the  total  population 
of  108  were  affected.  The  outbreak  of  intestinal  trouble  was  first  brought 
to  the  attention  of  the  authorities  of  the  institution  on  January  8,  1920, 
through  complaints  of  several  of  the  patients.  Workmen  were  engaged  from 
December  1,  1919,  to  January  9,  1920,  in  replacinff  a  section  of  the  force 
main,  and  about  January  1  and  8,  respectively,  the  reservoir  was, drawn 
down  to  enable  the  workmen  to  make  proper  connections.  About  December 
1  one  of  the  two  24-inch  Roberts  pressure  filters  cracked  and  was  put  out 
of  service,  since  which  time  only  one  filter  has  been  in  operation^ 

As  a  result  of  the  above  investigation  it  was  concluded  that  the  outbreak 
cif  intestinal  trouble  at  the  institution  was  occasioned  by  the  breaking  of 
one  of  the  filter  units,  and  the  making  of  changes  in  the  distribution  system 
which  gave  opportunity  for  pollution  to  enter  the  distribution  system,  and 
by  intermittent  and  ineffective  chlorination  of  the  water  supply.  It  was 
accordingly  recommended  that  the  broken  filter  be  replaced  and  put  in 
operation  as  soon  as  possible;  that  the  hynochlorite  solution  be  applied  at 
all  times  in  proper  amounts,  and  that  the  present  method  of  applying 
hypochlorite  solution  be  improved  by  extending  the  end  of  the  pipe  throueh 
which  the  hypochlorite  solution  enters  the  sedimentation  chamber  to  l£e 
open  end  of  the  suction  pipe,  or  by  introducing  the  hyp'bchlorite  solution 
directly  into  the  suction  line  of  the  pump  through  a  constant  head  orifice  tank 
in  which  only  the  settled  hypochlorite  solution  is  allowed  to  enter,  the 
solution  being  mixed  in  a  different  container. 


SCHENEVUS 

A  reinspection  of  the  public  water  supply  of  the  village  of  Schenevus  was 
made  by  Mr.  W.  J.  Erickson,  sanitary  inspector  in  this  Department,  on 
October  15,  1920,  previous  inspections  of  this  supply  having  been  made  by 
this  Division  in  1908  and  1015. 

6chenevus  is  a  village  of  about  560  inhabitants.  It  is  located  in  the 
southeastern  part  of  Otsego  county,  about  15  miles  northeast  of  Oneonta, 
on  the  Delaware  and  Hudson  Railroad.  The  public  supply,  which  is  used 
by  about  00  per  cent  of  the  inhabitants  of  the  village,  is  owned  and  operated 
1^  the  Schenevus  Water  Company. 

The  supply  is  derived  from  a  sm&ll  stream  known  as  Sparrow  Hawk  brook. 
The  water  is  impounded  by  three  reservoirs  located  4,  2^,  and  2  miles  from 
the  village  respectively.  From  the  upper  storage  reservoir  the  water  fiows 
over  the  natural  stream  bed,  to  the  second  or  intake  reservoir.  From  this 
intake  reservoir  the  water  is  piped  to  the  distributing  reservoir  a  short  dis- 
tance below,  from  which  the  water  is  supplied  by  gravity  throiu[h  about  6 
miles  of  water  mains  var^'ing  from  4  to  6  inches  in  diameter.  Tae  average 
consumption  is  about  40,000  gallons  daily.  A  spring  located  in  a  field  just 
northeast  of  the  village  supplies  some  15  houses. 

The  watershed  tributary  to  the  brook  supply  is  about  1%  square  miles 
in  area.  The  stream  flows  through  a  long  narrow  valley  the  sides  of  which 
are  practically  cleared  of  timber  and  devoted  to  agriculture.  There  are  8 
occupied  houses  and  a  schoolhouse  on  the  watershed,  with  a  total  population 
of  about  20,  or  about  13  per  square  mile.  Most  of  these  live  in  the  village, 
occupying  the  houses  on  the  watershed  during  the  summer  months  only. 

The  sanitary  conditions  on  the  watershed  are  about  as  described  in  the 
previous  report.  All  the  privies  along  the  stream  are  located  50  or  mofe 
feet  from  the  stream  and  are  provided  with  concrete  containers,  the  con- 
tents of  which  are  removed  and  buried  yearly  by  the  water  company.  A 
good  proportion  of  the  land  has  been  purchased  by  the  water  company  and 
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80  is  under  their  control.  The  supply  is,  however,  ffubject  to  wash  from 
cultivated  fields  and  pasture  lands.  The  vitrified  tile  has  been  delivered  at 
the  Jeffrey  farm  but  has  not  yet  been  laid,  though  it  is  the  intentioB  of 
the  company  so  to  do  in  the  near  future.  This  tile  is  to  be  laid  so  as  to 
divert  the  stream  around  the  farm  building  and  thus  prevent  contamination 
of  the  supply. 

The  spring  is  located  in  a  field  and  fenced  to  prevent  trespassing.  It  is 
covered  with  a  substantial  slate  covered  hip  roof.  It  appears  that  there  is 
no  possibility  of  contamination  except  from  surface  wash  from  the  sur- 
rounding fields  entering  through  the  cracks  in  the  collecting  basin. 

It  was  therefore  recommended  that  the  company  consider  the  installatioB 
of  some  modem  method  of  water  purification  for  improving  the  sanitary 
q[uality  of  the  supply. 

SCHOHARIE 

A  reinspection  of  the  public  water  supply  of  the  village  of  Schoharie  was 
made  on  Octob^  13,  1920,  by  Mr.  W.  J.  Erickson,  sanitary  inspector  in  this 
Department,  a  previous  inspection  of  this  supply  having  been  made  in  1915. 

Schoharie,  which  is  a  village  of  about  1,000  inhabitants,  is  located  is 
Schoharie  county,  about  35  miles  west  of  Albany.  Practically  all  of  the 
population  use  the  supply  which  is  owned  by  the  .village.  The  water  supply 
IS  derived  from  a  spring  located  on  the  side[  of  a  hill  about  a  mile  and  a 
half  northeast  of  the  village.  At  times  the  spring  supply  is  augmentel  by 
pumping  from  Fox  creek. 

The  spring  issues  from  a  cavern  in  a  small  ravine  on  the  side  of  the  hill. 
From  this  cavern  the  water  flows  to  a  small  intake  reservoir  about  50  feet 
below.  There  are  no  permanent  sources  of  pollution  on  the  watershed  above 
the  spring;  this  area,  however,  is  largely  used  for  pasturage  or  cultivated. 
The  immolate  vicinity  of  the  spring  and  reservoir  is  fenced,  but  it  is  possible 
that  at  times  surface  wash  reaches  them  from  the  surrounding  pasture  lands. 
It  seems  probable  that  this  wash  from  pasture  lands  and  from  trespassers  are 
the  only  sources  of  pollution. 

The  Fox  creek,  from  which  the  auxiliary  supply  is  derived,  is  the  outlet 
of  Warner's  Lake.  From  the  lake  the  stream  flows  through  several  commu- 
nities. The  area  of  the  watershed  is  about  110  square  miles  on  whidi 
there  is  a  population  of  about  4,350,  or  39  per  square  mile.  The  stream  was 
followed  from  the  intake  to  Berne,  a  distance  of  about  11  miles  above.  At 
Berne  there  are  four  privies  which  discharge  directly  into  the  stream.  At 
West  Berne  there  are  about  10  privies  located  from  10  to  25  feet  from  the 
stream,  and  a  slaughter  house  with  carcasses  and  excreta  strewn  in  the  rear 
near  the  edge  of  the  bank  above  the  stream.  At  Gallupville,  about  4  miles 
above  the  intake,  conditions  are  not  as  serious  as  at  West  Berne.  There  are 
several  privies  near  the  millrace.  The  creamery  mentioned  in  the  previous 
report  has  been  abandoned.  Besides  these  direct  instances  observed,  it  seems 
probable  that  the  main  stream  and  its  tributaries  are  subject  to  pollution 
from  farms  and  pasture  lands  along  their  banks.  The  water  of  the  cjreek 
cannot  be  considered  as  suitable  for  a  public  water  supply  unless  the  direct 
sources  of  pollution  are  eliminated  and  the  water  properly  treated. 

As  a  result  of  the  reinspection  it  was  recommended  that*  the  spring  supply 
bo  adequately  protected  by  the  construction  of  drainage  ditches  to  prevent 
surface  wash  from  entering  the  spring  and  intake  reservoir,  that  the  villa|«e 
authorities  take  immediate  steps  to  develop  an  additional  supply  of  satis- 
factory sanitary  quality  so  as  to  render  the  auxiliary  use  of  Fox  credc  un- 
necessary, \and  that  pending  the  development  of  the  additional  source  the 
Fox  creek  supply  be  efficiently  sterilized  should  the  use  of  this  source  become 
necessary. 

SCHROON  LAKE 

A  reinspection  of  the  public  water  supply  of  the  village  of  Schroon  Lake 
was  made  on  July  31,  1920,  by  Mr.  Earl  Devendorf,  assistant  engineer  in 
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this  Department,  previous  inspectioiiB  of  this  supply  having  been  made  by 
tliis  Division  in  1914  and  1916. 

The  village  of  Schroon  Lake  is  an  unincorporated  village  in  the  southern 
part  of  Essex  coimty,  at  the  northern  end  of  Schroon  lAke.  The  resident 
population  is  estimated  at  300,  while  the  summer  population  is  several  times 
this  number.  The  water  supply  is  owned  and  operated  by  the  Schroon  Lake 
^Water  Company.  The  supply  is  derived  by  gravity  from  a  small  spring 
fed  reservoir  located  in  the  hills  some  two  miles  west  of  the  village,  sup- 
plemented by  water  from  Bullet  jpond. 

As  a  result  of  the  above  investigation  it  was  concluded  that  no  steps  have 
been  taken  to  develop  the  supply  from  King  brook  and  Horseshoe  pond  brook, 
and  that  while  the  water  taken  from  both  the  reservoir  and  nrom  Bullet 
pond  ia  not  subject  to  any  permanent  sources  of  pollution,  it  is,  however,  as 
is  true  of  all  surface  supplies,  subject  to  the  accidental  or  willful  contamina- 
tion from  trespassers  upon  tiie  watershed,  and  in  the  case  of  the  reservoir 
subject  to  surface  drainage  from  the  surrounding  pasture  land. 

It  was  therefore  recommended  that  the  water  company  develop  an  adequate 
supply  of  water  of  unquestioned  quality,  either  by  acquiring  new  sources  of 
supply  as  recommended  in  the  previous  reports,  or  by  the  treatment  of  the 
present  supply,  and  that  as  previously  recommended  the  company  secure 
the  services  of  a  competent  sanitary  engineer  to  advise  and  aid  in  carrying 
out  tliese  improvements. 

SEA  CLIFF 

A  reinspection  of  the  public  water  supply  furnished  by  the  Sea  Cliff 
Water  Company  to  the  village  of  Sea  Oliff  and  the  unincorporated  villages 
of  Olen  Head  and  Glenwood,  Nassau  county,  N.  Y.,  was  made  on  July  15, 
1920,  by  Mr.  Alfred  Mullikin,  assistant  engineer  in  this  Department,  a 
previous  inspection  of  this  supply  having  been  made  by  this  Division  in 
1915. 

6ea  Cliff  is  located  in  the  northwestern  part  of  the  town  of  Oyster  Bay, 
about  29  miles  from  New  York  city.  The  winter  population  is  about  2,500, 
and  increasea  in  the  summer  to  about  5,000,  due  to  the  influx  of  residents 
from  the  city.  The  waterworks  are  owned  and  operated  by  the  Sea  Cliff 
Water  Company.  There  are  eleven  O-iuxrh  wells,  from  65  to  85  feet  deep,  of 
which  two  only,  about  60  feet  deep,  are  in  use;  three  10-inch  wells  about 
55  to  60  feet  deep,  two  only  of  which  are  in  use;  and  three  8-inch  wells 
about  55  to  60  feet  deep,  all  of  which  were  driven  in  the  year  1918.  The 
stratum  through  which  the  wells  pass  is  white  sand. 

The  watershed  tributary  to  the  supply  is  on  a  precipitous  slope  and  is 
sparsely  populated,  the  houses  consisting  of  high  class  cottages.  Possibilities 
for  indirect  pollution  were  not  apparent  at  the  time  of  the  inspection,  with 
the  exception  of  the  sewer  line  leading  from  the  pumping  station  to  the 
harbor.  This  sewer  line  consists  of  a  4-inch  castiron  pipe  from  the  building 
for  a  distance  of  nearly  40  feet,  which  is  about  half  its  length,  the  remainder 
being  of  tile  pipe.  It  is  possible  that  sewage  may  escape  into  the  ground 
from  the  joints  in  the  tile  pipe.  The  nearest  buildings  are  about  250  feet 
from  the  wells  and  it  would  seem  that  there  is  little  opportunity  for  con- 
tamination of  the  well  water  in  the  immediate  vicinity  of  the  wells  from  the 
buildings.  There  is  no  sewerage  system  for  the  village.  Privies  are  in  general 
use,  and  in  some  cases  cesspools  have  been  constructed.  Private  sewers 
which  formerly  ran  into  the  harbor  have  been  practically  all  abondoned. 

As  a  result  of  the  reinspection  it  was  recommended  that  the  authorities 
in  charge  of  the  water  supply  eliminate  all  possible  sources  of  pollution  by 
reconstructing  the  sewers  within  500  feet  of  the  wells  with  castiron  pipe 
laid  with  lead  joints;  by  carefully  protecting  the  wells  from  surface  wash; 
and  by  taking  steps  to  have  all  cesspools  within  a  distance  of  500  feet  of 
the  wells  made  water-tight,  and  all  privies  within  the  same  distance  provided 
with  metal  containers,  and  to  have  the  contents  of  such  receptacles  removed 
at  proper  intervals  to  some  remote  place  for  disposal. 
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SENECA  PALLS 

An  investigation  of  the  Sftnitary  condition  of  the  public  water  supply  of 
the  village  of  Seneca  Falls,  Seneca  county,  N,  Y.,  was  made  by  Mr.  Henry 
Ryon,  assistant  engineer  in  this  Department,  on  April  1  and  2,  1920,  subse- 
quent to  an  epidemic  of  gastroenteric  disturbances  which  occurred  during 
the  several  days  following  March  13,  1920. 

fieneca  Falls  is  a  village  of  about  7,000  inhabitants  located  three  miles 
west  of  the  north  or  outlet  end  of  Cayuga  lake.  The  water  supply  of  the 
village  is  derived  from  the  lake  and  is  treated  in  pressure  niechanical  ftltere 
before  being  delivered  to  the  consumers.  The  average  daily  consumption  is 
about  1,500,000  gallons  and  the  average  per  capita  consumption  about  214 
gallons.  The  waterworks  are  owned  and  operated  by  the  Seneca  Falls  Water 
Company. 

Cayuga  Lake,  the  source  of  the  water  supply  of  the  village,  is  about  S7 
miles  long  and  from  1  to  3  miles  across,  the  area  of  its  water  surface  being 
about  65  square  miles.  The  lake  forms  a  part  of  the  New  York  State  Barge 
Canal  system,  and  control  gates  have  been  installed  at  Mud  Lock,  on  the 
outlet  of  the  lake,  by  which  its  level  may  be  varied  to  suit  the  requirements 
of  the  canal.  The  watershed  of  the  lake  has  a  total  area  of  863  square  miles. 
The  797  square  miles  not  including  the  water  area  is  covered  principally 
by  farm  lands,  but  has  on  it  several  municipalities,  including  Ithaca,  Aurora, 
Cayuga,  Dryden,  Freeville,  Newfield,  Trumansburg,  and  Union  Springs.  The 
total  population  on  the  watershed  is  estimated  at  about  30,000. 

At  the  north  end  of  the  lake  the  Seneca  river,  now  a  part  of  the  New 
York  State  Barge  Canal,  discharges  just  above  the  outlet  and  control  gates 
at  Mud  Lock.  This  river  at  the  outlet  of  Cayuga  Lake  has  a  watersbed  of 
730  square  miles,  including  86  square  miles  of  water  surface  in  Seneca  and 
Keuka  lakes.  The  character  of  the  watershed  is  very  similar  to  that  of 
Cayuga  Lake.  The  river,  however,  below  the  outlet  of  *Seneca  Lake  receives 
the  sewage  of  Geneva,  Waterloo,  and  Seneca  Falle.  Normally  the  flow  of 
water  in  Cayuga  Lake  is  northward,  and  the  polluted  water  of  the  Senees 
river  when  it  reaches  the  lake  mixes  with  the  lake  water  and  flows  north 
through  the  outlet.  When  the  control  gates  at  Mud  Lock  are  closed  or 
partially  closed  so  that  the  flow  from  Cayuga  Lake  and  the  Seneca  river  is 
greater  than  the  outflow  through  the  gates  at  Mud  Lock,  the  polluted  water 
of  the  river  backs  up  into  the  shallow  north  end  of  the  lake  for  several 
miles  and  considerably  past  the  intake  of  the  waterworks.  InfinrmatiOD 
obtained  from  the  engineer  in  charge  of  the  operation  of  the  locks  in  the 
vicinity,  however,  revealed  the  fact  that  the  gates  at  Mud  Lode  had  been 
closed  most  of  the  winter,  and  were  opened  on  March  21  a  few  daya  prior 
to  the  inspection  but  subsequent  <to  the  outbreak  of  the  epidemic  of  gastro- 
enteric disturbances  in  Seneca  Falls.  On  account  of  the  ice  no  one  was 
able  to  give,  from  personal  observation,  any  information  as  to  the  directioo 
of  the  currents  in  the  lake  during  the  month  of  March.  It  is  certain,  how- 
ever, due  to  the  fact  that  the  gates  at  Mud  Lode  were  closed  and  there  was 
a  heavy  runoif,  that  the  flow  was  in  a  southerly  direction,  or  from  the  outlet 
toward  the  waterworks  intake,  for  several  days  prior  to  the  opening  of  the 
gates  on  March  21,  1920,  and  that  the  polluted  water  of  the  Seneca  river 
reached  the  intake  during  that  period. 

The  filter  plant  consists  of  four  units,  each  6  by  22  feet  in  size,  giving 
a  total  area  at  the  diameter  of  the  cylinders  of  about  700  square  feet,  or 
0.016  of  an  acre.  The  rate  of  filtration  is  approximately  94,000,000  gallons 
per  acre  per  day.  The  loss  of  head  through  the  filters  varies  from  2  to  7 
feet.  They  are  washed  at  intervals  of  about  38  hours,  the  process  requiring 
approximately  15  minutes.  After  washing  the  filtered  water  is  wasted  for 
10  minutes.  Alum  is  used  as  a  coagulant  and  is  applied  from  a  solution 
tank  in  the  pump  room  that  is  connected  to  the  main  suction  pipe.  There 
is  no  coagulation  basin.  The  alum  is  generally  applied  at  a  rate  of  from 
0.1  to  0.6  grains  per  gallon,  depending  upon  the  quality  of  the  raw  water. 
No  record  of  the  turbidity  of  the  raw  water  is  available,  but  the  thaws  and 
rains  about  the  13th  are  known  to  have  greatly  increased  the  flow  of  the 
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streams  at  tliat  time,  and  it  ia  probable  that  the  turbidity  and  amount  of 
pollution  of  the  lake  at  the  waterworks  intake  reached  its  maximum  shortly 
after,  due  largely  to  the  fact  that  the  increased  runoff  and  the  closed  gates 
at  Mud  Lock  undoubtedly  caused  the  water  of  the  polluted  and  then  turbid 
Seneca  river  to  flow  southerly  into  the  lake  in  large  quantities.  The  quantity 
of  chemical  applied,  however,  was  not  increased  until  the  17th. 

According  to  the  statementis  of  the  health  officer  of  the  village  and  others, 
there  were  a  large  number  of  cases  of  gastroenteric  disturbances  in  the  village 
during  Uie  latter  part  of  March.  These  cases  could  apparently  be  traced  to 
no  common  cause  except  the  water  supply.  The  first  cases  appeared  about 
the  15th  of  March,  and  the  epidemic  continued  for  a  week,  tiie  number  of 
cases  gradually  diminishing.     On  the  12th  and  13th  of  the  month,  2  days 

grior  to  the  outbreak,  there  were  heavy  rains  in  the  vicinity  accompanied 
y  a  rise  in  temperature  which  melted  considerable  snow,  and  the  runoff  of 
the  watershed  was  probably  the  largest  of  the  year.  During  this  period  the 
gates  at  Mud  Lode  were  closed,  and  although  there  is  no  evidence  based  on 
actyal  observation  to  support  the  fact,  it  is  probable  that  in  addition  to 
the  large  inflow  of  surface  drainage  from  the  natural  watershed  of  the  lake, 
the  water  of  the  polluted  Seneca  river  undoubtedly  backed  into  the  lake 
beyond  the  waterworks  intake.  There  was  at  this  time  a  noticeable  increase 
in  the  turbidity  of  the  lake  water,  and  according  to  the  statements  of  the 
engineer  at  the  pumping  station,  a  marked  decrease  in  the  alkalinity.  State- 
ments from  the  people  of  the  village  indicate  that  there  was  a  slight  increase 
in  the  turbility  of  the  water  supply,  but  that  this  was  apparently  not  very 
marked.  No  figures  were  available  to  indicate  quantitatively  the  change  in  the 
physical  and  chemical  character  of  the  water,  and  no  bacteriological  test  had 
been  made  during  this  period  from  which  information  regarding  the  degree  of 
pollution  of  the  raw  water  could  be  obtained.  The  pollution  was,  however, 
undoubtedly  quite  serious,  for  the  water  of  the  Seneca  river  which  flowed 
south  to  the  waterworks  intake  was  very  turbid  and  polluted  with  sewage 
to  such  an  extent  that  particles  of  floating  sewage  solids  could  be  seen  in  it. 
The  fact  that  the  character  of  the  raw  water  was  materially  changed  and 
undoubtedly  carried  an  unusual  amount  of  polluting  matter  just  prior  to 
the  outbreak  of  the  gastroenteric  disturbances,  seems  to  indicate  that  the 
water  supply  was  the  cause  of  the  outbreak.  In  connection  with  this  it  should 
also  be  noted  that  similar  outbreaks  of  intestinal  trouble  have  occurred  in 
previous  years,  always  following  a  change  in  the  quality  of  the  raw  water. 

As  a  result  of  this  investigation  it  was  recommended  that  suitable  appa- 
ratus for  the  chlorination  of  the  water  supply  of  the  village  be  immediately 
installed,  and  that  liqjuid  chlorine  be  applied  to  the  water  continually  at  all 
times  in  such  proportion  as  may  be  found  necessary  and  at  a  rate  of  not  less 
than  0.2  parts  per  million;  that  the  required  rate  of  application  of  the 
chlorine  to  the  water  be  determined  daily  by  tests  for  excess  chlorine  in  the 
treated  water  made  at  the  fllter  plant,  and  that  the  chlorine  be  applied  in 
such  quantities  as  the  tests  indicate  are  necessary;  that  the  condition  of  the 
raw  water  be  carefully  watched,  and  the  quantity  of  coagulant  applied  be 
regulated  in  accordance  with  the  results  of  daily  tests,  and  that  a  coagula- 
tion basin  having  a  capacity  equal  to  not  less  than  2  hours  flow  be  con- 
structed and  used  in  connection  with  the  operation  of  the  plant. 


SHARON  SPRINGS 

A  reinspection  of  the  public  water  supply  of  the  village  of  Sharon  Springs 
was  made  by  Mr.  Earl  Devendorf,  assistant  engineer  in  this  Department,  on 
October  8,  1020,  a  previous  inspection  of  this  supply  having  been  made  by 
this  Division  in  1015. 

Sharon  ^rings  is  a  village  located  in  the  northwestern  corner  of  Schoharie 
county,  on  the  Cherry  Valley  branch  of  the  Delaware  and  Hudson  railroad. 
The  population  is  variable,  being  about  500  in  winter  and  3,500  during 
the  summer  months.  The  public  water  supply  is  owned  by  the  village  and 
operated  under  the  direction  of  a  water  board. 
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The  supply  is  mainly  derived  from  a  stream  and  small  lake  of  approxi- 
mately 60,000,000  gallons  capacity,  located  some  4  miles  sonthwest  of  the 
village.  An  intake  pipe  extends  some  300  feet  into  the  lake,  throned 
whi<£  the  water  flows  by  gravity  to  a  reservoir  located  aboat  ^  of  a 
mile  below  the  lake.  The  reservoir  has  a  capacity  of  about  3,000,000  ^llons. 
The  supply  is  also  partially  derived  from  2  springs  located  about  1^  miles 
west  of  the  reservoir  and  near  the  headwaters  of  the  stream  feeding  the 
reservoir.  From  the  reservoir  the  water  flows  by  gravity  throu^  pressure 
mechanical  Alters,  located  near  tiie  village,  to  the  distribution  system  in  the 
village. 

TIm  lake  from  which  the  supply  is  derived  is  fed  by  a  small  stream  drain- 
ing a  sparsely  populated  watershed  of  approximately  1  square  mile  in  area. 
The  slopes  are  steep  and  the  larger  part  of  the  area  is  used  for  grazing  and 
agricultural  purposes.  Several  buildings  are  located  near  the  stream.  The 
north  spring  of  the  2  from  which  the  spring  supply  is  derived  is  located  in 
a  ravine  above  all  houses  and  is  not  directly  subject  to  pollution.  The 
spring  basin  is  walled  with  stone  sides  on  which  a  small  wooden  hous^  if 
built  provided  with  a  wooden  door.  The  south  spring  is  located  in  a  field 
below  a  farmhouse  and  undoubtedly  receives  some  drainage  from  the  farm. 

The  purification  plant  consists  of  3  pressure  mechanical  filters  of  the 
International  Filter  Company  l^pe.  The  filters  are  8  feet  in  diameter  and 
5  feet  in  height.  Assuming  a  water  consumption  of  100  ^llons  per  capita 
per  day,  the  rate  of  filtration  with  all  the  filters  in  operation  is  101,000,000 
gallons  per  acre  per  day  when  the  population  reaches  3,500,  the  maximiuB 
during  tne  summer  months.  Provision  is  made  for  applying  alum  by  means 
of  the  shunt  system,  but  at  the  time  of  the  inspection  alum  was  not  being 
applied.  It  is  the  practice  to  discontinue  the  use  of  the  filters  between  the 
months  of  November  and  May  inclusive. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  public  water 
supply  of  Sharon  Springs  is  in  practically  the  same  condition  as  that  described 
in  the  former  report  made  in  1915,  and  that  the  recommendations  made  in 
that  report  have  not  been  carried  out;  that  the  ofiicials  in  charge  of  the  public 
water  supply  have  employed  an  engineer  to  study  the  conditions  for  the 
purpose  of  eliminating  the  shortage  of  water  among  the  residents  living  in 
the  higher  section  of  the  village  during  the  summer  months  when  the  hc^els. 
located  in  the  lower  section  of  the  village,  are  using  large  quantities  of 
water ;  that  while  the  filters  were  being  operated  at  the  time  of  the  inspection, 
alum  was  not  being  used,  and  that  it  has  been  the  practice  to  discontinue 
the  operation  of  the  filter  plant  between  the  months  of  November  and  Mav 
each  year;  that  the  results  of  the  analyses  of  samples  taken  at  the  time  of 
the  inspection  indicate  that  little  or  no  purification  was  being  obtained  br 
the  purification  plant. 

It  was  therefore  recommended  that  the  officials  in  charge  of  the  public 
water  supply  carry  out  the  recommendations  made  in  the  former  report; 
that  steps  be  taken  to  improve  the  distribution  of  the  supply  to  the  residents 
located  in  the  higher  sections  of  the  village;  that  the  officials  in  charge  of 
the  public  water  supply  operate  the  plant  in  the  future  in  such  a  manner 
as  to  secure  a  satisfactory  purification  of  the  water  supply,  using  adequate 
amounts  of  alum  at  all  times;  and  that  the  filter  plant  be  operated  during 
the  winter  months. 


SHELTER  ISLAND  HEIGHTS 

A  reinspection  of  the  public  water  supply  of  the  village  of  Shelter  Island 
Heights  was  made  on  June  7,  1020,  by  Mr.  Alfred  Mullikin,  assistant  engineer 
in  tills  Department,  a  previous  inspection  of  this  supply  having  been  made 
by  this  Division  in  1015. 
"  Shelter  Island  Heights  is  located  in  the  northwestern  part  of  Shelter  Island, 
in  the  town  of  Southold,  about  %  of  a  mile  south  of  the  village  of  Green- 
port.  The  waterworks  are  owned  and  operated  by  the  Shelter  Island  Heights 
Association. 
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The  water  supply  is  derived  from  three  dug  Wells,  Nos.  1,  2  and  3,  each 
having  a  separate  pumping  station.  The  water  is  supplied  to  the  consumers 
by  pumping  it  through  a  distributing  system  consisting  of  approximately  6 
miles  of  concrete  lined  steel  pipe.  The  water  from  wells  Nos.  1  and  3  is 
pumped  into  a  low  service  syst^,  the  surplus  going  to  an  elevated  wooden 
tank  having  a  capacity  of  20,000  gallons.  The  water  from  well  No.  2  is 
pumped  into  a  steel  tank  having  a  capacity  of  64,000  gallons,  which  takes 
the  surplus  and  acts  as  an  equalizing  reservoir.  The  water  from  the  high 
pressure  service  is  supplied  to  about  10  cottages. 

As  a  result  of  the  inspection  of  the  public  water  supply  of  Shelter  Island 
Heights,  it  was  condud^  that  the  authorities  in  charge  of  the  water  supply 
have  in  part  carried  o^it  the  previous  recommendations  of  this  Department; 
that  there  are  no  cesspools  or  piivies  or  other  visible  permanent  sources  of 
pollution  in  the  vicinity  of  the  wells;  that  there  remain  certain  opportunities 
for  serious  pollution  of  the  water  due  to  the  fact  that  the  ground  around 
wells  Nos.  1  and  2  is  not  fenced  to  prevent  people  from  trespassing  upon  it, 
and  by  leakage  from  tile  sewers  in  the  vicimty. 

It  was  therefore  recommended  that  the  association  authorities  in  charge 
of  the  water  supply  maintain  a  careful  sanitary  patrol  in  the  vicinity  of 
the  wells  at  all  times;  that  the  reserved  areas  at  wells  Nos.  1  and  2  be 
fenced  to  prevent  trespassing,  and  the  grade  arranged  to  turn  surface  water 
which  might  enter  either  way  from  the  wells;  and  that  all  sewers  within  a 
radius  of  900  feet  be  relaid  with  castiron  pipe  and  lead  joints  in  order 
properly  to  protect  the  ground  water  from  dangerous  contamination. 


SIDNEY 


A  reinspection  of  the  public  water  supply  of  the  village  of  Sidney  was 
made  on  Septemiber  23,  1919,  by  Mr.  Earl  Devendorf,  assistant  engineer  in 
this  Department,  previous  inspections  of  this  supply  having  been  made  by 
this  Division  in  1908,  1909,  and  1913. 

Sidney  is  a  village  located  in  the  northeastern  part  of  Delaware  county, 
on  the  Susquehanna  river.  The  resident  population  is  about  3,000,  nearly 
all  of  whom  are  served  by  the  public  water  supply.  The  waterwoika  were 
owned  and  operated  by  the  Sidney  Water  Works  Ckmipany  at  the  time  of  the 
inspection  but  were  to  be  transferred  to  the  city.  The  supply  is  derived  by 
gravity  from  impounding  reservoirs  on  Collar  brook  and  reckham  brook. 
The  Collar  brook  supply  consists  of  four  impounding  and*  storage  reservoirs 
located  one  above  the  other  in  a  rocky  ravine.  In  the  bottom  of  the  second 
lowest  reservoir  there  is  a  s&nd  ana  gravel  strainer.  There  are  also  two 
crude  open  gravity  mechanical  filters  located  in  the  bottom  of  the  lowest 
reservoir,  from  which  the  water  is  led  into  the  distribution  system.  The 
capacities  of  the  reservoirs,  starting  with  the  lowest,  are  respectively  288,000, 
4,399,000«  4,819^0  and  13,424,000  gallons,  making  a  total  storage  of  approxi- 
mately 23,000,000  gallons  on  this  watershed.  The  total  drainage  area  tribu- 
tary to  the  reservoirs  on  Collar  brook  is  about  1.6  square  miles,  consisting 
largely  of  farm  land  and  woods.  Farm  houses  are  located  well  back  from 
the  brook,  with  the  exception  of  a  vacant  one  owned  by  the  water  company. 

The  supply  derived  from  Peckham  brook  is  stored  in  an  invpounding  reser- 
voir, and  is  filtered  through  two  gravity  mechanical  filters  located  at  a 
point  about  2%  males  northwest  of  the  village.  This  reservoir  has  an  esti- 
mated capacity  of  43,000,000  gaUons.  The  filters,  located  midway  at  the  dam 
in  an  arched  masonry  chamber,  are  said  to  consist  of  ungraded  sand  and 
gravel  over  which  is  approximately  22  feet  of  water.  The  area  of  the  water- 
shed above  the  Peckham  reservoir  is  approxinmtely  5  square  miles,  and 
consists  largely  of  farm  and  pasture  land  with  a  considerable  percentage  of 
wooded  land.  Several  sources  of  contamination  exist  on  the  watershed.  It 
is  estimated  that  approximately  two-thirds  of  the  water  supplied  to  the 
village  is  derived  from  the  Peckham  brook  supply. 
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As  a  reiiult  of  the  reinspectioa  it  was  rec<Miimended  that  the  Tilla^ 
authorities  in  charge  of  the  water  supply  carry  out  our  former  reoonmiai^ 
tions  as  soon  as  possible;  that  ice  cutting  on  the  reservoir  be  dAsocmtuiiiied; 
that  as  previously  recommended  the  existing  sources  of  pollution  on  the 
watershed  be  removed,  and  if  any  difficulty  be  experienced  in  this  matter, 
application  be  miade  to  this  Department  for  the  enactment  of  rules  and 
regulations  for  the  sanitary  protection  of  the  water  supply;  that  the  present 
filters  be  abandoned  and  a  modern  filtration  plant  be  installed;  that  in  the 
meantime,  pending  these  imrprovements,  the  supply  be  sterilised  by  the  appli' 
cation  of  liquid  chlorine;  and  that  in  view  of  the  o(»nplicity  of  thia  proUem, 
the  village  employ  a  competent  consulting  engineer  to  study  the  msitter  and 
prepare  plans  for  the  proper  improvements  of  the  supply. 


SODUS  POINT 

An  inspection  of  the  water  supply  of  Sodus  Point  was  made  by  Mr.  Earl 
Devendorf,  assistant  engineer  in  this  Department,  on  May  28,  ifeo. 

Sodus  Point  is  an  unincorporated  village  of  about  500  inhabitants  located 
in  the  northern  part  of  Wayne  county,  some  15  miles  north  of  Newark,  on 
the  shore  of  Lake  Ontario.  The  village  is  not  furnished  with  a  public  water 
supply,  being  served  by  private  wells;  neither  is  there  any  public  sewer 
system,  the  inha/bitants  using  cesspools  and  privies. 

The  water  supply  is  obtained  from  two  wells  known  as  Main's  well  and 
the  Lake  l^orc  well.  The  Main's  well  is  a  dug  well  22  feet  in  depth  and 
had  about  8  feet  of  water  in  it  at  the  time  of  the  inspection.  The  well  is 
provided  with  a  chain  pump  for  drawing  the  water.  A  concrete  curb  and 
cap  prevents  surface  wash  from  entering  the  well  directly.  The  nearest 
possible  source  of  pollution  is  a  privy  located  in  the  rear  of  the  houses  at  a 
distance  of  50  feet  from  the  well  and  at  an  elevation  of  approximately  5  feet 
below  the  ground  surface  near  the  well.  The  Lake  Shore  well  is  located 
approximately  300  feet  from  the  shore  of  Sodus  bay,  at  an  elevation  of  abont 
15  feet  above  the  water  surface  in  the  bay.  The  privy  used  at  the  Harris 
house  is  located  south  of  and  above  the  well  at  a  distance  of  approximately 
100  feet  from  it.  This  well  is  a  drilled  one,  and  is  said  to  be  160  feet  in 
depth.  The  ground  surrounding  the  well  is  properly  graded  and  a  concrete 
platform  provided  so  that  there  is  no  opportunity  for  surface  wash  to  enter 
the  well  directly.  The  water  is  lifted  frcmt  the  well  by  means  of  a  deep 
well  pump. 

As  a  result  of  the  inspection  it  was  recommended  that  the  privies  near 
Main's  well  and  the  Lake  Shore  well  either  be  removed  to  a  point  at  least 
100  feet  away  fr(»n  and  below  the  wells,  or  suitable  removable  containers 
be  provided  and  properly  maintained  in  order  that  the  excreta  may  be  satis- 
factorily removed'  and  disposed  of  by  burial  at  a  point  where  it  will  not 
pollute  the  ground  water  supplying  the  wells;  that  frequent  analyses  be 
made  of  the  water  of  these  wells  in  order  that  any  breaking  down  in  the 
natural  purification  afforded  by  filtration  through  the  soil  may  be  imme- 
diately detected,  and  should  any  evidence  of  such  a  failure  be  noticed,  steps 
be  immediately  taken  to  treat  the  water  by  suitable  means,  or  if  possible  to 
remove  the  source  of  pollution,  and  that  the  authorities  in  charge  exercise 
due  care  and  precaution  to  prevent  any  possible  pollution  from  entering  the 
well  supply. 

« 

SONYEA  (Craig  Colony  for  Epileptics) 

Plans  for  additions  to  the  water  supply  system  of  the  Crai^  Colony  for 
Epileptics  at  Sbnyea,  consisting  of  architect's  drawing  Ko.  2026,  were  sub- 
mitted to  this  Department  for  approval  on  June  10,  1920.  The  plans  pro- 
vided for  excavation  and  improvements  of  an  existing  pond'  to  be  used  as  a 
storage  reservoir,  and  certain  pipe  lines  and'  appurtenances  connected  with 
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the  reservoir.  After  careful  consideration  by  the  Engineering  Diviaion  the 
plans  were  approved  on  July  16,  1920.  On  July  24,  1020,  amended  plans, 
malring  certain  minor  changes  in  the  pipe  lines  and  apportenanoes  connected 
with  the  reservoir,  were  8ul)initted  to  this  Department  for  approval,  and 
approved  on  July  27,  1920. 

SOUTHAMPTON 

A  reinspection  of  the  public  water  sujpply  of  the  village  of  Southampton 
was  made  on  June  6,  1920,  by  Mr.  Alfred  Mullikin,  assistant  engineer  in  this 
Department,  a  previous  inspection  of  this  supply  having  been  made  by  this 
Division  in  1916. 

Southampton  is  located  in  the  town  of  Southampton,  about  91  miles 
from  New  York  city.  The  village  proper  is  a  residential  district  with  a 
population  varying  from  2,500  in  the  winter  to  6,000  during  the  summer. 
The  waterworks  are  owned  and  operated  by  the  Southampton  Water  Works 
Company. 

Thd  water  supply  is  derived  from  5  driven  wells  about  85  feet  deep, 
located  some  1,500  feet  north  of  the  railroad  depot,  or  about  1^  milea  north 
of  the  central  part  of  the  village.  From  the  wells  the  water  is  pumped  into 
steel  storage  tanks  under  air  pressure  which  forces  the  water  through  a 
distributing  system  consisting  of  about  30  miles  of  castiroik  pipe. 

The  area  owned  by  the  water  company  is  about  45  acrea,  of  whidL  20  acres 
have  been  reserved  for  the  protection  of  the  water  sufpply.  A  part  of  this 
area  has  been  planted  with  small  pine  trees.  There  are  no  hooaesi  located  on 
this  area,  the  immediate  vicinity  also  being  sparsely  settled.  The  nearest 
house  is  more  than  500  feet  distuit  from  the  weUs.  The  toilet  for  the  pump- 
ing station  is  provided  with  a  metal  container,  and  the  contents  are  disposed 
of  by  burying  in  the  ground  some  50  feet  east  of  the  plant. 

As  a  result  of  the  reinspection  it  was  recommended  that  the  authorities 
in  dMuge  of  the  water  supply  maintain  a  careful  sanitary  patrol  in  the 
vicinity  of  the  wells  to  discover  and  eliminate  all  possible  sources  of  pollu- 
tion, and  that  the  contents  of  the  ocmtainer  of  the  pumping  station  toilet 
be  rttUEOved  to  and  disposed  of  by  burial  at  a  place  not  less  thui  500  feet 
distant  from  the  wells. 


SOUTH  NEW  BERLIN 

A  reinspection  of  the  public  water  supply  of  the  village  of  South  New 
Berlin,  Chenango  county,  N*.  T.,  was  made  by  Mr.  K.  H.  Baier,  sanitary 
inspector  in  this  Department,  on  November  24,  1920,  a  previous  inspection 
of  the  supply  having  been  made  by  this  Division  in  the  year  1917. 

South  New  Berlin  is  located  in  the  towns  of  New  Berlin,  Morris,  and 
Butternuts,  about  40  miles  south  of  Utica.  The  present  population  is  350, 
of  which  93  per  cent  is  served  by  the  public  water  supply.  The  waterworks 
are  owned  by  the  South  New  Berlin  Water  Company. 

The  water  is  derived  from  springs  which  flow  into  two  catchbasins  located 
about  ^  mile  east  of  the  village.  Frcnn  these  basins  the  water  flows  by 
gravity  to  a  covered  masonry  reservoir  of  100,000  gallons  capacity.  This 
reservoir  takes  the  surplus  from  the  Owens  springs  and  all  the  water  from 
the  Grover  springs,  and  acts  as  an  equalizing  reservoir.  The  water  is 
delivered  by  gravity  through  a  distributing  system.  The  watershed  of  the 
springs  consists  of  pasture  and  forest  land  which  is  hilly  and  of  a  gravelly 
suf>8oil.  The  Owens  springs  appear  to  be  well  protected  from  surface  wash. 
The  Orover  springs,  however,  while  concreted  and  banked  to  prevent  the 
entrance  of  surface  wash,  are  located  where  pollution  from  pasture  land  may 
enter  the  springs  by  interrodttent  filtration*  through  the  gravelly  soil. 

For  an  auxiliary  supply,  two  6-inch  wells  of  265  feet  depth  have  been  used, 
one  owned  by  the  Water  company,  the  other  by  the  Nestles  Food  Company, 
formerly  the  Borden's  Condensed  Milk  Company.     The  wells  are  within  a 
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short  diatanoe  of  each  other  and  located  near  the  fairly  well  built-up  aectioa 
of  the  village. 

As  a  result  of  the  reinspection  it  was  reoomnnnded  that  the  authorities  in 
charge  of  the  water  supply  enclose  a  sufficient  area  about  each  of  the  Ofwrer 
fliprings  adequately  to  protect  them  from  pollution;  that  the  walls  of  the 
Grover  springs  catch-basin  be  raised  to  prevent  the  entrance  of  surface  wash; 
and  that  a  more  substantial  roof  covering,  similar  to  that  at  the  Owens 
springs  catch-basin,  be  oonstmcted  to  prevent  the  entrance  of  accidental  or 
willful  pollution  into  the  basin;  that  if  after  all  possible  precauti<»0  havb 
been  taken  to  safeguard  the  supply  of  the  Grover  springs  frcmi  poUuticm.  the 
supply  is  still  found  to  be  unsatisfactory,  then  a  new  source  of  supply  be 
sought;  and  that  a  rigid  sanitary  patrol  of  the  land  around  the  springs  be 
maintained. 


SPRING  VALLEY 

A  reinspection  of  the  public  water  supply  of  Spring  Valley,  was  made 
by  Mr.  W.  J.  Erickson,  engineering  assistant  in  this  Department,  on 
June  18,  1920,  a  previous  investigation  of  this  supply  having  been  made  in 
1»16. 

Spring  Valley,  which  a  village  of  about  3,000  population,  is  in  the  southenL 
wut  of  Bockluid  county.  The  water  sumdy  is  owned  andi  operated  by  the 
Spring  Valley  Water  Works  and  Supply  Company. 

The  supply  is  derived  by  punvping  from  two  wells  located  in  the  northen 
part  of  the  village.  From  these  wells  the  water  is  pumped  into  the  storage 
reservoir  and  from  there  to  the  distrUmtion  system  consisting  of  10  miles  of 
water  mains  in  Spring  Valley  and  25  miles  in  the  districts  outside  the 
village*  ranging  from  4  to  20  inohee  in  diameter.  The  consumpticnL  in  the 
village  is  about  186,000  gallons  daily,  and  that  of  the  outer  districts  about 
twice  as  mnch. 

The  two  wells  from  which  the  supply  is  obtained  are  located  about  100  feet 
from  the  pumping  station,  near  the  road  and  a  few  feet  from  a  small  stream. 
These  wells  are  8  inches  in  diameter  and  driven  to  a  depth  of  about  400 
feet.  For  the  first  80  feet  they  pass  through  sand,  gravel,  and  <day,  and 
for  the  remaining  distance  through  rock  (Newaric  sandstone).  The  wells 
are  cased  to  a  distance  of  about  0  feet  into  the  rock.  The  suction  lines  are 
connected  with  the  wells  at  points  about  12  feet  below  the  surface  of  the 
ground.  Nine  wells  have  been  driven  but  only  the  two  referred  to  are  beii^ 
used. 

The  storage  reservoir  is  located  on  a  low  hill  about  300  feet  from  the 
pumping  plant  and  wells.  It  is  175  by  250  feet  in  plan  and  10  feet  deep 
Pressure  is  maintained  by  a  standpipe  located  about  half  a  mile  east  of  the 
pumping  station.  This  standpipe  is  20  feet  in  diameter  and  100  feet  high, 
with  a  capacity  of  about  235,000  galhms.  Generally  the  water  from  the 
standpipe  supplies  Spring  Valley  only,  and  the  supply  for  the  outer  districts 
is  taken  from  the  reservoir. 

The  watershed  of  the  stream  flowing  by  the  wells  is  approximately  2.6 
square  miles,  on  which  there  are  about  50  houses,  with  a  total  population 
which  may  be  estimated  at  250,  or  about  90  per  square  mile.  It  seems  prob- 
able that,  although  the  stream  receives  a  moderate  amount  of  iK>llution  from 
surface  wash  of  this  populated  area,  the  possibility  of  polluting  the  wells 
is  remote,  except  by  percolation  through  crevices  in  the  rock  or  along  the 
outside  Off  the  well  casings.  Furthermore,  the  location  of  the  wells  on  the 
outdcirts  of  a  vlUage  unprovided  with  public  sewers  does  not  assure  that 
the  well  supply  will  continue  to  be  free  from  pollution  in  view  of  the  presence 
of  many  leaching  cesspools  and  privies  within  the  zone  of  possible  influence. 
The  natural  drainage  in  the  village  is,  however,  away  from  the  wells. 

It  was  therefore  recommended  that  the  waterworks  company  continue  to 
maintain  a  system  for  the  collection  and  analysis  of  eamples  of  water  from 
the  supply  in  order  to  detect  the  presence  of  any  active  contamination  which 
uvty  at  any  time  occur;  that  in  case  such  analyses  indicate  the  oceorrenee 
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of  active  oontamination  the  waterworks  company  take  immediate  eteps  to 
determine  and  eliminate  the  cause  and  source  of  such  oontamination;  and 
that  in  case  it  is  found  impossible  or  impraoticable  to  eliminate  completely 
the  cause  and  source  of  such  contamination,  the  waterworks  company  con- 
sider the  installation  of  suitahle  apparatus  for  sterilisation  of  the  supply 
with  liquid  chlorine. 

STAATSBURG 

A  reinspection  of  the  public  water  supply  of  the  village  of  Staataburg, 
Dutchess  ooimty,  N.  Y.,  was  made  on  October  26,  1920,  by  Mr.  N.  H.  Baier, 
sanitary  inspecrtor  in  this  Department,  a  previous  inspection  of  this  mxppky 
having  been  made  by  this  Division  in  1915. 

Staatsburg  is  located  in  the  northwestern  part  of  the  town  of  Hyde  Park, 
11  miles  north  of  the  city  of  Poughkeepsie.  The  present  p<^ulatioii  is  600, 
of  which  75  per  cent  is  served  with  water  from  the  public  supply.  The  water- 
works are  owned  and  operated  by  the  iStaatsburg  Water  Cknnpany. 

The  water  supply  is  derived  from  a  small  stream  which  was  impounded 
at  a  point  about  a  mile  east  of  the  village.  The  reservoir  thus  formed  ie 
located  about  %  of  a  mile  south  of  the  origin  of  the  stream*  It  has  a 
capacity  of  approxinoately  30,000,000  gallons,  wiiich  is  equivalent  to  a  three 
years'  supply.  At  the  time  of  the  inspection  the  water  was  dear,  although 
there  was  considerable  growth  of  vegetation  at  a  number  of  places  in  the 
reservoir.  Copper  sulpluite  is  applied  twice  a  year  to  prevent  algae  g^owtii. 
The  water  from  the  reservoir  passes  to  two  covered  filter  beds  of  the  slow 
sand  type,  each  18  by  60  feet  in  plan,  containing  about  2^  feet  of  sand 
supported  on  gravel.  The  combined  area  of  the  two  beds  is  0.05  of  an  acre, 
and  the  average  rate  of  filtration  about  600,000  gallons  per  acre  per  day. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Staatsborg 
it  was  concluded  that  the  filtered  water  was  of  a  satisfactory  sanitary 
quality,  although  it  contained  considerable  color  and  odor  which  can  only  m 
removed  by  sipecial  processes;  that  the  raw  water  contained!  some  active 
contamination  and  was  highly  colored,  probably  due  to  the  large  percentage 
of  swamp  land  and  the  growth  of  v^etation  in  the  reservoir;  and  that  due 
to  the  low  position  of  the  intake,  water  containing  an  unnecessary  amount  of 
decayed  vegetation  is  carried  to  the  filter. 

It  was  therefore  reconmnended  that  the  authorities  in  chaj^  of  the  water 
supply  continue  to  maintain  a  careful  sanitary  patrol  of  the  watershed 
and  operate  the  plant  in  an  effective  manner;  that  the  reservoir  be  cleaned 
of  its  vegetation  whenever  necessary,  and  that  copper  sulpihate  be  applied 
to  the  water  in  proper  proportions  at  regular  intervals  to  prevent  the  growth 
of  algae  and  other  microscopic  organism«;  that  the  present  intake  pipe  at 
the  reservoir  be  re-located  so  that  water  will  be  taken  at  a  point  nearer 
the  surface  of  the  water,  preferably  at  a  point  4  feet  from  the  surface; 
and  that  the  authorities  consider  the  installation  of  an  aeration  plant  to 
remove  the  odor  from  the  water,  and  the  draining  of  the  swamp  or  the 
making  of  certain  changes  in  the  plant  to  eliminate  the  color. 


STILLWATER  (Public  School) 

An  investigation  of  the  water  supply  of  the  public  school  at  Stillwater, 
Saratoga  county,  N.  Y.,  was  made  by  Mr.  W.  G.  Emigh,  assistant  engineer 
in  this  Department,  on  October  29,  1920.  The^  results  of  the  inspection 
indicated  that  the  existing  well  at  the  schoolhouse  was  subject  to  pollution 
from  surface  wash,  waste  water  from  the  pump,  pollution  of  the  ground 
in  the  vicinity  by  those  passing  over  it,  and  by  seepage  from  several  privies. 

It  was  accordingly  recommended  that  a  new  or  additional  source  of  water 
supply  of  safe  quality  and  adequate  quantity  be  obtained,  either  by  increasing 
the  depth  of  the  present  well  or  by  the  drilling  of  another  well,  or  by  such 
other  means  as  may  be  found  to  be  most  practicable. 
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SUPFERN 

A  reinflpectioii  of  the  public  water  supply  ol  the  village  of  Suffern  was 
made  bj  Mr.  Henry  RyoQ,  assistaiLt  engineer  in  this  Department,  aa  June  9, 
1020,  previous  inspections  of  the  supply  having  been  made  in  1900,  1915, 
and  1016. 

The  village  of  Suffern  is  located  in  the  western  part  of  Rockland  county, 
on  the  Erie  railroad,  32  miles  from  New  Yoric.  The  population  is  about 
3,000,  all  of  whom  are  served  with  water  from  the  public  supply.  The 
water  for  the  public  supply  is  taken  from  Antrim  lake,  on  the  Mahwih 
river,  and  chlorinated  and  filtered  before  being  delivered  to  the  consumers. 
The  total  water  consumption  is  estimated  at  175,000  gallons  per  day,  or 
about  58  gallons  per  capita  per  day.  The  supply  is  owned  by  the  munici- 
pality and  is  under  control  of  a  board  of  water  commissioners.  On  account 
of  the  unsatisfactory  oonditi<m8  on  the  watershed,  which  have  been  described 
in  previous  reports,  the  village  authorities  are,  at  the  present  time,  con- 
sidering the  development  of  a  new  source  of  supply. 

To  this  end  they  have  drilled  a  well  on  the  waterworks  property  between 
the  pumping  station  and  the  Mahwah  river.  This  new  well  is  said,  to  be  340 
feet  deep.  It  is  10  inches  in  diameter  for  the  first  05  feet  and  8  inches  in 
diameter  for  the  remainder  of  the  distance.  The  well  is  cased  to  rock,  t 
distance  of  about  75  feet.  According  to  the  records  kept  by  the  board  of 
water  commissioners,  the  well  passes  through  26  feet  of  dry  gravel,  20  feet  of 
wet  gravel,  20  feet  of  quicksand,  5  feet  of  rock  (probably  a  boulder),  5  feet 
of  wet  gravel,  and  265  feet  of  what  is  locally  known  as  red  rock  (Newark 
sandstone) .  The  well  is  located  about  25  feet  west  of  the  west  bank  of  the 
Mahwah  river,  and  about  100  feet  north  of  the  Piermont  l^ranch  of  the  Erie 
railroad.  Thei  surface  of  the  ground  at  the  well  is  8  or  10  feet  above  the 
water  elevation  in  the  lake.  'Ae  water  in  the  well  stands  at  approximately 
12  feet  below  the  elevation  of  the  surface  of  the  ground  adjacent  to  it.  The 
well  has  been  tested  by  pumping  for  short  periods,  and  the  result  of  the  last 
test,  said  to  have  extended  over  84  consecutive  hours,  indicated  that  with  the 
pump  cylinder  at  a  depth  of  63  feet  the  well  could  deliver  about  100  galloni 
per  minute.  There  is  some  doubt,  however,  as  to  whether  or  not  this  rate  csa 
be  maintained  in  the  continuous  operation  of  the  plant. 

The  Newark  sandstone,  from  which  the  water  of  the  wells  is  apparently 
derived,  underlies  the  larger  part  of  Rockland  county  and  extends  southward 
into  New  Jersey,  Pennsylvania,  and  Maryland.  In  New  York  State  it  extends 
from  the  Hudson  river  to  the  Ramapo  mountains,  stopping  abruptly  at  the 
granite  rocks  forming  those  hills.  Along  the  Hudson  river  and  at  Ldidentown 
and  Suffern,  trap  rode  has  been  forced  up  through  the  sandstone.  The  sandr 
stone  is  covered  at  most  places  with  a  layer  of  glacial  drift,  thicker  in  the 
valley  than  on  the  hills,  composed  of  sand,  clay,  gravel  and  boulders.  Judg- 
ing from  outcrops  and  places  where  the  rock  is  exposed  in  cuts,  the  sandstone 
varies  considerably  in  structure  and  composition.  Some  strata  are  of  com- 
paratively fine  compact  sandstone,  and  others  are  a  coarse  oongknmerate  con- 
taining a  large  percentage  of  quartz  and  limestone,  pebbles  and  boulders,  some 
10  and  12  feet  in  diameter.  Many  of  the  layers  are  hard  and  almost  im- 
pervious, while  others  are  porous  and  eo  soft  as  to  be  easily  crushed  by  the 
fingers.  Where  the  rock  is  exposed  it  is  generally  creviced.  In  general,  the 
dip  of  the  strata  is  toward  the  west,  the  inclination  in  most  cases  being 
about  10  degrees.  Just  east  of  the  new  well  and  on  the  opposite  side  of  the 
Mahwah  river,  a  mass  of  trap  rock  known  as  Union  hill  has  been  forced  up 
through  the  sandstone,  and  consequently  the  strata  in  the  vicinity  consider- 
ably disturbed.  About  ^  of  a  mile  west  of  the  well  the  sandstone  ends 
abruptly  in  a  fault  of  imknown  extent  at  the  foot  of  the  granite  rock  of 
the  Kamapo  mountains. 

At  Spring  Valley,  about  7  miles  east  of  Suffern,  the  water  supply  of  the 
Spring  valley  Water  Company  is  taken  from  wells  in  the  Newark  sandstone 
about  200  feet  deep.  The  supply  seems  to  be  abundant.  The  hardness  of  the 
water  averages  about  70,  and  the  chlorine  content  about  4.  The  bacteriologictl 
counts  are  generally  high,  and  organisms  of  the  B.  coli  type  have  onoe  or  twice 
been  found  in  10  c.c.  inoculations. 
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A  well  said  to  be  over  200  feet  deep  has  been  drilled  on  Union  Mil  about 
^^  of  a  mile  east  of  the  well  and  100  feet  above  it.  This  well  yields  con- 
siderable water  although  there  is  no  accurate  record  of  its  actual  capacity. 
The  water  in  the  well  is  said  to  stand  at  a  level  of  about  12  feet  below  the 
surface  of  the  ground  when  the  pump  is  not  operating,  which  would  seem  to 
Indicate  that  the  water  is  probably  of  local  origin  and  that  there  is  not  any 
direct  connection  between  the  rock  at  the  surface  and  the  rock  from  which 
the  new  village  well  receives  its  supply. 

It  seems  probable,  therefore,  that  if  carefully  developed  the  new  well  may 
yield  a  water  of  satisfactory  sanitary  quality.  There  are,  however,  apparently 
two  ways  in  which  the  water  of  the  wejl  might  become  polluted:  By  leakage 
of  surface  water  into  the  well  where  the  casing  joins  the  rock,  or  by  pollut- 
ing matter  near  the  well  or  at  a  considerable  distance  reaching  its  water 
through  the  crevices  in  the  rock ;  for  as  stated  above,  the  strata  in  the  vicinity 
of  Suffem  has  been  considerably  disturbed  and  an  examination  of  the  out- 
crops and  exposed  places  seems  to  indicate  that  the  rock  is  badly  creviced. 
If  this  well  or  other  wells  in  the  vicinity  are  developed  as  a  source  of  water 
supply  for  the  village,  great  care  should  be  taken  to  make  the  connection 
between  the  well  casing  and  the  rock  watertight,  and  the  water  should  be 
constantly  watched  for  indications  of  pollution.  If  such  pollution  is  found 
and  cannot  be  prevented,  it  will  of  course  be  necessary  to  chlorinate  the 
water. 

As  a  result  of  the  reinspection  it  was  recommended  that  the  village 
authorities  strictly  enforce  the  rules  and  regulations  for  the  protection  from 
contamination  of  the  water  supply  of  the  village,  and  construct  sewers  around 
the  north  shore  of  Antrim  lake  in  accordance  with  the  plans  approved  by 
this  Department,  or  develop  a  new  source  of  supply  without  delay;  that  the 
purification  plant  be  carefuly  operated  at  all  times;  and  tiiat  if  a  new  sup- 
ply is  developed  by  drilling  wells  in  the  vicinity  of  the  present  pumping  sta- 
tion, the  village  acquire  control  of  as  much  land  as  possible  near  the  wells 
in  order  to  be  able  to  prevent  its  pollution ;  and  enclose  the  area  immediately 
adjacent  to  the  supply  by  a  fence  and  prohibit  trespassing  upon  it. 


SUMMITVILLE 

An  inspection  of  the  water  supply  of  the  New  York,  Ontario  and  Western 
Railway  Company  at  Summitville  was  made  by  Mr.  W.  J.  Erickson,  engineer- 
ing inspector  in  this  Department,  on  May  13,  1920. 

Summitville  is  an  unincorporated  village  in  Sullivan  county,  about  33 
miles  southwest  of  Kingston,  at  the  junction  of  the  main  line  and  the  Monti- 
cello,  Port  Jervis  and  Kingston  division  of  the  New  York,  Ontario  and 
Western  railroad. 

The  supply,  which  is  derived  from  a  small  mountain  stream  about  2  miles 
from  the  station,  supplies  the  station,  the  hotel,  and  occasionally  water  tanks 
in  the  passenger  coaches.  It  is  developed  by  damming  a  small  mountain 
stream  flowing  through  a  narrow  rocky  ravine.  The  dam  forms  a  reservoir 
about  15  feet  wide  and  200  feet  long.  The  watershed,  which  has  an  area  of 
about  %  of  a  square  mile,  is  very  steep  and  covered  with  underbrush  and 
timber.  A  road  passes  parallel  to  the  stream  and  crosses  it  in  the  upper 
pection  of  the  watershed.  Only  1  house  is  located  on  the  watershed:  This  is 
near  the  divide,  and  about  %  of  a  mile  from  the  stream  tributary  to  the 
reservoir. 

At  the  time  of  the  inspection  simples  were  taken  from  the  reservoir  and 
from  a  tap  in  the  station  and  sent  to  the  Division  of  Laboratories  and  Re- 
search for  analyses.  These  analyses  show  a  water  that  is  clear,  colorless, 
and  very  soft.  The  figures  for  ammonia  compounds  and  oxygen  consumed 
were  low,  denoting  small  amounts  only  of  organic  matter.  The  chlorine  con- 
tent was  higher  Uian  that  for  unpolluted  water  of  this  section.     The  total 
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bacterial  counts  vary,  being  very  high  in  the  sample  collected  on  May  13. 
Organisms  of  the  B.  coli  type  were  present  in  all  of  the  10  c.c.  inoculations 
tested,  and  in  a  third  of  the  1  c.c.  inoculations,  denoting  considerable  active 
contamination. 

As  a  result  of  the  inspection  it  was  recommended  that  the  present  supply 
be  abandoned  as  a  source  of  drinking  water  and  another  supply  of  satisfactory 
sanitary  quality  be  developed. 

The  water  of  this  supply  is  used  by  the  New  York,  Ontario  and  Western 
railroad  for  drinking  and  culinary  purposes  in  interstate  traffic.  Data  regard- 
ing the  supply  were  furnished  to  the  United  States  Public  Health  Service 
on  November  10,  1920,  and  included,  ijn  addition  to  the  analysis  of  a  sample 
of  the  water,  the  statement  that  at  the  time  of  the  inspection  the  conditions 
surrounding  the  supply  were  not  entirely  satisfactory,  and  that  the  results 
of  the  inspection  and  the  analyses  of  the  samples  indicate  that  the  water  can- 
not be  considered  to  be  of  an  entirely  satisfactory  quality  for  human  con- 
sumption.   A  copy  of  the  report  accompanied  this  data. 


TANNERSVILLE 

A  reinspection  of  the  public  water  supply  of  the  village  of  Tannersville 
vas  made  by  Mr.  A.  I.  Howd,  assistant  engineer  in  this  Department,  on 
October  13,  1020,  a  previous  inspection  of  this  supply  having  been  made  by 
this  Division  in  1916. 

The  village  of  Tannersville  has  a  summer  population  estimated  at  5,000, 
but  during  the  remainder  of  the  year  the  population  is  only  758  accoiding 
to  the  census  of  1915.  It  is  located  in  the  southeastern  part  of  Greene 
county,  on  the  Kaaterskill  branch  of  the  Ulster  and  Delaware  railroad 
The  waterworks  are  owned  and  operated  by  the  Tannersville  Water  Company. 

The  water  supply  is  derived  from  a  small  spring  brook  about  2  miles  north- 
west of  the  village.  A  dam  constructed  across  the  brook  forms  a  small  im- 
pounding reservoir  from  which  the  water  flows  by  gravity  to  the  village.  An 
auxiliary  supply  is  derived  from  Schoharie  creek,  about  2  miles  south  of 
the  village. 

The  watershed  from  which  the  regular  supply  is  derived  is  about  1  square 
mile  in  area  and  has  a  population  of  about  15  persons.  The  buildings  are  well 
removed  from  the  reservoir  and  tributary  streams.  The  shed  is  located  on 
the  side  of  a  mountain  and  most  of  it  is  wooded.  Golf  grounds  of  a  private 
club  at  Onteora  Park  are  located  on  the  watershed.  There  seems  to  be  no 
direct  source  of  pollution  of  the  supply,  but  the  watershed  and  reservoir  are 
always  subject  to  accidental  or  willful  contamination  by  visitors  on  the 
watershed. 

As  a  result  of  the  reinspection  it  was  again  recommended  that  the  water 
supply  be  sterilized  with  liquid  chlorine  durii\g  the  summer  when  the  supply 
is  subject  to  pollution  by  visitors  on  the  watershed ;  that  the  auxiliary  sapplV 
derived  from  Schoharie  creek  be  sterilized  with  liquid  chlorine  when  it  is 
necessary  to  use  this  supply ;  and  that  the  authorities  in  charge  of  the  water 
supply  make  frequent  inspections  of  the  watershed  with  a  view  to  main- 
taining  it  in  as  sanitary  a  condition  as  possible  at  all  times. 


THENDARA  (Fulton  Chain) 

An  inspection  of  the  public  water  supply  of  the  village  of  Thendara  (Ful- 
ton Chain )  was  made  by  Mr.  Earl  Devendorf,  assistant  engineer  in  thia  Depart- 
ment, on  May  25,  1920.* 

Thendara  is  an  .unincorporated  village  located  in  the  central  part  of 
Herkimer  county,  about  40  miles  north  of  Utica.  The  population  at  the 
time  of  the  inspection  was  estimated  at  400,  practically  all  of  whom  are 
furnished  with  water  from  the  public  supply.    The  water  supply  is  owned  br 
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Mr.  Lyon  DeCamp.  Tlie  supply  is  derived  from  springs  located  on  a  hill  % 
of  a  mile  west  of  the  New  York  Central  railroad  station.  A  4-inch  pipe 
leads  the  water  from  the  small  intake  to  the  village.  The  watershed  is  unin- 
habited. It  has  been  burned  over  and  at  present  is  covered  with  berry  bushes 
and  second  growth  timber.  No  storage  is  provided.  There  are  approximately 
2  miles  of  water  mains  ranging  from  1  inch  to  4  inches  in  diameter. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  water  supply  of 
Thendara  as  developed  is  of  fairly  satisfactory  sanitary  quality  for  an  un- 
purified  surface  supply,  although  as  is  true  of  all  surface  water  supplies,  it 
is  subject  to  direct  contamination  of  either  accidental  or  willful  nature  from 
hunters  or  trespassers  on  the  watershed,  and  that  the  supply  is  depleted 
during  periods  of  cold  weather  when  the  inhabitants  allow  the  faucets  to 
remain  open  to  prevent  freezing. 

It  was  therefore  recommended  that  the  authorities  continue  a  careful 
patrol  of  the  watershed  to  prevent  any  contamination  of  the  public  water 
supply. 

Ihe  water  of  this  supply  is  used  by  the  New  York  Central  Railroad  for 
drinking  and  culinary  purposes  in  interstate  traffic.  Data  regarding  the 
supply  were  furnished  to  the  United  States  Public  Health  Service  on  October 
22,  1920,  and  included,  in  addition  to  the  results  of  the  analysis  of  a  sample 
of  the  water,  the  statement  that  at  the  time  of  the  inspection  the  conditions 
surrounding  the  supply  were  fairly  satisfactory,  and  that  the  results  of  the 
inspection  and  the  analyses  of  the  samples,  together  with  the  results  of 
previous  inspections  and  analyses,  indicate  that  the  water  was  of  satisfactory 
quality  for  human  consumption.  A  copy  of  the  report  accompanied  this 
data. 


THIELLS  (Letchworth  VUlage) 

Plans  for  proposed  extensions  to  the  water  system  to  serve  the  girls'  group 
at  Letchworth  Village,  Thiells,  Rockland  county,  N.  Y.,  consisting  of  archi- 
tect's drawing  No.  2244,  were  submitted  by  the  State  Architect  to  this  Depart- 
ment for  approval  on  May  14,  1920,  and  after  careful  consideration  by  the 
Engineering  Division  were  approved  on  May  20,  1920.  Revised  plans  making 
toinor  changes  in  the  arrangement  of  the  piping  were  submitted  for  approval 
on  July  21,  1920,  and  approved  on  July  27,  1920. 


THOMPSON  (School) 

An  inspection  of  the  water  supply  of  District  School  No.  10,  at  Thompson, 
Washington  county,  N.  Y.,  was  made  by  Mr.  W.  J.  Erickson,  engineering 
assistant  in  this  Department,  on  December  2,  1919. 

As  a  result  of  the  inspection  it  was  recommended  that  the  school  authorities 
obtain  a  new  source  of  supply  so  located  as  to  be  free  from  all  possible  sources 
of  contamination,  or  if  this  is  not  feasible,  protect  the  present  source  of 
supply  by  repairing  the  lining  of  the  well,  providing  a  tight  cover,  fencing 
the  area  around  it  to  prevent  trespassing,  arranging  the  level  of  the  ground 
above  flood  water,  and  removing  the  school  cesspools  as  far  as  possible  from 
the  well. 


TONAWANDA 

Inspections  of  the  public  water  supply  of  the  city  of  Tonawanda  were  made 
by  representatives  of  this  Division  on  January  21,  1920,  March  17,  1920,  and 
October  19,  1920.  Special  attention  was  given  to  the  chlorination  of  the  water 
at  these  times,  on  account  of  the  fact  that  there  had  been  several  cases  of 
typhoid  in  the  city  due  to  the  failure  of  the  chlorination  apparatus  during 
the  previous  year. 
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VALATIE  (Pann  Colony) 

An  investigation  of  the  water  supply  of  the  Farm  Colony  of  the  Rome 
State  School  for  Mental  Defectives  at  Valatie,  Rensselaer  county,  N.  Y.,  was 
made  by  Mx.  Henry  Ryon,  assistant  engineer  in  this  Departm^it,  on  August 
25,  1920. 

The  main  water  supply  of  the  institution  is  derived  from  a  6- inch  drilled 
well  about  60  feet  deep,  located  200  feet  south  of  the  more  southerly  of  the  2 
buildings  of  the  institution.  There  seemed  to  be  little  chance  of  pollution 
reaching  this  well  except  by  the  entrance  of  water  from  the  floor  of  tne  pump 
house.  The  cottage  is  supplied  from  a  spring  in  a  small  ravine  just  east 
of  the  building,  located  immediately  below  the  chicken-yard  and  hog-yard 
and  also  below  the  cesspool  serving  the  cottage. 

As  a  result  of  the  inspection  it  was  recommended  that  to  supply  the  immedi- 
ate needs  of  the  institution  the  present  well  be  operated  for  a  lon^r  period 
each  day,  either  by  keeping  an  attendant  at  the  pump  house  or  by  equipping  the 
pump  with  an  automatic  controlling  device;  that  provided  it  is  not  intended 
to  increase  materially  the  population  of  the  institution,  an  additional  well 
be  constructed  on  the  plain  near  the  buildings,  and  connected  to  the  system 
of  the  institution;  that  the  floor  of  the  pump  house  be  so  arranged  that  it 
will  be  impossible  for  water  falling  on  it  to  flow  into  the  well;  and  that  a 
new  source  of  supply  of  unquestioned  sanitary  quality  be  developed  at  tht 
cottage. 

VALLEY  JUNCTION 

An  inspection  of  the  public  water,  supply  of  the  depot  of  the  Kew  York, 
Ontario  and  Western  railroad  at  Valley  Junction  was  made  by  Mr.  W.  J. 
Erickson,  engineering  assistant,  on  May  14,  1020. 

Valley  Junction  is  located  on  the  Neversink  river,  in  the  western  part  of 
Orange  county,  about  8  miles  northeast  of  Port  Jervis. 

The  water  used  for  the  wash  basins  and  flushing  the  public  toilets  and  by 
the  station  master's  family  in  the  depot  is  derived  from  a  deep  well  located 
in  the  corner  of  the  cellar  under  the  baggage  room.  The  well  is  said  to  be 
about  300  feet  deep  drilled  mostly  through  gravel.  There  is  a  16-inch  tile 
casing  which  is  said  to  extend  to  the  bottom  of  the  well,  inaide  of  which  is 
a  2-inch  suction  pipe  which  is  also  said  to  extend  to  the  bottom  of  the  well. 
The  top  of  the  casing  is  about  2  feet  abov«  the  cement  floor  of  the  cellar  and  is 
apparently  tight  so  that  none  of  the  overflow  goes  back  into  the  well.  The 
water  is  pumped  into  a  pressure  tank  by  a  hand  pump.  There  is  a  drain 
for  the  cellar  about  10  feet  from  the  well.  This  part  of  the  cellar  waa  used 
for  no  purpose  other  than  housing  the  pump,  and  was  clean  at  the  time  of 
the  inspection. 

The  sewer  pipe  which  conducts  the  wastes  from  the  dwelling  and  toilets 
passes  25  feet  from  the  cellar  wall,  or  about  35  feet  from  the  well,  to  a  cess- 
pool which  is  approximately  100  feet  from  the  well,  at  about  the  same  eleva- 
tion as  the  top  of  it.  This  is  the  only  source  of  possible  pollution  within 
half  a  mile  of  the  well. 

The  well  is  about  a  quarter  of  a  mile  from  the  Neversink  river,  which  at 
this  point  has  a  watershed  of  over  500  square  miles.  The  watershed 
directly  tributary  to  the  well  is  about  4  square  miles.  There  are  about 
7  dwellings  on  it,  housing  about  30  people,  making  the  population  approxi- 
mately 7  persons  per  square  mile. 

It  was  recommended  that  the  present  well  be  abandoned  and  another  con- 
structed at  such  a  location  as  to  be  free  from  possible  contamination,  or  the 
present  sewer  and  cesspool  be  re-located  and  reconstructed. 

The  water  of  this  supply  is  used  by  the  New  York,  Ontario  and  Western 
railroad  for  drinking  and  culinary  purposes.  Data  regarding  the  supply 
were  furnished  to  the  United  States  Public  Health  Service  on  October  19, 
1920,  and  included,  in  addition  to  the  results  of  the  analysis  of  a  sample  of 
the  water,  the  statement  that  at  the  time  of  the  inspecftion  the  conditions 
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surrounding  the  supply  were  not  entirely  satiHractor;,  and  that  the  reeults 
of  the  inipection  and  the  analyaea  of  the  aamplea  indicate  that  the  supply 
cannot  be  considered  to  be  of  aatiafactory  quality  until  the  present  well  is 
abandoned  and  another  constructed  at  such  a  location  as  to  be  free  from 
possible  contamination,  or  the  present  sewer  and  cesspool  be  re-located  and 
I  econstructed  in  accordance  with  our  recommendations.  A  copy  of  the  report 
accompanied  this  data. 

WAPPINGERS  FALLS 

A  reinspection  of  the  public  water  supply  of  the  village  of  Wappingera 
I'^alls  was  made  by  Mr.  Earl  Devendorf,  assistant  engineer  in  this  Department, 
on  November  5,  1919,  a  previous  inspection  of  this  supply  having  been  mode 
by  this  Division  in  l»ia. 

Wappingers  Falls,  a  village  with  a  population  of  about  4,000.  is  located  in 
the  southwestern  part  of  Dutchess  co>inty,  S  miles  south  of  Poughkeepsie 
and  1^  miles  east  of  the  Hudson  river.  The  pumping  station  and  filtration 
plant  are  owned  by  the  Garner  Print  Works,  and  the  distribution  system  and 
Btandpipe  are  owned  by  the  village.  At  the  end  of  a  certain  period,  by  the 
pnyment  of  amortization  charges,  the  village  will  own  the  entire  plant. 

The  water  supply  is  derived  from  Wappingers  creek,  the  intake  being  from 
a  large  penstock  which  leads  from  b  millpond  in  the  northeastem  part  of 
the  village  to  the  hydraulic  power  equipment  of  the  Print  Works.  From  the 
intake  the  water  is  passed  through  a  coagulating  tank,  two  filter  beds,  and  a 
I'lcar  water  well,  from  which,  after  chlorination  with  alwut  0.24  parts  per 
million  gallons,  it  is  pumped  through  the  distribution  system.  The  average 
daily  water  consumption  is  approximately  200,000  gallons  daily,  or  about 
100  gallons  per  capita. 

The  watershed  tributary  to  the  intake  is  about  200  square  miles  in  area, 
and  consists  of  a  moderately  well  populated  farming  district  with  a  resident 
I-opulation  of  about  10,000,  or  50  per  square  mile.  There  are  2  incorporated 
villages  located  on  the  watershed,  neither  of  which  has  a  public  water  supply 
or  sewerage  system.  Opportunities  for  indirect  pollution  of  the  water  supply 
streams  by  surface  wash  from  the  vicinity  of  farm  houses,  barns,  highways, 
railroads,  and  cultivated  fields,  are  fairly  numerous. 

As  a  result  of  the  reinspection  it  was  concluded  that  the  officials  in  charge 
of  the  water  supply  have  in  part  carried  out  the  recommendations  in  our 
previous  report,  and  that  the  purification  plant  was  being  operated  in  a 
satisfactory  and  efflcient  manner  at  the  time  of  the  inspection ;  and  that  the 
cxiBtence  of  cross  connections  between  the  fire  system  at  the  Print  Works 
and  the  village  distribution  system  provides  opportunity  tor  contaminated 
water  to  enter  the  village  mains  at  times  of  test  on  the  lire  pump  or  during 
fires.  (Furthermore,  the  possible  introduction  of  raw  water  into  the 
distribution  system  within  the  mill  affords  opportunity  for  careless  or  ignorant 
use  of  this  water,  when  contaminated  by  raw  water  from  U\e  Eire  pump,  for 
drinking  purposes  by  the  employees  of  the  mill. 

It   was   therefore  recommended   that   the   ofhciale   io    iA\a.Tge  of  the  water 
supply  continue  lo  maintain  careful  and  efficient  a\iiiervis^°^  "^  ^^*  lypeTalioo 
of  the  purification  plant  in  order  that  the  8Ut,i,i„C»-w   ^le  «.^  "-^^  ^™'^*       >*' 
satisfactory  physical  and  sanitary  quality,   tharl^i\\»-P.*^  ***nv''U\^TN 
to  this  Department  for  the  enactment  of  ^ulea  o     ^«e 'f^*    *\oti'-\'>' ^^^  **  >^r«r\ 
protection  of  the  watershed  tributary  t     t>yi=  A  WsX*'*  *''^.™  a\ 

raw  water  supply  at  the  Print  WorK  J    oL  ^\\    ft«^^\*'' 

hvdrants   and   sprinklers  only,   and    ,.''  ^  *t^  t*^ 

within  the  mill  be  supplied  with  »,  '''lat  »-"* 
necessary  to  cross  the  vills^e  syste^hfle^  yi 
valves  of  an  approved  type  and  j.  *!  it"  *' 
such  cross  connections.  ^n         17     ^ 
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WASSAIC 

A  reinspection  of  the  public  water  supply  of  VVassaic  was  made  by  Mr. 
W.  J.  Erickson,  engineering  assistant  in  this  Department,  on  May  27,  1920, 
a  previous  inspection  having  been  made  in  1915. 

Wassaic,  which  is  an  unincorporated  village  of  about  200  inhabitants,  is 
located  in  the  town  of  Amenia,  in  the  eastern  part  of  Dutchess  county.  The 
water  supply  is  owned  and  controlled  by  the  Wassaic  Water  Company.  About 
70  use  this  supply. 

The  water  supply  is  derived  from  two  springs  located  about  a  mile  north 
of  the  village.  The  water  flows  by  gravity  directly  into  the  distribution 
system  and  to  the  storage  reservoir.  The  distribution  system  consists  of  about 
a  mile  and  a  half  of  2-  to  3-inch  wrought-iron  pipe,  on  which  there  are  18 
service  taps,  none  of  which  are  metered.  A  well  is  located  near  the 
center  of  the  village  from  which  an  auxiliary  supply  is  obtained. 

The  springs  from  which  the  supply  is  obtained  are  located  on  the  slope  of 
a  hill.  Immediately  above  the  springs  the  water  apparently  flows  underground 
for  about  400  feet,  while  above  this  it  seems  to  flow  above  ground  after 
issuing  from  the  rocks  of  the  mountain  higher  up.  The  area  through  which 
the  water  flows  over  the  ground  is  about  3  acres  in  extent,  and  is  fenced  w 
as  to  prevent  trespassing.  The  source  of  the  springs  is  probably  in  a  shale 
or  shist  formation  with  considerable  limestone.  In  times  of  drought  the 
spring  fails.  The  water  is  collected  in  two  basins  3  feet  square  about  15  feet 
apart.  They  are  built  of  stone  masonry  and  have  flat  wooden  covers.  From 
the  springs  the  water  is  piped  to  the  village  through  a  2'inch  pipe. 

The  reservoir  is  located  on  the  hillside  about  half  way  between  the  village 
and  the  springs.  It  is  constructed  of  concrete  and  is  covered  with  a  wooden 
roof.  The  reservoir  is  said  to  be  cleaned  and  the  mains  flushed  out  about 
once  a  year. 

An  auxiliary  supply  is  obtained  from  a  dug  well  located  about  25  feet  from 
the  Ten  Mile  river  and  about  500  feet  from  the  Wassaic  creek.  The  well  has 
been  excavated  to  a  depth  of  4  feet,  below  which  6  feet  of  10-inch  tile  has  been 
sunk.  It  was  found  impractical  to  sink  the  well  farther  because  the  water 
entered  it  faster  than  it  could  be  pumped  out,  due  appi^rently  to  the  rapid 
inflltration  of  the  creek  water  through  the  coarse  eand  and  gravel. 

The  area  above  the  springs  from  which  they  probably  derive  their  water 
is  about  half  a  square  mile  in  extent.  There  are  no  houses  on  it  and  the  only 
pollution  is  from  the  cattle  pasturing  above  them.  The  springs  are  practi- 
cally dry  at  certain  seasons  of  the  year. 

The  extent  of  the  watershed  tributary  to  the  well  is  of  course  difficult  to 
determine.  However,  the  area  between  the  streams  and  in  which  the  well 
is  located  is  practically  flat.  The  village  east  of  Ten  Mile  river  is  located 
on  a  hill  and  at  a  higher  elevation  than  that  of  the  well.  On  the  flat  area 
there  are  about  9  houses  from  300  to  400  feet  from  the  well,  and  about  15 
houses  within  500  feet  from  it.  About  20  feet  southwest  of  the  well  is  a 
barnyard  in  which  a  manure  pile  was  stored.  About  50  feet  north  of  the 
well  is  an  empty  pig-pen.  It  was  stated  that  this  pen  has  not  been  in  use  for 
some  time.  The  nearest  privy  is  about  126  feet  west  of  the  well,  and  there  are 
privies  and  cesspools  for  practically  all  the  houses  in  the  village.  Their 
condition  is  such  that  they  undoubtedly  polhite  the  ground  in  the  vicinity, 
which  pollution  may  reach  the  well.  The  watershed  of  the  Ten  Mile  river 
which  flows  near  the  well  is  about  12  square  miles  in  area.  The  stream  un- 
doubtedly receives  some  pollution  above  the  well  in  passing  through  the 
village,  and  since  the  ground  is  very  porous  there  is  a  chance  that  when  the 
well  is  drawn  down  some  of  this  polluting  matter  may  reach  the  well. 

It  was  recommended  in  the  report  dated  September  10,  1920,  that  the  water 
company  permanently  discontinue  the  use  of  the  well  supply,  or  remove  as 
far  as  possible  the  unsatisfactory  conditions  immediately  surrounding  the 
well,  and  provide  effective  filtration  or  sterilization  of  the  supply;  that  the 
fence  around  the  spring  be  extended;  and  that  the  company  endeavor  to 
increase  the  supply  by  further  developing  the  springs  or  obta^ining  water  from 
a  new  source  so  as  to  make  the  use  of  the  well  water  unnecessary. 
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WATERLOO  MEMORIAL  HOSPITAL 

Ad  inspectioQ  of  the  proposed  water  supply  for  the  Waterloo  Memorial 
Hospital,  in  the  village  of  Waterloo,  Seneca  county,  N.  Y.,  was  made  by 
Mr.  Alfred  Mulllkin,  assistant  engineer  in  this  Department,  on  July  1/, 
1920. 

As  a  result  of  the  inspecticm  it  was  found  that  the  dug  well  near  the 
hospital,  which  the  authorities  in  charge  of  the  hospital  contemplated  using 
as  a  source  of  water  supply  in  preference  to  the  village  supply,  would  prolP 
ably  yield  a  water  of  satisfactory  sanitary  quality,  but  was  subject  to  pos- 
sible pollution  from  surface  wash  and  possible  contamination  from  a  tile 
sewer.  It  was  accordingly  recommendecf,  that  should  the  water  from  the 
dug  well  be  used  for  patients  in  the  hospital,  a  sample  of  the  water  be  sent 
to  the  Division  of  Laboratories  and  Research  for  analysis;  and  that  should 
active  contamination  be  found,  the  authorities  immediately  return  them*  and 
elimdnate  if  possible  the  source  of  pollution,  and  if  this  cannot  be  done, 
obtain  water  from  some  other  source. 


WELLSVILLE 

A  reinspection  of  the  public  water  supply  of  the  village  of  Wellsville  was 
made  by  Mr.  £.  S.  Chase,  assistant  engineer  in  this  Department,  on  March 
19,  1920,  previous  inspections  of  the  supply  having  been  made  by  Uiis 
Division  in  1017  and  1918. 

Wellsville  .is  an  incorporated!  village  located  in  the  southern  part  of 
Allegany  county,  on  the  Erie  railroad,  27  miles  west  of  the  city  of  Hornell. 
The  present  population  is  estimated  at  approximately  5,500,  of  whi<?h 
practically  all  are  served  with  the  public  water  supply.  The  waterworks 
are  owned  and  operated  by  the  village  under  the  direction  of  a  board  of 
water  and  light  commissioners. 

The  supply  i»  derived  from  the  Genesee  river,  the  intake  being  located 
about  ^  mile  south  of  the  village.  The  river  water  is  pumped  to  a 
3^000,000  gallon  raw  water  reservoir  on  a  hill  in  the  northern  part  of  the 
village,  and  then  flows  by  gravity  through  three  units  of  slow  sand  filters 
located  adjacent  to  the  reservoir  into  a  500,000  gallon  clear  water  basin, 
from  whence  it  is  distributed  by  gravity  to  the  village.  The  average  watei 
consumption  during  1919  was  577,000  gallons  daily.  The  waterworks  system 
and  purification  plant  remain  practically  the  same  as  described  in  detail 
in  these  previous  reports. 

From  the  inspection  and  the  facts  obtained  thereupon  it  appears  that 
there  are  certain  faults  which  should  be  corrected.  The  intake  should  be  so 
protected  that  its  silting  up  will  be  avoided  in  the  future;  the  direct  con- 
nection between  the  old  Worthington  piunpe  and  the  distribution  system 
should  be  broken;  the  chlorination  plant  at  the  pumping  station  should  be 
kept  in  service  continuously;  the  outlet  from  the  raw  water  reservoir  should 
be  provided  with  an  extension  above  the  bottom  of  the  reservoir  so  as  to 
obtain  the  benefits  of  sedimentation  therein;  and  the  filter  beds  should  be 
overhauled  and  re-sanded.  Consideration  should  also  be  given  to  the  con- 
struction of  another  unit  of  filters,  and  the  filters  should  be  covered  with  a 
layer  of  earth  and  sod  to  prevent  freezing.  At  the  earliest  possible  time  the 
dirty  sand  in  the  filters  should  be  removed  and'  replaced  by  clean  sand.  An 
automatically  controlled  chlorination  apparatus  should  be  installed  for 
chlorinating  the  filtered  water,  and  should  be  in  operation  continuouslv. 
Heat  should  be  provid^ed  for  the  building  in  which  this  apparatus  would  be 
housed.  Furthermore,  in  view  of  the  various  difficulties  which  have  been 
experienced  in  the  operation  of  the  waterworks  system,  a  competent  con- 
sultinfif  engineer  should  be  retained  to  ro  over  the  system  in  order  to  advise 
the  villaiTA  as  to  the  best  means  of  placing  the  works  in  a  proper  condition. 
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WESTBURY 

A  reinspection  of  the  public  water  supply  furnished  by  the  unincorporated 
village  of  Westbury  to  Westbury,  VVheatley  Hills,  Old  Westbury,  and  Carle 
Place,  Nassau  county,  N.  Y.,  was  made  by  Mr.  Alfred  MuUikin,  assistant 
engineer  in  this  Department,  on  Ma^  28,  1920,  a  previous  inspection  of  this 
supply  having  been  made  by  the  Divi6ion  in  1915. 

VVestbury  is  located  in  the  southwestern  part  of  the  town  of  North  Hemp- 
stead, on  the  main  line  of  the  Long  Island  railroad,  aJbout  24  miles  from 
New  York  city.  The  present  population  is  estimated  at  5,000.  Of  the 
total  population,  40  per  cent  are  served  with  water  from  the  public  water 
supply.  The  waterworks  are  owned  and  operated  by  the  municipality  and 
controlled  by  the  village  board  of  water  commissioners. 

The  water  supply  is  derived  from  4  driven  wells,  506,  360,  224,  and  228  feet 
deep,  located  in  the  western  part  of  the  village  some  2,000  feet  northwest  of  the 
railroad  depot  at  Winthrop  street  and  Hicka  lane.  The  two  deeper  and 
older  wells  are  now  used  only  in  case  of  emergency.  The  water  is  obtained 
by  air  lifts  and  flows  into  a  receiving  well.  From  this  receiving  well  it  is 
delivered  by  pumiping  into  a  distribution  system  consisting  of  some  6  miles 
of  castiron  pipe.  The  daily  water  consumption  in  the  sunmier  amounts  to 
approximately  300,000  gallons  per  day  or  150  gallons  per  capita,  while  in 
winter  the  consumption  amounts  to  approximately  250,000  gallons  per  day 
or  125  gallons  per  capita. 

No  specific  sources  of  contamination  were  noticed  in  the  vicinity  of  the 
pumping  plant.  The  area  of  land  reserved  by  the  municipality  for  the  pump- 
ing station  measures  approximately  100  feet  by  300  feet.  There  are  15  or 
more  houses  located  within  a  distance  of  500  feet,  and  one  privy  about  75 
feet  northeast  of  the  new  wells.  The  houses  are  provided  with  cesspools 
and  privies,  there  being  no  sewerage  system  in  the  village.  The  toilet  pro- 
vided for  the  pumping  station  is  located  in  the  southwest  comer  of  the  old 
section  of  the  building,  and  the  sewage  is  taken  care  of  by  two  cesspools,  con- 
nected in  series,  located  some  20  feet  south  of  the  building.  The  effluent 
from  the  second  tank  seeps  through  open  block  tile  drain  into  the  ground. 
The  pumping  plant  as  a  whole,  consisting  of  the  machinery  and  wells,  is 
kept  m  excellent  condition  and  can  well  be  considered  a  model  plant. 

As  a  result  of  the  reinspection  of  the  public  water  supply  of  Westbury. 
it  was  concluded  that  the  water  supply  at  tlie  time  of  the  inspection  was 
apparently  of  a  satisfactory  sanitary  quality,  but  that  the  municipal  authori- 
ties in  charge  of  the  water  supply  have  in  part  carried  out  the  previona 
recommendations  of  this  Department;  that  there  remain  certain  possibilities 
for  serious  contamination  of  the  water  supply  dtie  to  the  close  proximity 
of  the  privies  and  cesspools  to  the  wells,  and  the  fact  that  under  certain 
hydraulic  conditions  caused  by  the  variations  of  the  groimd  water  flow  and 
the  excessive  dra/fts  on  the  wells  they  may  pollute  the  w^ater  supply  by 
percolation  through  the  soil. 

It  was  therefore  recommended  that  all  privies  within  a  radius  of  500  feet 
of  the  wells  be  provided  with  watertight  containers,  and  all  cesApools  within 
that  distance  be  made  impervious  and  that  they  be  maintained  in  satis- 
factory condition  and  properly  cleaned  whenever  necessary  and  the  contents 
disposed  of  in  a  sanitary  manner  in  some  remote  place;  that  a  seweraee 
system  be  constructed  to  take  care  of  the  houses  within  the.  immediate 
vicinity  of  the  plant;  and  that  the  authorities  maintain  a  careful  sanitarv 
patrol  within  the  vicinity  of  the  wells  at  all  times  in  order  to  locate  and 
eliminate  any  possible  sources  of  pollution. 


WEST  HAVERSTRAW  (New  York  State  Hospital  for  the 
Care  of  Crippled  and  Deformed  Children) 

Plans  for   additions  to  the  water  supply   system   serving  the  New  York 
State  Hospital  for  the  Caxe  of  Crippled  and  Deformed  Children   at  West 
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Haverstraw,  Rockland  county,  N.  Y.,  consiating  of  architect's  drawing  No. 
2029,  were  submitted. to  this  Department  for  approval  on  August  0,  1920. 
After  careful  consideration  by  the  Engineering  Division,  the  plans  were 
approved  on  August  11,  1920. 

WINDSOR 

A  reinspection  of  the  public  water  supply  of  the  village  of  Windsor  was 
made  on  May  18,  1920,  by  Mr.  W.  J.  Erickson,  engineering  assistant,  a 
previous  inspection  of  this  supply  having  been  made  by  this  Division  in 
1015. 

Windsor,  a  village  with  a  present  population  estimated  at  750,  is  located 
in  the  southern  part  of  Broome  county,  on  the  Susquehanna  river.  Practically 
the  entire  population  is  served  by  the  supply.  The  waterworks  are  owned 
and  operated  by  the  village. 

The  water  is  derived  from  a  small  upland  watershed  about  2  miles  north- 
east of  the  viilagH.  At  times  of  drought  it  is  necessary  to  supplement  this 
supply  by  pumping  from  a  driven  well  located  about  a  quarter  of  a  mile 
»outh  of  the  village.  From  the  intake  the  water  is  dielivered  to  the  con- 
sumers through  a  distribution  system  consisting  of  4  males  of  castiron 
mains  ranging  in  size  from  4  to  8  inches  in  diameter.  The  well  supply  is 
pumped  into  mains  against  the  pressure  maintained  by  the  storage  reservoir. 

The  upland  supply  is  developed  by  the  construction  of  a  masonry  dam 
about  15  feet  long  and  2  feet  high  across  a  small  brook.  This  dam  diverts 
the  water  into  a  small  masonry  chamber  5  feet  by  8  feet  in  plan  and  5  feet 
deep.  From  this  chamber  the  water  flows  into  an  8-inch  main  leading  to 
the  village.    The  intake  end  of  the  main  is  covered  with  a  metal  screen. 

The  watershed!  tributary  to  the  upland  supply  is  approximately  0.5  of 
a  square  mile  in  ai'ea;  about  half  of  this  is  covered  with  timlber  and  the 
remainder  is  cultivated  land  and  pasture.  There  are  but  2  liouses  on  the 
watershed,  and  both  of  these  are  about  a  quarter  of  a  mile  from  the  stream. 
The  chief  source  of  contamination  is  surface  wash  from  manured  fields. 
There  is  also  the  ever-present  possibility  for  incidental,  accidental,  or  willful 
contamination  due  to  chance  visitors  on  the  watershed.  The  inadequacy  of 
this  supply,  while  due  partly  to  the  small  size  of  the  watershed,  is  also  due 
in  part  to  the  incomplete  development  of  the  stream  and  the  small  storage. 
It  IB  intended  to  better  develop  the  supply  5y  the  construction  of  a  concrete 
dam  which  is  to  form  a  reservoir  which  is  also  to  be  used  for  storage. 

The  reservoir  is  located  on  a  hillside  southwest  of  the  village.  It  is  cir- 
cular in  plan,  with  vertical  sides,  and  is  constructed  of  concrete.  The  reser- 
voir is  surrounded  bv  an  embankment  which  excludes  surface  wash  and  is 
surrounded  by  a  high  wire  fence  and  by  a  low  fine  mesh  wire  screen  around 
its  perimeter. 

The  well  from  which  the  auxiliary  supply  is  obtained  is  located  about  a 
quarter  of  a  mile  east  of  the  reservoir  and  is  about  50  feet  from  the  high- 
way running  south  from  the  village  and  about  500  feet  from  the  west  bank 
of  the  Susquehanna  river.  The  nearest  house  is  about  200  feet  from  the 
well,  at  a  higher  elevation.  Within  a  radius  of  a  quarter  of  a  mile  of  this 
well  the  population  may  be  estinuited  at  about  500  per  square  mile.  The 
watershed  tributary  apparently  to  the  well  may  be  estimated  at  .529  mile, 
most  of  which  is  used  for  pasture  land  or  is  under  cultivation.  At  times  of 
floods  and  ice  jams  the  area  in  the  vicinity  becomes  flooded,  but  at  these 
times  there  is  an  adequate  supply  from  the  upland  source  and  the  well  is 
not  used.  The  well  is  about  80  feet  deep,  and  is  said  to  pass  through  loam, 
gravel,  and  rock,  and  finally  to  water  bearing  gravel.  It  is  probably  cased 
to  the  rock.  A  shed  is  provided  over  the  well.  The  pumping  station  is  a 
one-story  concrete  building  located  near  the  well.  The  pumping  equipment 
consists'of  two  Gk>uld  triplex  pumps  operated  by  lO-hp.  Westinghouse  motors. 
Each  pump  has  a  capacity  of  about  90  gallons  per  minute.  The  pump  house 
and  surroundings  were  not  in  a  neat  and  well-kept  condition  at  the  time  of 
the  inspection. 
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As  a  result  of  the  reinspection  it  was  recoimnfinded  that  the  village 
authorities  make  regular  inspections  of  the  watershed  in  order  to  detect  and 
remove  any  source  of  contamination  found  thereon;  that  the  upland  supply 
be  more  adequately  developed;  that  the  pump  house  and  surroundings  be 
put  in  a  neat  condition;  tiiat  no  land  within  a  radius  of  100  feet  of  the 
well  be  fertilized  or  cultivated ;  that  the  area  30  feet  in  radius  from  the  weW 
be  surrounded  by  a  fence,  and  trespassing  prohibited  within  it;  that  all 
privies  within  500  feet  of  the  well  be  provided  with  water-tight  removable 
containers,  and  the  contents  of  the  containers  disposed  of  in  a  sanitary  man- 
ner at  some  remote  place;  that  the  casing  be  provided  with  a  concrete  collar 
so  as  to  prevent  surface  wash  from  entering  the  well;  and  that  should  algat 
growths  occur  on  the  reservoir,  the  reservoir  be  emptied  and  cleaned  thor- 
oughly; and  that  the  construction  of  a  roof  be  considered. 


WOLCOTT 


A  reinspection  of  tlie  public  water  supply  of  the  village  of  Wolcott  was 
nMide  by  Mr.  Earl  Devendorf,  assistant  engineer  in  this  Department,  <m 
September  27,  1920,  a  previous  inspection  of  this  supply  having  been  made 
by  this  Division  in  1915. 

Wolcott  is  an  incorporated!  village  of  some  1,300  inhabitants  located  on 
Wolcott  creek,  in  the  northeastern  part  of  Wayne  county.  The  water  supply 
is  owned  by  the  village  and  operated  under  the  direction  of  a  board  of 
trustees. 

The  supply  is  derived  from  springs  located  in  the  middle  of  a  cultivated 
field  about  2  miles  southeast  of  the  village.  They  are  surrounded  by  a  wire 
fence,  but  there  are  no  drainage  ditches  to  prevent  surface  wash  from'  enter- 
ing the  8mall  reservoir  near  the  springs.  The  topography  of  the  ground 
surrounding  the  springs,  however,  is  such  that  there  is  little  opportunity 
for  surface  wash  to  enter  the  supply  except  at  times  of  spring  thaws  or  very 
heavy  rainfalls.  The  ^-ater  flows  by  gravity  from  the  springs  to  the  pump 
ing  station  in  the  village,  where  it  is  pumped  into  the  distribution  system. 

The  inspection  was  made  as  a  result  of  a  communication  received  from  the 
local  health  officer  informing  this  Department  of  a  shortage  of  water  and 
requesting  information  concerning  a  proposed  auxiliary  source  of  supply.  At 
the  time  of  the  inspection  it  was  learned  that  the  village  had  engaged  Mr. 
Charles  C.  Hopkins,  consulting  engineer  of  Rochester,  to  aid  them  in  aug- 
menting their  present  supply,  and  that  he  had  advised  them  to  build  a 
storage  reservoir  to  hold  approximately  10,000,000  gallons  of  water,  to  be 
locat^  just  above  the  present  pumping  station. 

As  a  result  of  the  reinspection  it  was  recommended  that,  as  previously 
recommended,  suitable  drainage  ditches  be  constructed  about  the  springs 
and  intake  to  prevent  any  surface  wash  from  entering  the  water  supply,  and 
that  if  the  proposed  reseWoir  be  constructed,  care  be  taken  to  protect  suit- 
ably the  reservoir  from  both  permanent  and  chance  contamdnation. 


WORCESTER 

A  reinspection  of  the  public  water  supply  of  the  village  of  Worcester 
made  by  Mr.  W.  J.  Erickson,  sanitary  inspector  in  this  Department,  on  Octo- 
ber 15,  1020,  a  previous  inspection  of  this  supply  having  been  made  by  this 
Division  in  1916. 

Worcester  is  an  unincorporated  village  of  about  1,300  inhabitants  located 
in  the  eastern  part  of  Otsego  county,  20  miles  northeast  of  Oneonta.  The 
water  supply  is  owned  and  controlled  by  the  Worcester  Water  Gompany. 
There  are  no  public  sewers  in  the  village;  septic  tanks,  oessfpoola,  and  privies 
are  in  general  use. 
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The  supply  is  derived  from  a  small  lake  known  as  Caryl  lake.  From  this 
lake  the  water  flows  by  gravity  through  about  7  miles  of  mains  varying  from 
4  to  10  inches  in  diameter.  The  average  daily  consumption  is  estimated  at 
about  120,000  gallons. 

Caryl  lake,  from  which  the  supply  is  derived,  has  an  area  of  about  40 
acres  and  an  average  depth  of  about  20  feet.  The  level  of  the  lake  has  been 
raised  2  feet  by  the  construction  of  a  small  concrete  dam.  The  intake  is 
several  feet  below  tlie  surface  and  about  75  feet  from  shore  at  the  southern 
or  outlet  end  of  the  lake. 

The  lake  has  a  watershed  about  0.16  square  nule  in  area.  The  village  has 
purchased  practically  all  land  bordering  the  lake  except  a  small  stretch  of 
wood!B  on  the  eastern  shore.  The  area  purchased  has  been  fenced  and  pine 
trees  have  been  set  out  around  the  intake  end.  The  two  dwellings  men- 
tioned in  the  report  on  the'l()ltt  inspection  were  located  in  the  area  pur- 
cliased  by  the  village,  and  there  are  now  no  permanent  sources  of  pollution 
on  the  watershed.  A  shack  located  in  the  woods  on  the  eastern  shore  is 
about  50  feet  from  the  shore  of  the  lake.  There  w^ere  evidences  of  this  shack 
being  used  for  the  stabling  of  horses.  The  area  in  this  part  of  the  water- 
shed is  rather  flat  and  swampy  and  is  apparently  used  to  some  extent  for 
pasturing. 

It  was  therefore  reconmiended  that  the  water  couxpsLnj  continue  to  take 
every  precaution  to  keep  the  supply  in  a  satisfactory  sanitary  condition  at 
all  times. 


YOUNGSTOWN 

A  reinspection  of  the  public  water  supply  of  the  village  of  Youngstown 
was  made  by  Mr.  Earl  Devendorf,  assistant  engineer  in  this  Department,  on 
June  11.  1920,  previous  investigations  of  this  supply  having  ))een  made  by 
this  Division  in  1915  and  1917. 

Youngstown  is  an  incorporated  village  located  in  the  northern  part  of 
Niagara  county  near  the  mouth  of  the  Niagara  river,  and  has  a  popula- 
tion of  about  600  inhabitants.  There  is  no  public  system  of  sewers,  although 
there  are  several  individual  sewers  discharging  into  the  river  at  a  point 
above  the  intake  of  the  public  water  supply.  The  public  water  supply  is 
taken  from  the  Niagara  river  at  a  point  near  shore  and  receives  only  that 
purification  which  is  afforded  by  passing  the  water  through  a  pressure 
mechanical  filter.  It  is  stated  that  the  supply  is  not  used  by  the  residents 
for  drinking  or  culinary  purposes,  local  private  wells  furnishing  such  supply. 

At  the  time  of  the  inspection  the  operator  at  the  pumping  station  was 
not  present,  and  therefore  could  not  be  interviewed  as  to  the  schedule  of 
operation  of  the  filter  plant;  neither  coiild  the  amount  of  alum  being  used, 
which  is  applied  by  means  of  the  shunt  system,  be  determined.  It  is  evi- 
dent, however,  that  beyond  the  application  of  alum  the  operating  conditions 
of  the  water  purification  plant  remain  practically  the  same  as  at  the  time 
of  our  last  inspection.  Some  agitation,  however.  Has  recently  been  started 
for  the  purchase  of  a  chlorination  plant,  although  no  definite  decision  has 
been  reached. 

In  view  of  the  above  facts  it  may  be  concluded  £hat  the  public  water 
f^upply  of  the  village  of  Youngstown  as  derived  from  the  Niagara  river  is 
grossly  polluted,  and  that  the  present  filter  plant  as  operated  does  not 
effectively  remove  all  contamination,  and  that  the  local  officials  in  charge  of 
the  public  water  supply  have  failed  to  carry  out  the  former  recommenda- 
tions of  this  Department  as  to  the  installation  of  the  chlorination  plant, 
which  together  with  the  present  filter  plant  should  if  properly  operated 
provide  a  water  of  satisfactory  sanitary  quality. 

It  was  therefore  recommended,  that  as  previously  recommended,  the  village 
authorities  secure  the  services  of  a  competent  engineer  to  advise  them  as 
to  the  best  and  most  economical  means  of  making  the  necessary  changes 
in  the  waterworks  plant  in  order  to  provide  a  safe  and  wholesome  water 
at  all  times;  and  that  the  village  authorities  immediately  install  a  chlorina- 
tion plant,  and  that  the  apparatus  after  installation  be  operated  at  all 
times  in  a  satisfactory  and  effective  manner  so  as  to  obtain  a  proper  degree 
of  bacterial  purification. 


INVESTIGATIONS    OF    COMPLAINTS   RELATING 

TO   STREAM  POLLUTION 
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INVESTIGATION  OP  COMPLAINTS  RELATING  TO 

STREAM  POLLUTION 

The  pollution  of  the  watercourses  of  the  Stat©  is  a  matter 
affecting  very  closely  the  health  of  the  people.  With  the  increase 
of  population  and  consequent  increase  in  volume  of  sewage  dis- 
charged into  the  watercourses  of  the  State  from  municipalities, 
and  with  the  increase  in  manufacturing  establishments  from  which 
wastes  of  widely  varying  kinds  are  discharged,  the  pollution  of  the 
streams  tends  always  to  become  greater.  The  greater  demand 
upon  the  streams  to  supply  water  to  the  increased  populations 
and  its  more  extensive  use  for  manufacturing  and  agricultural 
purposes  requiies  that  the  purity  of  the  water  shall  be  carefully 
protected.  Furthermore,  the  discharge  into  the  watercourses  of 
this  State  of  sewage,  industrial  wastes,  and  other  refuse  is  a 
source  of  many  complaints  made  each  year  to  the  Department. 
These  complaints  usually  come  from  property  owners  and  other 
persons  directly  affected  by  nuisances  arising  from  stre-am  pol- 
lution. Very  often  requests  for  assistance  and  advice  in  dealing 
with  cases  of  stream  pollution  come  from  local  boards  of  health 
or  other  municipal  officials. 

Where  such  procedure  is  feajaible,  the  complaints  are  referred 
to  local  boards  of  health  for  suitable  action  under  the  provisions 
of  the  Public  Health  Law,  but  in  many  cases  it  becomes  neces^ 
sary  for  the  Engineering  Division  to  make  careful  investigations 
and  prepare  reports  describing  the  conditions  found  to  exist  and 
the  extent  to  which  thoy  give  rise  to  nuisance  or  menace  to  health. 
Copies  of  these  reports  containing  conclusions  and  recommenda- 
tions as  to  the  remedial  measures  which  should  be  taken  are* 
then  transmitted  to  the  local  authorities. 

The  reports  upon  the  more  important  of  such  cases  which 
came  before  the  Department  during  1920  are  given  below,  and 
a  list  is  also  appended  of  all  other  cases. 


BOONVILLE 

Hermann  M.  Biogs,  M.D.,  State  Commissioner  of  Health: 

Dear  Sir. —  I  beg  to  submit  the  following  report  upon  an  investigation 
of   alleged    objectionable    conditions    created    by    the    improper    disposal    of 
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wastes  from  the  factory  of  the  Boon vi  lie  Condensed  Milk  and  Gold  Storage 
Company,  Inc.,  at  Boonville,  Oneida  county,  N.  Y.,  which  was  made  t£e 
eubject  of  complaints  to  this  Department.  Briefly  stated,  the  substance  of  the 
complaints  is  that  the  whey  and  other  wastes  from  the  Boonville  Condensed 
Milk  and  Cold  Storage  Company  are  discharged  into  the  Black  River  Canal 
and  a  small  creek  which  flows  along  lower  Schuyler  street,  creating  insanitary 
and  objectionable  conditions  which  are  detrimental  to  the  health  of  the 
community. 

The  investigation  was  made  on  May  25,  1920,  by  Mr.  A.  I.  Howd,  assistant 
engineer  in  this  Department,  accompanied  by  Dr.  J.  W.  Douglas,  health 
officer  of  the  village  of  Boonville.  The  factory,  the  stream  and  its  surround- 
ings, were  carefully  inspected,  and  several  residents  living  in  the  vicinity 
were  interviewed. 

The  factory  of  the  Boonville  Condensed  Milk  and  Cold  Storage  Company, 
Inc.,  of  which  Mr.  Frank  Rogers  is  president,  is  located  in  the  southeastern 
))art  of  the  village  of  Boonville  between  the  New  York  Central  railroad 
tracks  and  the  Black  River  canal.  The  Boonville  Condensed  Milk  and  Cold 
Storage  Company  assumed  ownership  of  the  plant  on  April  1,  1920,  bat 
the  Boonville  Creamery  and  Gold  Storage  Company,  the  former  owners  of 
the  plant,  continued  to  operate  the  cheese  factory  temporarily  for  the  new 
owners,  who  were  engaged  at  the  time  of  the  inspection  in  the  construction 
of  a  new  condensary.  It  was  stated  that  the  new  firm  would  take  over  the 
milk  business  about  August  1,  1920,  and  become  engaged  in  the  mahufacture 
of  condensed  milk.  At  the  time  of  the  inspection  the  factory  was  engaged 
in  the  manufacture  of  cheese  and  butter,  employing  five  men.     About  29,000 

? rounds  of  milk  were  received  daily,  about  2,000  pounds  of  cheese  manu- 
actured,  and  about  750  pounds  of  butter  made  daily.  The  proposed  con- 
densary will  have  a  capacity  of  150,000  to  200,000  pounds  of  milk  daily. 

The  water  supply  of  the  factory  of  the  Boonville  Condensed  Milk  and 
Cold  Storage  Company  is  obtained  from  the  public  water  supply  of  the 
village  of  Boonville.  The  factory  is  provided  with  a  flush  closet  which 
discharges  sewage  directly  into  the  Black  River  canal.  When  the  canal  is 
empty  the  sewage  flows  down  the  bank  of  the  canal  and  creates  insanitary 
conditions. 

In  genera],  there  are  two  classes  of  industrial  wastes  to  be  disposed  of 
from  the  factory:  The  first  is  whey,  which  amounts  to  about  3,000  gallons 
daily,  about  one-third  of  which  is  taken  away  by  farmers;  the  second  class 
of  wastes  consists  principally  of  wash  water  from  floors,  cans,  and  apparatus, 
and  contains  slight  quantities  of  whey,  curd,  and  other  matter.  No  estimate 
could  be  given  as  to  the  amount  of  water  used  daily  for  washing  purposes. 

The  whey  is  pumped  through  a  li/4-inch  pipe  to  an  open  vat,  5  feet  by  18 
feet  by  13  feet  deep,  located  outside  the  factory  building.  The  surplus  over- 
flows the  vat  and  runs,  together  with  the  whey  that  leaks  out  of  the  vat, 
through  a  ditch  onto  the  bank  of  the  canal.  The  canal,  which  was  empty 
at  the  time  of  the  inspection,  contained  quantities  of  whey  and  decomposing 
organic  matter.  The  waste  water  and  washings  are  collected  by  floor  drains 
and  discharged  through  a  4-inch  castiron  pipe  down  the  bank  of  the  canal. 

When  the  canal  is  empty,  the  wastes  from  the  factory  flow  down  the  bed 
of  the  canal  in  a  northerly  direction,  together  with  the  water  from  a  small 
stream  which  enters  the  canal  a  short  distance  south  of  the  factory.  The 
wastes  and  water  flow  through  the  canal  for  about  2,000  feet  and  then  divide, 
a  portion  flowing  on  through  the  lock  near  Schuyler  street  and  the  other 
X»ortion  flowing  into  a  small  creek,  an  outlet  of  the  canal.  This  creek  flows 
along  lower  Schuyler  street  for  several  hundred  feet,  crosses  Schuyler  street, 
shortly  after  which  it  unites  with  Mill  creek.  Mill  creek  flows  in  a  north- 
easterly direction  and  discharges  into  the  Black  river,  from  which  the 
water  supply  of  the  city  of  Watertown  is  derived. 

The  milky  wastes  could  be  traced  in  the  canal  for  several  hundred  feet 
below  the  plant,  but  no  objectionable  odors  could  be  detected  except  in  the 
immediate  vicinity  of  the  plant.  Several  hours  previous  to  the  inspection, 
water  was  run  into  the  canal  through  the  Forestport  feeder  and  allowed 
to  run  out  through  the  creek  along  lower  Schuyler  street.     Such  a  volume 
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of  water  was  flowing  through  the  creek  at  the  time  of  the  inspection  that 
it  was  impossible  to  observe  the  former  condition  of  the  creek.  It  was 
alleged  by  people  living  in  the  vicinity  that  the  bed  of  the  creek  was 
covered  with  a  thick  slime,  red  in  color,  which  gave  off  a  very  disagreeable 
and  offensive  odor,  and  that  on  account  of  the  odor  they  were  obliged  to 
close  the  doors  and  windows  of  their  houses.  It  was  stated  by  people  inter- 
viewed that  the  objectionable  conditions  occur  only  in  the  spring  when  the 
canal  is  empty  and  there  is  very  little  water  flowing  down  the  creek,  but 
as  soon  as  the  canal  is  filled  with  water  the  wastes  from  the  factory  become 
sufficiently  diluted  and  there  is  enough  water  flowing  down  the  creek  from 
the  canal  to  prevent  the  creation  of  conditions  of  nuisance. 

These  conditions  concerning  which  complaints  have  been  made  may  also 
be  due  partly  to  the  discharge  of  sewage  from  the  village  into  the  canal 
and  the  creek.  The  village  of  Boonville,  practically  all  of  which  is  served 
with  sewers,  has,  however,  no  comprehensive  and  systematic  system  of  •sewer- 
age. As  far  as  could  be  learned,  the  village  began  a  number  of  years  ago 
to  construct  sewers  and  drains  and  discharge  them  into  the  small  streams 
flowing  through  the  village.  From  time  to  time  additional  sewers  have  been 
constructed  by  citizens,  by  the  village  corporation,  and  some  by  joint  effort 
of  the  citizens.  Generally  speaking,  the  sewage  from  the  western  part  of  the 
village  discharges  into  Mill  creek,  while  the  sewage  from  the  eastern  part 
discharges  into  the  Black  River  canal.  A  large  sewer  serving  a  portion  of 
the  eastern  part  of  the  village  discharges  into  the  canal  near  the  stream, 
the  outlet  of  the  canal,  which,  flows  along  the  south  side  of  lower  Schu^^ler 
street.  The  houses  on  the  south  side  of  this  street  have  private  sewer  con- 
nections to  the  creek,  while  the  sewage  from  the  houses  on  the  other  side  of 
the  street  is  collected  by  a  sewer  in  the  street  and  discharged  into  the  creek 
on  the  north  side  of  the  street. 

As  a  result  of  this  investigation  it  seems  that  the  insanitary  and  objec- 
tionable condition  of  the  small  strea/m  which  flows  along  lower  Schuyler 
street,  in  the  village  of  Boonville,  is  caused  both  by  the  discharge  of  wastes 
from  the  factory  of  the  Boonville  Condensed  Milk  and  Cold  Storage  Com- 
pany, Inc.,  into  the  Black  River  canal,  and  by  the  discharge  of  sewage  from 
portions  of  the  village  of  Boonville  into  the  Black  River  canal  and  the 
stream.  The  discharge  of  sewage  from  the  sewers  in  the  village  and  of 
wastes  from  the  factory  into  the  Black  River  canal  constitutes  direct  viola- 
tions of  the  Public  Health  Law,  since  no  permission  has  been  granted  by 
this  Department  for  the  discharge  of  sewage  from  the  sewers  in  the  village 
or  for  the  discharge  of  wastes  from  the  Boonville  Condensed  Milk  and  Cold 
Storage  Company,  Inc. 

These  violations  of  the  Public  Health  Law  should  be  called  to  the  attention 
of  the  village  authorities  and  the  owners  of  the  factory.  The  owners  of  the 
factory  should  be  advised  to  provide  some  proper  method  of  treatment  of 
the  wastes  from  the  cheese  factory  and  the  condensary  before  their  discharge 
into  any  watercourse.  The  company  should  employ  a  competent  sanitary 
engineer  to  advise  them  as  to  the  most  feasible  and  satisfactory  method  for 
the  treatment  of  the  wastes  from  their  plants,  and  plans  showing  the  pro- 
posed method  of  treatment  should  be  submitted  to  this  Department  for 
approval  in  accordance  with  the  provisions  of  the  Public  Health  Law. 

The  sewage  from  the  village  of  Boonville  is,  generally  speaking,  disposed 
of  in  an  improper  and  insanitary  manner.  The  question  of  sewerage  condi- 
tions in  Boonville  has  been  before  this  Department  on  previous  occasions, 
and  the  authorities  have  been  advised  to  prepare  plans  for  and  construct  a 
comprehensive  sewer  system  and  sewage  disposal  works.  With  certain 
additions,  alterations,  and  extensions,  it  would  seem  that  the  existing  sewers 
might  be  incorporated  into  a  comprehensive  sewerage  system,  the  sewage 
from  which  might  be  conveyed  to  some  point  for  treatment  and  ultimate 
disposal.  The  unsatisfactory  and  insanitary  conditions  that  are  now  created 
in  the  village  of  Boonville  could  be  eliminated  in  an  economical,  sanitary, 
and  permanent  manner,  llie  village  authorities  should  therefore  be  advised 
to   employ   a   competent   sanitary  engineer   to   prepare   plans   showing   the 
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cxUting  sewers  and  the  proposed  sewers  which  will  provide  the  village  of 
Boonville  with  a  comprehensive  sewerage  system,  and  showing  a  disposal 
plant  for  the  treatment  of  the  sewage.  These  plans  should  be  submitted  to 
this  Department  for  approval  in  accordance  with  the  provisions  of  the  Public 
Health  Law. 

In  view  of  the  above  facts  I  therefore  recommend: 

1.  That  the  Boonville  Condensed  Milk  and  Ck>ld  Storage  Company, 
Inc.,  be  advised  to  employ  a  competent  engineer  to  prepare  plans  for 
the  treatment  of  wastes  from  the  factory  and  condensary  at  Boon- 
ville, the  plans  to  be  submitted  to  this  Department  for  approval. 

2.  That  the  village  authorities  of  Boonville  be  advised  to  employ  a 
competent  sanitary  engineer  to  prepare  plans  for  a  comprehensive  system 
of  sewerage  and  sewage  disposal  plant  for  the  village,  and  to  construct 
as  soon  as  possible  such  portions  of  the  system  and  disposal  plant  that 
may  be  necessary  to  eliminate  the  present  objectionable  and  insanitary 
conditions  created  by  the  discharge  of  the  sewage  into  the  Black  River 
canal  and  Mill  creek. 

I  further  recommend  that  copies  of  this  report  be  sent  to  the  local  board 
of  health  of  the  village  of  Boonville,  to  the  sanitary  supervisor  of  the 
district,  to  the  Boonville  Condensed  Milk  and  Cold  Storage  Company,  Inc., 
and  to  the  village  authorities. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engineer 
ALBAirr,  N.  Y.,  August  26,  1920 

Copies  of  this  report  were  sent  on  August  27,  1020,  to  the  village  authori- 
ties, to  the  local  board  of  health,  and  to  the  Boonville  Condensed  Milk  and 
Cold  Storage  Company,  Inc. 

CANANDAIGUA 

Hermann  M.  Biogs,  M.D.,  State  Commissioner  of  Health: 

Dear  6ib. —  I  beg  to  submit  the  following  report  on  an  investigation  of 
the  pollution  of  Canandaigua  outlet  by  the  sewage  and  trade  wastes  from 
the  city  of  Canandaigua,  Ontario  county,  N.  Y.  This  investigation  wai 
made  on  July  20-23  and  August  12,  1920,  by  Mr.  W.  C.  Emigh,  assistant 
engineer  in  this  Department,  as  a  result  of  complaints  received  from  town 
and  village  authorities  below  Canandaigua  in  regard  to  such  pollution. 

Canandaigua  is  an  incorporated  city  of  about  8,000  inhabitants.  It  is 
situated  at  the  foot,  or  the  northern  end,  of  Canandaigua  lake,  and  at  the 
head  of  the  outlet  wjiich  bears  the  same  name.  It  is  the  county  seat  of 
Ontario  county,  and  is  located  near  the  center  of  that  county.  The  city 
is  on  the  Auburn  branch  of  the* New  York  Central  railroad,  and  is  the 
northern  terminus  of  the  Northern  Central  division  of  the  Pennsylvania 
railroad.  It  is  provided  with  trolley  service  to  Rochester.  Although  there 
are  several  industries  and  factories  in  Canandaigua,  the  city  is  largely  of  a 
residential  character.  During  recent  years  the  increase  in  population  has 
not  been  rapid.  Census  returns  of  1890  show  a  population  of  5,668;  of 
1900,  aa^'^l;  of  1910,  7,217;  of  1915,  7,501.  A  report  of  the  1920  census 
shows  a  population  about  150  less  than  in  1915.  However,  city  officials 
familiar  with  the  housing  conditions  at  the  present  time  and  in  1015  are 
confident  that  these  last  returns  are  in  error,  as  100  more  houses  are  nov 
occupied  than  were  occupied  -five  years  ago.  In  view  of  this,  it  is  believed 
that  the  present  population  may  safely  be  estimated  at  8,000. 

The  water  supply  of  the  city  is  obtained  from  Canandaigua  lake.  The 
intake  is  located  about  2  miles  up  the  lake  and  500  feet  from  shore  in 
alK>ut  50  feet  of  water.  This  water  is  pumped  direct  to  the  mains  and 
reservoir  and  is  used  without  purification  of  any  kind.  Practically  all  of 
the  inhabitants  are  users  of  this  water.     The  average  daily  consumption 
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approximates  1,000,000  gallons.  This  consumption  varies  somewhat  with  the 
seasons,  being  greatest  during  the  summer  months.  About  160,000  gallons 
are  used  daily  by  the  several  industries  and  railroads. 

Canandaigua  outlet,  into  which  the  sewage  and  trade  wastes  of  Canandaigua 
are  discharged,  flows  from  the  lake  about  8  miles  in  a  northeasterly  direction 
through  Chapin^  Shortsville,  and  Manchester;  thence  easterly  about  12  miles 
through  Clifton  Springs  and  Phelps;  thence  northerly  about  8  miles  to 
Lyons,  at  which  point  it  empties  into  the  Clyde  river. 

Ghapin  is  an  unincorporated  village  with  a  population  of  about  IOO4 
located  4  miles  below  the  head  of  the  outlet.  Shortsville,  an  incorporatM 
village  of  1,228  inhabitants,  is  located  about  3  miles  below  Chapin.  Man- 
chester, an  incorporated  village  of  1,116  inhabitants,  is  located  about  1 
mile  below  Shortsville.  Clifton  Springs,  an  incorporated  village  of  1,664 
inhabitants,  is  located  about  5  miles  1b«low  Manchester.  Phelps,  an  incor- 
porated village  of  1,375  inhabitants,  i»  located  about  5  miles  below  Clifton 
Springs.    These  statistics  of  population  are  based  upon  the  census  of  1015. 

Previous  Investigations  and  Data 

By  special  act  of  the  Legislature  passed  June  15,  1886,  the  village  of 
Canandaigua  was  empowered  to  purchase  lands  along  the  outlet  of  Canan- 
daigua Isdke  and  the  water  power  at  Chapin,  located  on  that  stream,  and  to 
construct  a  public  sewer  along  the  bed  of  the  outlet  for  the  purpose  of 
obtaining  drainage  and  sewerage  for  the  village  of  Canandaigua.  lliis  act 
also  made  certain  provisions  for  the  artificial  control  of  the  flow  of  water 
from  the  lake  irito  its  outlet,  with  the  evident  intention  of  maintaining  a 
sufficient  flow  at  all  seasons  of  the  year  to  avoid  the  creation  of  a  nuisance. 
Under  the  provisions  of  this  act  the  village  acquired  certain  property  rights 
on  both  sides  of  the  stream  as  far  as  Chapin.  The  dam  at  that  point  was 
removed  for  the  purpose  of  maintaining  an  unobstructed  flow  through  that 
section.  The  cost  of  these  property  rights  and  improvements  totaled  about 
$28,000. 

The  larger  portion  of  the  sewerage  system  of  Canandaigua  was  built 
previous  to  the  year  1903.  In  1904  permits  were  granted  by  this  Department 
for  the  construction  of  sewers  on  Hubbell  and  Catherine  streets.  In  1906  a 
complaint  was  received  alleging  that  a  nuisance  and  insanitary  condition 
existed  owing  to  the  pollution  of  the  outlet  by  the  sewage  of  the  village  of 
Canandaigua.  The  complaint  was  investigated  by  a  representative  of  this 
Department,  who  recommended  that  a  settling  tank  be  constructed  to  treat 
the  sewage  of  the  village  before  its  discharge  into  the  outlet,  and  that  gates 
be  installed  and  operated  in  such  a  manner  as  to  regulate  and  equalize  the 
ilow  of  water  from  the  lake  into  the  outlet,  thus  avoiding  the  condition  of 
small  dilution  during  periods  of  minimum  natural  flow.  In  1907  further 
complaints  were  received  by  this  Department.  In  the  fall  of  1907  applica- 
tion was  made  by  the  village  for  permission  to  construct  sewage  in  Lisk 
avenue  and  Gorham  street.  A  provisional  permit  was  granted  for  these 
sowers  January  28,  1908,  which  permit  expired  January  28,  1910.  It  thus 
appears  that  these  sewers,  and  any  other  sewers  or  sewer  extensions  which 
may  have  been  constructed  subsequent  to  1905,  are  now  used  in  violation  of 
the  Public  Health  Law. 

Canandaigua  became  a  city  April  28,  1913.  In  that  year  further  com- 
plaints were  received  by  this  Department  regarding  the  pollution  of  the 
outlet  by  the  sewage  of  the  city.  In  1916  complaints  were  again  received 
of  the  pollution  of  the  outlet.  In  this  year  a  detailed  investigation  was 
undertaken  by  this  Department  in  order  that  the  exact  degree  and  nature 
of  the  alleged  pollution  might  be  ascertained.  The  report  of  this  investiga- 
tion will  be  found  in  the  38tb  Annual  Report,  Volume  II,  page  171.  As  a 
conclusion  of  this  report,  it  was  stated  that  a  nuisance  existed  at  times  in 
Canandaigua  outlet  owing  to  the  discharge  of  the  domestic  and  trade  wastes 
of  the  city  of  Canandaigua  into  that  stream.  It  was  recommended  that  the 
City  of  Canandaigua  be  required  to  submit  plans  for  sewage  disposal  works 
and  to  construct  certain   portions  of   same   immediately.     It   was   further 
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lecommended  that  the  Lisk  Manufacturing  Company,  the  Canandaigua  Gas 
Light  Company,  and  the  New  York  State  Railways  be  required  to  construct 
geparate  and  individual  settling  tanks  or  to  connect  their  sewers  and  drains 
to  the  sewer  system  of  the  city  of  Canandaigua,  or  both. 

Shortly  after  the  completion  of  this  investigation  and  report  the  nation 
became  involved  in  war.  As  a  result  of  conditions  arising  therefrom  and  in 
line  with  the  general  policy  adopted  by  the  State,  certain  projects  which 
would  otherwise  have  been  prosecuted  were  deferred. 

In  July  of  this  year  resolutions  were  adopted  by  the  town  board  of  Man- 
chester and  Hopewell,  and  the  village  boards  of  the  villages  of  Phelps, 
Manchester,  Shortsville,  and  Clifton  Springs,  setting  forth  certain  alleged 
conditions  of  pollution  of  Canandiagua  outlet  and  public  nuisances  arising 
therefrom,  due  to  the'  discharge  into  that  stream  of  the  sewage  of  the  city 
of  Canandaigua,  and  petitioning  that  action  be  taken  by  the  State  Depart- 
ment of  Health  to  remedy  the  alleged  conditions.  In  order  that  existing 
conditions  might  be  accurately  determined  this  investigation  was  undertaken. 

Sewer  System 

The  sewer  system  of  the  city  of  Canandaigua  consists  of  about  17  miles 
of  sanitary  sewers  and  9  miles  of  storm  water  drains.  The  system  is  divided 
into  two  districts,  namely  the  west  side  system  which  includes  about  one- 
quarter  of  the  city,  and  the  east  side  system  which  includes  the  remaining 
three-quarters.  The  sewers  on  the  west  side  vary  from  8  inches  to  18  inches. 
There  is  some  roof  water,  but  there  are  no  catch-basins  draining  into  the 
sanitary  sewers.  The  sewer  system  serves  about  90  per  cient  of  the  inhab- 
itants, and  the  total  average  sewage  flow  was  estimated  to  be  about  1,000,000 
gallons,  or  a  quantity  about  equivalent  to  the  water  consumption.  The  out- 
fall of  the  west  side  sewer  is  located  in  the  bed  of  Canandaigua  outlet  about 
400  feet  below  Main  street.  The  east  side  sewer  outfall  is  located  in  the 
bed  of  Canandaigua  outlet  about  300  feet  below  Saltonstall  street. 

Flow  of  Outlet  and  Dilution  Factors 

Canandaigua  lake  at  its  outlet  has  a  watershed  of  188  square  miles.  The 
surface  area  of  the  lake  includes  18.6  square  miles.  The  outlet  has  two 
channels  for  the  first  two  miles  of  its  length.  The  natural  channel  leaves 
the  lake  about  one-half  mile  east  of  the  foot  of  Main  street,  from  which 
point  it  follows  a  winding  course.  The  head  of  the  artificial  channel  is  at 
the  foot  of  Main  street,  between  the  shipping  dock  and  the  swinmiing 
pavilion.  The  flow  through  both  outlets  is  largely  controlled  by  stop  planks 
or  weirs.  During  periods  of  low  flow  nearly  all  water  is  passed  through 
the  artificial  outlet.  It  is  thus  possible  to  obtain  a  limited  regulation  of  the 
dilution  of  sewage,  all  of  which  is  discharged  into  the  artificial  outlet. 

In  the  following  table  will  be  found  the  total  flow  of  the  two  outlets 
during  the  month  of  each  year  in  c^hich  the  minimum  mean  daily  flow 
occurred,  from  1908  to  1919.  There  will  also  be  found  the  mean  dailV  flow 
of  the  period  of  four  consecutive  days  of  each  year  in  which  occurred  the 
minimum  mean  flow  of  all  such  periods.  These  figures  for  fiow  were 
obtained  by  reducing  the  results  of  stream  gaugings  of  the  outlet  at  Alloway 
in  proportion  to  the  respective  areas  of  the  watersheds  of  the  stream  at 
Alloway  and  at  the  head  of  the  outlet. 


Yeab 


Month  of  minimuni  flow. 

Daily  averai^e  of  mini- 
mum mon 

Minimum  4-dRy  period. 

Daily  average  of  mini- 
mum 4-d 


1908 

1909 

1910 

1911 

1912 

Dec. 

Oct. 

Aug. 

Sept. 

Aug. 

34 
Sept.  7-10 

47 
Nov.  16-19 

37 
Aug.  2-6 

37 
Aug.  11-14 

62 
Aug.  21-5 

28 

25 

27 

33 

49 

1913 


Sept. 

24 
Sept.    12-15 

13 
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Ybab 


Month  of  minimum  flow 
Daily    average  of  mini- 
mum mon 

Minimum  4-day  period 

Daily    average  of  mini- 
mum 4-day 


1914 

1915 

1916 

1917 

1918 

Oct 

June 

Oct. 

Sept 

Sept. 

45 
Aug.  17-20 

44 
July  16-19 

19 
Oct.  3-6 

54 
Sept.  7-10 

57 

Aug.  30- 

Sept.  2 

84 

34 

12 

45 

82 

January 

to  June 

1919 


Feb. 

53 
Feb.  10-13 


42 


On  July  23,  1920,  measurements  of  the  flow  in  the  artificial  outlet  indicated 
a  volume  of  approximately  40  cubic  feet  per  second.  In  the  absence  of 
accurate  measurements  of  sewage  discharge,  the  water  consumption  of 
1,000,000  gallons  per  day  may  be  considered  roughly  as  the  rate  of  flow 
of  sewage.  With  this  flow  of  sewage  it  will  be  readily  seen  from  the 
above  figures  that  there  will  be  insufficient  dilution  ordinarily  and  particu- 
larly at  certain  seasons  to  prevent  a  nuisance,  a  fact  which  is  clearly  con- 
firmed by  the  observations  made  during  the  investigation  and  which  will  be 
1  eferred  to  later. 

Industrial  Plants 

1.  Tlie  Lisk  Manufacturing  Company,  manufacturers  of  enamel  ware.    This 

factory  is  located  in  the  eastern  part  of  the  city  and  employs  about  500 

persons.     The  water  consumption  is  approximately  50,000  gallons  per  day. 

All  iron  ware  is  pickled  in  an  acid  bath  before  being  galvanized  or  enameled. 

The  acid  bath  is  a  0.5  per  cent  solution  of  sulphuric  acid  and  is  used  until 

very  weak,  when  the  contents  of  the  vats  are  discharged  into  the  sewer. 

Seven   vats  are  in   use,  and  the  period  of  use  of  each  bath   is  about  one 

week.     It  results  that  an  average  of  at  least  one  vat  is  drained  per  day. 

The  spent  acid  is  discharged  directly  into  the  sewer  without  provision  for 

periodic  distribution  of  concentrated  wastes.     From  previous  analyses  it  is 

known  that  the  wastes  from  this  plant  contain  considerable  quantities  of 

iron.      It  is  claimed  by  an  official  of  the  company  that  subsequent  to  the 

investigation   of  the  pollution   of   Canandaigua  outlet,   made   in    1916,   and 

in  accordance  with  the  recommendations  of  the  report  of  that  investigation, 

drain   connections  from  the  pickling  vats  were  made  with  the  city  sanitary 

sewers  allowing  the  wastes  of  their  vats  to  pass  directly  into  these  sewers. 

It  was  found,  however,  that  a  quantity  of  liquid  carrying  light  red  parti cleb 

in  suspension  flows  in  a  ditch  from  a  point  on  Ontario  street  opposite  the 

Lisk  plant  to  the  outlet.     The  bed  of  this  ditch  is  highly  colored  by  the 

deposition  of  solids.    Drainage  enters  this  ditch  at  three  points  and  appears 

to  come  from  the  Lisk  plant. 

It  is  possible  that  the  acid  of  the  wastes  from  this  factory  exerts  a  slight 
germicidal  effect  on  the  total  quantity  of  sewage.  On  the  other  hand,  the 
I'haracter  of  the  waste  is  such  as  to  hinder  the  bacterial  activity  upon  which 
nitrification  depends.  Furthermore,  some  iron  salts  exert  a  reducing  effect 
which  tends  toward  the  depletion  of  the  supply  of  available  oxygen  and  to 
the  generation  of  hydrogen  sulphide,  with  resulting  offensive  odors.  It  thus 
appears  that  the  character  of  these  wastes  is  such  as  to  exert  a  deleterious 
effect  on  the  process  of  natural  and  unoffensive  purification  of  sewage  by 
dilution. 

2.  Canandaigua  Oas  Lic^ht  Company,  manufacturers  of  illuminating  gas. 
The  gas  manufacturing  plant  is  located  on  Main  street,  near  the  head  of  the 
outlet.  About  8  tons  of  coal  are  used  per  day.  The  byproducts  are  coke  and 
coal  tar.  The  gases  driven  off  from  the  coal  are  passed  through  a  water 
seal,  wh^re  most  of  the  coal  tar  and  the  various  ammonia  products  are 
removed.  The  gases  are  then  passed  through  various  washers  and  scrubbers 
to  fiirther  purify  the  gas  for  illumination  purposes.  It  was  stated  by  the 
superintendent  of  the  plant  that  the  water  consumption  ranged  from  30,000 
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to  45,000  gallons  per  day.  The  ammoniacal  gas  liquors  are  discharged  into 
an  8-inch  sewer  leading  to  a  nearby  manhole.  A  6-inch  sewer  from  the  plant 
of  the  New  York  State  Kailways  enters  this  manhole;  thence  the  combined 
How  passes  through  a  short  section  of  12-inch  sewer  into  the  city  trunk 
sewer;  thence  directly  into  the  outlet.  This  waste  from  the  gas  plant  con- 
tains various  nitrogen  compounds  and  some  coal  tar.  From  results  of  testa 
in  the  gas  plant  at  Providence,  it  is  estimated  that  the  Canandaigua  plant 
produces  10t>  gallons  of  coal  tar  and  40  pounds  of  ammonia  in  the  ammoniacal 
liquor  per  day.  All  of  the  ammonia  and  some  coal  tar  which  is  not  rec*overed 
are  now  discharged  into  the  sewer  and  thence  pass  directly  to  the  outlet. 
At  the  time  of  the  investigation  in  1916  the  wastes  of  this  plant  and  of 
the  New  York  State  Railways  plant  were  passing  through  a  ditch  directly 
to  the  outlet.  In  accordance  with  the  recommendations  of  the  report  on  that 
investigation,  these  plants  have  been  connected  to  the  city  sewer  as  described. 
The  Gas  company  also  distributes  electric  power.  A  portion  of  this  power 
is  developed  at  their  hydro-electric  plant  at  Llttleville,  but  the  greater  part 
is  generated  at  Rochester  by  the  New  York  State  Railways  and  is  purchased 
from  that  company. 

3.  New  York  State  Railways.  This  company  maintains  carbarns 
and  a  power  station  on  property  adjoining  that  of  the  Gas  company. 
At  present  the  power  station  ia  used  i>nly  as  a  substation,  stepping  down 
by  means  of  rotary  oonverters  the  current  transmitted  from  Rochoker.  There 
are  two  steam-driven  generators  installed,  of  650  kilowatt  capacity  each.  It 
is  dtated  that  these  generators  have  not  been  used  in  a  number  of  years. 
W%en  wee/therf  permits,  the  cars  are  wefidied  out  of  doors,  the  wash  seeping 
into  the  ground  or  running  off  over  the  surface.  In  -winter  the  cars  are 
washed  indoors,  and  the  waj$h  water  passes  through  a  drain  into  Canandaigua 
outlet.  This  wash  water  does  not  appear  to  constitute  either  a  concentrated 
or  objectiona;bIe  type  of  waste.  The  wash  room  and  toilet  fixtures  in  the 
carbarns  are  connected  with  the  city  sewer,  as  described  in  the  preceding 
paragraph. 

In  addition  to  the  above  industries ,  the  Powell  Corporation-  operates  a  vin- 
egar plant,  and  the  Cobb  Preserving  Company  operates  a  preserving  plant. 
A  new  plant  for  the  mamifaicture  of  clothing  is  expected  to  commence  opera- 
tion in  the  near  fitture.  The  sewage  from  none  of  these  plants  is  in  such 
quantity  or  of  such  a  nature  <as  to  require  special  consideration. 

General  Condition  of  Outlet  at  Time  of  Inspection 

The  inspection  in  July  followed  a  period  of  rain  and  moderately  cold 
weather.  The  prevailing  wind  was  from  the  south  which  re^TuIted  in  a  high 
turbidity  of  the  water  at  the  northern  end-  of  the  lake  and  in  the  head  of  the 
outlet.  The  inspection  in  August  occurred  during  a  period  of  warm  weather, 
high  turbidity,  and  considerable  rain. 

The  natural  outlet  of  Canandaigua  lake  is  provided  at  the  point  at  which 
the  'wnater  leaves  the  lake  and  pa^es  under  a  concrete  highway  bridge,  with 
a  concrete  epillway  and  flash  boards.  At  the  time  of  the  investigation  the 
fla^^h  boards  we^e  in  place  and  a  negligible  quantity  of  water  was  flowing  in 
this  channel.  ^V'ater  entering  the  artificial  channel  posses  imder  a  masonry 
arch  highway  culvert.  On  thbe  upstream  side  of  this  culvert  horizontal  tini- 
bers  set  against  vertical  timbers',  the  latter  fastened  to  the  masonry,  form  a 
Riilymerged  weir  0  feet  8  inches  in  length.  About  300  feet  below  thna  culvert 
is  an  old  low  timber  dam.  The  condenser  intake  of  the  gas  company  is 
located  about  20  feet  above  the  dam.  The  we:»t  side  outfall  sewer  of  the  city 
'iA  located  about  100  feet  below  the  dam.  Notwithstanding  the  turbidity  of  the 
water,  the  sewage  rising  from  the  sewer  outfall  and  flowing  downstream  could 
be  readily  seen.  Below  this  upper  outfall  sewer,  oil.  greasy  scum,  and  sus- 
pended solids  presented  abundant  evidence  of  sewage  pollution. 

At  the  lower  or  ea^t  side  outfall  sewer  of  Canandaigua,  the  sewage  coqM 
]ye  seen  as  it  mingled  with  the  turbid  wa/ter  of  the  stream.  Scum  and-  susk 
pended  solids  in  augmented  amounts  were  visible  below  this  outfall.  From 
this  point  to  the  point  of  confluence  of  the  two  channels  the  stream  flows 
through  agricultural  land. 
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Belaw  the  junction  of  the  two  outletB  of  Canandaigua  lake  the  stream 
flows  through  nuirshy  land.  At  such  poiirte  as  obstructions  occurred  at  the 
Hurfaiee  scum  had  collected.  At  the  Pennsylnrania  railroad  bridge  the  stream 
was  carrying  some  sucrpeoded  matter  of  such  size  as  to  be  plainly  visible.  It 
w«i8  stated  by  a  number  of  residente  living  between  this  point  ami  Shorts- 
vklfce  that  at  times  conditions  of  the  stream  are  extremely  offensive;  that 
solids  whdch  have  been  deposited  on  the  stream  bed  become  dislodged  in  l<arge 
quantities,  rise  to  the  surface  and  float  djown  stream  in  masees  from  2  to  (5 
inches  in  diameter.  At  Ohapin  the  flow  is  rapid  above  the  bridge  owning 
to  the  removal  of  tbe  dam  as  previoucAy  described;  below  the  'bridge  a  good 
current  exists.  From  Chapin  to  the  pond  at  Liittleville  there  is  in  general 
a  good  current,  and  few  if  any  places  in*  which  sewage  would  tend  to  accumu- 
late. There  was  In  this  section  a  considerable  growth  of  grass  and  weeds  in 
the  stream.  Near  the  east  bank  orgvinic  growths  in  the  form  of  a  green  scum 
was  found. 

At  the  Littleville  hydroelectric  plant  a  boom  was  stretched  across  the 
flume.  A  quantity  of  greasy  scum  had*  collected  above  this  boom.  The 
vrater  entering  the  fllisne  was  carrying  scum.  Accumulations  of  scum  were 
lodged  against  the  dam  and  east  shore  of  the  pond.  Gas  was  rising  through 
the  water  in  the  section  of  the  flume  extending  from  the  racks  to  a  point 
about  90  feet  back  of  them.  The  operator  at  the  hydroelectric  plant  stated 
that  at  times  large  quantities  of  floating  solids  lodge  in  the  flume  and  above 
it  and  that  at  such  times  the  odor  is  very  offend ve.  In  order  to  dispose  of 
this  floating  matter  it  is  necessary  to  open  a  gate  in  the  side  of  the  flume. 
He  pointed  out  a  quantity  of  this  solid  matter  which  had  been  sluiced  out 
of  the  flume  and  had  lodged  in  the  dry  portion-  of  the  stream  bed  below  the 
dam.  This  deposit  gave  off  a  strong  objectionable  odor  of  undigested  sewage 
fdudge.  A  coneiderable  quantity  of  scum  had  collected  on  the  siirface  of  the 
back  water  under  the  highway  bridge  a  short  distance  below  the  dam  and  was 
in  a  putrefactive  condition.  The  dam  which  impounded  water  at  Littleville 
at  the  time  of  the  previous  inveetugation  failed  in  1917.  It  appears  that 
the  water  thiis  released  from  the  pond  by  the  failure  of  the  dam  flooded  cer- 
tain buildings  in  Shortsville.  It  was  stated  by  residents  of  that  village  that 
the  receding  waters  left  a  large  quantity  of  solids  and  sludge  which  wan 
easily  recognized  as  coming  from  sewage.  From  the  preceding  it  appears 
evident  that  quantities  of  sewage  soMds  are  carried  down  as  far  as  the  Little- 
ville pond,  where  some  deposition  occurs  followed  by  putrefaction  and  the 
creation  of  objectionable  conditions. 

At  Shortsville  the  outlet  skirts  the  main  part  of  the  residential  section  but 
passes  through  the  industrial  section.  At  the  upper  end  of  the  village  a  low 
dam  diverts  the  flow  of  the  stream  into  a  raceway  serving  th^^  Panec 
Machine  Company  and  the  Shortsville  Paper  Company.  The  dam  is  of  timber 
couf^truction  and  in  such  a  condition  tihat  considerable  leakage  occurs.  A 
diversion  of  the  major  portion  of  the  water  tends  materially  to  decrease  the 
current  in  the  natural  stream  bed.  A  fairly  large  pond  is  formed  in  the 
indaistriad  section  by  a  second  dam  of  concrete  located  near  the  street  bridge. 
The  water  which  enters  the  raceway  above  the  uiptper  dam  is  returned  to  the 
stream  below  the  lower  dam.  At  the  time  of  the  investtsfation  the  Pane? 
Machine  Company  was  discharging  a  considerable  quantity  of  sewasce  and 
industrial  wastes  into  this  pond  at  two  points.  The  discharge  of  untreated 
sewage  and  wastes  into  this  poind  under  the  conditions  of  low  flow  or  of 
quiescence  would  tend  to  increase  conditions  of  pollution-  and  resiiltinsr  nui- 
sance at  this  point.  The  village  heailth  oflicer  of  Shortsville  renorted  that 
at  times  conditions  there  are  extremely  offensive  and  that  he  believes  a  dis- 
tinct nuisance  is  created. 

Between  Shortsville  and  Manchester  the  flow  is  in  general  fairly  ranid, 
and  it  is  improba<ble  that  any  deposits  of  sewage  sludvpe  exist  in  this  section. 
At  the  village  of  Manchester  the  area  formerly  flooded  by  a  dam  i«»  now  drv. 
The  stream  is  confined  to  a  channel  of  normal  width  and  maintains  a  fair 
rate  of  flow  thTou«'h  the  villa^re.  From  the  vilda^e  of  Man<^eRter  to  the 
settlement  of  MancheMer  Center  the  stream  flows  throu«rh  aGrricuHiiral  land 
at  a  considerable  distance  from  the  highway.     Through  Manchester  Center 
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tlie  flow  is  somewhat  more  sluggish  owing  to  back  water  caused'  by  the  stones 
piled  in  the  stream,  the  remains  of  an  old  dam.  A  short  distanoe  above  the 
bridge  which  is  located  just  north  of  Mancihester  Center  stome  scum  was 
seen  lodged  against  a  growth  of  weedsi  From  this  point  to  a  bridge  %  of 
a  mile  eouthiwest  of  Gypeum,  a  distance  of  about  2%  miles,  the  stream  flows 
through  an  agricultural  section  but  at  a  conaiderable  distance  from  the  high- 
way. A  short  distanoe  below  the  last  mentioned  bridge  stones  are  failed  across 
the  stream,  tlius  diverting  the  flow  into  a  canal  leading  to  the  mill.  Several 
accumulations  of  scum  were  found  in  this  section.  Below  Gytpsum  the  high- 
way follows  the  general  course  of  the  stream  the  greater  part  of  the  distance 
to  Phelps.  A  section  of  the  stream  about  one  mile  long  and  beginning  at  a 
point  about  one  mile  below  Gypeum  has  a  low  velocity.  From  Uiis  point  to 
the  upper  end  of  the  Upper  M;ill  pond  at  Phelps,  a  distance  of  about  2% 
miles,  the  velocity  in  general  is  good.  Occasionally  scum  was  found  in  this 
portion  of  the  stream. 

The  outlet  flows  through  the  village  of  Phelps  but  is  outside  of  the  built-up 
portion.  Two  water  (powers  have  b^n  developed  in  this  section  about  half  a 
mile  apart.  The  upper  dam,  constructed  of  timber  with  masonry  piers,  abut- 
m«it8,  and.  wing-walls,  is  in  place,  ibut  the  mill  in  which  the  power  was  used 
has  recently  been  destroyed  by  fire.  This  dam  beicks  water  in  two  channels 
for  a  considerable  distaiKe.  Below  the  dam  tbe  scum  was  seen  in  slack 
water. 

At  the  lower  dami,  which  is  of  concrete,  hydraulic  power  is  developed  for 
use  in  a  grist  mill.  At  this  point  scum  was  found  at  the  head-gates.  Belov 
the  dam  Flint  creek  discharges  into  the  outlet.  Ooneiderable  rain  had 
occurred  during  the  afternoon  and  evening  preceding  the  investigation  at 
this  point,  and  the  water  in  this  brook  was  hif^hly  turbid  and  of  a  brownish 
color.  The  water  in  the  outlet  just  above  the  point  of  confluence  of  the 
streams  was  fairly  clear  and  such  turbidity  as  it  carried  was  of  a  grayish 
color. 

Summary  and  Conclusions 

As  a  result  of  thie  investigation,  together  with  the  resuUs  of  previous 
investigations  and  data  at  hand,  and  after  a  careful  consideration  of  the 
conditions  of  the  stream  above  and  beTow  the  points  of  {>ollution>  and  tbe 
volume  of  flow  required  properly  to  care  lor  the  quantity  of  sewatre  and 
other  wastes  discharged  into  Canandaigua  outlet,  at  Canandaigua,  the  follow- 
ing smnmary  and  conclusions  are  presented: 

1.  That  owing  to  the  quantity  of  domestic  sewage  and  trade  waf^tes  dis- 
charged into  the  outlet  of  Canandaigua  take  from  the  city  of  Oanandaignt. 
and  to  the  oomiiaratively  low  flow  of  water  through  the  outlet  during  th^" 
sumfmier  and  fall  nwnths,  a  public  nuisance  is  created,  which  condition  of 
miisanoe  would  be  intensified  at  times  when  the  flow  of  the  outlet  is  'less  than 
occurred  during  this  investigation. 

2.  Thfat  the  nuisance  is  largely  due  to  the  discharge  into  Canandaigua 
outlet  of  diomestic  sewage  from  the  city  of  Canandaigua,  and  to  a  lesser  extent 
to  trcule  wastes  from  the  plants  of  the  Lisk  Manufacturing  Company  and  the 
Canandaigua  Gas  Light  Company. 

3.  That  due  to  the  increasing  quantity  of  sewage  as  indicated  by  the  water 
consumption  of  the  city  of  Canandaigua.  the  {pollution  of  the  waters  of  Canan- 
daigua outlet  therefrom  is  greater  than  at  the  time  of  the  investigation 
of  IW-ft. 

4.  That  subsequent  to  the  iniveetigation  of  the  pollution  of  CanAnd<aigii4i 
outlet  in  1916,  and  in  partial  acooi^lance  with  the  recommendations  of  the 
report  on  that  investijFation,  drain  connections  were  made  with  the  city 
sanitary  sewers  permitting  the  discharge  thereinto  of  a  portion  of  the  indn<(- 
trial  wastes  of  the  Lisk  Manufacturing  Company,  but  that  a  part  of  these 
wastes  continues  to  flow  through  an  open!  ditch  to  Canandaigua  outlet  into 
which  it  is  discharged. 

6.  That  subsequent  to  the  investigation  of  the  pollution  of  Canandaigua 
outlet  in  1916,  and  in  aooordanoe  with  the  recommendations  of  the  report 
on  that  investigation,  connections  have  been  made  with  the  city  sanitary 


eewers  permitting  the  ditcbarge  thereinto  of  the  MsitAry  aewage  and  indue- 
triai  wastes  of  the  Cauandftigua  Gas  Light  Oompao;  and  the  New  York  State 
itaitways,  and  that  these  Banitary  and  induBtriai  wastes  are  so  diecbarged. 

a.  That  the  pollution  of  the  waters  of  Canandaigua  outlet  ia  increased  by 
tiie  diecbarge  into  these  waters  of  the  sanitary  sewage  and  iiiduetriai  wa«te 
from  the  pUnt  of  the  Papec  Machine  Oompany  located  at  Sbortevilte. 

RecommendationB 

In  view  of  the  above  I  would  reoonmiend : 

1.  That  the  city  of  Canandaigua  be  required  to  submit  to  this  Depart- 
ment aatisfactory  plane  tor  proper  sewage  diapoeal  works  designed  to 
treat  Uie  entire  aewage  of  the  city  befure  it  is  discharged  into  the  outlet 
of  Canandaigua  lake.  These  plans  should  include  treoiatent  by  both 
sedimentation  und  filtration,  or  methods  equally  satisfactory. 

2.  That  after  the  approval  by  this  Department  of  the  above  mentioned 
plans,  the  city  of  Canandaigua  be  required  to  construct  the  sedimentation 
tanks  at  the  earliest  possible  date,  ajtd  that  permission  be  granted,  upon 
application  therefor  by  tlie  city,  for  the  deferment  of  construction  of  the 
filter  until  such  time  aa  the  Commissioner  of  Health  shall  deem  such 
eonstruction  necessary. 

3.  That  the  Lisk  Manufacturing  Company  be  required  to  make  suitable 
drain  and  sewer  connections  and  to  diecharge  all  of  the  sanitary  sewage 
and  industrial  woates  from  its  plant  at  CiiJiaii<Uugua  into  the  sanitary 
sewefs  of  that  city. 

4.  That  provision  be  made  by  the  city  of  Oanaardaigua  for  a  more 
flexible  and  positive  r^ulation  of  the  flow  of  water  from  Canandaigua 
lake  into  its  outlet  tb«i>  ia  now  possible. 

5.  That  the  Pnpec  Machine  Company  prepare  and  submit  to  this 
Departtnent  satisfactory  plans  ahowtng  details  of  construction  and  opera- 
tion of  a  plant  designed  properly  to  treat  its  sanitAry  sewage  and  indus- 
trial wastes  and  upon  the  approval  of  same  construet  the  plutt  in  accord- 
ance tlierewith. 

I  would  further  recommend  that  copies  of  this  report  be  sent  to  the  Gov- 
ernor, boards  of  health  of  the  towm  of  Manrbester  and  Hope>n«ll;  the  vil- 
lages of  Shortsville.  Mamjteeter.  Cliiton  Springs,  and  Phelps;  and  the  mayor 
and  conrnxwi  counoil  of  the  city  of  Canandaigua;  to  the  sanitary  supervisor 
of  the  district,  the  Lisk  Manufact^iring  Company,  and  the  Papec  Machine 
Company. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engineer 
Albahv,  N.  Y.,  Auguit  19,  I9Z0 

Copies  of  Hiis  report  were  sent  on  Ai^fiBt  20,  1920,  to  the  Governor,  to 
the  sanitary  supervisor,  to  the  city  authorities  of  Canandaigua,  to  two 
rmuiufacturing  plants  duirhirging  wastes  into  the  stream,  and  to  the  oom.- 
plalnants.  On  October  25,  1920.  a  notice  of  ^KfaTin^  and  an  order  to  show 
cause  was  sent  to  the  city  of  Canandaigua.  At  the  hearing  held  at  ilbany 
on  NovemWr  9,  1920.  it  -was  stipulator  that  tlie  city  of  Csnandaieua  wb«  *o 
snrhmit  plans  to  the  Stat«  Doparttnenv  „\  'aps.Xttv  ^  "Mmc^  \,  ^Wi^.  *™  ™ 
(whmit  the  bond  proposition  to  the  ^J"  i..  ^\  C;w\mA».V»^*- '''^  ^^!?\?„  «^i 
lf»2l,  and  that  the  ex^vation  and  t.S^'>^tiwr3  wT^  '"^^^^ ^'*',^^ 
August  1,  rni.  and  that  the  P'-t^^^\V^^^  ^^^^  ^  ' 
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county,  N.  Y.  The  investigation  was  made  ad  a  result  of  complaints  received 
at  this  Department  in  regard  to  the  pollution  and  the  insanitary  ocniditiong 
cauBed  by  the  disoharge  of  wastes  from  the  factory  into  Saw  J^liil  bay.  The 
factory  ancb  its  surroundings  were  carefully  inspected,  and  the  metLods  of 
operation  of  the  factory,  the  diapoeal  of  waistes  therefrom,  and  the  effects  of 
their  discharge  upon  Saw  Mill  bay  were  examined.  The  investigation  was 
made  on  May  26,  1920,  by  Mr.  A.  I.  Howd,  assistant  engineer  in  this  Depart- 
ment, accompanied  by  Dr.  0.  J.  Lafontaine,  health  officer  of  the  village  of 
Chaumont. 

Chaumont  i»  an  incorporated  village  having  a  population  of  about  700, 
located  in  the  west-oentral  part  of  JefTeraon  county.  It  is  on  the  Gape  Vin- 
cent branch  of  the  New  York  Central  Eailroad,  about  14  miles  from  Water- 
town.  The  village  is  'located-  on  a  peninsula  which  extends  into  Chaumont 
bay.  The  Chaumont  river  is  on  the  northwest  side  of  the  village,  and  Horse 
creek  on  the  southeast  siide.  The  soil  in  and  surrounding  the  village  is  a 
clayey  loam  for  a  depth  of  about  one  foot  which  is  underlain  by  fissured 
rock.  In  numerous  places  the  rock  outcrops  at  the  surface  of  the  ground. 
The  village  baa  no  public  water  supply  and  no  sewerage  system. 

The  Chaumont  Milk  station  is  located  outsnde  the  eastern  village  line,  about 
0.3  mile  from  Horse  creek  and  Saw  Mill  bay.  The  factory,  which  is  owned 
and  operated  by  E.  W.  Coon,  of  29  South  Water  street,  Philadelpliia,  Penna^ 
was  established  about  1010,  but  has  been  operated  by  ^e  present  owner  only 
since  June,  1919.  It  was  formerly  operated  by  the  Bordens  Farm  Products 
Company,  Inc.,  as  a  milk  rex^eiving  and  shipping  station.  The  factory  is 
now  engaged  in  the  manufacture  of  cheese,  employing  from  12  to  22  men. 
From  8,000  to  30,000  pounds  of  milk  are  received  at  the  factory  daily, 
depending  on  the  season  of  the  year;  at  the  time  of  the  inspection  the  maxi- 
mum amount  was  being  received.  About  3,000  pounds  of  American  cheese 
and  1,000  pounds  of  whey  cheese,  or  "Ricotta^'  cheese,  were  being  manufac- 
tured daily.  The  usual  processes  for  the  manufacture  of  tlie  cheese  are 
employed  at  the  plant. 

The  water  supply  for  the  factory  is  obtained  from  Saw  Mill  bay,  the  intake 
being  located  a  short  distance  from  the  ipoint  where  the  wastes  from  tKe 
factory  enter  the  ibay.  The  water  is  pumped  into  two  elevated  galvanized- 
iron  tiBinks  having  a  capacity  of  900  gallons  each,  located  at  the  factory. 
From  these  tanks  the  water  flows  by  gravity  througih  the  plant.  The  amount 
of  water  used  at  the  plant  for  all  purposes  may  be  roughly  estimated  at 
5,000  gallons  daily. 

The  factory  is  provided  with  a  one-seat  Kaustine  chemical  closet  located 
adjacent  to  the  factory.  When  the  tank  becomes  full,  the  contents  are  carted 
away  and  buried. 

In  general,  there  are  two  classes  of  wastes  to  be  disposed  of  from  th^ 
factory.  The  flrst  is  whey,  which  amqpits  to  about  2,000  to  2,500  gal1on« 
daily,  a  small  portion  of  which  is  talren  away  by  farmers.  The  second  cla!« 
of  wastes  consists  principally  of  wash  water  from  floors,  cane,  and  anparatii<. 
and  contains  slight  quantities  of  milk,  whey,  curd,  and  other  matto*.  The 
amoimt  of  water  used  for  washing  purposes  was  estimated  to  be  about  2,000 
gallons  daily. 

A  portion  of  the  whey  is  run  through  a  4-inch  pipe  to  two  circular  wooden 
vats  about  5  feet  deep  and  8  feet  in  diameter  located  outside  the  factorv, 
from  which  it  is  taken  away  by  the  farmers.  The  remainder  of  the  whey 
IS  run  through  a  separate  system  of  pipes  and  disposed  of  with  the  wash 
water.  As  a  result  of  the  vats  either  leaking  or  overflowing,  the  f^ound  in 
the  vicinity  was  in  an  insanitary  condition  and  gave  off  offensive  odors. 
The  wash  water  and  surplus  whey  are  collected  by  floor  drains  and  dis- 
charpred  through  about  300  feet  of  6-inch  tile  onto  the  ground  near  tiie 
railroad  at  an  elevation  of  about  45  feet  above  the  bay.  The  wastes  flow 
in  a  circuitous  course  for  several  feet  and  then  enter'  an  openintr  in  the 
firround,  from  which  they  apparentlv  flow  through  crevices  in  the  rocks  and 
eventually  enter  a  cove  in  Saw  Mill  bay  seemingly  unchansred  in  character. 
The  course  of  the  malky  wastes  could  be  noticed  for  several  hundred  feet  in 


Investigations  Relating  to  Stbbam  Pollution  347 

th-e  water  of  the  bay.  Near  their  point  of  emisBion  from  the  rocks  and  in 
the  immediate  vicinity  stagnant  pools  of  decomposing  organic  matter  were 
observed  which  gave  off  offensive  odors. 

There  are  a  number  of  houses  located  on  a  high  bluff  on  the  southeast 
side  of  the  bay  a  short  distance  from  the  point  where  the  wastes  enter  it. 
People  interviewed  stated  that  on  warm  days  the  odors  arising  from  the 
cove  and  bay  were  very  offensive.  The  bay  is  used  to  a  considerable  extent 
for  boating  and  other  pleasure  purposes,  which  are  affected  by  the  discharge 
of  the  wastes  into  the  bay. 

The  nmtter  of  wells  becoming  polluted  by  wastes  from  the  cheese  factory 
was  brought  to  the  attention  of  the  engineer  at  the  time  of  the  inspection. 
One  case  in  particular  was  investigated  on  a  street  several  hundred  feet 
south  of  the  factory  from  the  point  of  discharge  of  the  wastes  into  the 
ground.  A  well  85  feet  deep  was  drilled  about  four  years  ago  and  a  gaso- 
line pump  installed,  at  a  private  residence.  Extensive  plumbing  fixtures 
and  piping  were  installed  and  the  water  was  used  for  all  domestic  purposes 
including  drinking.  About  June,  191(>  (about  the  time  manufacture  of  cheese 
was  begun  at  the  factory),  the  water  acquired  a  peculiar  taste  and  later 
had  a  noticeable  whey  odor.  The  odor  of  the  water  became  so  strong  and 
disagreeable  that  it  was  impossible  to  use  the  water  even  for  flushing  the 
toilet  fixtures.  At  the  time  of  the  inspection  some  water  was  pumped  from 
the  well  and  it  was  found  to  have  a  decided  milky  color  and  a  noticeable 
whey  odor.  Tlie  engineer  was  also  advised  that  other  wells  in  the  vicinity 
had  become  similarly  affected. 

The  above  conditions  are  apparently  caused  by  the  improper  disposal  of 
wastes  from  the  cheese  factory.  Considerable  quantities  of  whey  and  wash 
water  are  discharged  into  rode  holes  in  the  ground  from  which  the  wastes 
apparently  flow  through  crevices  in  the  rocks,  polluting  wells  over  600  feet 
from  their  point  of  discharge  into  the  ground  and  eventually  entering  a 
cove  in  the  Saw  Mill  bay  O.S  mile  from  the  factory,  causing  insanitary  and 
offensive  conditions.  The  discharge  of  wastes  from  this  factory  into  Saw 
Mill  bay  and  the  ground  waters  tributary  to  it  is  a  direct  violation  of  the 
Public  Health  Law,  since  no  permission  has  been  granted  to  the  owner  of 
the  factory  to  discharge  wastes  from  the  factory  at  Chaumont  into  the  bay 
or  the  ground  waters  tributary  to  it.  It  would  seem  desirable  therefore  that 
he  be  advised  to  make  immediate  application  to  this  Department  for  per- 
mission to  discharge  the  wastes  from  the  factory. 

In  view  of  the  above  facts  it  is  evident  that  it  will  be  necessary  to  provide 
some  method  other  than  that  employed  at  present  for  the  disposal  of  wastes 
from  the  factory.  Whey  contains  such  large  quantities  of  decomposable  organic 
matter  that  it  is  practically  impoesible  to  dispose  of  it  by  treatment  in  settling 
tanks  and  by  discharging  it  into  relatively  small  streams  or  small  bodies  of 
water.  The  whey  might  be  discharged  into  tank  wagons,  carted  away  and 
distributed  over  farm  land;  or  since  the  country  east  of  the  factory  is 
sparBcly  populated,  arrangements  might  be  made  whereby  the  whey  might 
be  pumped  onto  some  farm  land  about  a  half  mile  distant,  which  would 
serve  the  double  purpose  both  of  disposing  of  the  whey  and  also  enriching  the 
soil.  On  the  other  hand,  it  might  be  possible  for  the  owners  of  the  factory 
either  to  require  or  pay  the  farmers  to  take  all  the  whey  away. 

The  waste  water  and  washings  consist  principally  of  water  and  contain 
small  amounts  of  milk,  whey,  curd,  and  other  matter.  In  cases  where  a 
body  of  water  or  stream  flow  is  large  enough  to  provide  ample  dilution, 
treatment  of  the  waste  water  nnd  washings  in  a  settling  tank  may  be  suf- 
ficient. \^Tien  the  vohime  of  flow  in  a  stream  or  a  body  of  water  is  not 
large  enough  or  there  is  not  sufficient  circulation  of  the  water  properly  to 
(fihite  the  effluent  from  the  settling  tank  treating  the  waste  water  and  wash- 
injrs,  it  Is  necessary  that  supplementary  works  for  more  complete  treatment 
of  these  wastes  be  provided,  such  as  some  form  of  filter;  or  where  soil  con- 
ditions are  favorable,  the  construction  of  cesspools  to  receive  and  dispose  of 
the  effluent  from*  the  settling  tanks. 

At  Chaumont  the  soil  conditions  are  not  favorable  for  the  disposal  of  the 
waste  water  and  washings  in  leaching  cesspools.     Furthermore,  owing  to  the 
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character  of  the  ground  it  would  not  be  safe  to  discharge  into  the  ground 
waters  near  this  plant  any  effluent  but  a  properly  settled,  filtered,  and 
steriliased  effluent.  A  more  economical  method  of  disposing  of  the  waste 
water  and  waahings  than  sedimentation,  filtration,  and  sterilization  mi^ht 
be  afforded  by  treatment  of  the  wastes  in  a  settling  tank  and  by  discharging 
the  effluent  through  a  pipe  line  into  Horse  creek,  about  one-half  mile  north- 
west of  the  plant.  This  creek  has  a  drainage  area  of  about  17  square  miles, 
and  should  provide  proper  dilution  for  the  effluent  from  a  settling  tank  to 
treat  the  waste  water  and  washings.  If  it  should  be  found  after  a  reason- 
able time  that  the  volume  of  fiow  in  the  stream  is  not  sufficient  properly  to 
dilute  the  effluent,  it  would  be  necessary  to  provide  supplementary  works 
for  more  complete  treatment  of  the  wastes.  On  the  other  hand,  the  wastes 
might  be  collected  and  pumped  back  onto  farm  land,  together  with  the 
whey.  If  the  owner  of  the  factory  decides  that  some  method  of  treatnient 
of  the  wastes  is  the  most  feasible  method  of  disposing  of  the  wastes,  plans 
of  the  proposed  method  of  treatment  should  be  submitted  to  this  Department 
for  approval. 

As  a  result  of  this  inspection  I  conclude  that  the  insanitary  conditions 
complained  of  are  caused  by  the  conditions  mentioned  above  and  I  therefore 
recommend : 

1.  That  the  ground  in  the  vicinity  of  the  whey  vats  be  put  in  a  more 
sanitarv  condition. 

2.  That  the  owner  of  the  Chaumont  Milk  Station  at  Chaumont  be 
required  to  provide  some  proper  and  sanitary  method  for  disposing  of 
the  wastes  from  the  factory  other  than  the  present  method  of  discharg- 
ing them  into  crevices  in  the  ground  and*  Saw  Mill  bay. 

3.  That  unless  immediate  action  is  taken  by  the  o^vner  of  the  factory 
to  discontinue  the  pollution  of  Saw  Mill  hay  and  the  ground  waters 
tributary  to  it,  action  be  taken  by  you  imder  section  76  of  the  Public 
Health  Law  to  cause  the  discontinuance  of  the  pollution  of  these  waters. 

I  further  recommend  that  copies  of  this  report  be  sent  to  the  local  board 
of  health,  to  the  sanitary  supervisor  of  the  district,  to  the  complainants,  and 
to  the  owner  of  the  cheese  factory  at  Chaumont. 

Respectfully  submitted 

"  THEODORE  HORTOX 

Chief  Engineer 
Albany,  N.  Y.,  June  29,  192Q 

Copies  of  this  report  were  sent  on  June  2f),  1920,  to  the  local  board  of 
health,  to  the  sanitary  supervisor,  to  the  complainants,  and  to  E.  W.  Coon, 
owner  of  the  factory.  Plans  for  the  treatment  and  disposal  of  wastes  from 
the  factory  were  submitted  to  this  Department  for  approval  August  17,  1920. 
and  September  10,  1920,  both  ests  of  plans  being  disapproved  since  they  were 
not  in  satisfactory  condition  for  approval. 


HOBART 

Hermann  M.  Biogs,  M.D.,  State  Commissioner  of  Health: 

T  beg  to  submit  the  following  report  upon  an  investigation  of  the  objec- 
tionable conditions  created  by  the  discharge  of  creamery  wastes  into  the 
West  branch  of  the  Delaware  river  at  Hobart,  which  was  made  the  subject 
of  a  complaint  to  this  Department  by  the  local  board  of  health  through  the 
sanitary  supervisor.  The  investigation  was  nwuie  by  Mr.  W.  J.  Erickson, 
sanitary  inspector,  on  July  1,  1920,  accompanied  by  Mr.  B.  L.  Springs,  presi- 
dent of  the  village. 

Hobart,  which  is  an  incorporated  village  of  about  600  inhabitants,  ift 
located  in  the  northeastern  part  of  Delaware  county,  and  on  the  West  branch 
of  the  Delaware  river,  about  4  miles  sotithwest  of  Stamford,  on  the  Ulster 
and  Delaware  railroad.     Hobart  receives  its  water  supply  from  Town  brook 
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ttnd    Grant  brook,  east  of  the  village.     From:  the  intake  dam  the  supply 
pasaes  through  a  slow  sand  filter  beiore  it  is  delivered  to  the  consumers. 

Tiie    plant   of   the   8hettiei<l   X^'arnis   Company,   Inc.,   of    which   Mr.   B.    J. 
Young   IS  superintendent,  and  the  plant  ot  tiie  8heilield  By-Pruducts  Comr 
pany,    of   which   Mr.   ¥.   L.   Chappell   is   superintendent,   are    located   close 
together  in  the  northeastern  part  of  the  village,  on  the  Ulster  and  Delaware 
railroad,  and  about  75  feet  from  the  West  branch  of  the  Delaware  river. 
These  plants  were  built  about  35  years  ago,  but  since  then  several  altera- 
tions and  additions  have  been  maae  to  them.     The  average  number  of  em- 
ployees at  the  plants  is  45,  but  at  times  it  reaches  as  high  as  00  in  the 
siunmer  months.    The  product  manufactured  at  the  Sheffield  Farms  Company 
plants  is  butter.     Some  cream  is  also  shipped.    At  the  Sheffield  By-Products 
plant,  casein,  milk  sugar,  and  albumen  are  made.    An  addition  to  the  latter 
plant  is  contemplated  in  which  milk  powder  is  to  be  made. 

The  water  supply,  which  is  derived  from  the  companies'  own  wells,  is 
pumped  to  an  elevated  tank  and  thence  flows  by  gravity  to  the  plants.  The 
cooling  water  is  obtained  from  a  pond  outside  the  building. 

Between  1,000  and  1,500  cans,  holding  40  quarts  of  milk  each,  are  received 
on  the  average  per  day,  but  on  the  day  of  the  inspection  only  500  cans  of 
milk  and  300  cans  of  skimmed  milk  were  received.    The  milk  is  pasteurized 
and  skimmed.     The  cream  is  churned  into,  butter  and:  the  skimmed  milk  is 
delivered  to  the  By-Products  0<»npany.    On  the  average,  about  8,000  pounds 
of  butter  are  produced  in  a  day.    The  buttermilk  is  pumped  into  a  tank  and 
sold  to  the  farmers.     The  skimmed  milk  is  poured  into  the  casein  vats  at 
the  By-Products  plant,  diluted  hydrochloric  added,  and  allowed  to  ferment. 
When  this  process  is  completed  the  whey  is  drawn  off  and  used  in  the  manu- 
facture of  milk  sugar.     The  casein  remaining  in  the  vat  is  then  washed, 
dried,  ground  and  barreled.     The  whey  is  boiled  in  vacuum  pans,  and  the 
resulting  syrup  allowed  to  stand  for   a  dav  in   wooden  vats.     It   is  then 
washed,  refined,  dried,  ground^  and  barreled.     Unrefined  sugar  from  other 
plants  is  also  sent  here  for  refining.    About  2,500  pounds  of  sugar  are  pro- 
duced in  a  day. 

It  was  stated  by  Mr.  B.  I.  Sheffield,  district  manager,  that  the  total 
amount  of  wastes  was  about  40,000  gallons  a  day.  These  are  principally 
wastes  from  the  washing  of  milk  cans  and  other  apparatus,  from  the  wash- 
ing of  the  butter,  casein,  and  sugar.  These  wastes,  especially  those  from  the 
washing  of  the  casein,  contain  considerable  organic  matter.  They  are  gen- 
erally discharged  into  the  village  sewer  and  passed  through  the  village 
(Irisposal  plant.  About  the  first  of  June,  however,  the  sewer  from  the  cream- 
ery became  clogged,  and  for  a  period  of  a  few  days  the  wastes  were  dis^ 
charged  directly  into  the  river.  This  gave  rise  to  the  c(Miditions 
complained  of. 

Our  inspector  conferred  with  Mr.  B.  L.  Springs,  member  of  the  board  of 
trustees   of  the   village   of   Hobart,   who  stated   that  about   this  time   the 
stream  bed  became  exceptionally  bad  and  that  it  gave  off  a  very  disagreeable 
odor.    The  stream  bed,  it  was  stated,  was  covered  with  a  heavy  slimy  growth 
which  usually  results  from  the  discharge  of  such  wastes.     It  was  stated  that 
these  conditions  had  since  improved,  and  that  the  rains  falling  during  the 
previous  two  weeks  had  washed  most  of  the  growth  away.     At  the  time  of 
the  investigation  a  slight  odor  of  decomposing  organic  matter  was  noticed  just 
below  the  mill  dam,  and  the  woodwork  of  the  dain  and  the  bottom  of  the 
stream  in   the  shallow  places   were  covered  with  the   fungus   referred   to. 
Opposite  the  creamery  there  were  no  organic  deposits  noticed,  and  the  only 
discharge  from  the  creamery  consisted  of  the  clear  water   from   the   con- 
densers. 

The  cheese  factory  of  the  Cohen  Dairy  Company,  Inc.,  was  also  visited*. 
This  plant  is  located  about  2  miles  northeast  of  Hobart,  on  the  north  bank 
of  the  West  branch  of  the  Delaware  river.  This  plant  has  a  settling  tank 
in  which  only  wash  water  is  disiposed  of.  The  whey  and  other  milky  refuse 
is  conducted  into  a  concrete  tank  and  disposed  of  by  the  farmers.  There  was 
only  a  slight  discoloration  at  the  outlet  of  the  settling  tank,  but  25  feet  of 
the  stream  was  as  clear  as  above  the  outlet.  The  plant  appeared  to  be 
working  efficiently  at  the  time  of  the  inspection  and  no  complaint  has  been 
made  against  it. 
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The  di&poBai  plant  of  the  village  of  Hobart  was  also  inspected.  This 
plant  is  iocalea  about  three-quarters  of  a  mile  west  of  the  center  of  the 
Village.  The  nearest  dwelling  is  about  1,000  feet  distant.  The  plans  for  this 
plant  were  approved  by  thU  Department  on  November  28,  1}>11,  and  tne 
plant  was  built  substantially  according  to  the  approved  plans,  it  consists 
ui  two  sedimentation  tanks,  dosing  tanks,  and  six  intermittent  sand  Ulters. 
The  sedimentation  tanks  are  about  11  feet  by  20  feet,  with  a  capacity  of 
about  12,800  gallons  each,  and  with  the  present  estimated  flow  oi  luu,00\/ 
gallons  will  give  about  6  hours  detention.  Both  of  the  tanks  were  in  opera- 
tion at  the  time  of  the  inspection.  The  surface  of  the  tank  was  covered 
with  a  heavy  layer  of  scum  at  the  time  of  the  inspection.  The  dosing  tanks 
are  connected  with  the  sedimentation  tank  and  have  a  capacity  oi  about 
1,000  gallons.  The  total  content  of  each  dosing  tank  is  discharged  through 
a  6-inch  siphon  onto  the  sand  filters.  Only  two  beds  were  receiving  sewage 
at  the  time  of  the  inspection,  two  were  resting,  and  two  were  drymg  pre- 
paratory to  being  cleaned.  The  two  beds  that  were  being  dosed)  and  tne  two 
that  were  resting  were  covered  .to  a  depth  of  from  a  few  inches  to  about 
1  foot  with  sewage. 

It  appeared  from  the  inspection  that  the  operation  of  the  plant  was  seri- 
ously interfered  with,  and  the  filters  were  overtaxed  by  the  large  amount  of 
creamery  wastes  which  amount  to  about  40,000  gallons  or  about  one-quarter 
of  the  total  amount. 

The  beds  were  apparently  clogged  and  were  not  operating  efficiently. 
There  is  a  man  continuously  at  the  plant,  but  the  overtaxing  of  the  plant 
by  the  trade  wastes  make  it  almost  impossible  efficiently  to  operate  the 
plant.  Although  the  plant  could  probably  care  for  a  relatively  small  amount 
of  creamery  wastes  in  addition  to  the  present  flow  of  domestic  sewage,  it  is 
inadequate  properly  to  care  for  the  present  large  comoined  flow  of  domestii' 
sewage  and  creamery  wastes. 

The  watershed  at  the  outlet  of  the  disposal  plant  is  about  32  square  miles 
in  area,  and  consists  mostly  of  wooded  hilly  and*  partly  open  and  cultivated 
low  lands.  The  river  above  receives  the  effluent  from  the  Stamford  disposal 
plant.  Below  the  outlet  the  river  is  not  used  for  a  public  water  supply  in 
this  State.  A  slight  milky  color  was  noticed  issuing  from  the  outlet  pipe  of 
the  Hobart  disposal  plant,  and  the  bottom  of  the  stream  was  colored  white 
for  a  considerable  distance  by  the  same  effluent.  No  disagreeable  odor  was 
noticed,  however,  at  the  time  of  the  investigation,  but  it  was  stated  bj 
people  living  near  the  outlet  that  the  odor  at  times  was  very  nauseating, 
especially  in  warm  weather. 

In  the  report  of  this  Department  for  the  year  1914,  on  an  inspection  d 
the  disposal  plant  of  the  village  of  Hobart,  it  was  pointed  out  that  the 
operation  of  the  plant  was  seriously  interfered  with  by  the  discharge  of 
creamery  wastes  into  the  village  sewer  system  and  the  disposal  plant.  The 
creameries  referred  to  were  at  that  time  employing  a  firm  of  consulting 
engineers  to  design  a  disposal  plant,  and  the  firm  had  been  advised  that 
consideration  would  be  given  to  the  issuance  of  a  permit  to  discharge  effluent 
directly  into  the  river  from  a  plant  to  treat  the  wastes  from  these  two  fac- 
tories. Mr.  Sheffield  stated  that  nothing  further  has  been  done  toward 
installing  a  disposal  plant.  However,  the  condensing  and  cooling  water 
have  been  separated  from  the  wash  water  and  is  now  being  emptied  into 
the  river  direct. 

The  report  on  the  investigation  in  1914  contained  the  following  recom- 
mendations: 

Inverted  Svphofif  West  Main  street: 

1.  That  the  chamber  be  provided  with  a  tight  cover  to  prevent  the 
escape  of  odors. 

2.  That  the  chamber  be  cleaned  out  and  the  siphon  be  put  in  operat- 
ing condition. 

3.  That  the  siphon  pipe  be  made  tight  so  that  the  sewage  will  reach 
the  disposal  works. 
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SettUng  Tonka: 

1.  That  all  sludge  and  scum  be  removed  from  the  tanks  and  buried 
in  trenches  or  otherwise  disposed  of  so  as  not  to  cause  a  nuisance. 
Burying  is  reooomiended  on  account  of  the  odors,  the  presence  of  Hy 
larvae,  and  the  ability  of  the  sludge  to  retain  moisture  wnicii  prevencs 

-   its  drying  up. 

2.  That  both  tanks  be  used  continuously  while  the  sludge  and  scum 
be  removed  at  frequent  intervals  so  as  to  keep  the  plant  in  a  fresh 
condition. 

Doling  Tanks: 

That  the  automatic  siphons  be  overhauled  and  put  in  working  con- 
dition and  that  the  total  capacity  of  the  dosing  tanks  be  discharged  at 
one  time  with  the  siphons  working  alternately. 

Sand  Filters: 

1.  That  all  sludge  be  removed  from  the  surface  of  the  bed  and  buried. 

2.  That  embankmienta  around  the  beds  be  replaced  with  sand  of  the 
flame  size  as  that  used  for  the  beds  so  that  starting  at  the  top  of  the 
slope  and  descending  the  slope  there  will  be  at  each  point  a  vertical 
depth  of  3  feet  of  the  sand,  or  that  some  other  method  be  used  which 
will  make  the  embankments  equally  impervious  to  the  sewage. 

3.  That  the  gate  manhole  between  the  four  sand  filters  be  divided  so 
that  each  siphon  can  discharge  to  any  of  these  beds,  and  that  effluent 
from  the  dosing  tanks  be  discharged  alternately  by  the  two  siphons  on- 
to not  less  than  two  beds  at  each  discharge  of  a  siphon. 

4.  That  whenever  a  bed  shows  a  tendency  to  hold  the  sewage  on  the 
surface  too  long,  it  should  be  put  out  of  service  long  enough  to  allow 
the  scum  to  dry  and  be  removed. 

6.  That  the  beds  and  grounds  be  kept  in  a  dean  and  fresh  condition. 
6.  That  sufficient  labor  be  employed  to  maintain  the  disposal  works 
in  proper  condition. 

From  the  above  considerations  the  following  conclusions  may  be  drawn: 

1.  That  all  of  the  recommendations  of  the  report  of  1914  have  not  been 
carried  out. 

2.  That  the  unsatisfactory  conditions  of  the  stream  flowing  through  the 
village  complained  of  was  largely  due  to  the  discharge  of  creamery  wastes 
directly  into  the  stream  above  the  village  at  the  time  the  sewer  from  the 
creamery  was  clogged. 

3.  That  the  village  disposal  plant  was  being  overtaxed  by  the  addition  of 
about  40,000  gallons  of  creamery  wastes.  The  plant  was  designed  to  take 
care  of  only  a  small  amount  of  creamery  wastes  in  addition  to  the  domestic 
sewage  of  the  village. 

In  view  of  the  fact  that  the  village  disposal  plant  is  overtaxed  beyond  the 
amount  for  which  it  was  designed,  I  would  recommend: 

1.  That  the  village  of  Hobart  either  provide  for  enlarging  the  present 
sewage  disposal  plant  sufficiently  to  care  properly  for  all  of  the  domestic 
sewage  and  creamery  or  trade  wastes  tributary  to  the  existing  sewer 
system  and  sewage  disposal  plant,  or,  that  the  Sheffield  Farms  Com- 
pany, Inc.,  and  the  Sheffield  By-Products  Company  be  required  to  dis- 
connect from  the  village  sewerage  system  and  provide  for  an  inde- 
pendent sewage  disposal  plant  for  the  complete  treatment  of  their  wastes 
by  sedimentation  and  filtration  before  the  discharge  of  these  wastes  into 
the  West  branch  of  the  Delaware  river. 

2.  That  in  either  case,  plans  be  submitted  to  this  Department  for 
approval  in  duplicate  for  the  proposed  enlargement  of  the  village  sewage 
disposal  plant  or  for  an  independent  disposal  plant  for  the  plants  of 
the  Sheffield  Farms  Company,  Inc.,  and  the  Sheffield  By-Products  Com- 
pany. 

3.  That  the  village  carry  out  the  recommendations  of  our  previous 
report  with  respect  to  the  operation  and  maintenance  of  the  village 
disposal  plant 
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I  would  further  recommend  that  copies  of  this  report  be  sent  to  jJbt 
board  of  health,  to  the  »anitary  supervisor,  and  to  the  Sheffield  FariM  C^oe- 
pany,  Inc.,  and  the  Sheffield  By-Products  Company. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  M»§meer 
Albany,  N.  Y.,  August  18,  1920 

Copies  of  this  report  were  sent  on  Au^^st  20,  1920,  to  the  locad  botri  U 
health,  to  the  sanitary  supervisor,  to  the  village  authorities,  and  to  ibr 
Sheffield  Farms  Cc»npaiiy,  Inc.,  and  the  Sheffield  By-Producte  OxnpaBj, 


SCHROBPPEL  (Town)  PennellviUe 

Hermann  M.  Bigos,  M.D.,  State  Commi89ioner  of  Health: 

1  beg  to  submit  the  following  report  upon  an  investigation  a: 
alleged  insanitary  and  objectionable  conditions  created  by  the  dischaige  ^. 
wnstes  from  the  milk  station  and  creamery  of  the  Beskes  Dairy,  In^  c 
PennellviUe,  Oswego  county,  N.  Y.,  into  a  tile  drain  and  thenoe  into  Pctie 
creek,  which  condition  was  made  the  subject  of  complaint  to  this  Depan 
ment.  The  inspection  was  made  by  Mr.  N.  H.  Baler,  sanitary  inspector  j 
this  Department,  on  August  24,  1920,  accompanied  by  Dr.  B.  W.  Severaes^ 
health  officer  of  the  town  of  Schroeppel. 

The  plant,  its  operation,  the  method  of  disposal  of  its  wastes,  the  cnek 
into  which  the  wastes  discharge  and  the  surroundings  were  inspected.  K: 
H.  D.  Downs,  manager  of  the  plant,  and  nearby  residents  were  intervieveiL 

PennellviUe  is  an  unincorporated  village  of  some  350  inhabitants,  locatsl 
in  the  southern  part  of  Oswego  county,  on  the  New  York,  Ontario  aid 
Western  railroad,  20  miles  southeast  of  Oswego.  The  village  hae  no  puUt. 
water  supply  or  sewerage  system. 

The  Beakes  Dairy,  Inc.,  has  its  main  office  at  206  East  12th  street,  Ncv 
York  city.  It  was  established  some  25  years  ago  and  has  been  under  the 
present  ownership  since  1905.  The  PennellviUe  plant  was  a  milk  ahippii^ 
station  up  to  last  April,  when  the  manufacture  of  cheese  was  begiin.  Samt 
cheese  has,  however,  been  made  in  previous  years.  At  present  about  8,0M 
pounds  of  milk  are  received  daily,  from  which  about  700  pounds  of  Italiai 
cream  cheese  and  130  pounds  of  whey  cheese  are  made.  There  are  7  me 
employed  throughout  the  entire  year.  The  water  supply  is  obtained  frae 
a  driven  well  located  within  the  plant.  ' 

There  are  two  kinds  of  wastes  to  be  disposed  of  from  the  plant,  i.  e^ 
Vihej,  of  which  there  are  about  600  gallons  dailv,  and  wash  water  of  the 
floors  and  cans,  of  which  there  are  150  gallons  daily.  Both  the  whey  and  t^ 
wash  water  are  discharged  directly  into  a  drain  in  the  floor  which  connecu 
with  an  8-inch  tile  sewer.  The  latter  is  laid  underground  and  just  north- 
east of  the  New  York,  Ontario  and  Western  railroad.  There  are  about  800 
feet  of  sewer,  then  40  feet  of  open  ditch,  to  the  water's  edge  of  Potts  creek. 

Potts  creek  rises  at  a  point  6^  miles  north,  and  continues  for  3  miles  south 
of  PennellviUe  to  the  Oneida  river.  The  greater  part  of  the  course  of  the 
creek  is  through  swampy  land.  The  drainage  area  above  PennellviUe  h 
about  13  square  miles.  The  creek  has  been  dammed  up  at  PennellyiUe  for 
sawmill  purposes,  giving  rise  to  a  large  pond  whose  greatest  w^dth  is  3O0 
feet  and  which  was  2  to  3  feet  deep  at  the  time  of  the  inspection.  Tkt 
water  has  practically  no  current  during  the  sunmier  months  for  a  dlstanee 
of  about  three-fourths  of  a  mile  above  the  dam.  Below  the  dam  there  ii 
a  good  flow  at  the  center  of  the  creek,  the  bed  of  the  rest  of  the  creek  having 
become  filled  with  a  heavy  silt.  A  short  time  ago  the  owner  of  the  sawmill 
used  about  10  pounds  of  dynamite  to  make  the  present  small  channel-way  at 
the  center. 

IThe  point  of  discharge  of  the  wastes  of  the  Beakes  Dairy  is  shout  400 
feet  above  the  dam.     There  were  numerous  patches  of  white  scum  not  only 
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near  the  point  ol  diBcharge  but  throughout  the  entire  pond.  This,  together 
with  some  black,  septic  material  and  numerous  leaves  and  twigs,  gave  to 
the  pond  a  very  unsightly  and  insanitary  appearance.  The  point  of  dis- 
charge of  the  wastes  of  the  Rosemary  Creamery  Company,  also  of  Pennell- 
ville,  N.  Y.,  is  100  feet  above  the  dam.  At  the  time  of  Uie  inspection  the 
Rosemary  Creamery  was  not  in  operation  and  had  not  been  since  early  this 
spring,  so  that  the  effect  on  the  pond  of  the  discharge  of  wastes  from>  this 
creamery  could  not  be  ascertained.  Inspection  also  showed  that  the  sanitary 
sewage  of  one,  and  at  times,  two  houses,  passes  into  a  ditch,  overgrown  with 
grass,  which  discharges  into  the  pond  not  far  from  the  outlet  of  the  Rose- 
mary Creamery  Company.  The  odors  of  sanitary  sewage  and  creamery  wastes 
were  detected  when  crossing  the  highway  leading  across  the  dam. 

The  discharge  of  wastes  from  the  plant  of  the  Beakes  Dairy,  Inc.,  into 
Potts  creek,  which  eventually  discharges  into  the  Oneida  river,  is  a  violation 
of  the  Public  Health  Law,  since  no  permission  has  been  ppranted  and  no 
plans  approved  fox  the  treatment  and  discharge  of  wastes  into  the  stream. 
The  Beakes  Dairy,  Inc.,  should  be  notified  of  such  violation  and  be  requested 
to  make  application  for  a  permit  to  discharge  wastes  into  the  stream. 

Since  the  Beakes  Dairy,  Inc.,  manufactures  whey  cheese  from  the  whey, 
so  that  the  resulting  grayish-white  whey  waste  water  has  very  little  organic 
matter,  it  appears  to  this  Department  that  the  waste  whey  and  wash  water 
could  probably  be  satisfactorily  disposed  of  into  Potts  creek  at  some  point 
below  the  dam,  provided  these  wastes  are  first  passed  through  a  settling 
tank  having  a  capacity  equal  to  one  day's  flow  of  wastes.  The  ditch  at  the 
present  outlet  should  be  thoroughly  cleaned  of  its  organic  matter.  Applica- 
tion should  be  made  to  this  Department  by  the  Beakes  Dairy,  Inc.,  for  per- 
mission to  discharge  the  wastes  from  their  plant  into  Potts  creek,  in  accord- 
ance with  the  requirements  of  the  Public  Health  Law.  This  application 
should  contain/  or  be  accompanied  by  a  plan  or  sketch  showing  the  relative 
location  of  the  factory  and  settling  tanJc  to  the  nearest  highway,  stream, 
and  railroad,  existing  and  proposed  sewers,  with  size  and  grade,  together 
with  approximate  distances  and  dimensions. 

In  view  of  the  above  facts,  the  following  conclusions  may  be  drawn: 

1.  That  the  discharge  of  wastes  from  the  Beakes  Dairy,  Inc.,  into  Potts 
creek  without  a  permit  from  this  Department  is  a  violation  of  the  Public 
Health  Law. 

2.  That  the  pond  above  the  dam  is  in  an  insanitary  condition  due  to  the 
discharge  of  creamery  wastes  into  it. 

3.  That  due  to  the  stagnant  condition  of  the  pond  of  Potts  creek  above  the 
dam  during  the  summer  months,  considerable  odor  may  result  through  the 
discharge  of  such  wastes  and  give  rise  to  a  nuisance. 

4.  That  the  bed  of  the  creek  below  the  dam  is  filled  with  silt  which  hinders 
the  flow  and  rapid  removal  of  the  water. 

As  a  result  of  this  inspection  and  in  view  of  the  foregoing,  I  would  make 
the  following  recommendations: 

1.  That  the  Beakes  Dairy,  Inc.,  foe  notified  of  its  violations  of  the 
Public  Health  Law  by  the  discharge  of  wastes  into  the  waters  of  the 
State. 

2.  That  the  wastes  from  the  Beakes  Dairy,  Inc.,  be  passed  through  a 
settling  tank  and  the  effluent  from  such  tank  be  discharged  into  Potts 
creek  through  a  water-tight  sewer  line  below  the  dam  instead  of  above 
as  at  present. 

3.  That  the  Beakes  Dairy,  Inc.,  make  application  to  this  Department 
for  the  disposal  of  its  wastes,  such  application  to  be  accompanied  by  a 
plan  or  sketch  showing  the  relative  location  of  the  factory  and  settling 
tank  to  the  nearest  highway,  stream,  and  railroad,  existing  and  proposed 
sewers,  with  size  and  grade,  together  with  approximate  distances  and 
dimensions. 

4.  That  the  Beakes  Dairy,  Inc.,  thoroughly  clean  the  ditch  between 
the  present  sewer  outlet  and  the  point  of  discharge  at  Potts  creek. 
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I  would  further  recommend  that  copies  of  this  report  be  sent  to  the 
Beakes  Dairy,  Inc.,  to  Dr.  B.  W.  Severance,  health  officer  of  the  town  of 
Schroeppel,  to  Dr.  C.  R.  Hervey,  sanitary  supervisor  of  the  district,  and  to 
the  complainant. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engweer 
Albany,  N.  Y.,  Bepteinber  2,  1920 

Copies  of  this  report  were  sent  on  September  9,  1920,  to  the  local  board 
of  health,  to  the  sanitary  supervisor,  to  the  complainant,  and  to  the  Beakea 
Dairy,  Inc. 

In  addition  to  the  above,  inspections  were  made  and  reports  transmitted 
to  the  local  authorities,  or  advice  given  through  correspondence,  in  cases  of 
stream  pollution  at  the  following  places:  Arkrille,  Cedarville,  DeRuyter, 
Easthampton,  Jefferson,  Jordanville,  Liberty  (town),  Lisha  Kill,  Kaples, 
New  Baltimore  (town),  New  Berlin,  Niagara  River,  North  Tonawanda,  Port 
Chester,  Watervliet,  and  Wayland. 
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INVESTIGATION    OF    PUBLIC    NUISANCES    NOT 
ARISING  FROM  STREAM  POLLUTION 

The  Public  Health  Law  definitely  places  the  abatement  of 
public  nuisances  within  the  jurisdiction  of  local  boards  of  health, 
and  chapter  VI  of  the  State  Sanitary  Code,  established  by  the 
Public  Health  Council,  clearly  defines  and  specifies  the  pro- 
cedure to  be  followed  in  such  cases.  However,  public  nuisances 
often  have  a  widespread  effect  or  may  require  in  their  adjust- 
ment special  knowledge  of  a  technical  nature. 

The  assistance  of  the  State  Department  of  Health  is  there- 
fore often  requested  in  such  cases,  and  in  some  instances  direct 
complaint  is  made  to  it  by  persons  concerned.  Whenever  it  is 
necessary  for  a  proper  understanding  of  the  case,  a  thorough 
investigation  is  made  of  the  conditions,  upon  wkich  are  based 
recommendations  and  advice  to  the  local  boards  of  health  in 
regard  to  the  proper  steps  to  be  taken  to  abate  the  conditions  of 
nuisance.  In  other  cases  it  is  possible  to  show  the  proper  course 
through  correspondence  alone. 

The  reports  of  the  more  important  cases  which  have  come 
before  the  Department  of  Health  during  1920  are  given  below, 
and  a  list  of  other  cases  is  appended. 


CLAYTON 

Hebmann  M.  Bioos,  M.D.,  State  Oammiaaioner  of  Health : 

I  beg  to  Bubmit  the  following  report  upon  an  investigation  of 
alleged  conditions  of  nuisance  caused  by  the  emission  of  smoke  from  the 
pumping  station  of  the  Clayton  waterworks  and  from  the  Thousand  Island 
Laundry,  in  the  village  of  Clayton,  made  as  a  result  of  a  complaint  and 
petition  signed  by-  some  32  residents  of  Clayton,  submitted  to  this  Depart- 
ment by  the  local  health  officer  at  the  request  of  the  complainants.  Briefly 
stated,  the  substance  of  the  complaint  is  that  the  people  living  in  the  vicinity 
of  the  pumping  station  and  the  laundry  are  unable  to  open  their  windows  for 
ventilation,  except  when  there  is  a  south  wind,  and  that  the  smoke  Eind  f^oot 
from  these  establishments  make  it  necessary  for  the  people  to  rewash  their 
clothes  frequently. 

The  investigation  was  made  on  November  21,  1919,  bv  Mr.  A.  I.  Howd, 
inspecting  engineer  in  this  Department,  in  company  with  Dr.  H.  J.  Frame, 
health  officer  of  the  village  of  Clayton.  The  pumping  station,  the  laundry, 
and  their  surroundings  were  carefully  investigated.  Several  complainants 
were  interviewed  with  reference  to  the  alleged  nuisance. 

The  incorporated  village  of  Clayton,  which  has  a  population  of  approxi- 
mately 1,900,  is  located  in  the  northwestern  part  of  Jefferson  county,  in 
the  town  of  Clayton.     It  is  the  western  terminal  of  the  Philadelphia  and 
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Clayton  branch  of  the  New  York  Central  railroad.  The  pumping  station 
and  the  Thousand  Island  Laundry  are  located  on  Water  street,  in  the 
northern  part  of  the  village,  in  a  closely  built-up  residential  and  business 
section. 

The  pumping  station  of  the  Clayton  waterworks  is  owned  by  the  Tillage 
of  Clayton,  of  which  Mr.  M.  A.  Marble  is  president.  The  public  water  supply 
is  derived  from  the  St.  Lawrence  river,  subjected  to  sterilization  with  liquid 
chlorine,  and  pumped  directly  into  the  mains.  The  pumps  are  operated 
approximately  7  hours  daily.  In  addition  to  the  pumps,  the  equipment  of 
the  station  includes  one  Babcock  and  Wilcox  75-h.p.  water  tube  boiler,  having 
a  grate  area  of  19^  square  feet,  and  a  100-h.p.  horizontal  tubular  boiler 
manufactured  by  the  Gem  City  Boiler  Company,  having  a  firebox  5%  feet 
by  6  feet.  A  32-inch  stack  rises  to  a  height  of  about  30  feet  above  the  roof 
of  the  building,  or  about  65  feet  above  the  elevation  of  the  ground.  Coal 
is  fed  onto  the  fire  manually  at  intervals  of  15  to  30  minutes.  About  1  ton 
of  bituminous  coal  is  used  dailv. 

The  following  observations  were  made  with  reference  to  the  emission  of 
smoke  from  the  plant:  When  coal  was  thrown  on  the  fire  a  dense  black 
smoke  issued  from  the  stack,  which  gradually  decreased  in  intensity  to  a 
light  smoke  which  became  nearly  invisible  in  about  20  minutes.  A  strong 
south  wind  was  blowing  at  the  time  of  the  inspection,  which  carried  the 
smoke  out  over  the  river  in  the  opposite  direction  from  the  complainants* 
properties,  and  apparently  for  a  distance  of  1,000  feet  or  more  before  it 
became  sufficiently  dispersed  and  diluted  to  be  invisible.  If  the  wind  had 
been  blowing  in  the  other  direction,  the  smoke  would  undoubtedly  have 
created  conditions  of  public  nuisance. 

The  Thousand  Island  laundry,  of  which  Mr.  T.  E.  Flynn  is  owner,  has 
been  at  its  present  location  for  over  5  years,  engaged  in  complete  laundry 
work,  including  washing,  drying,  and  ironing.  At  the  time  of  the  inspection 
there  were  3  employees  and  the  plant  was  being  operated  4  days  per  week. 
During  the  three  summer  months  the  laundry  is  operated  daily  for  9  hours 
per  day  and  employs  from  10  to  14  people. 

The  plant  is  equipped  with  a  horizontal  tubular  boiler  having  a  36-ineh 
by  36-inoh  grate,  manufactured  by  James  Leffell  and  Company,  Springfield. 
O.  A  15-incli  stack  rises  to  a  height  of  25  feet  above  the  top  of  the  boiler, 
or  35  feet  to  40  feet  above  the  ground.  Bituminous  coal  is  fed  onto  the 
fire  manually  at  intervals  of  15  to  45  minutes.  About  1  ton  of  coal  is  used 
per  week  during  the  winter.  Mr.  Flynn  stated  that  prior  to  a  year  ago  he 
had  used  hard  coal  for  firing  purposes,  but  owing  to  the  large  increase  in 
cost  of  hard  coal  it  became  necessary  for  liim  to  use  soft  coal.  When  coal 
was  thrown  on  the  fire  a  dense  smoke  issued  from  the  stack,  which  frradually 
decreased  in  intensity  for  10  to  15  minutes  when  it  became  practically  invisi- 
ble. At  the  time  of  the  inspection  the  wind  was  blowing  the  smoke  out  over 
the  river  from  the  complainants'  properties.  If  the  wind  had  been  blowinf? 
from  the  opposite  direction,  it  is  probable  that  objectionable  conditions  would 
have  been  created  afi'ecting  a  considerable  number  of  people. 

As  noted  above,  the  pumping  station  and  laundry  are  located  on  Water 
street,  in  a  closely  built-up  business  and  residential  section  of  the  village. 
More  than  a  score  of  houses  within  500  feet  to  1,000  feet  of  the  plants  may  be 
directly  affected  by  the  objectionable  conditions. 

It  was  alleged  by  the  complainants  who  were  interviewed  that  when  the  wind 
blows  in  the  -direction  of  their  houses  it  is  necessary  for  them  to  keep  the 
windows  of  their  houses  closed  owing  to  the  large  volumes  of  smoke;  that 
the  smoke  and  soot  get  on  their  houses  and  porches;  and  that  the  conditions 
created  by  the  operations  of  these  plants  impair  their  health. 

Our  engineer  was  informed  at  the  time  of  the  inspection  that  there  are 
other  plants  in  the  village  which  bum  soft  coal.  It  would  seem  advisable 
therefore  for  the  village  authorities  to  enact  a  smoke  ordinance  to  cover 
all  cases  in  the  village. 
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a  result  of  thi«  investigation  the  following  conclusions  may  be  drawn: 

1.  That  the  use  of  soft  coal  for  firing  purposes  at  the  Clayton  water- 
works pumping  station  and  at  the  Thousand  Island  Laundry  under  the 
present  methods  and  conditions  causes  smoke  and  soot  to  escape  into 
the  atmosphere  in  such  quantities  as  to  create  conditions  of  public 
nuisance. 

2.  That  there  are  other  plants  in  the  village  of  Clayton  burning  soft 
coal  which  were  not  included  or  mentioned  in  the  original  complaint  to 
this  Department. 

I   therefore  recommend: 

1.  That  the  village  authorities  of  Olayton  be  advised  to  take  immedi- 
ate  action  to  prevent  the  escape  of  smoke  and  soot  from  the  village  water- 
works pumping  station  and  from  the  Thousand  Island  Laundry  into  the 
atmosphere  in  such  quantities  or  in  such  a  manner  as  to  create  a  public 
nuisance. 

2.  That  in  order  to  cover  all  plants  or  buildings  discharging  large 
quantities  of  smoke  into  the  atmosphere,  the  village  authorities  be  ad- 
vised to  enact  a  smoke  ordinance,  limiting  the  amount  and  density  of 
smoke  issuing  from  plants  and  buildings  in  the  village. 

I  also  recommend  that  copies  of  this  report  be  sent  to  the  local  board  of 
health,  to  the  sanitary  supervisor  of  the  district,  to  the  village  authorities, 
and  to  the  Thousand  Island  Laundry. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engineer 
Albany,  N.  Y.,  January  16,  1920 

In  accordance  with  the  above  recommendations,  copies  of  this  report  were 
gent  on  January  16,  1020,  to  the  local  board  of  health,  to  the  sanitary 
supervisor,  to  the  village  authorities  and  to  the  Thousand  Island  Laundry. 


NEWARK  (Commonwealth  Chemical  Corporation) 

Hebmann  M.  Bioos,  M.D.,  State  Oommiasioner  of  Health: 

I  beg  to  su'bmit  the  following  report  on.  a  reinspection  of  the  plant  of  the 
Commonwealth  Chemical  Corporation  at  Newark,  made  at  your  direction  and 
as  the  result  of  further  complaint  of  the  objectionable  conditions  caused  by  the 
emanation  of  odors  from  the  chemical  work»  of  this  company. 

The  inspection  was  made  by  Mr.  C.  A.  Holmqui&t,  principal  assistant  en^'i' 
neer  of  this  Department,  in  company  with  Dr.  H.  A.  Wiedrich,  acting  health 
officer  of  the  village,  and  Mr.  K.  V.  Stockerbach,  manager  of  the  diemical 
works,  on  April  9,  1920.  The  institution  authorities  and  a  num*ber  of  resi- 
dents living  in  the  vicinity  of  the  plant  were  also  interviewed.  Previous 
inspections  of  this  plant  were  made  by  representatives  of  this  Department,  as 
the  result  of  complaints  from  the  village,  on  July  16,  1917;  September  10, 
1917;  January  25,  1918;  August  3,  1918;  and  September  25,  1918.  The  find- 
ings and  results  of  these  inspections  are  covered  in  reports  and  memoranda 
which  have  been  prepared  and  transmitted  and  will  therefore  not  be  reviewed 
at  this  time. 

As  noted  in  a  previous  report,  the  chemical  works  of  this  company,  which 
has  been  in  operation  since  November,  1916,  i»  located  in  a  developed  section 
of  the  village,  immediately  west  of  the  Newark  State  School,  formerly  the 
Newmrk  State  Custodial  Asylum.  The  hospital  and  the  infirmary  of  this 
institution  isi  within  500  feet  of  the  olant.  and  most  of  the  other  buiMiniirs. 
includinfT  the  residences  of  the  superintendent  and  the  steward,  are  within 
from  1,000  to  1,500  feet  of  the  works. 

The  principal  products  of  the  works  at  this  time  are  benzoic  acid,  benzoate 
of  soda,  benzaldehyde,  and  coumarin.    Toluol,  chlorine  gas,  hydrochloric  acid. 
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sulphuric  acid,  lime,  glacial  acetic  acid,  powdered  aldehyde,  and  bicarbonate 
of  soda  are  the  principU  chemicalfl  used  in  their  manufacture.  Benzol  alcohol, 
malachite  green,  and  iraline  were  formerly  produced,  :but  the  making  of  these 
products  has  now  been  discontinued.  The  daily  output  of  the  wt>rk8  has 
increased  greatly  since  1916,  and  the  production  of  benzoic  acid  and  benzalde- 
hyde,  which  are  the  main  products,  has  been  increased  nearly  fourfold  since 
the  time  of  the  laat  inspection  in  1918.  Whereas  only  a  few  men  were 
employed  when  the  plant  wae  first  put  in  operation,  from  60  to  70  men  are 
now  employed  at  the  works. 

It  would  be  impracticable  in  this  report  to  deecribe  in  detail  the  processes 
of  nkanufacture  of  the  chemicals  produced  at  present.  It  might  be  stated 
briefly,  however,  that  the  principal  step9  or  prooesees  carried  out  consist  of 
the  chlorination  of  the  toluol,  distillation,  sublimation,  boiling,  and  mixing 
of  the  various  ingredients  and  compounds.  Whereas  odors,  gases  and  vapors, 
or  fumes,  are  given  off  from  a  num-ber  of  pointa  in  the  works  and  from  a 
number  of  stages  in  the  process  of  manufacture,  the  principal  odors  and 
gases  emanating  from  the  works  are  from  the  manufacturing  of  benxoic 
acid  and  benzaldehyde,  and  consist  of  odors  of  bitter  almond  oil,  odors  of 
benzoic  acid  or  dust,  and  hydrochloric  acid,  and  chlorine  gases.  Although 
the  bitter  almond  oil  odors  permeate  the  entire  works  and  are  strong  and 
pronounced  in  the  plant,  and  could  be  distinctly  observed  and  identified  at  a 
considerable  distance  from  the  works,  the  hydrochloric  acid  and  dilorim 
gases  were  much  more  objectionable,  and  produced  coughing  and  an  irritating 
sensation  in  the  throat  in  and  near  the  works. 

A  number  of  devices  for  the  abeorption  and  elimination  of  these  latter  gases 
have  been  installed  and  tried  out  since  iAie  works  were  put  in  operation.  The 
earlier  devices,  however,  failed  to  care  for  these  gases  due  largely  to  their 
inadequacy  and  to  the  difficulties  experienced  in  disposal  of  the  liquid  wastes 
from  the  absorption  and  scrubbing  towers.  Finally  a  scrubbing  and  absorp- 
tion device  consisting  of  a  set  of  two  tourills  and  a  scrubbing  tower  3  feet 
in  diameter  and  10  feet  high  designed  to  operate  in  series  was  installed  in 
the  summer  of  1918.  This  device  seemfed  to  operate  satisfactorily,  and  almost 
entirely  eliminated  the  escape  of  hydrochloric  acid  and  chlorine  gases  when 
under  observation  at  the  time  of  the  previous  inspepction  on  Sef>tember  25. 
1918.  It  apipears,  however,  that  the  production  of  benzoic  acid  and  benzalde- 
hyde  has  increased  to  such  an  extent  that  the  amount  of  hydrochloric 
acid  and  chlorine  gases  liberated  in  the  process  of  miitnufacturing  greatly 
exceeded  the  capacity  of  this  absorption  and  scrubbing  device,  and  the  use 
of  this  particular  arrangement  was  abandoned.  The  company  has  now 
installed  11  absorption  and  scrubbing  devices,  one  for  each  of  the  11  toluol 
chlorination  units.  Eaph  of  these  devices  consists  of  two  tourills  operated  in 
series.  The  first  tourill  is  filled  with  water  and  the  second  with  earthenware 
bfocks.  The  ranes  generated'  bv  the  chlorination  of  toluol  are  passed  throujErh 
the  first  tourill  where  most  of  the  hydrochloric,  acid  gas  and  probably  some 
of  the  chlorine  gas  is  absorbed  by  the  water.  The  unabsorbed  gases  are  then 
passed  from  the  second  tourill  down  through  which  a  stream  of  water  flows 
for  the  purpose  of  absorb! ntr  and  scrubbin«r  the  residual  (rases.  After  a 
certain  amount  of  hydrochloric  acid)  has  been  absorbed  by  the  water  in  the 
first  tourill,  the  resulting  solution  of  the  hydrochloric  acid  is  drawn  off  and 
used  at  the  works  in  the  process  of  manufacturing  and  fresh  water  is  added. 
The  water  used  in  the  second  tourill  is  allowed  to  nm  to  waste  to  the  jiewer. 

Although  the  same  ireneral  principles  were  embodied  in  the  design  of  these 
scrubbini;  and  absonption  devices  as  those  ufted  in  the  scrubber  that  appeared 
to  operate  satisfactorily  in  1918,  the  present  devices  are  defective  in  manv 
respects  and  not  as  effective,  and  relatively  lar^  volumes  of  hydrochteric 
acid  and  chlorine  gases  were  found  escaping  through  leaky  joints  and  con- 
nections, from  the  waste  scrubber  water,  and  from  the  solution  of  hot  hydro- 
chloric acid  when  drawn  from  the  first  tourill  at  each  absorption  unit.  It 
is  probable  also  that  considerable  volumes  of  gases  occasionally  escape  in  the 
case  of  breaks  in  the  scrubbers. 
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It  was  learned  from  the  manager  of  the  works-  that  material  has  been 
ordered  for  the  installation  of  a  number  of  absorption  and  scrubbing  devices 
like  those  in  suocessful  operation  in  1918,  and  that  it  was  expected  to  have 
these  new  devices  installed  and  in  operation  by  June  1  ot  this  year.  Changes 
are  also  being  made  in  the  process  of  making  benzoic  acid  and  benzaldeii^  de 
which  will  prevent  the  escape  of  benzoic  acid  into  the  atmosphere  when  the 
hydrochloric  acid  is  added  to  the  tubs  of  calcium  benzoate  in  the  yard  of  the 
works,  and  from  the  ventilator  over  the  wooden  vat  where  the  benzoic  acid  is 
melted.  Although  the  odors  or  dust  of  benzoic  acid  were  strong  in  the  works 
near  the  tubs  and  vat,  they  did  not  appear  to  carry  any  considerable  distance 
at  the  time  of  the  inspection.  Odors  of  acetic  acid  were  also  observed  in  the 
portions  of  the  works  where  coumarin  is  made,  but  this  odor  could  not  be 
observed  outside  the  premises  of  the  works. 

It  was  claimed  by  the  persons  interviewed  in  the  village  that  the  benzalde- 
hyde  or  bitter  almond  oil  odor  could  be  observed  whenever  the  wind  was  from 
the  direction  of  the  chemical  works,  and  that  occasionally  there  was  an  odor 
of  gas  from  the  works  that  produced  coughing  and  an  irritating  sensation  in 
the  throat.  It  was  also  alleged  that  these  odors  are  sometimes  accompanied  by 
a  fog-like  appearance  of  the  atmosphere.  These  conditions  are  probably  pro- 
duced by  the  escape  of  hydrochloric  acid  and  chlorine  gases  from  the  works. 

In  conclusion,  I  would  state  that  it  was  found  from  the  recent  inspection 
that  the  production  of  chemicals  at  the  Newark  works  of  the  Commonwealth 
Chemical  Corporation  has  increased  greatly  since  the  time  of  the  last  inspec- 
tion in  1918,  and  that  the  installation  of  scrubbers  and  absorption  devices  for 
preventing  the  escape  of  odors  and  gases  of  the  works  has  not  kept  pace  with 
the  growth  of  the  work<i.  The  existing  devices  for  the  absorption  and  scrub- 
bing of  hydrochloric  acid  and  chlorine  gases  escaping  from  chlorinating  toluol 
are  not  efficient  nor  do  they  effectively  prevent  tJie  escape  of  these  gases  into 
the  atmosphere.  Furthermore,  no  effective  steps  have  been  taken  to  prevent 
the  escape  of  bitter  almond  oil  odor  and  the  acetic  acid  odor.  The  result  of 
the  escape  of  gases,  dust,  and  odors  from  the  various  portions  of  the  chemical 
works  produces  a  serious  public  nuisance  which  affects  not  only  the  Newark 
State  School  located  in  close  proximity  to  the  works  but  also  a  large  portion 
of  the  village  in  the  neighborhood.  It  was  found,  however,  that  modifications 
in  construction  and  operation  were  in  progress  which  would  probably  in  large 
measures  prevent  or  at  least  reduce  the  escape  of  benzoic  acid  into  the 
atmosphere.  Furthermore,  material  had  been  ordered  for  the  installation  of 
more  eff'ective  absorption  and  scrubbing  devices  designed  to  prevent  the  escape 
of  hydrochloric  acid  and  chlorine  gases,  and  it  is  probable  that  these  devices 
will  reduce,  if  not  wholly  eliminate,  the  escape  of  these  objectionable  gases 
from  the  works.  Steps  should  also  be  taken  by  the  company  to  reduce  or 
prevent  as  far  as  poesible  the  escape  of  benzaldehyde  or  bitter  almond  oil 
odors  and  the  acetic  acid  odors  or  gases  from  the  works  possibly  by  the 
installation  of  a  system  of  hoods  and  scrubbers  and  by  more  careful  operation. 

In  view  of  the  above  and  after  careful  oonsideration  of  the  matter,  I  would 
make  the  following  recommendations: 

1.  That  the  Commonwealth  Ohemical  Corporation  be  notified  to  take 
immediate  steps  effectively  to  eliminate  the  escape  of  odors  and  gases 
from  its  chemical  works  at  Newark. 

2.  That  if  the  public  nuisamic  now  created  by  the  escape  of  odors  and 
gases  from  the  chemical  works  is  not  effectively  abated  within  a  reason- 
able length  of  time,  action  be  taken  by  you  to  have  the  nuisance  abated 
in  accordance  with  the  provisions  of  the  Public  Health  I^w. 

1  would  further  recommend  that  copies  of  this  report  be  transmitted  to  the 
Commonwealth  Chemical  Corporation  and  to  the  local  board  of  health. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engineer 
Albany,  N.  Y.,  April  13,  1920 
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In  accordance  with  the  above  recommendations,  copies  of  thie  report  were 
sent  on  April  20,  1920,  to  the  local  board  of  health  and  to  the  GOTUiioiiwealth 
Chemical  Corporation. 

On  November  11,  1020,  further  complaint  was  made  regarding  oonditions 
of  nuisance  created  by  the  operation  of  the  factory  and  on  November  17,  1920, 
a  reinsipection  of  the  plant  was  made.  Certain  improvements  had  been  made 
to  reduce  the  amount  of  odors  escaping  from  the  plant,  but  due  to  improper 
operation  fumes  and  gases  es>caped  from  the  factory  at  times  in  cooaidierable 
quantities. 


OSSINING 

HEBMAN17  M.  Bioos,  M.  D.,  state  Commismoner  of  Healih: 

I  hen  to  submit  the  following  report  on  an  investigation  of  the  objectionable 
conditions  created  by  the  maintenance  of  a  refuse  dump  in  the  village  of 
Ossinin^,  whirh  was  made  the  subject  of  a  complaint  to  this  I>epartment. 
The  inveetieation  was  made  on  November  16,  1920,  by  Mr.  A.  I.  Howd,  assist- 
ant engineer  in  this  Department,  accompanied  by  Dr.  Robert  T.  Irvine,  health 
officer  of  the  village  of  Ossining.  People  living  in  the  vicinity  of  the  dump 
were  interviewed,  and  the  dump  and  its  surroundings  were  oarefuUy 
inspected. 

The  garbage  and  refuse  in  Ossining  is  collected  by  contract  for  the  village^ 
The  contractor,  Mr.  Luke  F.  Lyons,  had  one  wagon  having  a  capacity  of 
2  to  3  yards,  and  an  auto  truck  having  a  capacity  of  about  2  yards 
which  were  used  in  making  collections  of  ashes  and  rubbish  through 
the  village.  No  restriction  is  mode  by  the  village,  according  to  the  local 
health  ordinances,  in  regard  to  the  kind  of  receptacles  to  be  used  for  the 
receiving  of  garbage  and  refuse  except  that  they  shall  hold  the  matt»'  ''with- 
out leakage."  The  garbage  is  collected  separately,  and  the  ashes  and  rubbish 
are  collected  combined.  The  garbage  is  taken  outside  t^e  village  and  dis- 
posed of,  while  the  ashes  and  rubbish  are  dumped  at  sitesi  in  the  Tillage 
approved  by  the  local  board  of  health. 

The  dump  which  waF»  made  the  subieci  of  the  complaint  to  this  Department 
is  located  in  the  southern  part  of  the  village  adjacent  to  Wa^ington-  and 
South  Hiffhland  avenues.  This  site  was  chosen  with  the  permission-  of  the 
local  board  of  health  for  the  purpose  of  filling  in  a  small  ravine  adjoining 
a  baseball  park.  Rubbish  and  as>hes  have  been  dumped  at  this  site  for  the 
nast  two  years.  The  dump  extends  parallel  to  Washington  avenue  for  160  to 
200  feet  and  is  some  20  feet  deep.  About  15  loads  of  ashes  and  mbbisii  are 
dumped  at  this  Rite  daily.  A»  soon  as  the  dump  reaches  the  proper  ^evatioa 
it  is  covered  with  earth.  It  was  cold  and  rainy  on  the  day  of  the  inspectioB 
but  the  odor  of  decomposing  garbage  could  be  detected  at  times  when  on  the 
dump.  The  dump  is  located  in  a  good  residential  section  of  the  villaee. 
There  are  4  or  5  houses  within  200  feet  of  the  dump^,  and  about  12  within 
400  feet  of  it. 

At  the  time  of  the  inspection  the  dump  consisted*  of  aahea,  nibbiah,  papers, 
some  garbage  and  other  matter.  It  was  learned  that  frequently  peoole  mixed 
garbage  with  the  ashes.  Article  43  of  the  Health  Ordinances  of  the  villace 
of  Ossining  reads  in  part  as  follows:  "No  persons  shall  place  togetiier,  mix. 
or  have  in  the  same  receptacle,  ashes  and  garbage.  Violation  of  any  of  the 
provisions  of  this  ordinance  shall  subject  the  offending  person  to  a  penalty 
of  ten  dollars."  It  is  evident  from  the  inspection  tlnat  this  ordinance  ia  not 
being  strictly  enforced  by  the  villagie  authorities.  The  dmno  is  located  in 
BVtdh  proximity  to  a  residential  section  of  the  village  that  it  is  pimctically 
impossible  to  maintain  the  dump  without  creating  conditions  of  nuisance,  if 
garbage  and  tin  cans  containing  vegetable  and  organic  matter  are  allowed  to 
be  mixed  with  the  ashes  and  rubbish  and  allowed  to  remain  exposed  on  the 
diinm.  Unless  garbafze  and  all  other  matter  containing  organic  or  vegetable 
substances  are  excluded  from  the  dump,  the  local  board  of  health  ahoaM 
require  the  discontinuance  of  the  use  of  this  dump  between  April   1  and 
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November  1,  and  only  approve  of  a  site  well  removed  from  a  residential 
section  so  that  no  conditions  of  nuisance  may  be  created. 

A  new  contract  for  the  removal  of  ashes,  household  refuse,  and  garbage 
in  the  village  of  Ossdning  was  let  to  Mr.  Isaac  E^mm  for  a  period  of  five 
years  beginning  Novem'ler  21>  1920.  According  to  the  specifications  of  the 
contract,  the  village  will  provide  a  dumping  ground  for  the  distpoeal  of  all 
a^hes  and  household  refuse  collected  under  the  contract,  and  the  contractor 
will  provide  and  maintain  a  dumping  ground  outside  of  the  village  limits  for 
the  disposal  of  all  garbage. 

In  view  of  the  alx>ve  facts  the  following  conclusions  may  be  drawn: 

1.  That  the  refuse  dump  concerning  whic%  complaint  was  made  to 
this  Department  is  located  in  a  residential  section  of  the  village  of 
Oesining  in  close  proximity  to  a  nunnber  of  houses. 

2.  TlMtt  the  dumping  of  garbage  and  other  odoriferous  matter  with  the 
ashes  causes  objectionable  conditions. 

3.  That  no  conditions  of  nuisance  existed*  at  the  time  of  the  inspection 
owing  undoubtedly  to  the  cold  rainy  weather,  but  during  the  summer 
under  certain  atmospheric  conditions  a  nuisance  might  be  created. 

I  therefore  recommend: 

1.  That  the  local  board  of  health  require  that  the  dumip,  in  view  of 
its  location,  'be  maintained  in  a  condition  free  from  abjection,  at  all  times. 

2.  That  the  village  authorities  strictly  enforce  article  43  of  the  Health 
Ordinances,  which  requires  that  no  person  shall  place  together,  mix,  or 
have  in  the  same  receptacle,  ashes  and  garbage. 

3.  That  if  it  is  found  to  be  impossible  to  maintain  a  complete  separ- 
ation of  as'hes  and  garlmge,  the  local  bc^U'd  of  health  require  the  di9- 
continuanoe  of  the  use  of  the  dump  at  Washington  and  South  Highland 
avenues  between  April  1  and  NovemJber  1,  and  a  site  be  diosen  well 
removed  from  a  residential  section  so  that  no  conditions!  of  nuisance  may 
be  created. 

I  further  recomtnend  that  copies  of  this  report  be  sent  to  the  local  board  of 
health,  to  the  sanitary  supervisor  of  the  dieftrlct,  and  to  the  complainants. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  December  1,  1920  Chief  Engineer 

In  accordance  with  the  above  recommendations,  copies  of  the  report  were 
sent  on  December  1,  1920,  to  the  sanitary  supervisor,  to  the  village  president, 
the  local  board  of  health  of  Ossining  and  to  the  complainants. 


PELHAM  (Knickerbocker  Ice  Company) 

Hekmaxn  M.  Biggs,  M.D.,  State  Commissioner  of  Health: 

T  beg  to  submit  the  following  report  on  an  inspection  of  the  plant  of  the 
Knickerbocker  Ice  Company,  Inc.,  of  Pelham,  N.  Y.,  made  upon  complaint 
to  this  Department  that  the  manufactured  ice  contained  considerable  dirt 
and  other  foreign  material.  The  inspection  was  made  by  Mr.  N.  H.  Baier, 
<4anitary  inspector  in  this  Department,  on  Anprust  13-,  1920,  accompanied  by 
Dr.  E.  S.  Newell,  health  officer  of  Pelham,  and  Mr.  Richard  Handibode,  chief 
ensiineer  of  the  Pelham  ice  plant.  A  number  of  persons  who  were  users  of 
the  ice  were  also  interviewed. 

The  Pelham  plant  of  the  Knickerbocker  Ice  Companv,  Inc.,  is  located  in 
the  western  part  of  the  village  of  Pelham,  near  the  New  York,  New  Haven 
and  Hartford  railroad  and  the  city  line  of  Mount  Vernon.  The  main  office 
of  the  company  is  at  1480  Broadway,  New  York  city. 

The  manufactiire  of  ice  was  begim  in  1918,  and  is  carried  on  from  April 
to  December  of  ep^h  year.  There  are  28  men  employed  in  three  shifts.  The 
water  simply  of  the  plant  is  derived  from  two  sources  —  for  condensing  pur- 
poses, which  requires  about  50^000  gallons  daily,  the  water  is  obtained  from  a 
well  near  the  plant;   the  water  for  the  making  of  the  ice,  which  requires 
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40^000  gallons  daily,  is  obtained  from  the  New  York  Inter-Urban  Water  Com- 
pany. The  daily  output  is  13*6  ton»  of  ice,  sold  in  Pelham,  New  Rodheile,  and 
Mount  Vernon,  either  directly  or  through  independent  dealers.  Practically 
no  ice  is  stored,  the  ice  being  sold  as  soon  as  it  is  manufactured. 

A  brief  description  of  the  machinery  used  will  be  given  and  the  method 
of  manufacturing  of  the  ice  outlined.  On  the  main  floor  are  the  Frick 
Compound  ice  machines,  which  include  a  steam  engine  and  compressor,  and 
also  a  steam  condenser,  skimmer,  and  reboiler.  On  the  second  floor  are  a 
small  freezing  tank  and  ice  storage  room.  On  the  third  floor  are  the  larger 
freezing  tank,  ammonia  condenser,  and  charcoal  Alters.  The  process  em- 
ployed  is  the  can  system,  using  the  anunonia  compression  system  for  freezing. 

The  ammonia  compression  process  is  essentially  a«  follows:  The  com- 
pressed anunonia  gas  first  passes  to  an  oil  cooler,  the  oil  being  retained  in 
the  oil  separator,  and  the  gajs,  after  being  liquefied  in  the  anunonia  condoiser, 
pa^Bes  into  the  separating  tank.  From  this  tank  the  liquid  is  fed  aa  required 
into  the  coils  of  the  freezing  tank,  where  expansion  takes  place,  Uience 
passing  again  in  the  form  of  gas  to  the  compressor. 

Well  water  is  used  to  cool  the  anunonia  condenser.  This  water  is  pumped 
from  a  well  near  the  plant  to  a  water  storage  tank.  From  this  tank  the 
water  flows  bv  gravity  through  a  network  of  pipea  over  the  ammcnia  con- 
densers and  <lischarges  onto  the  concrete  floor  under  the  condensers.  From 
the  concrete  floor  the  condenser  water  which  has  been  heated  in  passing  over 
the  condensers  flows  to  pipes  leading  to  an  8- inch  steel  pipe  which  dischargM 
into  the  Hutchinson  river. 

The  water  of  the  village  water  supply  is  used  in  the  boiler  to  sneneraie 
steam  for  driving  the  steam  engine.  The  exhaust  steam  from  the  «igine  then 
passes  to  the  steam  condenser  where  condensation  takes  place,  thence  to  the 
skimmer,  where  any  oil  that  may  have  passed  through  with  the  steam  i«  re* 
moved.  The  water  resulting  from  the  condensed  steam  r>asses  to  the  reboiler 
where  distillation  takes  place.  It  then  passes  through  the  cooling  coil,  thenee 
to  the  charcoal  filters,  of  which  there  are  8,  each  being  4  feet  in  diameter  and 
7  feet  deep.  From  these  filters  the  water  passes  to  the  cold  water  storage 
tank  which  feeds  the  cans  in  the  freezing  tank. 

There  are  two  freezing  tanks,  one  of  900,  the  other  of  700  can  capacity. 
They  are  made  of  galvanized  iron  and  contain  the  direct  expansion  freezing 
coils  equally  distributed  throughout  the  tank.  These  coils  are  submerged  in 
brine,  consisting  of  a  solution  of  common  salt  maintained  at  a  temperature 
of  14**  F.  The  tanks  are  provided  with  4  agitators,  to  keep  the  hrire  in 
motion.  The  capacity  of  each  can  in  300  pounds,  approximately  42  hour? 
being  necessary  for  freezing.  Each  can  is  covered  with  a  wooden  boan! 
2%  feet  by  l*^  feet  by  2  inches  thick. 

In  filling  the  ice  cans  a  so-called  float  filler  is  used.  This  filler  is  carried 
by  an  employee  to  the  can  to  be  filled,  the  tube  placed  into  the  can,  and 
then  a  valve  lifted  which  automatically  fills  the  can  to  the  desired  depth. 

The  ice  is  harvested  from  the  tanks  by  means  of  a  one-ton  electric  hoi?t 
on  a  traveling  crane.  The  hoist  removes  3  cans  at  a  time,  delivers  them  to 
the  thawing  tank  which  is  of  galvanized  iron,  which  contains  well  water 
heated  by  steam,  and  is  just  large  enough  to  hold  the  $  cans.  The  cans 
are  imanersed  in  the  tank  for  6  minutes,  the  ice  then  removed,  placed  «« 
dumping  boards,  slid  to  an  elevator  operated  by  a  compressed  air  piston  lift, 
and  carried  to  the  ice  storage  room. 

At  the  time  of  inspection  there  was  considerable  ice  in  the  storage  room- 
An  examination  of  these  blocks  failed  to  disclose  any  appreciable  amount  of 
foreign  matter  in  the  ice.  There  were  a  few  blocks,  however,  which  c-m- 
tained  brown  or  black  spots  near  the  edges  of  the  blocks.  Each  cake  had  a 
.white  core,  due  presumably  to  the  entrained  air  in  filling  the  cans  from 
the  top.  the  air  being  concentrated  at  the  center  of  the  block  aa  the  water 
freezes   inward. 

From  the  investigation  made,  there  appeared,  a  number  of  places  which 
would  permit  the  entrance  of  dirt  or  other  foreign  material.  The  first  ts 
from  the  individual  wooden  covers  over  the  ice  cans-  These  covers,  as  placed 
together,  leave  small  openings  thrpugh  which  dirt  from  workmen's  boots  may 
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be  easily  washed  and  carried  into  the  cans.  A  number  of  the  covers  were 
lifted  and  the  cans  as  well  as  the  half -frozen  water  examined.  The  inside 
of  a  few  of  the  cans  were  dirty  and  rusty,  while  the  water  which  was  not 
as  yet  frozen  contained  small  red  particles,  evidently  iron  rust. 

The  thawing  tank  as  well  as  the  water  in  it  was  very  dirty.  The  gal- 
vanized iron  was  coated  with  a  thick,  slimy,  red  rust,  in  placing  the  cans 
into  the  tank  for  thawing,  the  water  might  easily  overflow  the  can  under  the 
present  arrangement.  In  this  way  not  only  the  ice  but  the  can  itself  would 
become  dirty.  Mr.  Handibode  stated  that  when  this  happens  the  can  is 
washed  before  it  is  again  used.  The  cans  are  ordinarily  washed  only  once 
a  year. 

In  view  of  the  above  facts  tbe  following  conclusions  may  be  drawn: 

1.  That  dirt  from  workmen's  hoots  can  easily  gain  access  to  the  water 
in  the  ice  cans  in  the  freezing  tank  through  the  openings  between  the 
boards  covering  the  cans.  * 

2.  That  the  water  in  the  thawing  tank  contains  considerable  dirt  and 
iron  and  that  these  impurities  may  be  transferred  to  the  ice. 

3.  That  the  cans  in  which  the  ice  is  frozen  may  become  coated  with 
rust  and  dirt  from  the  water  in  the  thawing  tank. 

I  therefore  recommend: 

1.  That  there  be  a  small  anteroom  near  the  freezing  rooms,  where 
the  workmen  should  be  required  to  clean  their  boots  thoroughly  before 
entering,  and  that  the  floor  of  this  room  be  concreted  and  properly 
drained. 

2.  That  the  water  in  the  thawing  tank  be  refilled  with  clean  water  at 
least  once  a  day. 

3.  That  the  thawing  tank  be  thoroughly  cleaned  at  least  once  a  day. 

4.  That  the  ice  cans  be  cleaned  after  each  freezing. 
d.  That  the  charcoal  filters  be  washed  out  regularly. 

I  further  recommend  that  copies  of  this  report  be  sent  to  the  local  board 
of  health,  to  the  sanitary  supervisor,  to  the  Knickerbocker  Ice  Company, 
Inc.,  and  to  Dr.  LeRoy  E.  Hubbard. 

Respectfully  submitted 

THEODORE  HORTON 
Albany,  N.  Y.,  August  20,  1920  Chief   Engineer 

Copies  of  this  report  were  sent  on  August  25,  1920,  to  the  Knickerbocker 
Joe  Company,  Inc.,  to  the  sanitary  supervisor,  and  to  the  local  board  of 
health.  On  September  1,  1920,  a  communication  was  received  from  Knicker- 
bocker Ice  Company,  Inc.,  stating  that  the  recommendations  would  be  carried 
out  so  far  as  practicable  so  to  do. 


PELHAM  (Westchester  Chemical  Company) 

Hermann  M.  Biggs,  M.D.,  State  Commiasioner  of  Health:' 

I  beg  to  submit  the  following  report  upon  an  investigation  of  an  allcjred 
ntiisanoe  caused  by  the  operation  of  the  chemical  works  of  the  WestcheKter 
Cliemical  Company  at  Pelham,  Westchester  county,  N.  Y.,  which  was  made 
the  subject  of  a  complaint  to  this  Department.  Briefly  stated  the  substance 
of  the  complaint  is  that  the  odor  coming  from  the  direction  of  the  works  is 
so  disagreeable  that  it  makes  children  sick  and  causes  them  to  vomit. 

The  chemical '  works,  its  surroundings,  and  the  methods  of  operation  were 
carfully  inspected;  and  the  superintendent  of  the  plant,  the  local  health 
officer/and  people  living  in  the  vicinity  were  interviewed.  The  investigation 
was  made  on  June  15,  1920,  bv  Mr.  A.  I.  Howd,  assistant  engineer  in  this 
Department,  accompanied  by  Mr.  C.  F,  Hobson,  superintendent  of  the  works 
of  the  Westchester  Chemical  Company. 

The  works  of  the  Westchester  Chemical  Company,  of  which  Mr.  Theodore 
Haebler  is  president,  are  located  in  the  western  part  of  the  village  of  Pelham, 
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near  the  New  York,  New  Haven  and  Hartford  Railroad  and  the  eity  ::■ 
of  Blount  \  ernon.  A  number  of  fine  residences  are  located  within  »«i 
iiunared'  feet  of  the  plant.  The  works  have  been  in  operation  at  the  prwr 
location  since  June  15,  1918,  employing  about  11  men. 

The   Westchester   Cliemical    Company   is   engaged    in    the  numufadoTf 
lactic  acid  from  sugar  by  the  fermentation  process.     The  procew  of  n.'- 
facture  is  briefly  as  follows:    A  sugar  solution  is  formed  by  blowing  <ft' 
into  a  mixture  of  starch,  sulphuric  acid,  and  water,  and  stirring  for  21-^ 
The  solution  is  then   pumped  into  wooden  ferment    tanks,  lime  added,  i: 
the  mixture  allowed  to  remain   in  the  tanks  for   7  days.     Butyric  an:  • 
formed  at  this  point  of  the  process,  but  at  the  time  of  tiie  in^«ction  pn'^ 
cally  no  trace  of  the  odor  oould  be  detected  in  the  room  in  which  Uk  't^- 
were    located.      After    fermentation    the   turbid    liquid    resulting  i?  }^^ 
through  a  closed  filter  to  clarify  it.     From  the  filter  the  liquid  flows  i:t 
tank  from  which   it  is  pumped   to  Wo  decomposing^  tanks  where  sulp^l■ 
acid  is  added  to  precipitate  the  lime.    Here  it  is  stirred  for  about  1.5  ci!n  ' 
while  the  sulphuric  acid  is  being  added,  and  then  allowed  to  stand  for  a) » 
12  hours  for  the  calcium  sulphate  to  settle  out.     The  liquid  at  this  p 
usually  contains  less  than  9  per  cent  of  lactic  acid.     After  this  setter* 
the  liquid  is  conducted  to  a  vacuum  pan  where  it  is  heated  and  th«c  '; 
charged  into  a  tank  for  the  further  settlement  of  the  calcium  sulphat*. 
is  then   sucked   back  into  the   vacuum   pan   and  evaporated  to  the  G^*' 
concentration.     Tlie  acid  after  this  concentration  is  run  into  barreling  i- 
and  barreled. 

Two   points   were   observed   in    the    process   of  manufacture  where  i>' 
mi^£^ht  be  given  off.    The  first  point  is  the  two  decomposing  tanks  where  t» 
might  escape  when  the  liquid  i»  being  stirred  while   adding  the  salpi- ' 
acid,   and  while  it  is  allowed  to   stand  uncovered   for   12  hours  while  t' 
raloium  sulphate  is  settling  out.     Secondly,  odors  and  vapors  are  gi^w  * 
when  the  acid  is  being  heated  and  evaporated  to  the  proper  concentrati'ji  ^  .; 
the  vacuum  pan.  ' 

The  decomposing  tanks  are  cylindrical  in  shape,  constructed  of  wood,  s' 
are  not  provided  with  covers.     The  tops  of  the  tanks  are  at  an  eK** 
of  a  few  feet  below  the  concrete  roof  of  the  building.     In  the  room  ther? 
but  one  small  window,  which  at  the  time  of  the  inspection  was  open.  Tl^ 
are   two   distinct   odors    apparently   arising   from,   the    tanks,  one  *  "^^^ 
acetic  acid  odor  and  the  other  a  nauseating  butyric  acid  odor.    These  <*-> 
could  not  be  definitely  detected   in  the  adjoining  room  of  the  building   • 
tigrht   covers  were  provided  for  these  tanks,  the  volume  oi  the  odors  tto  ^ 
escape  from   these   sources   might   be  considerably  reduced. 

The  odors  and  vapors  criven  off  from  the  vacuum  pan  escape  throiipj  •  ; 
IvS-inch  outlet  pipe.    A  .Vinch  pipe  filled  with  numerous  mnall  holes  is  lof«''  , 
in  the  center  of  this  outlet,  and  water  is  sprayed  continuously  from  ^h'*?!'^ 
when  the  vacuum  pan  is  being  operated,  to  condense  the  vapors  in  t^** J   "^^  ' 
outlet  pipe  thus  reducing  the  possibilitv  of  the  escape  of  odors.   At  tnf  ''''* 
of  the  inspection  the  waste  water  was  being  discharged  into  the  puWif^'' 
svstem.    It  was  estimated  that  about  100.000  to  150,000  gallons  of  ww^r^" 
dav  are  used  in  this  scrubber.     The  water  is  obtained  from  driven  weil^^ 

Ordinarily  the  waste  water  is  not  discharged  into  the  sewer  sTstem, 
pumped  to  sprav  nozzles  on  the  roof  of  a  portion  of  the  buildin;r.  *.'f'^ 
proof  brick  wall  preventing  it  from  flowinar  off  the  roof.  The  water  w  |j 
alkaline  by  adding  lime  to  it,  which  should  in  a  large  measure  prewnt  -^ 
emanation  of  objectionable  odors.  The  water  after  aeration  is  "^'^  "'^^ 
in  the  scrubber.  Since  the  spray  nozzles  on  the  roof  were  noi  in  ^^L, 
at  the  time  of  the  inspection  no  definite  statement  can  be  made  ^^^.* 
the  emanation  of  odors  from  this  point.  About  the  10th  of  May  of  fn"  j 
the  wall  on  the  roof  gave  way  allowing  the  water  to  run  off  onto  ^^  -^ 
It  was  stated  that  at  that  time  the  water  may  have  evaporated  and  P^'^^ 
offensive  odors.  The  new  wall  had  just  been  coTwpleted  at  the  time  O' 
inspection  and  was  to  be  put  in  use  the  followine  dav.  ^^^ 

At  the  time  of  the  inspection  no  offensive  or  objectionable  odors  wnw 
detected  outside  the  chemical  works.     During  the  past  year  the  loc**  "* 
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of  health  of  the  village  of  Polham  has  received  hut  3  complaiaU  in  regard  to 
odors  from  the  Westchester  Chemical  Company,  all  of  which  were  made 
about  the  time  and  shortly  after  the  roof  wall  gave  way  which  held  back 
the  water  from  the  scrubber.  The  local  board  of  health  of  the  City  of  Mount 
Vernon  reports  numerous  complaints  with  reference  to  odors  from  the 
chemical  works. 

The  superintendent  of  the  works,  Mr.  Hobson,  stated  that  the  company  was 
willing  to  do  anything  possible  to  prevent  the  escape  of  offensive  and  objec- 
tionable odors  from  the  plant.  The  men  working  at  the  plant  have  become 
practically  immune  to  the  odors  and  it  U  difficult  for  them  to  detect  them. 
Mr.  Hobson  further  stated  that  he  desired  to  have  people  living  in  tlie 
vicinity  inform  him  of  the  nature  of  the  odors  and  the  time  when  they 
detect  them  escaping  so  that  he  may  know  at  just  what  points  of  the  pro- 
cess the  escape  of  odors  is  noticed.  Effective  action  might  then  be  taken  to 
prevent  a  re-occurrence  of  their  escape. 

In  view  of  the  above  facts  the  following  conclusions  may  be  drawn: 

1.  That  objectionable  odors  may  escape  from  the  decomposing  tank 
when  the  liquid  is  being  stirred  while  adding  »ulphuric  acid,  and  when 
the  liquid  is  in  a  quiescent  state  allowing  the  sulphate  of  lime  to  settle 
out. 

2.  That  objectionable  odors  and  vapors  might  escape  from  vacuum 
pan  if  scrubber  is  not  operated  continuously. 

3.  That  the  plant  of  the  Westchester  Chentical  Company  is  located 
in  a  fine  residential  section,  and  unless  the  plant  is  carefully  operated, 
conditions  of  nuisance  may  be  created. 

I  therefore  recommend: 

1.  lliat  the  Westchester  Chemical  Company  be  advised  to  consider 
the  matter  of  providing  tight  co>'ers  for  the  decompoe>ing  tank  to  pre- 
vent the  escape  of  odors  from  these  tanks. 

2.  That  the  scrubber  iwed  in  connection  with  the  vacuum  pan  be 
operated  without  interruption  at  all  times  when  vacuum  pan  is  being 
used. 

3.  That  the  works  of  the  Westchester  Chemical  Company  be  carefully 
operated  at  all  times  and  that  every  precaution  be  taken  by  the  authori- 
ties in  charpfe  of  the  plant  to  prevent  the  escape  of  odors  and  vapors  in 
such  a  manner  as  to  create  a  nuisance. 

4.  That  the  local  boards  of  health  of  the  village  of  Pelham  and  the 
city  of  Mount  Vernon  cooperate  with  the  Westchester  Chemical  Com- 
pany and  immediately  notify  them  of  any  escape  of  odors  from  the 
plant. 

I  further  reconunend  that  copies  of  this  jeTK>rt  be  sent  to  local  boards  of 
health  of  the  village  of  Pelham  and  City  of  Mount  Vernon,  to  the  sanitary 
supervisor  of  the  district,  and  to  the  Westchester  Chemical  Company. 

Respectfullv  siibpiitfed 

THEODORE  HORTON 
Albany,  N.  Y.,  Juli/  3,  1920  Chief  Engineer 

Copies  of  this  report  were  sent  on  July  6,  1920.  to  the  local  board  of  health, 
to  the  sanitary  s-upervisor,  and  to  the  Westchester  Chemical  Company. 


POUGHKEEPSIE  (Town)  Knauss  Brothers, 

Hermann  M.  Bioos,  M.  I>.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  upon  an  investigation  of  alleged 
objectionable  conditions  caused  bv  the  operation  of  and  disposal  of  wastes 
from  the  abattoir  of  Knauss  Brothers,  in  the  town  of  Poughkeepsie,  Dutchess 
countv,  N.  Y.  The  investigation  was  made  on  October  28,  1920,  by  Mr.  A.  T. 
Howd,  assistant  engineer  in  this  department,  accompanied  by  the  health 
officer  of  the  towii  of  Poughkeep&ie,  as  a  result  of  the  complaint  of  objec- 


368  State  Department  of  Health 

tionable  odors  and  offensive  conditiona  created  by  the  operation  of  this 
plant,  and  at  the  request  of  the  local  'board  of  health  of  the  town  of 
Poughkeepeie. 

Ihe  abattoir  or  slaughter  houee  oi  Knau6»  Brothers  is  located  in  the  town 
of  Poughkeepeie  about  one  and  one-half  miles  north  of  the  city  of  Pough- 
keepsie.  The  abattoir  was  constructed  during  1919  and  1920,  and  was  pat 
in  operation  in  April,  1920.  The  plant  is  engaged  in  the  slaughtering  of 
pigs  and  beef  and  the  rendering  of  the  entrails  and  waste  products  of  the 
animials.  At  the  time  of  the  inspection  a  maximum  of  160  pigs  and  2o  beefs 
were  slaughtered  weekly.  The  plant  has  a  capacity  of  about  double  this 
amount.  The  slaughtering  is  done  about  once  or  twice  a  week  and  the 
wastes  are  rendered  once  or  twick  a  week. 

The  method-  of  rendering  Uie  wastes  is  briefly  as  follows:  The  waste 
products  from  the  slaughtering  of  the  animals  are  put  into  a  dDigester  of 
the  Wannenwetech  type  and  cooked  for  4  or  5  hours  by  live  steam  at  40 
pounds  pressure.  The  grease  is  then  drawn  off  into  a  closed  storage  tank 
and  the  water  is  discharged  into  a  cesspool.  The  tankage  is  agitated  and 
dried  simultaneously  with  steam  which  is  applied  to  the  steam  jacket  sur- 
rounding tlie  bottom  of  the  digester.  The  vapors  and  gases  generated  during 
the  processes  of  rendering  are  conveyed  throiigh  a  pipe  to  a  vacuum  puinp 
and  jet  condenser  and  discharged  into  the  cesspool  referred  to  above.  Xo 
estimate  could  be  obtained  as  to  the  amount  of  water  used  in  the  condenser. 

The  waste  water  and  condensing  water  resulting  from  the  rendering  pro- 
cess are  discharged  through  a  6-inch  pipe  to  the  cesspool  located  a  short  dis^ 
tance  north  of  the  plant.  The  cesspool  which  is  10  feet  in  diameter  and 
10  feet  deep  is  looeely  stoned  up  and  is  provided  with  a  concrete  cover.  When 
first  put  into  use  the  cesspool  operated  satisfactorily  for  a  short  time.  The 
cesspool  then  filled  up  and  an  overflow  pipe  line  was  run  to  a  pond  or  swamp 
about  150  feet  north  of  the  cesspool.  VVnen  complaint  was  made  concerning 
the  objectionable  conditions  created  'by  overflow  of  the  cesspool,  two  lAig^ 
trenches  were  constructed,  filled  with  rocks  and  then  covered  with  earth.  The 
overflow  from  the  cesspool  was  then  diverted  into  these  trenches.  At  the 
time  of  the  inspection  the  wastes  were  flowing  out  into  the  swamp  from  the 
end  of  the  trenches. 

The  pond  or  swamp  receiving  the  overflow  from  the  trenches  is  roughly 
some  150  feet  in  diameter,  and  was  formed  by  the  construction  of  a  railroad 
embankment  across  a  low  depression  which  was  the  natural  course  of  drain- 
age for  a  relatively  small  area  in  the  vicinity  of  the  abattoir.  The  construc- 
tion of  the  railroad  embankment  sonie  years  ago  caused  the  runoff  from  this 
area  to  back  up  and  form  a  marsh  which  contains  water  most  of  the  year. 
This  condition  has  become  more  aggravated  during  the  past  six  months  by 
the  discharge  of  wastes  from  the  abattoir.  At  the  time  of  the  inspection  a 
light  scum  was  noticeable  on  portions  of  the  swamp  and  an  objectionable 
odor  could  be  detected  in  the  imimediate  vicinity.  No  odor  could  be  detected 
a  few  hundred  feet  from  the  swamp  but  the  conditions  were  unsightly.  It 
seems,  therefore,  that  while  objectionable  conditions  were  created,  at  the 
time  of  the  inspection  no  conditions  of  public  nuisance  existed.  It  should 
be  remembered  that  it  was  cool  on  the  day  of  the  inspection  and  there  was 
practically  no  wind.  During  warm  weather  under  certain  atmospheric  con- 
ditions it  seems  that  conditions  of  nuisance  would  probably  be  created.  The 
discharge  of  wastes  from  the  abattoir  also  without  a  permit  from  this  Depart- 
ment is  a  direct  violation  of  Article  V  of  the  Public  Health  Law. 

Pilgrim  Hall,  a  reception  buildinjf  of  the  Hudson  River  State  Hospital,  is 
situated  about  three-forths  of  a  mile  north  of  the  abattoir  and  the  swamp. 
It  was  stated  by  hospital  authorities  that  the  odor  emanaging  from  the  abat- 
toir and  swamp  is  very  objectionable  to  the  patients  at  the  hospital.  Cora- 
plaint  was  also  made  concerning  the  extraordinary  prevalence  of  mosquitoes 
and  flies  at  the  hospital.  There  are  also  several  residence  located  within 
a  half  mile  east  and  south  of  the  plant  which  might  be  affected  by  any 
nursance  resulting  from  the  operation  of  the  abattoir. 

There  are  evidently  three  classes  of  wastes  to  'be  disposed  of  from  the 
abattoir.    The  first  class  consists  of  the  condensing  water  which  includes  the 
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condensed  vapors  and  gases  generated  in  the  processes  of  rendering.  The 
water  generally  is  practically  tree  from  any  solid  or  suspended  matter  but 
may  give  olT  a  slight  odor.  This  class  of  wastes  might  be  discharged  into 
a  stream  or  watercourse  without  creating  objectionable  conditions.  Although 
no  figures  could  be  obtained  as  to  the  amount  of  the  wastes,  they  axe  known 
to  be  relatively  large.  The  second  class  of  wastes  consists  ot  the  watet 
which  is  drawn  off  from  the  digester  alter  the  process  of  rendering.  This 
water  may  contain  particles  of  greoae,  tankage,  and  other  solid  and  suspended 
matter,  and  should  therefore  be  passed  through  a  settling  tank  naving 
a  capacity  eufficient  to  provide  a  detention  of  the  wastes  of  8  or  10  hours, 
and  the  effluent  treated  by  some  method  of  filtration.  The  effluent  from  the 
filter  beds  might  be  discharged  into  a  stream  or  watercourse  together  with 
the  condensing  water.  This  class  of  wastes  is  relatively  small.  The  third 
class  of  wastes  consists  of  washings  from  floors  and  apparatus  and  may  con- 
tain small  amounts  of  blood,  scrape,  dirt,  and  other  solid  matter  which  might 
find  its  way  to  the  floors  of  the  plant.  In  view  of  the  nature  of  this  class  of 
wastes  they  should  be  discharged,  together  with  the  water  from  the  digester, 
into  a  settling  tank. 

In  view  of  the  many  features  involved  in  the  (proper  disposal  of  the  wastes, 
a  competent  engineer  should  be  employed  by  the  owners  of  the  abattoir  to 
prepare  plans  for  the  treatment  and  disposal  of  wastes  from  their  plant  in 
the  town  of  Pottghkeepsie.  These  plans  when  prepared  should  be  submitted 
to  and  receive  the  approval  of  this  Department,  in  accordance  with  tiie  pro- 
visions of  the  Public  Health  Law. 

In  view  of  the  above  facts  the  following  conclusicms  may  be  drawn  t 

1.  That  the  construction  of  a  railroad  em-ban kment  without  a  culvert 
across  a  natural  drainage  course  a  short  distance  north  of  the  abattoir 
of  Knauss  Brothers,  in  the  town  of  Poughkeepsie,  causes  surface  and 
trround  water  to  accumulate  and  create  marshy  and  objectionafole  condi- 
tknc 

2.  That  the  above  conditions  become  more  aggravated  by  the  discharge 
of  wastes  from  Knauss  Brothers'  abattoir  into  the  marshy  area. 

3.  That  objectionable  conditions  were  created  at  the  time  of  the  inspec- 
tion, and  conditions  of  nuisance  wouM  probably  exist  during  warm 
weather  under  certain  atmospheric  conditions. 

4.  That  the  discharge  of  wastes  from  this  aibattoir  without  a  permit  is 
a  direct  violation  of  Article  V  of  the  Public  Heaith  Law. 

5.  That  the  abattoir  was  maintained  in  a  fairly  cleanly  condition  at 
the  time  of  the  inspection. 

I  therefore  recommend: 

1.  That  the  local  board  of  health  oT  the  town  of  Poughkeepsie  require 
the  proper  authorities  to  take  action  to  relieve  the  swampy  and  objection- 
able conditions  created  by  the  construction  of  a  railroad  embankment 
across  a  natural  drainage  course  in  the  town  of  Poughkeepsie  near  the 
abattoir  of  Knauss  Brothers,  either  by  the  construction  of  a  ciilvert 
under  the  railroad  at  the  proper  point  or  by  some  other  satisfactory 
method. 

2.  That  Knauss  Brothers  take  immediate  steps  to  discontinue  the  dis- 
charge of  untreated  wastes  from  their  plant,  and  emiploy  a  competent 
engineer  to  prepare  plans  for  t^e  treatment  and  disposal  of  wastes  from 
their  abattoir  in  the  town  of  Poughkeepsie.  and  that  the  plans  when 
completed  be  submitted  to  this  Department  for  approval,  together  with 
an  application  for  a  permit,  in  accordance  with  the  provisions  of  Article  V 
of  the  Public  Health  Law. 

I  further  recommend  that  conies  of  this  report  be  sent  to  the  local  'board 
of  health  of  the  town  of  Poughkeepsie,  to  the  sanitary  supervisor  of  the  dis- 
frict,  to  Knauss  Brothers,  and  to  the  Superintendent  of  the  Hudson  River 
State  Hospital. 

Respectfully  submitted 

THEODORE  HORTON 
Albaitt,  N.  Y,,'Novemher  12,  1920     "  .     ;  OM«f  Engineer 
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Copies  of  this  report  were  sei^t  on  November  16,  1920,  to  the  local  board 
of  health,  to  the  sanitary  supervisor,  to  the  complainant,  and  to  Knauss 
Brothers.  On  November  U),  1921),  a  communication  was  received  from  Knauas 
Brothers,  in  which  it  wa«  stated  that  an  engineer  had  been  employed  to  pre- 
pare plans  for  the  treatment  and  disposal  of  wastes  from  the  abattoir  and 
that  steps  had  been  taken  to  drain  the  swamp. 


ROME  (Rome  Gas,  Electric  Light  and  Power  Company) 

Hermann  M.  BiiHis,  M.  D.,  8tate  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  upon  an  investigation  of  alleged 
objectionable  conditions  arising  from  the  use  of  the  gas  of  the  Rome  Gaa, 
Electric  Light  and  Power  Conupany,  of  Bome,  N.  Y.,  which  inspection  was 
made  at  the  request  of  Dr.  C.  R.  Mahady,  health  officer  of  the  City  of  Rome, 
who  had  received  numerous  complaints  from  the  users  of  tlie  ga»  that  dis- 
agreeable and  at  times  unendiu*able  odors  of  sulphur  and  its  compounds  were 
given  off  in  the  use  of  this  gas  for  either  heating  or  illuminating  purposes. 

The  inspection  of  the  gas  plant  was  made  by  Mr.  N.  H.  Baier,  sanitary 
inspector  in  this  Department,  on  September  2,  1920,  accompanied  by  Mr. 
A.  B.  Morton,  manager  of  the  company.  Dr.  C.  K.  Mahady,  health  officer, 
and  Dr.  H.  B.  White,  member  of  the  local  board  of  health,  and  Mr.  G.  A. 
Mickle,  Mayor  of  the  city  of  Rome,  were  interviewed. 

The  Rome  Gas,  Electric  Light  and  Power  company  is  engaged  in  the  mann- 
facture  of  coal  gas  and  water  gas.  In  the  manufacture  of  coal  gas  the  by- 
products are  coke,  tar,  and  ammonia.  The  process)  of  manufacture  i»  briefly 
as  follows:  Bituminous  coal  is  subjected  to  destructive  distlUation  in 
inclined  retorts,  arranged  in  6  benches,  with  5  retorts  to  a  bench.  The  coal 
is  heated  for  6  hours,  at  the  end  of  which  time  the  coke  is  discharged  b? 
gravity  to  bins  and  q^uenched,  put  on  cars  which  carry  the  coke  to  an  elevator. 
and  conveyed  to  the  coke  shed.  The  gases  given  off  in  the  combustion  or 
distillationi  of  the  coal  pass  through  an  opening  at  the  lower  end  of  the 
retort  to  a  vetical  castiron  pipe  or  standpipe  leading  to  a  rectangular  box 
or  water  seal,  which  serves  one  bench.  In  the  water  seal,  the  greater  part 
of  the  tar  and  oily  products  condense  and  collect  under  the  water.  The 
gases  then  pass  to  the  primary  condenser,  which  cons-ists  of  a  system  of  tubes 
surrounded  by  flowing  water,  where  the  tenvperature  of  the  gas  is  reduced 
in  passing  through  tihe  tubes  from  150°F.  to  105°F.  A  so-called  exhauster 
draws  the  gas  from  the  retort  through  the  water  seal  and  primary  ccmdeneer, 
and  pumps  it  through  the  remaining  parts  of  the  plant.  The  tar  extractor 
further  purifies  the  gas.  It  then  passes  through  the  scrubber  and  washer  to 
remove  the  ammonia  and  part  of  the  carbon  dioxide  and  hydrogen  sulphide. 
The  gas  then  passes  through  a  secondary  condenser  and  rotary  ecmbber, 
thence  to  the  purifier,  com-nosed  of  layers  of  hydrated  ferric  oxide,  to  remove 
the  sulphur  compounds.  The  gas  is  in  contact  with  this  pturifying  material 
for  from  4  to  6  minutesi.  The  purified  gas  then  passes  through  a  station 
meter,  and  finally  to  a  holder. 

The  manufacture  of  water  gas  is  briefly  as  follows:  Coke  is  placed  in 
a  generator,  which  consists  of  a  steel  cylindrical  shell  6  feet  6  inches  in 
diameter  and  9  feet  high,  lined  with  firebrick.  The  coke  in  the  generator  is 
intermittently  brought  to  incandescence  by  a  bWt  of  air.  Ea<4i  charge  of 
coke  is  fired  5  times,  with  5  minutes  to  a  blast.  The  erases  from  the  sienerator 
enter  at  the  top  of  the  carburetter,  a  second  steel  cylindrical  shell  lined  with 
firebrick  and  containing  a  firebrick  checkerwork.  In  passing  down  through 
the  carburetter  the  producer  gaa  from  the  generator  is  partly  burned  by  an 
air  blast  which  enters  the  apparatus  near  the  top,  heating  the  checkerwork 
white  hot.  The  gases  then  nass  to  the  superheater,  a  taller  chamber,  similarly 
filled  with  checkerwork.  When  both  the  carbiu>etter  and  the  superheater  have 
reached  the  desired  tenmerature,  the  air  blasts  are  cut  off  and  steam  is  intnv 
duced  into  the  generator.  The  water  gas  thu»  formed  passes  to  the  car- 
buretter while  ^  small  stream  of  oil  is  being  introduced  ^irough  a  pipe  at 
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the  top.  The  oil,  called  *'  gas  oil/'  which  is  a  third  distillation  of  crude  oil, 
le  a<pplied  for  about  5  minutes.  The  lower  end  of  the  pipe  leading  from  the 
superheater  is  closed  by  a  roimd  wash  water  seal  to  prevent  the  return  of  the 
gas  to  the  apparatus.  From  the  water  seal  the  gas  passes  to  the  scrubber, 
where  the  first  operation  of  cleansing  and  purification  takes  place.  The 
exhauster  then  draws  the  gas  through  the  condenser  to  condense  the  gas 
properly,  through  the  wash  box,  and  thence  to  the  purifiers,  which  contain 
layers  oi  iron  oxide,  similar  to  those  for  the  purification  of  the  coal  gas.  The 
gAs  from  the  water  gas  meter  and  the  gas  from  the  coal  gas  meter  then  enter 
the  holder,  where  the  two  gases  combine  before  being  delivered  to  the  street 


The  capacity  of  the  plant  is  500,000  cubic  feet  of  coal  gao  and  360,000  cubic 
feet  of  water  gas  per  day.  The  average  amount  of  gas  supplied  per  day  is 
from  450,000  to  500,000  cubic  feet.  As  delivered  to  the  consumer,  the  gas 
contains  about  70  per  cent  coal  gas  and  30  per  cent  water  gas. 

The  only  test  that  is  performed  at  the  plant  to  ascertain  the  presence  of 
impurities  is  that  for  hydrogen  sulphide,  this  test  being  made  at  the  station 
meter.  The  gas  is  impinged  through  a  pet-cock  on  a  strip  of  white  paper 
which  is  moistened  with  a  solution  of  acetate  of  lead.  The  presence  of  the 
sulphide  is  indicated  by  the  discoloration  of  the  pa4>er.  The  amount  of  the 
discoloration  depends  on  the  quantity  of  the  sulpherated  hydrogen  contained 
in  the  gas,  and  the  length  of  time  given  to  the  exposure.  At  the  time  of 
inspection  the  test  of  the  coal  gas  gave  a  decided  dark  brown  discoloration 
almost  instantaneously.  Although  there  was  considerable  variation  in  this 
discoloration  from  one  test  to  another,  made  but  a  minute  or  two  apart,  each 
of  the  tests  that  were  made  indicated  a  high  percentage  of  hydrogen  sul<phide. 
The  test  on  the  water  gas  gave  but  a  slight  disicoloration,  showingi  that  it 
contained  only  a  small  amount  of  the  hydrogen  sulphide.  A  good  gas  coal 
should  preferably  have  less  tlian  0.7  per  cent  of  sulphur.  The  gas  as  delivered 
to  the  consumer  should  have  not  more  than  20  grains  of  sulphur  per  100  cubic 
feet  of  gas. 

In  interviewing  the  manBger  of  the  gas  oomnany  it  was  learned  that  the 
company  had,  up  to  December,  1919,  been  receiving  two  grades  of  good  bitu- 
minous coal,  the  West  ^foreland  coal  and  the  Yahegany  coal.  Since  last 
December,  however,  the  compcuiy  has  been  unaible  to  get  their  usual  supply 
from  these  sources,  and  it  has  been  necessary  to  use  whatever  coal  they  could 
purchase,  regardless  of  the  ouality  of  the  coal  as  to  its  sulphur  contents. 
T'nder  these  circumstances  the  coal  that  has  been  purcha,sed  contained  at 
times  ffuch  larsre  amounts  of  sul-phur  that  the  scrubbers  and  ferric  oride  puri- 
fior«?  could  not  remove  it. 

Beginning  with  August  27,  1920,  when  the  first  complaint  about  the  gas 
was  made  to  Dr.  Mahady,  the  sulphtir  in  the  gas  was  detected  at  different 
times  and  at  different  localities.  According  to  the  persons  interviewed,  the 
amount  of  sulphur  in  the  i?as  appeared  to  have  reached  a  maximun  on 
Sunday,  August  29,  1920.  It  was  claimed  that  the  sulphur  fumes  on  this 
day  were  so  intense  that  the  use  of  the  gas  was  at  times  almost  an 
impossibility. 

At  the  time  of  inspection  the  gas  in  a  few  houses  was  examined,  both  a«: 
an  illuminant  and  as  a  fuel.  Ko  odor  of  sulphur  was  detected  except  at 
one  moment,  when  a  very  marked  odor  was  noted,  but  this  odor  lasted  only 
for  an  instant. 

AroorHiner  to  a  t'^leirram  received  September  1.  1920,  hv  the  Rome  Gas. 
Electric  Light  and  Power  Comnanv  from  the  coal  company  which  furnishes 
the  coal,  2  cars  of  West  Moreland  coal  left  the  mine  on  August  31,  1920, 
and  2  cars  will  be  shipped  to  Rome  daily  thereafter.  It  would  seem  that 
the  use  of  this  coal  for  the  manufacture  of  gas  should  remedy  the  present 
unsatisfactory  conditions  arising  from  the  use  of  a  poor  grade  of  coal. 

In  view  of  the  above  facts  the  following  conclusions  may  be  drawn: 

1.  That  the  coal  that  is  at  present  being  used  by  the  Rome  Gas, 
Electric  Light  and  Power  Company  is  unsuitable  for  the  manufacture 
of  coal  gas,  due  to  its  large  sulphtir  content. 
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2.  That  the  use  of  this  gas  as  now  manufactured  by  the  Rome  Ga)>, 
Electric  Light  and  Power  Company  may  at  times  prove  deleterious  to 
the  health  of  the  consumers. 

3.  That  the  Rome  Oas,  Electric  Light  and  Power  Company  is  at 
present  attempting  to  obtain  a  satisfactory  gas  ooal  to  remedy  the 
present  unsatisfactory  conditions  existing  through  the  use  of  a  poor 
grade  of  coal  in  the  manufacture  of  gas. 

As  a  result  of  the  inspection  and  in  view  of  the  foregoing  I  would  recom- 
mend: 

L  That  the  Rome  Gas,  Electric  Light  and  Power  Company  abandon 
the  use  of  the  poor  grade  of  coal  as  soon  as  the  West  Moreland  coal 
or  some  other  satisfactory  coal  can  be  obtained. 

2.  That  the  Rome  Gas,  Electric  Light  and  Power  Company  take  the 
necessary  steps  to  obtain  an  adequate  supply  of  good  gas  coal  so  tluit 
congested  freight  conditions,  expiration  ofpresent  contracts,  or  similar 
conditions  that  would  delay  or  hinder  the  receipt  of  the  usual  supply 
of  good  gas  coal  will  not  interfere .  with  the  production  of  a  gas  of 
satisfactory  nature. 

3.  That  the  Rome  Gas,  Electric  Light  and  Power  Company  have 
frequent  tests  made  at  regular  intervals,  by  an  expert  industrial  chemist, 
of  the  coal  that  is  to  be  used  for  the  manufacture  of  gas,  of  the  result- 
ing coal  gas  and  water  gas,  and  also  tests  of  the  gas  as  finally  delivered 
to  the  consumer,  to  ascertain  the  percentage  of  impurities'  contained 
therein,  with  particular  reference  to  the  amount  of  sulphur  and  its 
compounds,  so  that  the  quality  of  the  gas  delivered  to  the  consumer 
may  be  more  definitely  determined. 

I  would  further  recommend  that  copies  of  this  report  be  sent  to  the 
local  board  of  health,  to  the  sanitary  supervisor  of  the  district,  and  to 
Mr.  A.  B.  Morton,  Manager  of  the  Rome  Gas,  Electric  Light  and  Power 
Company. 

Respectfully  submitted 

THEODORE    HORTOX 

Albany,  N.  Y.,  September  10,  1920  Chi^  Enyxncer 

Copies  of  this  report  were  sent  on  September  20,  1020,  to  the  local  board 
of  health,  to  the  sanitary  supervisor,  and  to  the  Rome  Gas,  Electric  Light 
and  Power  Company.  On  September  25  a  communication  was  received  from 
the  company,  in  which  it  was  stated  that  the  recommendations  of  the  report 
would  be  carried  out. 


SAVANNAH  (Shefford  Cheese  Company,  Inc.) 

Hermann  M.  Bigos,  M.  D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  upon  an  investigation  of  an  allegeii 
nuisance  caused  by  the  discharge  of  w^astes  from  the  factory  of  the  Shefford 
Cheese  Company,  Inc.,  at  Savannah,  Wayne  county,  N.  Y.,  into  a  small 
stream,  which  was  made  the  subject  of  a  complaint  to  this  Department.  The 
inspection  was  made  on  June  ?,  1920,  by  Mr.  A.  I.  Howd,  assistant  engineer 
in  this  Department,  accompanied  by  Dr.  W.  H.  Sweeting,  health  officer  of 
the  town  and  village  of  Savannah;  Dr.  D.  W.  Pierce;  Mr.  V.  D.  Tallraan, 
president  of  the  village;  Mr.  T.  C.  Wethey,  village  trustee;  and  Mr.  S.  £. 
Wood,  town  supervisor. 

Savannah  is  an  incorporated  village  having  a  population  of  531  according 
to  the  census  of  1916,  located  in  the  southeastern  part  of  Wayne  county. 
It  is  on  the  New  York  Central  railroad,  the  West  Shore  railroad,  and  the 
Rochester  and  Syracuse  Electric  railroad,  about  34  miles  west  of  Syracuse. 
A  small  stream  rises  about  one  mile  south  of  the  village,  flows  through  the 
village,  and  discharges  into  Crusoe  creek,  about  two  miles  distant.  The 
village  has  no  public  water  supply  and  no  sewerage  system. 
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The  cheese  factory  is  located  in  the  northern  part  of  the  village  near  the 
small  stream  mentioned  above.  The  factory  is  o^nied  and  operated  by  the 
Shefford  Cheese  Company,  Inc.,  of  419  Fulton  street,  Syracuse,  N.  Y.,  of 
which  Mr.  F.  W.  Chesire  is  president.  Mr.  Leon  Calandrin  is  superin- 
tendent of  the  plant  at  Savannah.  The  plant  was  put  in  operation  about 
1905,  but  has  t>een  operated  by  the  present  firm  only  for  the  past  four 
years.  The  factory  is  engaged  in  the  manufacture  of  soft  cream  cheese, 
employing  from  4  to  6  men.  The  amount  of  milk  received  at  the  factory 
varies  from  1,500  to  5,000  pounds  daily,  depending  on  the  season,  the 
maximum  amount  being  received  at  the  time  of  the  inspection.  About 
1,000  pounds  of  cheese  was  being  manufactured  daily. 

The  process  of  manufacture  is  briefly  as  follows:  Tlie  milk  is  received, 
weighed,  and  run  into  a  batch  pasteurizer,  where  it  is  pasteurized  and  cooled. 
"  Commercial  starter "  is  added  for  ripening  the  milk,  which  drawn  off 
into  18-quart  cans,  carried  into  the  "  setting  room,"  and  allowed  to  stand 
for  18  to  24  hours.  The  contents  of  the  cans  run  into  cheese  cloths  in  the 
"  draining  room,"  the  whey  running  through  the  cloths  on  to  the  floor.  The 
cheese  is  iced,  salted,  packed  in  butter  tubs,  and  shipped. 

The  water  supply  of  the  factory  is  obtained  from  a  dug  well  18  inches 
in  diameter  and  25  feet  deep,  located  several  feet  west  of  the  factory.  The 
water  is  pumped  from  the  well  directly  into  the  mains.  A  new  driven  well 
6  inches  in  diameter  and  50  feet  deep  had  been  constructed  near  the  plant 
but  had  not  been  put  into  use  at  the  time  of  the  inspection. 

In  general,  there  are  two  classes  of  wastes  to  be  disposed  of  from  the 
factory.  The  first  is  whey,  which  amounts  to  about  3,000  pounds  daily.  The 
whey  is  collected  on  the  floor  of  the  draining  room  from  which  it  is  pumped 
by  an  ejector  with  a  1^-inch  suction  and  1^-inch  discharge  into  a  vat 
outside  the  building.  The  superintendent  of  the  plant  stated  that  all  of 
the  whey  is  taken  away  by  the  farmers.  The  ejector  was  installed  about 
two  weeks  previous  to  the  time  of  the  inspection.  Prior  to  the  installation 
of  the  ejector  the  whey  was  discharged  through  a  fi-inch  pipe  into  a  cesspool 
having  an  overflow  into  a  small  stream. 

The  second  class  of  wastes  consists  principally  of  the  wash  water  from 
floors,  cans,  and  apparatus,  and  contains  slight  quantities  of  milk,  whey, 
curd,  and  other  matter.  About  2,000  to  3,000  gallons  of  water  are  used 
daily  for  washing  purposes.  The  waste  water  and  washings  are  discharged 
through  a  6-inch  <floor  drain  into  a  concrete  cesspool  about  8  feet  in  diameter 
and  3^  feet  deep,  constructed  in  the  fall  of  1019.  The  effluent  from  the 
cesspool  is  carried  through  a  6-inch  pipe  for  about  125  feet  to  the  small 
stream  running  in  a  northerly  direction  from  the  village.  In  the  vicinity 
of  the  plant  tlie  top  soil  for  a  depth  of  about  1  foot  is  a  gravelly  loam, 
which  is  underlain  by  about  2  to  3  feet  of  clay.  The  ground  water  elevation 
is  about  4  feet  below  the  surface  of  the  ground. 

The  discharge  of  wastes  from  this  factory  into  the  stream  is  a  violation  of 
section  78  and  79  of  the  Public  Health  Law,  since  no  permission  has  been 
granted  and  no  plans  submitted  for  the  treatment  and  discharge  of  wastes 
into  the  stream.  It  would  seem  desirable  that  they  be  advis^  to  submit 
plans  to  this  Department  showing  the  method  of  disposal  of  their  wastes, 
and  to  make  application  to  this  Department  for  permission  to  discharge 
their  wastes  into  the  stream. 

The  ditch  or  stream  into  which  the  wastes  are  discharged  has  a  drainage 
area  of  about  0.25  square  mile  above  the  point  of  discharge  of  the  wastes. 
The  volume  of  flow  in  the  stream  at  the  time  of  inspection  was  very  small. 
The  stream  contained  quantities  of  scum  and  settled  decomposing  organic 
nratter.  The  characteristic  odor  emanating  from  this  type  of  matter  could 
be  detected  a  short  distance  from  the  stream  when  in  the  direct  path  of 
the  wind.  The  odor  could  be  detected  when  near  the  stream  for  a  distance 
of  probably  a  half  mile  below  the  plant.  A  mile  below  the  plant  there  was 
practically  no  visible  pollution  of  the  stream. 

The  present  objectionable  conditions  along  the  stream  are  probably  due 
largely  to  the  whey  which  was  formerly  discharged  into  the  stream.  Whey 
contains  such  large  quantities  of  decomposable  organic  matter  that  it   is 
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practically  impossible  satisfactorily  to  dispose  of  it  by  dischargiiig  it  into 
relatively"  small  streams  without  creating  a  nuisance.  The  practice  of  having 
the  whey  taken  away  by  farmers  is  an  economical  and  generally  satisfactory 
method  of  disposal.  Care  should  be  taken  that  all  of  the  whey  is  taken 
away  daily  and  none  allowed  to  be  discharged  into  the  cesspool  or  the 
stream. 

The  objectionable  conditions  along  the  stream  may  also  be  due  partly  to 
the  waste  water  and  washings  which  are  being  discharged  into  it  after 
treatment  in  the  cesspool.  In  cases  where  the  volume  of  stream  flow  is  large 
enough  to  provide  ample  dilution,  treatment  of  the  waste  water  and  wash- 
ings in  a  settling  tank  or  tight  cesspool  may  be  sufficient.  When  the  volume 
of  flow  in  the  stream  is  not  sufficient  properly  to  dilute  the  effluent  from  the 
settling  tank  or  cesspool  treating  the  waste  water  and  washings,  it  is 
necessary  that  supplementary  works  for  more  complete  treatment  of  these 
wastes  be  provided,  such  as  some  form  of  filler,  or  where  soil  conditions  are 
favorable,  the  construction  of  leaching  cesspools  to  receive  and  dispose  of 
the  effluent  from  the  tanks,  or  tight  cesspools. 

The  stream  should  be  cleaned  of  all  putrefying  organic  wastes  that  have 
been  discharged  into  it  from  the  point  of  discharge  of  the  wastes  aa  far 
as  objectionable  conditions  are  created.  The  owners  of  the  factory  should 
then  be  given  an  opportunity  to  operate  the  cesspool  properly,  excluding  all 
whey  and  other  refuse  containing  considerable  amounts  of  organic  matter. 
If  it  be  found  after  a  reasonable  time  that  the  volume  of  flow  in  the  stream 
is  not  sufficient  properly  to  dilute  the  effluent  from  the  cesspool,  it  will  be 
necessary  to  provide  supplementary  works  for  more  complet  treatment  of  the 
wastes,  plans  for  which  should  be  submitted  to  this  Department  for  approval. 

It  was  alleged  at  the  time  of  the  inspection  that  sewage  from  residenoes 
in  the  village  is  discharged  into  the  stream  above  the  factory.  Since  the 
stream  was  covered  for  some  distance  through  the  village  it  could  not  be 
definitely  determined  at  the  time  whether  or  not  there  were  any  house  connec- 
tions to  the  stream.  The  local  board  of  health  of  the  village  ertiould  make 
a  careful  survey  of  the  parts  of  the  village  involved  with  a  view  of  improv- 
ing the  sanitary  condition  of  tlie  stream  in  the  village. 

Ae  a  result  of  this  inspection,  I  conclude  that  the  objectionable  conditions 
complained  of  are  caueed  by  the  conditions  mentioned  above,  and  I  therefore 
recommend: 

1.  That  the  owners  of  the  factory  continue  to  have  all  the  whey  taken 
away  by  farmers,  and  allow  none  to  enter  the  cesspool  or  the  amall  ^treain 
west  of  the  factory. 

2.  That  the  cesspool  be  used  to  treat  the  wash  water  only,  and  that 
the  matter  of  additional  treatment  be  held  in  abeyance  until  it  is  deter- 
mined whether  or  not  conditions  of  nuisance  are' caused  when  the  cess- 
pool is  operated  properly. 

3.  That  the  stream  be  cleaned  of  all  putrefving  organic  wast«»s  that 
have  been  discharged  into  it  from  the  point  of  discharge  of  the  wastes 
as  far  as  objectionable  conditions  are  created*. 

4.  That  the  owners  of  the  factory  submit  to  this  Department  for 
approval  plans  showing  the  present  works  for  the  treatment  and  dis- 
posal of  the  wastes,  and  that  they  make  application  to  this  IXepartment 
for  permission  to  discharge  the  waste  water  and  washings  from  the  fac- 
torv  into  the  stream. 

T  further  recommend  that  copies  of  this  report  be  sent  to  the  local  board* 
of  health  of  the  village  and  town  of  Savannah,  to  the  sanitary  supervisor  of 
the  district,  t/i  the  complainant,  and  to  the  Shefford  Cheese  Company,  Inc., 
at  Syracuse,  N.  Y. 

Bespectfully  submitted 

THEODORE  HORTON 

Chief  Engineer 
Albany,  X.  Y.,  June  30,  1920 


NuiaA.NCE8  Not  Arising  From  Stream  Pollution     375 

Copies  of  this  report  were  sent  on  July  1,  1920,  to  the  Shefford  Cheese 
Company,  Inc.,  to  the  local  boards  of  health  of  the  Town  and  Village  of 
Sfitvannah,  to  the  sanitary  supervisor,  and  to  the  complainant.  On  Septem- 
ber 8,  1920>  application  was  received  for  permission  to  discharge  wastes 
from  the  factory.  A  permit  was  issued  on  September  17,  1920,  for  permission 
to  discharge  effluent  from  the  settling  tank  to  treat  waste  water  and  washings 
into  a  tributary  of  Crusoe  creek. 


In  addition  to  the  foregoing,  inspections  were  made  and  reports  transmitted 
to  the  local  authorities  or  advice  was  given  by  correspondence  in  the  matter 
of  abatement  of  nuisances  at  the  following  places:  Akron,  Amsterdam,  Che- 
mung, Cornwall  ( town ) ,  Darien  Center,  Dundee,  East  Greenbush,  East  Mori- 
ches, Elmira,  Geneseo  (town),  Harrison,  Hempstead,  Hudson,  Kensico  Manor, 
Kingston,  Lancaster,  Madrid  Miannville  (town  of  Colonic),  Maplewood 
(town  of  Colonic),  Marlborough  (town).  Mount  Pleasant  ( town ) ,  Js'ewark, 
Pittsford,  Plattfliburg,  Port  Chester,  Purchase,  Rotterdam  (town),  Schenec- 
tady, Skaneateles,  Spring  Lake  (town  of  0)nquest),  Stephentown,  Syracuse, 
and  Van  Hornesville. 


SPECIAL  im^SnOATIONS 


[sn] 


INVESTIGATION  OF  SANITARY  CONDITION  QF 

STATE  INSTITUTIONS 

Under  the  provisions  of  section  14  of  the  Public  Health  Law, 
the  State  Commissioner  of  Health  is  required  to  make  from  time 
to  time,  and  at  least  once  in  each  year,  an  examination  and 
inspection  of  the  sanitary  conditions  of  all  State  institutions, 
and  to  transmit  copies  of  his  report  and  reconmiendations  thereon 
to  the  president  of  the  board  of  mana^rs  or  trustees  or  other 
authority  in  charge  of  such  institution,  and  to  the  Fiscal  Super- 
visor of  State  Charities  in  case  of  institutions  reporting  to  that 
official. 

During  1920  the  scope  of  investigation  was  confined  to  mat- 
ters of  water  supply,  milk  supply,  sewage  and  sewage  disposal 
and  refuse  disposal.  The  sanitary  conditions  of  some  twenty- 
nine  institutions  were  investigated  during  the  year  and  reported 
upon,  and  as  required  by  law  the  reports  transmitted  to  the 
institution  authorities. 

Below  will  be  found  abstracts  of  the  reports  on  the  institu- 
tions investigated. 

ALBION  (Western  House  of  Refuge  for  Women) 

An  inve.stigation  of  the  sanitary  condition  of  the  Western  House  of  Refuge 
for  Women  at  Albion,  Orleans  county,  wa»  made  by  Mr.  C.  A.  Rowland, 
assistant  engineer  in  this  Department,  on  January  14,  1920.  Previous  inves- 
tigations of  the  institution  were  made  by  this  Department  in  1911  (see  page 
940  of  the  32d  Annual  Report)  ;  in  1914  (see  page  837,  Vol.  II,  of  the  36th 
Annual  Report),  and  in  1917  (see  page  631,  Vol.  II,  of  the  38th  Annual 
Report).  Special  investigations  of  the  sewage  disposal  plant  of  the  institu- 
tion were  mude  in  1907  (see  page  721,  Vol.  II,  of  the  28th  Annual  Report) 
and  in  1908  (see  page  199,  Vol.  II,  of  the  29th  Annual  Report).  Plans  for 
sewage  disposal  were  approved  by  this  Department  on  October  13,  1898. 
and  on  May  8,  1912. 

Location:    Village  of  Albion,  Orleans  county. 

Site  of  instittiiion:  The  institution  is  located  near  the  western  boundary 
of  the  village  of  Albion.  The  station  of  the  New  York  CJentral  railroad  in 
the  village  is  about  one  mile  from  the  institution,  and  a  station  of  the 
BufTalo,  Lockport  and  Rochester  Electric  Railway  is  located  practically  at 
the  gate  of  the  institution.  The  Erie  canal  passes  just  to  the  north  and  the 
New  York  Ontral  railroad  just  to  the  south.  A  small  creek  runs*  through 
the  institution  grounds.  In  the  vicinity  of  the  buildings  the  ground  slopes 
are  such  that  the  drainage  is  good,  but  the  engineer  was  informed  that  somo 
portions  of  the  farm  lands  are  rather  low  and  because  of  the  improper 
arrangement  of  the  drain  tile  are  not  well  drained. 

Area  of  grounds:     92.5  acres. 

Ntmiher  of  occupied  buildings;     13  (and  one  in  course  of  construction). 

Capacity:    215  women,  57  employees,  total  272. 

Present  population:     174  women,  15  infants,  52  employees,  total  241. 

[379] 
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Cla99  of  inmates:  Tlie  in«titution  receives  upon  cominitzneiit  femalei 
between  the  agee  of  16  and  30  year«,  convicted  by  any  court  or  magistrate 
of  petit  larceny,  vagrancy,  habitual  drunkenneea,  of  beinff  a  comnKm  |HroBti- 
tute,  of  frequenting  disorderly  houses  or  houses  of  proetitution,  or  of  a  mis- 
demeanor, and  who  are  not  insane  or  mentally  or  phyjsically  incapable  of 
sfubfftantially  benefiting  by  the  discipline  of  such  institution. 

Water  supply:  The  principal  water  supply  of  the  institution  is  obtained 
from  the  public  water  supply  of  the  village  of  Albion.  It  is  derived  from 
an  impounding  reservoir  on  Otter  creek,  about  two  mdles  west  of  the  village, 
and  fr(Hn  wells  located  just  outside  of  the  village  and  north  of  the  Erie 
Canal.  The  water  is  pumiped,  is  filtered  through  gravity  mechanical  filters. 
and  is  treated  with  hypochlorite  of  lime.  An  auxiliary  supply  is  obtained 
from  a  drilled  well  a;bout  90  feet  deep  and  extending  into  rock,  which  is 
located  near  the  farmer's  cottage.  Water  is  drawn  from  it  by  means  of 
a  hand  pomp.  At  the  time  of  the  investigation  it  was  found  that  a.  number 
of  possible  sources  of  contamination  existed  near  the  well,  including  a  privy 
witnout  vault,  a  cesspool,  and  an  area  of  ground  upon  which  sink  drainaf^ 
is  discharged.  A  third  grossly  contaminated  supply,  which  was  <A>t«.ined 
from  a  well  near  the  power  house,  has  been  abandoned-  in  accordance  with  the 
recommendations  of  this  Department. 

Milk  supply:  About  80  quarts  of  milk  is  obtained  from  the  institution 
herd  of  13  head,  and  70  quarts  by  purchase  from  a  milk  dealer  who  obtains 
milk  from  local  farmers.  As  no  milk-house  is  provided  near  the  bam,  the 
milk  from  the  institution  herd  is  strained  in  the  barn  and  taken  directly  to 
the  industrial  building,  where  it  is  again  strained  and  delivered  to  the  cot- 
tages where  it  is  placed  in  refrigerators.  It  is  used'  without  pasteurization. 
Milk  is  purchased  under  a  yearly  contract  which  includes  specifications  a.« 
to  butter  fat  and  solid  content  of  the  milk  and  conditions  under  wbich  the 
milk  is  to  be  produced,  but  none  as  to  the  grade  of  milk  or  pasteurization. 

Setterage  and  setoage  disposal:  The  sanitary  sewage  of  the  institution 
is  collected  by  a  system  of  sewers  and  discharged  through  an  8-inch  sewer 
into  the  sewerage  system  of  the  village  of  Albion.  The  sewage  is  therefore 
passed  through  the  village  sewage  disposal  plant  consisting  of  a  grit  cham- 
ber, settling  tanks,  and  contact  l^s  before  it  is  discharged  into  Sandy  creek. 
The  sewage  from  the  flush  closet  and  other  plumbing  fixtures,  except  the 
kitchen  sink,  at  the  farmer's  cottage  is  dischaiged  into  a  cesspool  located  in 
the  garden  about  60  feet  north  of  the  cottage.  Sewage  seeps  out  of  the 
ground  at  the  cesspool  during  the  summer  months,  and  it  would  therefore 
appear  that  the  cesspool  is  no  longer  capable  of  satisfactorily  disposing  of 
the  sewage  from  the  farmer's  cotti^e. 

Refuse  disposal:  The  garbage  is  stored  in  galvanized  iron  cans  at  each 
cottage.  It  is  collected  three  times  a  week  and  taken  to  the  piggery  where 
it  is  fed  to  the  institution  herd  of  24  swine.  Combustible  rubbish  is  biime-i 
in  the  kitchens  of  the  several  cottages,  or  is  taken  to  the  boiler  house  where 
it  is  burned.  Noncosnbustlble  refuse  is  used  for  filling  at  a  considerable 
distance  from  the  buildings  of  the  institution. 

Recommendations 

1.  That  in  view  of  the  potentially  dangerous  character  of  the  water 
obtained  from  the  well  at  the  farmer's  cottage,  this  well  be  abandoned. 

2.  That  proper  toilet  facilities  be  provided  at  the  barn,  and  that  the 
privy  near  the  barn  be  discontinued. 

3.  That  the  receptacle  for  the  storage  of  the  garbage  at  the  piggery 
be  provided  with  a  cover  and  be  kept  covered, 

4.  That  the  construction  of  a  properly  designed  and  constructed  sys- 
tem of  sewage  disposal  for  all  of  the  sewage  of  the  farmer's  cottage  be 
undertaken  as  soon  as  possible. 

5.  That  arrangements  be  made  by  the  institution  authorities  to  use 
only  x>&s^urized  milk  at  the  institution,  either  by  pasteurizing  all 
milk  at  the  institution,  or  by  paerteurizing  the  milk  produced  at  the 
institution  and  purchasing  only  pasteurized  miUc ;  and  that  a  properly 
designed  and  constructed  milk-house  be  provided. 
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BATAVIA  (SUte  School  for  the  Blind) 

An  investigation  of  the  sanitary  condition  of  the  State  School  for  the  Blind 
at  Batavia,  Genesee  county,  was  made  by  Mr.  C.  A.  Howland,  assistant  engineer 
in  this  Department,  on  January  13,  1920.  Previous  investigations  of  the 
institution  were  made  by  this  Department  in  1911  (see  page  948  of  the  32d 
Annual  Report) ;  in  1914  (see  page  476,  Vol.  II,  of  the  35th  Annual  Report) 
and  in  1917  (see  page  632,  Vol.  II,  of  the  38th  Annual  Report).  A  special 
investigation  of  the  sewage  disposal  plant  was  made  in  1907  (see  page  726, 
Vol.  II,  of  the  28th  Annual  Report ) . 

Location:     City  of  Batavia,  Genesee  county. 

ifite  of  institution:  The  institution  is  situated  in  the  southern  part  of 
the  city  of  Batavia,  on  property  which  is  higher  than  the  surrounding  land. 

Area  of  ground:     60.7  acres. 

Number  of  occupied  buildings:     11. 

Capacity:  180  pupiU  consisting  of  104  boys  and  76  girls;  68  employees, 
total  248. 

Present  population:     86  boys,  63  girls,  68  employees,  total  217. 

Class  of  inmates:  Blind  persons  between  the  ages  of  5  and  21  years  who 
are  not  incapacitated  for  useful  instruction  by  mental,  physical,  or  moral 
infirmity. 

Water  supply:  The  principal  water  supply  for  the  school  is  obtained 
from  the  public  water  supply  of  the  city  of  Batavia.  This  supply  is  derived 
from  Tonawanda  creek  which  is  seriously  contaminated.  Before  delivery  to 
the  city  mains,  however,  the  water  is  treated  by  coagulation,  filtration  through 
gravity  mechanical  filters,  and  chlorination  with  liquid  chlorine.  At  the 
institution  there  are  two  systems  of  piping,  one  for  drinking  water  and  the 
other  for  general  utility  purposes.  The  latter,  in  addition  to  city  water,  at 
times  receive  rain  water  pumped  from  a  cistern.  Pumps  have  been  installed 
to  increase  the  pressure  for  fire  purposes  and  to  raise  the  service  pressure 
in  the  mains  when  it  becomes  low.  A  small  pump  also  raises  water  from  the 
cistern  to  2  or  3  tanks  located  in  the  attic  of  the  main  building.  A  float 
valve  controls  the  entrance  of  water  from  the  city  water  supply  into  the 
cistern  from  which  the  fire  pump  draws  water.  A  second  cistern  supplies 
water  to  a  hand  pump  located  in  a  lavatory  on  the  second  fioor  of  the  main 
building.  The  utility  eupply  is  filtered  at  the  main  building  and  at  the 
kindergarten.  At  the  former  a  Continental-Jewell  pressure  mechanical  filter 
is  used,  and  at  the  latter  a  Paddock  water  filter  unit. 

Milk  supply:  The  entire  milk  supply  is  purchased  from  the  Fargo  Dairy 
Company  under  verbal  contract.    Grade  A  pasteurized  milk  is  used. 

Sewerage  and  sewage  disposal:  A  system  of  combined  sewers  ranging  in 
size  from  5  to  8  inches  collects  the  sewage  and  as  much  of  the  storm  water 
as  is  not  used  in  the  utility  water  supply.  They  are  discharged  into  the 
city  sewage  disposal  plant  which  consists  of  settling  tanks,  a  dosing  tank, 
and  sprinkling  filters.  The  cisterns  of  the  institution  overfiow  into  the 
aanitary  sewers,  and  the  discharge  of  storm  water  in  this  manner  into  the 
sanitary  sewerage  system  of  Batavia  may  overload  the  city  sewage  disposal 
plant. 

'  Refuse  disposal:  Garbage  is  stored  in  galvanized  iron  cans  in  the  kitchens. 
It  is  collected  daily  by  a  farmer.  Combustible  rubbish  is  burned.  Noncom- 
bustible  rubbish  is  placed  on  a  dump  near  a  marshy  area  and  at  a  considerable 
distance  from  the  Duildings. 

Recommendations 

1.  That  the  pumping  of  storm  water  from  the  cisterns  into  the  mains 
of  the  institution,  and  the  use  of  this  water  for  any  purpose  whereby  it 
would  be  accessible  to  the  persons  at  the  institution  for  drinking  pur- 
poses be  discontinued. 

2.  That  the  filters  at  present  used  to  filter  the  general  utility  supply 
at  the  institution  be  discontinued. 
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3.  That  all  connections  for  the  discharge  of  storm  water  or  rain 
water  into  the  sanitary  sewers  be  disconnected,  and  such  water  be  dis- 
charged into  the  storm  sewers. 

4.  That  only  pasteurized  milk  be  accepted  and  used  at  the  inatitiitiQn. 


BATH   (Sute  Soldiers'  and  Sailors'   Home) 

An  investigation  of  the  sanitary  condition  of  the  New  York  State  Soldiers' 
and  Sailors'  Home  at  Bath,  Steuben  county,  was  made  by  Mr.  W.  C.  Emigh, 
assistant  engineer  in  this  Department,  on  July  1  and  2,  1920.  Previous  in- 
vestigations of  the  institution  were  made  by  this  Department  in  1911  (see 
page  957  of  the  32d  Annual  Report),  in  1914  (see  page  476,  Vol.  II,  of  the 
36th  Annual  Report),  and  in  1918  (see  page  518,  Vol.  II,  of  the  39th  Annual 
lieport).  A  special  investigation  of  the  sewage  disposal  plant  was  made  in 
1907  (see  page  728,  Vol.  I,  of  the  28th  Annual  Report).  Plans  for  sewerage 
and  sewage  disposal  were  approved  on  August  27,  1909. 

Location:     Bath,  Steuben  county,  N.  Y. 

Site  of  institution:  The  New  York  Soldiers'  and  Sailors'  Home  is  situated 
on  the  south  bank  of  the  Cohocton  river,  about  2  miles  northwest  of  the 
village  of  Bath.  The  grounds  of  the  institution  rise  from  an  elevation  of 
about  1,225  feet  above  mean  sea  level  at  the  river  to  an  elevation  of  1,500 
feet  about  three-quarters  of  a  mile  south  of  the  river.  The  main  buildings 
are  located  on  a  strip  of  low  level  land  about  one-quarter  of  a  mile  wide 
immediately  adjacent  to  the  river. 

Area  of  grounds:     375.5  acres. 

Number  of  occupied  buildings:     About  40. 

Capacity:     1,600  men,  179  employees,  total  1,779. 

Present  population:     600  men,  174  employees,  total  774. 

CUiss  of  inmates:  Honorably  discharged  soldiers  and  sailors  who  served 
in  the  army  or  navy  of  the  United  States  during  the  late  rebellion,  who 
enlisted  from  the  State  of  New  York,  or  who  shall  have  been  residents  of  the 
State  for  one  year  preceding  their  application  for  admission. 

Water  supply:  The  institution  water  supply  is  derived  from  two  separate 
sources:  A  battery  of  three  wells  located  under  the  power  house,  and  three 
springs  on  the  institution  farm.  Water  is  pumped  from  the  wells  directly 
into  the  distribution  mains  by  pumps  located  in  the  basement  of  the  power 
house.  The  surplus  water  from  the  mains  flows  into  a  reservoir  located  on 
a  hill  in  the  rear  of  the  institution  buildings.  The  springs  are  all  located 
within  a  short  distance  of  the  institution  farm  house.  The  area  above  the 
springs  is  unpopulated  and  no  permanent  sources  of  pollution  were  foimd 
thereon.  Water  collected  from  the  three  springs  is  piped  to  the  reservoir 
previously  mentioned.  The  water  mains  in  the  institution  are  cross-connected 
to  the  municipal  water  supply  of  the  village  of  Bath. 

Milk  supply:  The  milk  supply  of  the  institution  is  obtained  from  the 
institution  herd  and  from  a  local  dairy.  The  former  furnishes  about  400 
quarts  daily,  and  the  latter  about  100  quarts.  Subsequent  to  the  inspection 
of  1918,  the  cow  bam  and  8tal>le  have  b^n  rebuilt.  The  milk  house  is  a  sepa- 
rate building  but  in  convenient  proximity  to  the  stable.  Neither  the  milk 
produced  at  the  institution  nor  that  purchased  from  the  local  dairy  is 
pasteurized. 

Sewerage  and  sewage  disposal:  The  sanitary  sewage  and  storm  water  of 
the  institution  are  collected  in  separate  system  of  sewers.  The  sanitary 
sewers  lead  to  a  disposal  plant  which  consists  of  two  primary  settling  tanks 
and  two  secondary  settling  tanks.  The  filter  plant  was  designed  and  con- 
structed to  be  operated  as  a  chemical  precipitation  tank.  The  quantity  of 
chemicals  used  has  been  decreased  from  year  to  year  until  at  the  present 
time  only  a  negligible  quantity  is  used,  and  the  plant  is  operated  as  a  plain 
sedimentation  tank.  The  effluent  of  the  plant  is  discharged  into  the  Cohocton 
river.     Sewage  from  the  superintendent's  residence,  the  farm  house,  and  the 
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cottages  south  of  the  main  gate  is  disposed  of  by  three  separate  tanks  or 
cesspools. 

Refu9e  dUposal:  A  garbage  house  is  provided  near  each  of  the  two  main 
kitchens  at  the  institution.  Garbage  is  removed  from  these  houses  twice 
daily  to  the  piggery  where  it  is  fed  to  swine.  Bones  and  some  of  the  fats 
are  rendered.  <>>mDUstible  rubbish  is  salvaged  or  burned.  Noncombustible 
rubbish  is  disposed  of  on  a  dump  on  the  bank  of  the  river. 

Recommendations 

1.  In  regard  to  the  water  sujiply  I  recommend: 

a  That  suitable  fences  be  constructed  around  the  area  in  the 
immediate  vicinity  of  the  springs  to  prevent  inmates,  employees,  or 
trespassers  from  passing  over  any  ground  located  less  than  100  feet 
above  or  on  either  side  of  any  spring  or  less  than  50  feet  below  any 
spring. 

b  That  ditches  and  embankments  be  constructed  and  maintained 
in  condition  effectively  to  prevent  surface  water  from  reaching  the 
spring. 

c  That  analyses  of  the  water  supply  be  made  at  frequent  intervals 
to  detect  the  presence  of  pollution. 

2.  In  regard  to  the  milk  supply  I  recoounend: 

a  That  the  dairy  from  which  milk  is  purchased  be  regularly  and 
frequently  inspected, 
b  That  the  entire  milk  supply  be  pasteurized  at  the  institution 


by  approved  methods. 
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3.  In  regard  to  sewers  and  sewage  disposal  I  recommend: 

a  That  the  sewers  be  flushed  at  regular  and  frequent  intervals. 

b  That  a  new  sludge  bed  of  suitable  size  be  constructed  at  some 
point  remote  from  the  institution  buildings  and  that  the  present 
sludge  bed  be  abandoned. 

c  That  the  present  sewer  outfall  be  extended  under  the  bed  of  the 
river  to  a  point  which  will  provide  a  submerged  outfall  at  all 
times  in  the  main  channel. 

d  That  the  institution  authorities  consider  the  question  of  replac- 
ing the  present  sewage  disposal  plant  by  one  of  modern  design,  and 
that  plans  for  such  a  plant  be  prepared  and  submitted  to  this 
Department  for  approval. 

4.  In  regard  to  the  disposal  of  refuse  I  recommend: 

a  That  covers  be  provided  for  all  barrels  used  in  the  collection  of 
garbage  and  that  these  barrels  be  kept  covered  at  all  times. 


BEACON  (Matteawan  State  Hospital) 

An  investigation  of  the  sanitary  condition  of  the  Matteawan  State  Hospital 
at  Beacon,  Ihitchess  county,  was  made  by  Mr.  C.  A.  Howland,  assistant  engi- 
neer in  this  Department,  on  February  24  and  25,  1920.  Previous  investiga- 
tions of  the  sanitary  condition  of  the  institution  were  made  by  this  Depart- 
ment ID  1^15  (see  page  995.  Vol.  II,  of  the  36th  Annual  Report)  and  in  1917 
•  (see  page  651,  Vol.  II,  of  the  3Sth  Annual  Report). 

Location:  City  of  Beacon,  Dutchess  county,  N.  Y. 

Site  of  institution:  The  main  buildings  of  the.  institution  ane  situated  on 
a  bHl  about  1  mile  north  of  the  built-up  sections  of  Beacon,  and  1%  miles 
east  of  the  eastern  hank  of  the  Hudson  river.  The  elevation  of  the  ground  at 
the  main  buildings  is  about  .320  feet  atbove  the  river,  and  the  land  slopes 
away  from  the  buildings  in  all  directions,  affording  adequate  drainage.  The 
soil  is  a  sandy  clay. 

Area  of  grounds:  482.22  acres,  of  which  about  996  are  under  cultivation. 

Ninnher  of  occupied  buildings:     7. 

Capacity:  549  mens  108  women.  220  oflfk^rs  and  employees,  total  877. 

Presemi  population:  782  men,  122  women,  185  officers  and  employees,  total 
1,089. 
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Cla8»  of  inmates:  Insane,  committed  by  order  of  courts  of  criminal  juris- 
diction and  convicted  of  petty  crimes,  not  felon«;  persons  becoming  insane 
wiiile  undergoing  sentence;  aim  patients  Irom  other  state  hospitals  who 
still  exhibit  criminal  tendencies. 

Water  supply:  The  water  supply  of  the  institution  ia  derived  fran  5  drilled 
wells  located  east  and  north  of  the  main  building  and  at  a  considerably  lower 
elevation  than  the  buildings.  An  8-inch  main  also  oonuects  the  institutimi 
water  system  with  the  public  water  supply  system  of  the  city  of  Beacon. 
The  water  from  the  city  of  Beacon  is  used  j^rincipally  in  case  of  a  breakdown 
in  the  institution  supply.  Each  well  ia  8  mches  in  diameter  and  aibout  300 
feet  deep.  The  water  is  forced  by  air  lift  into  a  covered  suction  well  from 
which  it  is  pumped  into  two  covered  ciet^ns  near  the  power  house.  From 
the  cisterna  water  is  pumped  into  the  institution  mains,  the  excess  over  con- 
sumption passing  into  a  standpipe.  The  hardness  of  the  water  has  been  the 
source  of  trouble  at  the  institution,  particularly  because  of  the  ecale  which 
has  formed  extensively  in  the  pipes  of  the  hot  and  cold  water  systems. 

Milk  supply:  The  milk  for  the  institution  is  obtained  from  the  institution 
herd'  of  71  cows.  The  herd  was  tuberculin  tested  in  March,  1919.  Inmates 
are  employed  in  milking.    No  provision  is  made  for  pasteurization  of  the  milk. 

Sewerage  and  sewage  disposal:  The  CNunitary  sewage  and  storm  water  of 
the  insCitution  are  collected  in  a  system  of  combined  sewers  and  discharged 
into  the  Hudson  river  without  treatment.  The  sewers  are  flushed  by  means 
of  flush  tanks.  The  domestic  sewage  flows  into  a  flush  tank  from  which  it  is 
discharged  by  means  of  a  siphon  of  the  type  having  a  movable  reservoir  trap 
hung  on  trunions,  into  the  Hudson  river  at  a  point  about  2^  miles  aboTe 
the  Beacon  station  of  the  New  York  Central  railroad. 

Refuse  disposal:  Garbage  is  stored  at  the  kitchens  in  barrels  without 
covers.  It  is  taken  daily  to  the  piggery  and  is  fed  to  swine.  Dust  bins  are 
provided  on  each  ward,  and  the  rubbish  is  collected  daily  and^  taken  to  a  dump 
where  the  combustible  rubbish  is  burned.    Rags  and  papers  are  baled  and  solcL 

Recommendations 

1.  That  in  view  of  the  unsatisfactory  conditions  which  exist  in  regard 
to  the  water  supply  of  the  institution,  the  authorities  in  charge  of  the 
institution  consider  as  soon  as  practicable  the  matter  of  abandoning  the 
present  water  supply  and  obtaining  a  supply  sufficiency  soft  for  the  needs 
of  the  inetitution  and  of  safe  sanitary  quality  and  adequate  quantity. 

2.  That  the  institution  authorities  obtain  an  appropriation  for  and 
request  the  State  Architect  to  prepare  plans  for  the  disposal  of  wash 
water  and  sewage  from  the  miflc  liouse,  such  plans  to  be  submitted  to 
this  Department  for  approval,  as  required  by  the  Public  Health  Law. 

di  That  in  view  of  the  conditione  surroimding  the  production  of  milk 
for  the  institution,  the  potentially  infective  character  of  milk,  and  the 
necessity  of  preventing  the  spread  of  infection  from  this  source,  arrange- 
ments be  made  eflectively  to  pasteurise  all  the  milk  of  the  institutions. 

4.  That  the  outfall  sewer  from  the  institution  to  the  Hudson  river  he 
extended  to  such  a  point  that  unobstructed  discharge  of  sewage  into  the 
river  shall  be  obtained  at  all  times. 

5.  That  the  storm  water  and  sanitary  sewage  be  separated,  and  that 
the  sanitary  sewatife  be  given  preliminary  treatment  before  being  dis- 
charged into  the  Hudson  river. 

6.  That  an  additional  pump  of  adequate  capacity  be  installed  in  a  sepa- 
rate, fire-proof  building,  and  be  directly  ccmnected  to  the  water  supply 
system  for  use  in  case  of  fire. 


BEDFORD  HILLS  (State  Reformatory  for  Women) 

An  ifiveetigation  of  the  sanitary  condition  of  the  Kew  York  fitate  Keform- 
atory  for  Women  at  Bedford  Hills,  Wesitchester  county,  waa  made  by  Mr. 
C.  A.  Howland,  assistant  engineer  in  this  Department,  on  February  26,  1920. 
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Previous  inveatigationff  of  the  sanitary  condition  of  the  institution  were 
made  by  this  Department  in  1911  (see  page  904  of  the  92nd  Anmiai  Report), 
in  1015  (see  page  843,  Vol.  II,  of  the  ;$6th  Annual  Report),  and  in  1917 
(see  page  632,  Vol.  II,  of  the  38th  Ajinual  Report).  A  apecial  investigation 
of  the  water  supply  was  made  in  1919  i(&ee  page  122,  Vol.  II,  of  the  40th 
Annual  Report),  and  special  investigations  of  the  sewage  disposal  plant  were 
made  in  1911  (see  page  622  of  the  32nd  Annual  Report),  in  1916  (see  page 
776,  Vol.  II,  of  the  ;57th  Annual  Report),  in  1917  (see  page  658,  Vol.  11, 
of  the  38th  Annual  Report),  and  in  1919  (see  page  437,  Vol.  II,  of  the  40th 
Annual  Report).  Plans  for  water  eupply  were  approved  on  November  24, 
1914;  September  11,  1919;  and  September  17,  1920;  and  plans  for  sewerage 
and  sewage  dispoeal  were  approved  on  July  16,  1909;  May  18,  1914;  Decem- 
ber 17,  1914;  July  7,  1915;  March  14,  1917;  April  7,  1920;  April  19,  1920; 
and  July  9,  1920. 

Location:  About  1  mile  northeast  of  Bedford  Hills  station,  town  of  Bed- 
ford, Westchester  coimty. 

Site  of  institution:  The  buildings  are  all  located  on  elevated  ground  bor- 
dering Broai  brook  which  is  a  tributary  of  the  ^tone  Hill  river,  and  Ooton 
lake  of  the  New  York  city  water  supply. 

Area  of  ground :  195.5  acres. 

Number  of  occupied  huildinge:  31. 

Capacity:  400  women,  123  officers  and  employees,  total  523. 

Present  population:  289  women,  23  infants,  99  (^cers  and  employees, 
total  411 

Claee  of  inmates:  The  institution  receives,  upon  commitment,  delinquent 
females  between  the  ages  of  16  and  30  years  who  are  not  insane,  or  mentally 
or  physically  incapable  of  being  substantially  benefited  by  the  discipline  of 
such  an  institution. 

Water  supply:  The  original  source  of  water  supply  for  the  institution  was 
a  brick  well  20  feet  in  diameter  and  about  20  feet  deep,  located  near  the 
power  house  and  aibout  30  feet  west  of  Broad  brook.  A  circular  well  30  feet 
in  diameter  and  30  feet  deep,  located  about  10  feet  west  of  the  first  well  and 
60  feet  from  the  brook,  is  also  in  use.  An  apparatus  of  the  Wallace  &  Tiernan 
bubbling  solution  feed  type  for  chlorination  with  liquid  chlorine  is  used  for 
the  disinfection  of  the  water.  Plans  were  approved  on  September  11,  1919, 
for  3  wells,  2  inches  in  diameter,  to  be  located  on  the  side  of  the  brook  oppo- 
site the  old  wells,  about  60  feet  from  it.  At  the  time  of  the  investigation  the 
water  supply  was  being  pumped  from  the  newer  of  the  two  original  wells  as 
much  as  possible,  but  when  this  well  is  drawn  down  so  that  water  cannot  be 
obtained  from  it,  water  is  pumped  from  the  old  well.  The  water  is  pumped 
into  an  80,000  gallon  standpipe.  An-  elevated  tank  is  available  but  not  used 
owing  to  the  inadequacy  of  the  present  pumping  equipment. 

Milk  supply:  The  milk  supply  is  obtained  partly  by  purchase  and  partly 
from  the  institution  herd  of  35  cows.  The  herd  was  tested  for  tuberculosis 
in  February,  1920,  and  tubercular  cows  were  disposed  of.  At  the  time  of 
the  Inspection  the  cow  barn  was  found  to  be  carefully  maintained,  but  because 
of  the  type  of  construction  it  cannot  be  considered  satisfactory.  The  inmates 
do  a  large  part  of  the  milking.  Although  a  bulk  pasteurizer  of  about  50 
gallons  capacity  has  been  installed,  the  milk  is  not  pasteurized.  In  addition 
to  about  250  quarts  produced  at  the  institution,  120  quarts  per  d«y  of  grade 
B  raw  milk  from  local  dairies  is  purchased  under  a  yearly  contract. 

Sewerage  and  sewage  disposal:  The  sewage  of  the  institution  is  collected 
in  a  system  of  sanitary  sewers  and  conveyed  to  a  sewage  disposal  plant  con- 
sisting of  a  screen  chantber,  Imhoff  tanks,  dosing  chambers,  sand  filters,  sand 
catcher,  chlorinating  apparatus,  and  mixing  chamber.  An  8-in<^  main  trunk 
sewer  passes  under  Broad  brook  through  two  8-inch  castiron  inverted 
siphons.  Screenings  from  the  screen  cha]S)er  are  placed  on  the  sludge  bed. 
During  the  summer  only  2  of  the  3  circular  Imhoff  tanks  are  used',  but  at  the 
time  of  the  inspection  all  were  being  operated  in  series.  Four  Miller  siphons 
in  each  of  2  dosing  tanks  discharge  the  sewage  in  rotation  onto  either  of 
2  sand  filters  consisting  of  4  beds  each.     After  passing  through  the  sand 
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catcher  the  sewage  is  diBinfected  in  the  chlorinating  building,  in  which  are 
located  2  Wallace  &  Tieman  chlorinators  of  the  manometer  feeid  type. 

Refuse  diapoeal:  Garbage  is  stored  in  covered  galvanised  iron  cans.  It  is 
collected  eemiweeklj  and  fed  to  swine.  Combustible  rubbish  is  burned  in  an 
incinerator,  and  noncombustible  rubbish  is  placed  on  a  dump. 

Recommendations 

1.  That  a  water  supply  for  the  institution  of  adequate  quantity  and 
of  safe  sanitary  quality  be  developed  as  soon  as  possible  according  to 
the  plans  approved  by  rhis  Department,  or  approved  amendmeute  thereof. 

2.  That  the  surroundings  of  the  present  and  the  new  wells  be  main- 
tained in  a  sanitary  condition,  and  that  the  chlorination  of  the  water 
at  a  rate  not  less  than  0.3  of  a  part  by  weight  of  chlorine  per  milli<»i 
parts  of  water  treated  be  maintained  at  present  and  c<mtinued  when 
the  new  wells  are  placed  in  service. 

3.  That  scales  be  provided  on  which  to  rest  the  chlorine  cylindera  of 
the  chlorinators  at  the  power  house,  that  the  rate  of  application  of  the 
chlorine  to  the  water  be  frequently  checked  by  the  scales,  and  that  the 
rate  of  application  of  <'hlorine  to  the  water  be  included  in  the  reports 
made  each  month  by  the  institution  authorities  to  this  Department. 

4.  That  adequate  pumping  equipment  be  provided  for  the  water  supply 
of  the  institution. 

6.  That  a  properly  designed  and  constructed  cow  bam  be  provided  as 
soon  as  practicable. 

6.  That  the  drainage  of  the  milk  house  be  placed  in  sanitary  operating 
condition,  that  the  interior  walls  be  paint«l,  that  screens  be  provided 
for  the  milk  house,  that  the  pails  and  cans  be  sterilized  by  a  steam  jet 
and  placed  to  dry  on  a  rack  in  an  inverted  position  in  the  open  air  at 
a  place  where  dust  and  dirt  will  not  reach  them,  and  that  a  proper 
cooler  for  the  milk  be  provided. 

7.  That  in  view  of  the  conditions  surrounding  the  producticm  of  milk 
for  the  institution,  the  potentially  infective  character  of  milk,  and  the 
necessity  of  preventing  the  spread  of  infection  from  this  source,  arrange- 
ments be  made  to  use  only  pasteurized  milk  at  the  institution,  either 
by  pasteurizing  the  milk  produced  at  the  institution  and  purchasing 
only  pasteuriz^  milk,  or  by  pasteurizing  both  the  institution  milk  and 
the  purchased  milk  at  the  institution. 

8.  That  permanent,  level  seats  for  the  siphons  of  the  dosing  chamber 
of  sewage  filter  beds  3,  4,  5,  and  6  at  the  sewage  disposal  plant  be  pro- 
vided, that  the  distributing  troughs  be  repaired  where  necessary,  and 
that  the  manometer  of  the  chlorinator  in  use  at  the  time  of  the  inspection 
be  repaired. 

BINGHAMTON  (State  Hospital) 

An  investigation  of  the  sanitary  condition  of  the  Binghamton  State 
Hospital  at  Binghamton,  Broome  county,  X.  Y.,  was  made  by  Mr.  C.  A.  How- 
land,  assistant  engineer  in  this  Department,  on  March  10  and  11,  1920. 
Previous  investigations  of  the  sanitary  condition  of  the  institution  were 
made  by  this  Department  in  1915  (see  page  896,  Vol.  II,  of  the  36th  Annua! 
Report)  and  in  1918  (see  page  519,  Vol.  II,  of  the  39th  Annual  Report K 
A  special  investigation  of  the  water  supply  was  mac'e  in  1909  (see  page  22.^. 
Vol.  II,  of  the  30th  Annual  Report),  and  a  special  investigation  of  the  se\re'* 
apre  system  was  made  in  1015  (see  page  226,  Vol.  TI,  of  the  36th  Annual 
Report).  Plans  for  water  supply  were  approved  by  this  Department  on 
Aucriist  25,  1011,  and  January  25,  1010;  and  plans  for  sewage  disposal  were 
approved  on   March  13,  101 S. 

Location:    Binprhamton.  Broome  county,  N".  Y. 

Site  of  ivstitution:  The  main  buildings  of  the  institution  are  located 
in  the  northeastern  part  of  the  city  of  Binghamton.  on  a  hill  about  200  feet 
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>ove  tUe  kSuaquehauna  ilver  and  i,0o{)  feet  above  iiusan  sea  level.  Three 
x-iiis  owned  i>y  the  btate  aud  o|>ei'ated  iu  cuiinection  with  the  institutiou 
t5  situated  on  the  northeru  bauk  oi  the  JS-usquehauua  river  east  of  the 
-xiieipai  buildings.  Ihe  ground  siope^i  are  apparently  sutiicient  to  provide 
1  equate  drainage  at  the  mam  group  of  buiiaiugs  aud  the  drainage  of  eer- 
Lin  low  areas  at  the  farm  is  in  progress. 

^Lrea   of  yrounda:     l,ot)3  acres. 

Ji  umber  of  ovvupied  buildings:    About  SO. 

tJapacity:    l,^oo  men,  1>(>45^  women,  60^  olticers  and  employees,  total  2,^55. 

2*resent  population:    1,477  men,  1,226  women,  515  employees,  total  3,218. 

ijlasa  of  inmates:  All  classes  of  insane  expect  the  criminal  insane. 
Water  supply:  The  principal  water  supply  of  the  institution  is  derived 
roui  the  ^Susquehanna  river  and  wells.  The  intake  from  the  river  discharges 
ilo  a  subterranean  infiltration  gallery  of  masonry  construction  iu  the  lx)t- 
oin  of  which  are  i)  ilowiug  wells  each  about  6  inches  iu  diameter  and  12 
eet  deep.  In  addition  to  the  wells  in  the  infiltration  gallery',  there  are  5 
-iiitli  driven  wells  from  which  the  water  is  pumped  into  the  infiltration 
jallery.  The  water  is  filtered  by  gravity  mechanical  filters  after  coagulation 
V  itli  alum.  After  filtration  the  water  is  pumped  into  the  mains  of  the 
iibtitution,  the  excess  of  water  pumped  over  water  used  going  to  a  reservoir 
>ii    the  hill  north  of  the  institution  buildings. 

JliUc  supply:  The  milk  supply  for  the  institution  is  obtained  partly  by 
purchase  and  partly  from  the  two  institution  herds.  One  herd  consists  of 
ii>  cows  which  have  not  been  tuberculin  tested.  The  second  herd  consists 
;>t'  4(5  cows  which  have  been  tuberculin  tested  and  found  to  be  healthy.  In 
iicldition  to  about  2,300  quarts  per  day  obtained  from  this  herd,  300  quarts 
of  grade  B  raw  milk  were  being  purchased  from  local  milk  dealers.  The 
milk  is  pasteurized  in  a  batch  pasteurizer. 

Sewerage  and  sewage  disposal:  The  sewage  of  the  main  institution  is  col- 
lected by  a  system  of  combined  sewer:)  and  is  discharged  into  the  Binghamton 
city  sewerage  system.  Some  stoppages  have  occurred  from  rags  and  other 
material  put  into  the  sewers  by  the  patients.  At  a  number  of  farm  colonies 
and  at  the  power  house  privies  and  cesspools  are  in  use. 

lief  use  disposal:  The  garbage  of  the  institution  is  stored  in  galvanized- 
iron  cans  at  the  several  kitchens,  from  which  it  is  collected  daily  and  trans- 
ported  to  a  piggery  where  it  is  fed  to  swine.  Rubbish  is  stored  in  open 
barrels,  cans,  or  bins.     Kags  and  papers  are  salvaged. 

Recommendations 

1.  That  the  institution  authorities  consider  the  installation  of  a  more 
adequate  and  suitable  chlorinating  apparatus  to  sterilize  the  effluent  of 
the  water  filtration  plant  at  all  times. 

2.  That  the  matter  of  lining  the  reservoir  at  the  main  institution  with 
a  suitable  water-tight  material  which  may  be  more  easily  cleaned  l^ 
considered  by  the  institution  authorities. 

3.  That  a  supply  of  water  of  safe  sanitary  quality  be  provided  for 
Pine  Camp,  either  by  the  purification  of  the  river  water  or  by  obtaining 
water  from  some  other  source,  and  that  this  supply  be  connected  to  all 
fixtures  of  the  camp  from  which  it  is  possible  to  obtain  water  for  drink- 
ing or  culinary  purpot'es. 

4.  That  the  pasteurizer  be  sterilized  with  steam  l^ofore  as  well  as  after 
using. 

5.  That  aa  previously  recommended  in  our  report  of  March  13,  1918, 
from  an  examination  of  the  plans  for  a  sewage  pumping  station  at  the 
power  plant,  the  5  wells  outside  the  power  house  be  abandoned  and  the 
lines  from  the  wells  to  the  pump  be  disconnected  and  capped  before  the 
sewage  pumping  plant   is  put  in   operation. 

0.  That  inside  toilet  fixtures  be  installed  at  all  the  farm  houses,  and 
that  satisfactory  plans  for  suitable  sewerage  systems  and  sewage  disposal 
plants  for  the  farm  houses  and  camp  be  prepared  and  submitted  to  thit 
Department  for  approval. 
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7.  That  a  sufficient  number  of  receptacles  fitted  with  suitable  covers 
be  provided  for  the  storage  of  garbage  and  rubbish,  that  these  receptacles 
be  kept  covered^  and  that  the  receptacles  and  their  surroundings  be 
maintained  in  a  sanitary  condition. 


BUFFALO  (State  Institute  for  the  Study  of  Malignant 

Diseases) 

An  investigation  of  the  sanitary  condition  of  the  State  Institute  for  the 
Study  of  Malignant  Diseases  at  Buffalo,  and  the  farm  conducted  in  conjunc- 
tion therewith  at  Springville,  Erie  county,  was  made  by  Mr.  \\\  C.  Emigli, 
assistant  engineer  in  this  Department,  on  June  20,  1920.  Previous  investiga- 
tions of  the  sanitary  condition  of  the  institution  were  made  by  this  Depart- 
ment in  1015  (see  page  1027,  Vol.  II,  of  the  36th  Annual  Report)  and  in 
1918   (see  page  522,  Vol.  II,  of  the  39th  Annual  Report). 

Location:  The  main  buildings  of  the  institution  are  located  on  High 
street,  in  the  city  of  Buffalo.  A  farm;  comprising  about  35  acres,  main- 
tained for  use  in  connection  with  the  institution  and  on  which  are  kept 
such  animals  as  are  used  in  experimental  pathology-  and  research,  is  located 
about  one  mile  east  of  the  village  of  Springville,  Lrie  county,  K.  Y. 

Site  of  institution:  The  cottage  and  farm  buildings  are  situated  on 
elevated  eround  overlooking  the  road.  The  slope  of  the  ground  away  from 
these  buildings  is  steep  and  the  terrain  is  in  general  of  a  rolling  nature. 

Area  of  farm  grounds:   35  acres. 

Number  of  occupied  buildings  at  farm:    5,  including  bam  and  garage. 

Water  supply:  The  water  supply  of  the  main  buildings  of  the  institution 
located  in  the  city  of  Buffalo  is  obtained  from  the  mains  of  the  public  water 
supply  of  Buffalo.  The  water  is  filtered  in  apparatus  installed  by  the 
Loomis-Manning  Filter  Distributing  Company  for  the  purpose  of  removing 
sediment  and  effecting  a  reduction  in  the  tiurbidity  of  the  water  used  at 
the  main  buildings.  At  the  farm,  the  water  supply  is  derived  from  a  spring. 
Water  flows  from  the  spring  to  a  hydraulic  ram  by  which  it  is  pumped  into 
a  pressure  tank  aeainst  compressed  air. 

Milk  supply:  Tne  milk  supply  for  the  bacteriologist  and  his  family,  who 
are  the  only  residents  of  the  farm,  is  obtained  from  one  cow  and  several 
goats. 

Sewerage  and  seioage  disposal:  Sewage  from  the  tw^o  houses  at  the  fans 
is  conducted  to  two  sewage  disposal  plants,  each  consisting  of  a  settling 
tai^  and  a  subsurface  irrigation  system. 

Recommendations 

1.  That  the  institution  authorities  exercise  such  supervision  as  but 
be  necessary  to  insure  the  maintenance  at  all  times  of  proper  sanitarr 
conditions  at  and  about  the  bungalow  located  near  the  spring. 

2.  That  frequent  analyses  be  made  of  the  water  from  the  spring,  and 
should  these  analyses  at  any  time  indicate  active  contamination,  a  new 
supply  of  satisfactory  quality  be  found  and  developed. 

3.  That  plans  be  prepared  and  submitted  to  this  Department  showing 
details  of  construction  of  the  two  sewage  disposal  plants  now  in  opera- 
tion on  the  farm. 


CENTRAL  ISLIP  (State  Hospital) 

An  investigation  of  the  Central  Islip  State  Hospital  at  Central  Islip. 
Suffolk  county,  was  made  by  Mr.  C.  A.  Howland,  assistant  engineer  in  this 
Department,  on  April  5  and  6,  1920.  Previous  examinations  of  the  sanitary 
condition  of  the  institution  were  made  h^  this  Department  in  1914  (see 
page  915,  Vol.  II,  of  the  36th  Annual  Report),  in  1916    (see  page  Oi3, 
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Vol.  II,  of  the  38th  Annual  Report),  and  in  1918  (see  page  523,  Vol.  II, 
of  the  39th  Annual  Report).  Special  investigations  of  the  sewage  diaposal 
plant  were  made  in  1907  (See  page  744,  Vol.  II  of  the  28th  Annual  Report), 
and  in  1910  (see  page  490  of  the  31st  Annual  Report).  Plans  for  water 
supply  were  approved  by  this  Department  on  July  17,  1916;  August  11,  1919; 
November  6,  1919;  and  plans  for  sewerage  were  approved  on  August  12,  1918. 

Location:    Central  Islip,  Suffolk  county,  N.  Y. 

Site  of  institution:  The  hospital  is  situated  in  the  central  part  of  the 
town  of  Islip,  about  one  mile  south  of  the  vinineorporated  village  of  Central 
Islip.  The  land  in  the  vicinity  is  almost  level.  Its  elevation  above  sea  level 
averages  about  60  feet.  The  top  soil  in  the  vicinity  is  of  loam,  mixed  with 
sand  and  gravel  overlying  sand. 

Area  of  grounds:    994  acres. 

Number  of  occupied  buildings:  129,  64  of  which  are  used  for  housing 
patients. 

Capacity:     2,369  men,   1,731  women,  875  employees,  total  4,975. 

Present  population:    3,014  men,  2,520  women,  675  employees,  total  6,209. 

Class  of  inmates:    All  classes  of  insane  except  the  criminal  insane. 

Water  supply:  The  buildings  of  the  institution  are  arranged  in  two 
separate  groups  known  as  the  North  and  South  colonies.  Each  of  these 
groups  has  its  own  water  system,  and  with  the  exception  of  a  4-inch  line 
connecting  the  two  which  is  used  only  in  case  of  emergency,  the  systems 
are  entirely  separate.  The  water  supply  of  the  North  colony  is  derived  from 
16  shallow  and  2  deep  wells  located  near  the  power  house.  The  water 
supply  of  the  South  colony  is  derived  from  22  shallow  and  3  deep  wells 
located  similarly  to  those  at  the  North  colony.  In  view  of  the  unsatisfactory 
location  of  the  shallow  wells,  it  was  recommended  in  previous  reports  that 
a  water  supply  from  deep  wells  be  developed  as  rapidly  as  possible  and  the 
shallow  wells  abandoned.  As  a  result  of  these  recommendations  the  5 
deep  wells  mentioned  have  been  driven,  and  at  the  time  of  the  inspection  a 
third  deep  well  was  being  driven  at  the  North  colony.  A  soft,  rust-colored 
scale  forms  in  the  mains,  especially  at  the  refrigerating  plant,  and  it  is 
necessary  to  replace  and  clean  the  pipes  at  this  place  each  year. 

Milk  supply:  The  milk  used  at  the  institution  is  obtained  partially  by 
purchase  and  partially  from  the  institution  herd  of  29  cows.  An  average 
of  520  quarts  of  condensed  milk  and  660  quarts  of  fluid  milk  are  purchased 
daily  under  a  contract  which  specifies  grade  B  raw  milk.  This  milk  is 
pasteurized  after  delivery  at  the  institution.  An  average  of  130  quarts  of 
milk  is  produced  by  the  institution  herd.    This  milk  is  not  pasteurized. 

Sewerage  and  sewage  disposal:  The  domestic  sewage  from  the  various 
buildings  is  collected  by  two  separate  sewerage  systems,  one  serving  the 
North  colony  and  the  other  the  South  colony.  The  sewage  of  the  two  colonies 
is  conveyed  to  sewage  disposal  plants  consisting  of  screens,  settling  tanks, 
pumping  plants,  and  broad  irrigation  fields.  Almost  the  entire  area  of 
the  field  is  covered  with  brush  and  small  trees.  It  has  been  recommended 
by  this  Department  in  1910,  1915,  and  1917,  that  the  entire  sewage  disposal 
plant  of  the  institution  be  remodelled  and  arranged  so  that  the  sewage  could  be 
treated  by  sedimentation  and  intermittent  sand  filtration. 

Refuse  disposal:  At  the  South  colony  garbage  is  placed  directly  in  two 
metal-bodied  cars  mounted  on  railroad  trucks  in  which  it  is  taken  to  the 
piggery.  At  the  North  colony  garbage  is  stored  in  cans  and  is  collected 
and  taken  in  wagons  to  the  piggery  where  it  is  fed  to  swine.  The  rubbish 
is  collected  daily  and  burned  in  metal  braziers  erected  at  convenient  points 
for  this  purpose,  or  is  taken  to  a  point  ^^^^  ^^®  reduction  plant  where  it  is 
buried  in  trenches.  The  meat  bQI^  ^-ere  being  dumped  near  a  concrete 
block  building  in  which  had  forrn«/:^*  y^^n  operated  a  reduction  plant.  The 
waste  paper  and  rags  from  the  «^^lv  ^.ann  ate  baled  and  sold.  Tlie  scrap 
metal  is  also  sold.  ^^{jt^^ 
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Recommendations 

1.  In  view  of  tlie  fact  that  the  shallow  wells  at  both  colonies  are 
so  located  as  to  be  subject  to  pollution  which  may  at  any  time  become 
active,  I  would  recommend: 

(a)  That  the  deep  well  supply  be  developed  as  rapidly  as  possible. 

(b)  That  the  deep  wells  be  so  located  that  it  will  be  unnet-essary 
for  patients  or  others  to  pass  over  the  ground  near  them. 

(c)  That  trespassing  be  prohibited  on  the  ground  near  the  wells. 

2.  In  regard  to  the  disposal  of  the  sewage  of  the  hospital  I  would 
recommend : 

(a)  That  a  careful  study  be  made  of  the  problem  of  disposing 
of  the  sewage  from  the  hospital,  and  satisfactory  plans  for  a 
suitable  sewage  disposal  plant  be  prepared  by  the  State  Architect 
either  along  the  lines  suggested  in  our  report  of  1910  or  along 
other  lines  which  as  a  result  of  a  careful  study  of  the  situation 
may  seem  desirable. 

(b)  That  such  plans  for  satisfactory  methods  of  sewage  disposal 
when  prepared  be  submitted  to  this  Department  for  approval  as 
required  by  the  Public  Health  Law;  and  as  soon  as  the  plans  are 
approved  by  this  Department  and  financial  and  labor  conditions 
warrant  it,  the  construction  of  the  sewage  disposal  plant  be  under- 
taken. 

(c)  Tliat  until  such  construction  work  can  be  carried  out  the 
present  broad  irrigation  field,  together  with  such  extensions  as  may 
be  made,  be  properly  maintained  and  operated. 

In  order  to  accomplish  this  I  would  recommend: 

(a)  That  the  underbrush  and  weeds  be  removed  from  the  area 
to  which  the  sewage  is  applied,  which  area  should  be  at  least 
50  acres  in  extent,  and  the  ground  be  prepared  by  properly  raking 
to  receive  the  sewage. 

(b)  That  suitable  rest  periods  be  allowed  for  each  section  of 
the  area  during  which  the  surface  should  be  scraped  and  raked. 

3.  In  regard  to  the  milk  supply  of  the  institution  I  would  recommend: 

(a)  That  the  entire  fluid  milk  supply  of  the  institution,  whether 
purchased  or  obtained  from  the  institution  herds,  be  effectively 
pasteurized. 

(b)  That  the  pasteurizer  be  sterilized  with  steam  both  before 
and  after  use. 

(c)  That  means  be  provided  effectively  to  sterilize  the  milk  cans 
and  utensils  with  steam. 

4.  In  regard  to  refuse  disposal  I  would  recommend: 

(a)  That  in  view  of  the  insanitary  condition  created  by  the 
present  methods  of  disposing  of  the  bones,  a  suitable  platform  or 
bin,  properly  screened,  be  provided  for  storing  them  until  they  are 
finally  disposed  of,  that  they  be  disposed  of  as  rapidly  as  possible, 
and  that  the  place  of  storage  be  maintained  in  a  sanitary  condition 
at  all  times. 

(b)  That  an  adequate  number  of  receptacles  for  the  storage  of 
garbage  and  refuse  be  provided,  that  these  receptacles  be  kept 
covered  at  all  times,  and  that  the  receptacles  and  other  surroundings 
be  maintained  in  a  sanitarv  condition. 


COLLINS  (Gow^nda  State  Homeopathic  Hospital) 

An  investigation  of  the  sanitary  condition  of  the  Gowanda  State  Homeo- 
pathic Hospital,  at  Collins,  Erie  county,  was  made  by  Mr.  Henry  Ryon, 
assistant  engineer  in  this  Department,  on  January  19,  1920.  Previous 
investigations  of  the  sanitary  condition  of  the  institution  were  made  by 
this  Department  in  1915  (see  page  923,  Vol.  II,  of  the  36th  Annual 
Report)    and  in  1917    (see  page  644,  Vol.  II,  of  the  38th  Annual  Report). 
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Special  investigations  of  the  water  supply  were  made  in  1919  (see  page 
155,  Vol.  II,  of  the  40th  Annual  Report).  Plans  for  water  supply  for  the 
institation  were  approved  by  this  Department  on  August  30,  1916. 

Jjooation:    Town  of  Collins,  Erie  county,  N.  Y. 

Site  of  instituiion:  The  institution  is  located  on  the  Buffalo  and  James- 
lown  branch  of  the  Erie  railroad  13  miles  south  of  Buffalo.  The  main 
buildings  of  the  institution  are  on  high  ground  lying  between  Clear  creek 
and  Cattaraugus  creek.  The  former  stream  flows  through  the  northeast 
part  of  the  in^itution  property,  and  the  latter  is  about  a  mile  and  a  quarter 
west  of  the  main  buildings. 

Area  of  grounds:     700  acres. 

Number  of  occupied  buildings:     18,  not  including  barns,  stables,  sheds,  etc. 

Certified  capacity:     Men  620,  women  430,  total  950.  • 

Present  population:  Inmates,  men  737,  women  585,  total  1,322;  employees 
200;  total  population,  1,522. 

Olass  of  inmates:  Insane,  except  criminal  insane,  from  the  counties  of 
Oattaraugus,  Chautauqua,  Erie,  Wyoming,  and  those  from  other  parts  of 
the  State  for  whom  homeopathic  treatment  is  desired. 

Water  supply:  The  water  supply  is  obtaine<l  from  two  groups  of  springs 
located  on  opposite  sides  of  the  institution.  The  water  from  the  group 
known  as  the  Collins  springs  is  collected  in  a  concrete  reservoir  sunk  in 
the  groimd  just  below  them,  and  is  raised  from  the  basin  to  the  main 
reservoir  by  an  electrically  driven  centrifugal  pump.  The  supply  from  the 
other  group  of  springs,  which  is  located  on  the  Cattaraugus  Indian  reserva- 
tion, is  supplemented  by  the  flow  from  a  drilled  well  used  as  a  down  take  for 
one  of  the  air  lifts  which  raise  water  from  the  springs  to  the  main  storage 
reservoir.  The  main  reservoir  into  which  the  water  from  all  the  springs 
IS  discharged  is  an  open  rectangular  basin  having  a  capacity  of  approximately 
1,000,000  gallons.  It  is  apparent  that  the  present  supply  is  inadequate  for 
the  needs  of  the  institution.  The  institution  authorities  are  considering  the 
development  of  a  new  source  of  supply,  and  to  this  end  are  sinking  a  test 
well  on  the  flat  near  Cattaraugus  creek,  to  the  west  of  the  institution.  As 
ti  temporary  expedient  in  order  to  provide  a  supply  of  water  in  case  of  fire, 
a  pump  has  been  installed  near  the  Collins  springs  arranged  to  pump  water 
from  Clear  creek  into  the  receiving  basin  below  the  springs.  The  water  from 
fhe  main  reservoir  is  pumped  into  the  distribution  system,  the  surplus  going 
to  a  110,000  gallon  tank  on  a  100  foot  tower. 

Milk  supply:  The  milk  supply  of  the  institution  is  obtained  entirely 
from  the  institution  herd  of  about  100  Holstein  cows  which  have  all  been 
recently  tuberculin  tested.  The  cattle  are  kept  in  3  stables,  only  2  of  which 
are  of  satisfactory  construction.  The  cows  are  milked  by  patients.  About 
"900  quarts  of  milk  are  produced  daily,  all  of  which  is  used  raw. 

Sewerage  and  sewage  disposal:  With  the  exception  of  the  milk  house  all 
the  buildings  of  the  institution  are  served  by  a  sewerage  system  which  col- 
lects and  conducts  the  sewage  to  a  20-inch  combined  sewer  which  discharges 
into  Cattaraugus  creek.  The  larger  part  of  the  sewers  are  arranged  to 
Iceep  the  domestic  and  storm  sewage  separate;  the  trunk  lines,  however, 
carry  combined  sewage.  The  sewage  from  the  milk-house  is  disposed  of  in 
a  small  plant  consisting  of  settling  tanks  and  a  subsurface  irrigation  system. 

Garbage  and  refuse  disposal:  The  garbage  from  the  institution  is  placed 
in  covered  galvanized  iron  cans  and  boxes  at  the  main  kitchen,  and  carted 
from  there  to  the  piggery  twice  a  day  where  it  is  fed  to  the  pigs.  Infected 
garbage  is  burned  on  the  dump,  together  with  the  inflammable  refuse  from 
the  institution. 

Recommendations 

1.  In  regard  to  the  water  supply  I  would  recommend; 

(a)  That  on  account  of  the  obvious  inadequacy  of  the  yield  of 
the  present  sources  of  supply  and  the  possibility  of  the  supply 
being  accidentally  or  willfully  polluted,  a  new  source  of  supply  of 
adequate  quantity  and  unquestioned  purity  be  developed  without 
delay. 
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(b)  That  in  view  of  the  fact  that  the  water  of  Clear  creek  is 
probably  polluted,  no  water  from  this  creek  be  pumped  into  the  dis- 
tribution system  of  the  institution  without  first  being  sterilised. 

2.  In  regard  to  the  milk  supply  of  the  institution  I  would  recommend: 

(a)  That  additional  stable  facilities  of  suitable  design  be  pro- 
vided to  relieve  the  present  overcrowded  condition,  and  that  the 
building  now  used  for  the  dry  cows  and  young  stodc  be  remodeled 
to  provide  better  lijjht  and  ventilation. 

(b)  Tlmt  all  milk  Ui*cd  at  the  institution  be  effectively  pasteurized. 

3.  With  reference  to  the  sewage  from  the  institution  I  would  recom- 
mend that  plans  for  the  separation  of  the  domestic  and  sanitary  sewage, 
and  the  treatment  of  the  domestic  sewage  in  a  suitable  sewage  disposal 
plant.  J)e  prepared  by  the  State  Architect  and  submitted  to  this  Depart- 
ment for  approval  as  required  by  section  14  of  the  Public  Health  Law. 

4.  In  regard  to  tlie  disposal  of  the  garbage  I  would  recommend  that 
the  wooden  boxes  used  as  garbage  receptacles  be  replaced  by  galvanized 
iron  cans  fitted  with  suitable  covers. 


COMSTOCK  (Great  Meadow  Prison) 

An  investigation  of  the  sanitary  condition  of  the  Great  Meadow  Prison 
at  Comstock,  Washington  county,  N.  Y.,  was  made  by  Mr.  W.  C.  Emigh, 
assistant  engineer  in  this  (Department,  on  May  27  and  28,  1920.  Previous 
investigations  of  the  sanitary  condition  of  this  institution  were  made  in 
191S  (see  page  999  of  the  36th  Annual  Report)  and  in  1917  (see  page  652. 
Vol.  IT,  of  the  38th  Annual  Report).  A  special  investigation  of  the  water 
supply  Avas  made  in  1909  (see  page  240,  Vol.  II,  of  the  30th  Annual  Report), 
and  a  special  investigation  of  the  sewage  disposal  plant  was  made  in  1916 
(see  page  789,  Vol.  II,  of  the  37th  Annual  Report).  Plans  for  water  supply 
were  approved  on  October  25,  1909,  and  plans  for  sewer.age  and  sewage  dis- 
posal were  approved-  on  February  8,  1910. 

Location:  Town  of  Fort  Ann,  Washington  county,  near  the  unincorporated 
villflge  of  Comstock. 

Site  of  mstitiition:  The  prison  is  sHhintc^  on  jjently  sloping  land  near  and 
drainino:  into  the  Champlain  canal.  It  is  within  one-half  mile  of  the  main 
line  of  the  Delaware  &  Hudson  railroad. 

Ai-ea  of  grounds:     1,164  acres. 

y umber  of  occupied  huUdinga:    16. 

Capacity:  1,168  male  innuites. 

Presevt  population:     468  male  inmatee,  69  employees,  total  537. 

Class  of  inmates:    Male  felons  transferred  from  other  institutions. 

Watej'  supply:  The  principal  water  supply  of  the  institution  is  obtained 
from  Dolph  pond  which  impounds  the  runoff  from  the  wooded  area  located 
about  2  to  4  miles  northwesterly  of  the  institution.  A  small  auxiliary  supply 
used  principally  for  drinking  ia  obtained  from  an  artesian  well  located  under 
the  mess  hall.  In  view  of  the  location  of  this  well  and  the  lack  of  informa- 
tion as  to  the  precautions  taken  toward  preventing  pollution,  it  is  again 
recommended  that  the  use  of  the  wuter  from  the  well  -be  discontinued  entirelv 
in  favor  of  the  supply  from  Dolph  pond.  Water  from  a  spring  is  piped  to 
the  grounds  of  the  warden's  residence  where  it  is  used  for  drinking  pur- 
poses. A  pumping  plant  is  located  on  the  shore  of  the  Champlain  canal 
which  could  be  used  in  case  of  extreme  emergency  to  pump  water  from 
the  canal.  Inasmuch  as  it  is  known  that  the  water  of  the  Champlain 
canal  is  grossly  polluted,  this  Department  believes  that  any  connection 
between  the  water  mains  of  the  institution  and  the  canal  provides  a  potential 
source  of  danger. 

Jfj7A*  fnipply:  The  milk  supply  is  obtained  from  the  institution  herd  of 
about  .50  cows.  Conditions  in  the  cow  barn  were  found  to  be  fairly  satisfac- 
torv,  and  inasmucli  as  a  new  row  barn  and  milk  room  are  under  construction 
and'  it  is  expected  that  they  will  be  ready  for  use  this  year,  it  is  not  deemed 
necessary  to  make  recommendations  for  possible  improvements. 
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Bewemge  and  sewnge  disposal:  The  sanitary  sewage  is  collected  in  a  sepa- 
rate sewer  eystem  and  conducted  to  a  sewage  disposal  plant.  The  plant  con- 
sists of  2  grease  traps,  2  settling  tanks  o?  the  vertical  flow  type,  2  eiludge 
drying  ibeds,  and  a  battery  of  4  intermittent  sand  Alters  with  dosing  appa- 
ratus. The  entire  plant  was  found  to  be  in  an  insanitary,  ineffective,  and 
^deplorable  condition.  A&  a  result  of  IJie  clogging  of  the  inlet  pipe,  the  first 
tank  had  been  by-passed'.  Owing  to  the  fact  that  the  dosing  apparatus  of  the 
filter  beds  was  out  of  order,  it  was  the  practice  to  blow  off  the  entire  con- 
tents of  the  second  tank  onto  the  sludge  bed  at  intervals  of  one  or  two  days. 
The  sludge  beds  are  in  need  of  a  complete  overhauling.  In  a  past  report  it 
jias  l>een  recommended  that  the  area  of  the  sand  filter  beds  'be  doubled.  At 
the  time  of  the  investigation  sewage  was  standing  on  two  of  the  four  filter 
beds  to  a  depth  of  several  inches,  thus  indicating  -Sie  clogged'  condition  of  the 
beds.  The  dike  aroimd  one  of  the  filter  heds  had  broken  away  at  a  point 
adjacent  to  the  outlet  manhole  so  that  sewage  was  found  to  be  flowing  over 
the  top  of  the  bed  and  directly  into  a  stream.  While  our  engineer  was  on 
the  ground,  the  work  of  uncovering  tlie  lines  of  underdrains  of  the  Alter  beds 
was  started.  Sand  and  sludge  had  worked  through  the  spaces  in  the  tile  and 
the  troughs  were  nearly  full  of  muck  and  sludge.  The  dilution  of  the  eflSuent 
in  the  stream  was  small. 

Refuge  disposal:  Garbage  is  collected  in  galvanized  iron  receptacles  and 
transported  to  the  piggery  where  it  is  fed  to  swine.  Rubbish  containing  no 
waste  subject  to  decom.position  is  carried  to  a  distant  point  on  the  institution 
grounds. 


1.  That  the  old  lumiber  and  debris  'be  removed  from  the  site  of  the 
camp  employed  in  the  work  of  cleaning  the  reservoir  as  mentioned  in 
the  body  of  the  report. 

2.  That  the  use  of  water  from  the  artesian  well  be  discontinued,  and 
the  water  from  the  Dolph  pond  supply  used  exclusively  until  such  time 
as  definite  information  may  be  submitted  regarding  d<etails  of  construc- 
tion of  the  well  and  saf^uards  against  its  pollution,  but  that  the  well 
be  nuiintained  in  such  condition  that  it  may  be  used  at  any  time  as  an 
emergency  supply. 

3.  That  the  care  now  exercised  in  the  preservation  of  the  purity  of 
the  Dolph  pond  supply  be  continued,  and  that  inspections  be  madis  of 
the  reservoir  and  watershed  at  regular  and  frequent  intervals  to  pre- 
vent or  forestall  the  creation  of  any  possible  source  of  pollution. 

4.  That  the  connection  now  existing  between  the  pumping  plant  located 
on  the  bank  of  the  Ohomiplain  Canal  and  the  mains  of  the  institution 
water  system  be  discontinued,  and  that  if  it  is  desired  to  maintain  an 
emergency  fire  protection  a  separate  main  in  no  way  connected  with  the 
mains  of  the  Dolph  pond  supply  be  laid  from  this  pumping  plant  to 
separate  fire  hydrants. 

5.  Tliat  plans  be  prepared  bv  the  Stale  Architect  and  submitted'  to 
this  Department  for  approval  showing  arrangements  to  be  made  for  the 
sewerage  of  the  new  cow  barn  and  milk  room  now  under  construction 
in  order  that  same  may  be  ready  for  operation  at  such  date  as  the  build- 
ings are  ready  for  occupancy. 

6.  That  all  milk  used  be  "pasteurized  by  approved  inetlvodR. 

7.  That  the  sewage  disposal  plant  be  repaired  and  put  in  wrvice  in. 
accordance  with  the  following  Tecomatnendationa,  man^  ot  \v\v\c\\  bave 
already  been  included  in  prevfouft  T«P^^\A',  .,     .  .,  ^ 

(a)  That  a  screen  (vv  \^^  W  w^.ue^.  «^«^  >^^^  ^^^^  xm\t  oi  tbe 
disposal  plant,  said  sc^v^^^^  w  .  >  •  ^ed.  ^^^-^  V^xm.X.  ^^  ^«.^^\7 
rak^^ig  the  BcJeening^^^^^  to '^  ^^  ^^\^^ 

accordance  with  plans     V^/>    »-- ^^"^i^^^^^   ^o^-*^^"^  ^^11^^  ^x^V^ 
tect  and  receive  Ve^  VM%  ^^"""^^  V  ^t^^V^^^f  *J^^ 
screen  when  placed  ?^  ^tl^W^}    ^^    %:  t>     ^^^^^^vfl 
to  be  disposed  of  in  S  Av'^V^^^ti^^   ^\^^  S   J^  -^^  ^^^^■'^  ^  ^^^ 
insanitarj  conditio^    \     WJ^^^ 
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(b)  That  the  sludg<e  blowoff  pipe  of  the  first  settling  tank  be 
cleaned,  and  if  any  structural  defect  is  found  to  exist  responsible  for 
the  persistent  trouble  experienced  in  the  clogging  of  this  pipe,  that 
such  defect  be  corrected. 

(c)  Thait  a  water  pipe  line  be  installed*  to  the  disposal  plant  and 
such  connections  made  as  will  make  possible  the  flushing  out  of  the 
sludge  blowoff  pipes,  the  underdtains  of  the  filters,  and  the  cleaning 
of  the  settling  tanks  when  necessary. 

(d)  That  definite  steps  be  taken  to  prevent  the  entrance  of  aabes 
and  sand  through  any  manhole  or  other  sewer  openings. 

(e)  That  the  sag  in  the  sludge  pipe  crossing  the  brook  bed  be 
corrected  and  provision  be  made  for  the  trussing  of  the  pipe  at  this 
poinft,  or  other  suitable  means  of  support. 

(f)  That  the  sludge  drying  beds  be  thoroughly  overhauled-,  which 
shall  include  — 

( 1 )  The  removal  of  all  grass  from  surface. 

(2)  Repair  of  dikes,  protecting  same  with  sheet  piling  if 
necessary. 

(3)  Thoroiigli  overhauling  of  the  underdrainage  <9y8tem  and 
installation  of  an  underdrainage  system  in  the  smaller  bed. 

(4)  Cleaning  or  removal  of  the  sand  as  may  prove  necessary. 

(5)  Division  of  the  larger,  bed  into  two  beds. 

(6)  Installation  of  new  distributing  trough  with  facilities  for 
running  the  sludge  onto  any  single  bed  thus  permitting  betfer 
operation  of  same. 

(g)  That  the  siphons  be  overhauled,  preferably  by  a  representative 
of  me  manufacturer,  and  placed  in  Mich  condition  that  their  poaitive 
action  and  control  is  assured  at  all  times,  and  that  in  the  future 
at  least  three  beds  be  used  at  all  •times,  dosing  to  be  in  rotation  by 
their  respective  siphons.  If  it  is  not  possible  to  obtain  satisfactory 
results  with  these  siphons,  that  they  be  replaced  by  new  siphons  or 
by  some  other  satisfactory  type  of  siphon. 

(h)  That  the  same  filter  beds  be  thoroughly  overhauled  and 
repaired'  in  the  following  respects: 

(1)  That  the  book  tile  of  the  drains  be  removed  and  cleaned. 

(2)  That  the  concrete  troughs  of  the  drains  be  cleaned. 

(3)  That  the  tile  be  relayed  with  %-inch  open  joints. 

(4)  That  gravel  or  broken  stone  be  placed  around  the  tile 
to  a  depth  of  6  inches  above  the  concrete*  troughs  and  extending 
a  distance  of  at  least  6  inches  each  side  of  the  tile. 

(5)  That  intermediate  imderdrains,  properly  covered  with 
graded  gravel,  be  placed  between  the  existing  underdrains. 

(6)  That  the  sand  from  the  top  of  the  wd  be  removed  to  a 
depth  of  4  to  6  inches  or  more  as  may  be  necessary  to  arrive 
at  a  fairly  clean  sand,  and  that  same  be  replaced  with  new  sand. 

(7)  That  the  concrete  wall  around  a  portion  of  the  beds  now 
in  bad  state  of  repair  be  rebuilt  and  strenghtened  as  may  be 
necessary  to  protect  the  bed's  from  wash  at  times  of  high  water 
and  froTM  RluniTiincr  of  adjacent  clay  soil  onto  the  bed. 

(8)  That  new  distributing  troughs  be  constructed  or  the  old 
ones  be  placed  in  proper  condition. 

(9)  That  the  fre^h  air  vents  be  straightened  and  increa;sed  io 
height  sufficient  to  avoid  all  possibility  of  any  part  of  the 
sewage  discharged  onto  the  bed  flowing  directly  through  them 
to  the  underdrain. 

(10)  That  if  the  number  of  inmates  of  the  institution  increase 
materially  beyond  the  present  population  the  beds  be  increased 
in  size  proportionally. 

(i)That  after  the  completion  of  the  various  changes  enum> 
crated  aliove.  rarefnl  and  particular  attention  be  given  to  the  opera* 
tion  of  the  plant. 
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( j)  That  plans  showing  details  of  changes  and  additions  made  to 
the  sand  filter  beds,  not  included  in  the  original  plans  approved  by 
this  Department,  be  submitted  for  approval. 

8.  That  t^e  existing  privy  at  the  baseball  field  be  abandoned  and  a 
privy  of  the  removable  container  type,  located  further  from  {he  highway, 
be  substituted  for  it. 

9.  That  an  effort  be  made  to  obtain  galvanized  iron  garbage  cans  with 
suitable  covers  at  the  earliest  possible  date. 


DANNEMORA  (Clinton  Prison  and  Dannemora  State 

Hospital) 

An  investigation  of  the  sanitary  condition  of  Clinton  Prison  and  Dannemora 
State  Hospital,  both  located  at  Dannemora,  Clinton  county,  was  made  by  Mr. 
W.  C.  Emigh,  assistant  engineer  in  this  Department,  on  June  1  and  2,  1920. 
Previous  investigations  of  the  sanitary  condition  of  the  institutions  were  made 
by  this  Department  in  1915  (see  page  1006  of  the  d<>th  Annual  Report)  and 
in  1917  (see  page  653,  Vol.  II,  of  the  38th  Annual  Report).  A  special  inves- 
tigation of  the  water  supply  was  madfe  in  1918  (see  page  197,  Vol.  II,  of  the 
39th  Annual  Report).  Plans  for  sewerage  and  sewage  disposal  were  apiproved 
on  January  28,  1910. 

Location:     Village  of  Dannemora,  Clinton  county. 

8iie  of  institutiona :  The  institutions  are  situated  at  the  foot  of  a  moun- 
tain in  the  northern  part  of  the  village  of  Dannemora,  and  are  reached 
from  Plattsburg  over  the  Plattsburg  and  fjake  Placid  branch  of  the  Delaware 
and  Hudson  railroad.    The  natural  drainage  of  the  site  is  good. 

Area  of  grounds:  In  the  vicinity  of  the  institution  the  prison  owns  625 
acres,  but  considerable  other  land  in  the  surrounding  cotmtry  is  owned  or 
controlled  by  the  prison.  About  10  acres  are  included  within  the  prison 
stockade.    The  area  of  the  State  Hospital  lands  is  134  acres. 

Capaciti/:  Clinton  Prison,  1,600  male  inmates.  Dannemora  State  Hospital, 
458  male  inmates. 

Present  population:  Clinton  Prison.  980  men,  150  employees,  total  1,110. 
Dannemora  State  Hospital,  520  men,  115  employees,  total  635. 

Class  of  inmates:  Clinton  Prison,  male  convicts.  Dannemora  State  Hos- 
pital, criminally  insane  male  convicts. 

Number  of  occupied  buildings:  Clinton  Prison,  16.  Dannemora  State  Hos- 
pital, 10. 

Clinton  Prison 

Water  supply:  The  water  supply  of  the  prison  consists  of  a  principal  sup- 
ply from  impounded  surface  streams  and  a  number  of  auxiliary  ground  water 
supplies.  There  are  two  reservoirs  on  the  main  supply  known  as  the  upper 
and  lower  reservoirs,  having  capacities  of  about  1,500,000  and  1,000,000 
gallons  respectively.  The  reservoirs  are  located  on  a  hill  in  the  rear  of 
the  prison.  At  times  this  main  supply  is  inadequate  and  resort  is  had  to 
other  sources.  In  the  main  prison  inclosure  there  is  an  8-inch  driven  well, 
285  feet  deep.  On  the  elevated  ground  near  the  new  tuberculosis  hospital 
there  is  located  a  well  originally  sunk  as  a  mine  shaft  to  a  depth  of  about 
100  feet.  There  is  a  small  covered  concrete  tank  or  basin  located  a  short 
distance  below  this  well  or  shaft  which  apparently  receives  the  overflow  from 
the  latter.  A  socalled  east  line  spring  is  located  on  another  watershed  and 
is  piped  into  a  plastered  brick  reservoir  located  below  the  cow  barn.  Another 
source  of  water  supply  used  in  the  past  and  the  use  of  which  was  discontinued 
owing  to  the  freezing  of  the  pipes  last  winter,  is  derived  from  an  old  abandoned 
mine.  The  water  mains  of  the  prison  are  also  connected  ^'Vttv  the  Dannemora 
village  water  mains  and  water  from  the  viH^^^^^  supply  \%  occas\ona\\y  used. 

AfHk  supply:     The  milk  supply  fa  obtained  princip^^Wv  ^^ot^ci  a  herd  of  cows 
lielonging  to  the  prison,  which  at  the  t*i^^  ^^  ^^^^  ii\V^A\?.'*^^Q^  TWimbeted  55 
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head  of  oattle.  The  milking  is  done  by  inmittes  of  the  prison.  A  new  milk 
room  has  been  constructed.    The  milk  is  used  without  pasteurization. 

Sewerage  and  sewage  disposal:  The  sewerage  systeni  of  the  institution 
consists  of  lateral  sewers,  a  trunk  sewer,  a  screen  chamber,  and  4  settling 
tanks.  As  originally  planned,  the  sewer  system  was  designed  to  carry  some 
storm  water  as  well  as  sanitary  sewage,  but  it  appears  that  all  storm 
water  has  now  been  eliminated  from  the  system.  The  screen  is  of  improper 
design,  lacking  in  facilities  for  cleaning.  At  several  points  on  the  trunk  sewer 
between  the  screen  chamber  and  the  settling  tank,  breaks  in  the  sewer  had 
occurred.  At  such  points  wooden  boxes  with  removable  covers  had  been 
built  over  the  sewer  which  had  not  been  otherwise  repaired.  The  settling 
tank  consists  of  4  units  operated  in  pairs  and  each  pair  operated  in  series. 
The  sludge  blow-offs  were  clogged.  The  effluent  from  the  tank  flows  into  s 
small  stream  which  discharges  into  the  Saranac  river  at  a  point  about  5 
miles  distant. 

Refuse  disposal:  Garbage  is  collected  in  wooden  barrels  without  covers 
and  conveyed  to  the  piggery  where  it  is  fed  to  swine.  Combustible  rubbish 
18  burned.    Noncombustible  rubbish  is  placed  on  a  dump. 


Dannemora  State  Hospital 

Water  supply:  The  water  supply  of  the  Dannemora  State  Hospital  if 
obtained  from  the  mains  of  the  Canton  Prison  system.  The  hospital  has  for 
some  time  had  funds  available  for  ihe  purchase  of  a  tract  of  land  located  oa 
a  mountain  in  the  rear  of  the  present  property.  There  is  a  possibility  that  if 
this  land  were  purchased  by  the  State  a  water  supply  might  be  developed 
tlmreon,  with  suitable  storage  reservoirs  sufficient  to  nearly  if  not  entirely 
furnish  the  water  supply  of  the  hospital. 

Milk  supply:  Approximately  25  per  cent  of  the  milk  supply  is  obtained 
from  the  herd  of  12  cows  owned  by  the  institution.  The  remainder  is  pur- 
chased  from  a  local  dairy.  Neither  the  milk  produced  at 'the  institution  ncr 
the  purchased  milk  is  pasteurized. 

Sewerage  and  sewage  disposal:  The  sewage  of  the  hospital  is  discharged 
into  the  sewers  of  Clinton  Prison. 

Refuse  disposal:  Garbage  is  collected  in  wooden  barrels  and  is  fed  to  swine. 
Combustible  rubbish  is  burned,  and  noncombustible  rubbish  is  placed  on  a 
dump. 

Recommendations 

Clinton  Prison: 

1.  In  regard  to  water  supply: 

(a)  That  at  the  earliest  possible  date  a  thorough  investigation 
be  undertaken  of  possible  sources  of  a  new  or  additional  water  supplj 
of  adequate  quantity  and  satisfactory  sanitary  quality,  and  thst 
plans  for  such  additional  or  new  water  supply  be  prepared  by  the 
State  Architect  and  submitted  to  this  Department  for  approval. 

(b)  That  steps  be  taken  properly  to  protect  the  mines  or  shaits 
from  pollution  due  to  surface  wash,  or  that  the  use  of  water  there- 
from be  discontinued  entirely. 

(c)  That  no  water  be  used  from  the  driven  well  until  sources  of 
of  pollution  are  removed  or  the  safe  quality  of  water  is  assured. 

,  (d)   That   ice   cutting  on   reservoirs  used   for  water   supplies  be 

discontinued. 

2.  In  regard  to  the  milk  supply: 

(a)  That  tl)e  milk  be  pasteurised  by  approved  methods. 

(b)  That  milking  be  done  in  small-top  pails. 

(c)  That  a  drain  be  installed  in  the  floor  of  the  milk  room. 
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3.  In  regard  to  the  sewerage  and  sewage  disposal: 

(a)  That  a  new  screen  chamber  be  provided  under  plans  which 
should  be  prepared  by  the  State  Architect  and  submitted  to  and 
receive  the  approval  of  this  Department.  The  screen  should  be  so 
designed  as  to  permit  of  easily  raking  the  screenings  onto  a  plat- 
form, and  when  placed  in  operation  it  should  be  cleaned  daily  and 
such  disposal  made  of  the  screenings  as  not  to  create  a  nuisance  or 
menace  to  health. 

(b)  That  the  storm  water  sewer  be  cleaned  at  the  point  now  clogged 
near  the  present  screen  chamber,  and  that  the  connection  between 
the  screen  chamber  and  the  manhole  on  the  storm  water  sewer  be 
broken. 

(c)  That  all  breaks  in  the  line  of  sewer  be  properly  repaired. 

(d)  That  at  the  point  where  the  sewer  now  forms  an  open  pond, 
such  construction  be  undertaken  as  shall  entirely  correct  this  con- 
dition. 

(e)  Tliat  the  settling  tanks  be  thoroughly  cleaned  and  that  the 
sludge  biow-off  pipes  be  cleaned  and  kept  in  operating  condition. 

(f)  That  sludge  drying  beds  be  constructed  of  proper  design, 
location,  and  capacity,  from  plans  which  shall  have  been  approved 
by  this  Department. 

(g)  That  plans  for  more  complete  treatment  of  the  sewage  of  the 
institution  b«  prepared  and  submitted  for  approval,  and  that  the 
works  provided  by  such  plans  be  installed  at  as  early  a  date  as 
practicable. 

4.  In  regard  to  the  refuse  disposal  and  general  sanitation : 

(a)  That  galvanized  iron  garbage  barrels  or  cans  with  covers  be 
supplied,  and  that  after  each  emptying  these  barrels  or  cans  be 
washed  with  hot  water. 

(b)  That  the  intended  removal  of  the  piggery  from  its  present 
location  near  the  new  tuberculosis  hospital  be  effected  as  soon  as 
possible. 

Dannemora  State  Hospital: 

1.  That  the  hospital  authorities  cooperate  with  the  prison  authorities 
as  far  as  possible  in  the  investigation  of  and  securing  of  necessary 
appropriations  for  a  satisfactory  joint  supply  of  water. 

2.  In  regard  to  the  milk  supply: 

(a)  That  the  institution  authorities  continue  to  make  every  effort 
possible  to  procure  an  appropriation  for  the  erection  of  a  new  and 
modern  cow  barn,  and  to  acquire  sufficient  additional  pasturage  to 
justify  them  in  substantially  increasing  the  hospital  herd;  and  that 
until  such  time  as  this  may  be  accomplished  every  effort  be  made 
to  keep  the  quality  of  milk  as  safe  as  possible  under  existing 
conditions. 

(b)  That  at  the  farm  of  Mr.  Phillips  such  regulations  regarding 
the  handling  of  milk  be  enforced  as  are  required  of  those  who  are 
selling  milk  in  cities  of  this  State. 

(c)  That  milk  be  pasteurized  at  the  hospital  by  approved  methods. 

3.  That  the  institution  be  provided  with  galvanized  iron  garbage  barrels 
or  cans  with  covers,  and  that  same  be  cleaned  with  hot  wat«r  after  each 
emptying. 


FARMINGDALE  (State  Institute  of  Applied  Agriculture) 

An  investigation  of  the  sanitary  conditions  of  the  Stale  Institute  of 
Applied  Agriculture  at  farmingdale,  Suffolk  county.  X.  Y.,  was  made  by 
Mr.  W.  C.  Kmigh,  assistant  engineer  in  this  Department,  on  July  8,  1920. 
A  previous  investigation  of  the  sanitary  condition  of  this  institution  waa 
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made  by  this  l)epartm6nt  in  1917  (see  pftge  630,  Vol.  II,  of  the  38th  Annual 
Baport) ;  a  special  investigation  of  the  water  supply  of  the  institution  was 
nxade  in  1^15  (see  page  1029,  Vol.  II,  of  the  36th  Annual  Report) ;  and  a 
special  investigation  of  the  sewage  disposal  plant  was  made  in  1916  (see 
page  793,  Vol.  II,  of  the  37th  Annual  Report).  Plans  for  water  supply, 
sewerage  and  sewage  disposal  were  approved  on  July  10,  1914;  December 
24,  1914;  and  May  29,  1916. 

Location:  On  the  boundary  line  of  the  town  of  Oyster  Bay,  Nassau 
county,  and  the  town  of  Babylon,  Suffolk  county. 

Nature  of  institution:    A  school  for  instruction  in  agriculture. 

Area  of  grounds:     30S  acres. 

Site  of  institution:  The  school  is  situated  about  1%  miles  north  of  the 
village  of  Farmingdale  which  is  on  the  main  line  of  the  Long  Island  rail- 
road, about  33.  miles  from  the  Pennsylvania  Railroad  Station  in  New  York 
city.  The  central  portion  of  the  school  property  is  flat,  the  main  drainage 
being  from  hills  in  the  northeastern  part  of  the  property  toward  the  eaaSi- 
west.  The  ground  surface  drops  sharply  to  the  Amityville-Huntington 
highwav. 

Number  of  occupied  buildings:  7,  exclusive  of  barns  and  other  farm  and 
accessory  buildings. 

Capacity:  Boys  188,  girls  20,  employees  60,  total  268.  Present  accom- 
modations permit  about  half  of  the  students  to  live  on  the  ffrounds. 

Present  populatUm:  Boys  157,  girls  6;  total  enrollment  163;  employees  55; 
total  population  218.  It  is  expected  that  the  incoming  class  will  bring  the 
total  enrollment  in  the  fall  to  the  present  capacity  of  the  school. 

Class  of  inmates:    Students  in  agriculture. 

Water  supply:  The  main  source  of  the  institution  water  supply  is  ar* 
8-inch  driven  well  111  feet  deep.  From  the  well  water  is  raised  by  air  lift 
to  a  covered  concrete  reservoir  which  is  located  near  the  power  house.  From 
the  reservoir  water  is  pumped  to  an  elevated  steel  tank  located  idbout  2,000 
feet  from  the  power  house,  with  a  capacity  of  approximately  50,000  gallon^. 
The  water  supply  for  two  farm  houses  located  on  the  institution  property  id 
derived  from  wells.  From  the  bottom  of  a  dug  well  at  the  Ruland  farm 
a  pipe  has  been  driven  to  a  depth  10  feet  greater,  from  which  depth  water  is 
raised.  At  the  Seaman  farm  a  new  well  has  been  driven  about  40  feet  deep 
and  located  12  feet  from  the  house. 

Milk  supply:  The  milk  supply  of  the  institution  is  obtained  from  the 
institution  herd  which  numbered  29  at  the  time  of  the  investigation.  The 
herd  was  tuberculin  tested  in  March,  1920.  Milk  is  used  without  pasteuri- 
zation. 

Sewerage  and  sewage  disposal:  The  surface  water  and  sanitary  sewa^ 
is  collected  in  separate  systems  of  sewers.  Sewage  is  conveyed  to  a  disposal 
plant  consisting  of  coarse  screens,  settling  tanks,  a  dilorination  plant,  and 
a  subsurface  irrigation  field.  The  sewage  after  passing  through  the  acreeni 
flows  into  a  sump  from  which  it  is  pumped  to  the  settling  tanks  of  which 
there  are  3  of  the  ImhofT  type.  A  sludge  press  which  was  installed  in  the 
pump  house  has  never  operated  satisfactorily.  Privies  are  in  use  at  tlK 
Ruland  and  Seaman  farm  houses. 

Refuse  disposal:  Garbage  is  removed  from  the  kitchen  daily  and  is  fed 
to  swine.  Rubbish  is  burned  on  a  dump.  Paper  is  burned  under  the  power 
house  boilers. 

ReccMXimendations 

1.  In  regard  to  the  water  supply: 

(a)  That  the  practice  of  throwing  wash  water  on  the  ground  is 
the  vicinity  of  the  wells  at  the  Ruland  and  Seaman  farms  be 
discontinued. 

(b)  That  the  old  well  chamber  at  the  Ruland  farm  be  filled  with 
earth  at  least  as  fine  as  that  of  the  surrounding  ground. 

2.  In  regard  to  the  milk  supply: 

That  the  milk  produced  at  the  institution  be  pasteuriasd  by 
approved  methods. 
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3.  In  regard  to  the  sewerage  and  sewage  disposal: 

(a)  That  the  ground  around  the  manholes  of  the  sanitary  sewers 
he  so  graded  as  to  preclude  the  possibility  of  surface  water  entering 
these  sewers. 

(b)  That  the  automatic  float  control  switches  intended  to  operate 
the  sew^age  pumps  be  removed  to  a  location  sufficiently  dry  to  permit 
of  satisfactory  operation   of  this  apparatus. 

(c)  That  the  bat&es  of  the  settling  tanks  be  repaired  or  recon- 
structed. 

(d)  That  in  view  of  the  failure  of  the  sludge  press  to  operate, 
plans  be  prepared  and  submitted  to  this  Department  showing  a 
suitable  sludge  drying  bed,  together  with  method  to  be  employed 
for  the  placing  of  the  sludge  from  the  settling  tanks  thereon,  and 
that  such  beds  be  constructed  at  an  early  £ite. 

(e)  That  the  chlorinating  apparatus  be  repaired  or  replaced  at 
the  earliest  possible  date. 

(f )  That  the  clogging  of  the  subsurface  irrigation  field  or  leakage 
from  the  distribution  mains  be  properly  remedied. 

(g)  That  the  present  privies  at  the  Ruland  and  Seaman  farm 
houses  be  replaced  by  fly  proof  privies  of  the  removable  container 
type  located  not  less  than  100  feet  from  the  wells;  and  that  pro- 
visions be  made  to  conduct  the  wash  water  from  these  houses  to 
properly   locat,ed   and   designed  cesspools. 


FIRE  ISLAND  (State  Park) 

An  investigation  of  the  sanitary  condition  of  the  Fire  Island  State  Park 
at  Fire  Island,  Suffolk  county,  N.  Y.,  was  made*  by  Mr.  W.  C.  Emigh, 
assistant  engineer  in  this  Department,  on  September  1,  1920.  Previous 
examinations  of  the  sanitary  condition  of  the  park  were  made  by  this 
Department  in  1914  (see  page  1032,  Vol.  II,  of  ^e  36th  Annual  Report). 
A  special  investigation  of  the  water  supply  of  the  institution  was  made  in 
1917  (see  page  2^,  Vol.  II,  of  the  37th  Annual  Report ).  Plans  for  wuter 
supply  and  sewerage  and  sewage  disposal  were  approved  on  April  23,  1912. 

Location:     Fire  Island,  town  of  Islip,  coimty  of  Suffolk,  N.  Y. 

Site  of  institution:  ^e  park  is  situated  on  Fire  Island,  which  lies  at 
this  point  about  6  miles  off  the  south  shore  of  Long  Island.  It  is  located 
some  2  miles  from  Fire  Island  inlet,  and  about  6  miles  from  Bay  Shore,  from 
which  it  is  reached  by  boat.  The  park  extends  from  the  Great  South  bay  on 
the  north  shore  of  the  island  to  the  Atlantic  ocean  on  the  south  shore.  * 

Area  of  grounds:     120  acres. 

Number  of  occupied  huildinga:  Four  cottages  and  a  swimming  pavilion. 
The  permanent  population  through  the  summer  consists  of  4  or  5  employees 
and  their  families.  The  visiting  population  is  said  to  average  about  300 
people  per  day  through  the  months  of  July  and  August. 

Water  supply:  The  main  source  of  water  supply  is  from  a  dug  well  6 
feet  deep  located  near  the  center  of  the  park  property.  Water  is  raised  from 
the  well  by  a  pump  installed  on  the  first  floor  of  the  building  over  the  well 
to  a  tank  located  on  the  second  floor.  From  the  tank  water  is  piped  to 
several  buildings  on  the  park  property.  A  shallow  driven  well  located  about 
200  feet  from  an  employee's  cottage  is  used  as  a  source  of  supply  by  the 
occupants  of  the  cottage.  A  shallow  driven  well  near  the  main  boardwalk 
fitted  with  a  pitcher  pump  was  not  in  operating  condition  at  the  time  of 
the  investigation. 

Sewerage  and  sewage  disposal:  Plans  which  were  approved  by  this  depart- 
ment for  sewerage  and  sewage  disposal  show  one  large  cesspool  at  the  public 
toilet  building  and  two  smaller  ones  at  the  bathing  pavilion.  The  pviblic 
toilet  building  was  destroyed  by  fire  in  1917,  and  subscKpently  a  large  privy 
has  been  in  use.  The  cesspools  at  the  bathing  pavilion  were  functicming 
properly.     Two  additional  cesspools  for  which  no  plans  had  been  submitted 
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to  this  Department  have  been  constructed  to  care  for  the  sewage  from  the 
park  commissioner's  cottage  and  the  superintendent's  cottage. 

Refuse  disposal:  The  garbage  and  rubbish,  of  which  the  greater  part  is 
left  by  picnic  parties,  is  picked  up  by  park  employees  and  thrown  into  the 
waters  of  Great  South  bav. 

Recommendations 

1.  In  regard  to  water  supply: 

(a)  That  the  present  well  be  filled  in  and  a  new  well  be  con- 
structed at  a  distance  from  the  pumping  plant  of  not  less  than 
50  feet,  the  water  to  be  drawn  therefrom  by  the  pumping  equip- 
ment a»  located  at  present,  and  that  this  new  well  be  adequately 
protected  against  contamination. 

(b)  That  fences  be  constructed  inclosing  an  area  not  less  than 
100  feet  square  about  each  well,  and  that  the  public  be  excluded 
from  the  inclosed  area. 

2.  In  regard  to  the  disposal  of  sewage: 

That  all  privies  be  abandoned,  and  water  closets  be  provided 
where  needed. 

3.  In  regard  to  refuse  disposal: 

That  all  garbage  be  buried,  and  all  other  combustible  rubbish 
be  burned  at  a  suitable  point  and  in  such  a  manner  as  not  to  create 
a  nuisance. 


INDUSTRY  (State  Agricukural  and  Industrial  School) 

An  investigation  of  the  sanitary  condition  of  the  State  Agricultural  and 
Industrial  School  at  Industry,  Monroe  coimty,  was  made  by  Mr.  C.  A. 
Howland,  assistant  engineer  in  thie  Department,  on  March  25, 1920.  Previous 
investigations  of  the  sanitary  condition  at  the  Institution  were  made  by  this 
Detpartment  in  1911  i(see  page  989  of  the  32nd  Annual  Report),  in  1914 
(see  page  479,  Vol.  II,  of  the  35th  Annual  Report),  and  in  1918  (see  page 
525,  Vol.  II,  of  the  30th  Annual  Report).  A  special  investigation  of  the 
sewage  disposal  plant  was  made  in  1910'  (see  page  444,  Vol.  II,  of  the  4(Hh 
Annual  Report).  Plans  for  water  supply  were  approved  on  October  19,  1910; 
and  plans  for  sewage  disposal  were  approved  on  June  5,  1911. 

Location:  Industry,  town  of  Rush.  Monroe  county,  N.  Y. 

8ite  of  institiition :  The  institution  is  situated  in  the  valley  of  the  Qenesee 
river,  about  14  milee  southwest  of  the  city  of  Rochester.  The  grounds  of 
the  institution)  rise  from  an  elevation  of  530  feet  above  mean  seia  level  at  the 
river,  to  an  elevation  of  about  620  feet  at  a  point  «ibout  one  mile  east  of 
the  river.  The  Rochester  branch  of  the  Erie  railroad  passes  through  the 
property,  and  the  Industry  station  on  that  line  is  located  near  the  main 
buildings  of  the  institution. 

Area  of  grounds:  1,432  acres. 

Numher  of  oocupied  buildings:  About  50. 

Capacity:     755  boys,  178  officers  and  employees,  total   933. 

Class  of  inmates:  Male  children  between  the  ages  of  12  and  16  years  who 
shall  be  legally  committed  to  such  school  by  any  court  having  authority  to 
make  such  commitment. 

Water  supply:  The  water  supply  of  the  institution  is  taken  from  the 
municipal  supply  of  the  city  of  Rochester.  An  8-inch  pipe  connects  the  6-incli 
main  distribution  lino  of  the  institution  with  the  Rush  reservoir  of  the  citv 
water  supply,  and  a  connection  also  exists  with  the  supply  main  from  Hem- 
lock lake  to  the  city  of  Rochester. 

Milk  supply:  The  milk  eupply  is  obtained  from  19  separate  herds  of  cows 
maintained  at  the  different  colonies  on  the  institution  property.  All  cow« 
have  been  tul>erculin  tested  and  are  free  from  tuberculosis.     The  daily  pro- 
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duction-  of  milk  at  the  time  of  the  inspection  was  about  3^500  pounds.  After 
aa  imich  milk  as  is  needed  for  use  at  the  colonies  is  distributed,  the  remainder 
is  separated;  butter  is  made  from  the  cream  and  the  skimmed'  milk  is  returned 
to  the  cottages.  In  the  majority  of  cases  the  bame  were  found  to  be  in 
a  satisfactory  condition  of  repair  and  to  be  carefully  maintained. 

Sewerage  and  sewage  diepoeal :  All  of  the  occupied  buildinffs  of  the  institu- 
tion are  provided  with  toilet  fixtures  and  the  sewage  is  collected  by  several 
separate  sewerage  systems.    Manholes  have  not  been  provided  at  every  chanffe 
of  grade  and  alignment  and  trouble  has  been  experienioed-  with  stoppages  m 
some  cases.    Plans  approved  by  this  Department  on  June  6,  1911,  show  that 
the  sewage  of  the  institution  is  to  be  disposed  of  by  means  of  7  separate 
sewage  disposal  plants.    Five  of  these  plants  have  been  constructed^    All  of 
the  plants  are  of  the  same  general  type,  eachi  consisting  of  a  settling  tank, 
dosing  tank,  «u!id  sand  filter.     In  3  instances  trenches  are  provided  for  the 
final  disposal  of  the  sludge.    At  the  time  of  the  inspection  the  sewage  dis- 
posal plants  were  not  in  a  satisfactory  operating  condition,  and  it  appears 
that  they  have  not  been  constructed  entirely  in  accordance  with  the  plans 
a/pproved  by  this  Department. 

Refuse  disposal:. The  garbage  is  stored  in  covered  galvanized  iron  ^ils  and 
is  fed  to  hogs  which  are  kept  near  many  of  the  cottages.  Combustible  rub- 
bish is  burned,  and  noncombusti-ble  rubbish  is  placed  on  a  dump. 

Recommendations 

1.  That  in  view  of  the  conditions  surrounding  the  production  of  milk 
at  the  institution,  the  potentially  infective  character  of  milk,  and  the 
necessity  of  preventing  the  spread  of  infection  from  this  source,  arrange- 
ments be  made  effectively  to  pasteurize  all  the  milk  of  the  institution. 

2.  That  the  sewage  disposal  plants  be  reconstructed  wherever  necessary 
to  conform  to  the  plans  approved  by  this  Department. 

3.  That  the  sewage  disposal  plants  be  properly  repaired  wherever 
necessary  and  be  operated  efficiently  throughout  the  entire  year. 

4.  That  all  connections  for  the  discharge  of  surface  or  roof  water  into 
the  sanitary  sewers  be  disconnected,  and  this  water  be  discharged  through 
properly  constructed  storm  sewers  into  appropriate  water  courses. 

5.  That  proper  sewage  disposal  be  provided  in  accordance  with  the 
plans  approved  by  this  Department  or  approved  amendments  thereof,  for 
those  buildings  which  are  without  sewage  disposal. 


IROQUOIS  (Thomas  Indian  School) 

An  investigation  of  the  sanitary  condition  of  the  Thomas  Indian  School 
at  Iroquois,  Erie  coun^,  N.  Y.,  was  made  by  Mr.  W.  0.  IWgh,  assistant 
engineer  in  this  Department,  on  June  30,  1920.  Previous  examinations  of 
the  sanitary  condition  of  the  institution  were  made  by  this  Department  in 
1911  (see  page  996  of  the  32nd  Annual  Report),  and  in  1914  (see  page  850, 
Vol.  II,  of  the  36th  Annual  Report),  and  in  1918  (see  page  526,  Vol.  II,  of 
the  39<Ji  Annual  Report).  A  special  investigation  of  the  water  supply  of 
the  institution  was  made  in  1919.  Plans  showing  certain  details  of  additional 
water  supply  were  approved  on  July  2,  1920,  and  July  27,  1920. 

Location:    Iroquois,  Cattaraugus  Indian  Reservation,  Erie  county,  N.  Y. 

Site  of  institution:  The  institution  is  situated  in  the  valley  of  Cattaraugus 
creek,  about  8  miles  east  of  Lake  Erie.  The  elevation  of  the  ground  at  the 
site  of  the  buildings  is  650  feet  above  mean  sea  level,  and  about  80  feet  above 
the  level  of  Lake  Erie.  The  nearest  railroad  station  is  Lawtons,  which  is  on 
the  Buffalo  and  Southwestern  division  of  the  Erie  railroad,  27  miles  south 
of  Buffalo. 
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Area  of  grounda:    100  acres.    An  additional  165  acres  is  rented. 

Number  of  occupied  buildings:  11,  not  including  barn,  shop,  and  power 
house. 

Capctoity:   90  boys,  100  girls,  51  employees,  total  241. 

Present  population:   95  boys,  100  girls,  49  employees,  total  244. 

Olaes  of  inmates:  Destitute  and  orphan  Indian  children  from  any  <rf  the 
several  Indian  reservations  in  the  State  of  New  York. 

Water  supply:  Four  sources  of  water  supply  Are  availaA>le  at  the  institu- 
tion, of  which  3  are  in  normal  use.  Water  feom  a  spring  located  on  a  steep 
hillside  at  a  distance  of  about  1%  mUes  from  the  institution  buildings  flows 
by  gravity  to  the  institution  property.  Two  wells  are  in  use,  both  of  whidi 
are  locateid  in  close  proximity  to  the  institution  buildings.  The  newer  well 
has  but  recently  been  placed  in  use,  and  at  the  time  of  the  investigaticm  water 
was  pumped  from  this  well  by  means  of  a  temporary  connection.  A  pond 
just  east  of  the  main  buildings  furnishes  an  auxiliary  supply  for  fire  pro- 
teetion.  Hie  pond  is  fed  by  ^irface  water  which  is  unquestionably  polluted 
and  unfit  for  domestic  use. 

MUk  supply:  The  milk  supply  of  the  institution  is  obtained  from  the  insti- 
tution herd  of  30  cows.  The  herd  was  tuberculin  tested  during  the  montii  of 
May,  1920.  A  new  milk  house  has  recentiy  been  constructed.  The  building  is 
•of  brick,  and  in  the  baeem^it  are  installed  refrigerati<m  and  ice  manufac- 
turing plants.  The  milk  room  and  two  coolers  are  located  on  the  ma,in  floor. 
The  milk  is  used  without  pasteurization^ 

Sewerage  and  sewage  disposal:  The  sewage  of  the  institution  is  collected 
by  a  system  of  combined  sewers  and  discharged  without  treatment  into 
Oattaraugus  creek,  which  stream  empties  into  Lake  Erie  about  25  mike 
southwest  of  the  city  of  Buffalo. 

Qarbage  and  refuse  disposal:  The  garbage  is  removed  from  the  kitchen 
after  each  meal  to  the  piggery  where  it  is  fed  to  swine.  Rubbish  is  pdaeed 
on  a  dump. 

Recommendations 

1.  In  regard  to  water  supply: 

(a)  That  the  permanent  pumping  equipment  of  the  new  well  be 
installed  and  placed  in  operation  at  the  earliest  possible  date. 

(b)  That  provision  be  made  for  the  deflection  of  the  surface  water 
from  the  vicinity  of  both  the  old  and  the  new  well,  and  that  pro- 
tection of  the  weUs  from  trespassers  be  effected  by  fencing  off  the 
area  around  them  as  outlined  in  the  body  of  this  report. 

(c)  That  in  view  of  the  fact  that  the  present  arrangement  of 
piping  near  the  pumps  makes  it  possible  for  polluted  water  from 
the  pond  near  the  school  building  to  be>  turned  into  the  distribution 
system  .carrying  the  domestic  water  supply,  and  that  in  case  of 
a  large  fire  it  would  probably  be  necessary  to  tise  the  same  pumps 
which  normally  handle  the  domestic  supply  for  pumping  the  polluted 
pond  water,  I  would  recommend  that  either  the  domestic  and  fire 
supplies  be  entirely  separated,  including  the  installation  of  a  pump 
to  be  used  for  fire  purposes  only,  or  Siat  an  additional  supply  of 
pure  water  be  developed  and  the  use  of  the  pond  as  an  auxiliarT 
source  of  supply  be  abandoned. 

2.  In  regard  to  the  milk  supply: 

(a)  That  in  view  of  the  eonditione  which  exist  In  the  old  milk- 
room  and  the  difficulty  with  which  these  conditions  could  be  satis- 
factorily remedied,  the  new  milk  room  be  equipped  and  placed  in 
use  at  the  earliest  possible  date. 

i(b)  That  the  milk  used  at  the  institution  be  pasteurized  in  accord- 
ance with  approved  methods. 
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3.  In  regard  to  ditposal  of  sewage: 

That  the  que^tioir  of  treating  the  domestic  sewage  in  a  suitable 
plant  before  it  is  discharged  into  the  creek  be  considered  by  the 
institution  authorities,  and  that  plans  for  the  necessary  changes  in 
the  «ewerage  system  and  for  a  suitable  di6XK>6aI  plant  be  prepared 
and  submitted  to  this  Department  for  approval. 

4.  In  regard  to  garbage  disposal: 

That  the  garbage  be  removed  from  the  vicinity  of  the  kitchen 
promptly  after  each  meal. 


KINGS  PARK  (State  Hospital) 

An  investigation  of  the  sanitary  condition  ol  the  Kings  Park  State 
Hospital  at  Kings  Park,  Suffolk  county,  N.  Y.,  was  made  by  Mr.  W.  C. 
Emigh,  assistant  engineer  in  this  Department,  on  July  0  and  August  30, 
1020.  Previous  inv^igations  of  the  sanitary  condition  of  the  institution 
were  made  by  this  Department  in  1915  (see  page  934,  Vol.  II,  of  the  36th 
Annual  Report),  in  1917  (see  page  646,  Vol.  II,  of  the  38th  Annual  Eeport), 
and  in  1919  (see  page  425,  Vol  II,  of  the  40th  Annual  Report).  Special 
investigations  of  the  sewage  disposal  plant  were  made  in  1916  (see  page 
666,  Vol.  II,  of  the  38th  Annual  Report),  in  1918  (see  page  646,  Vol  II,  of 
the  39th  Annual  Report),  and  in  1919  (see  page  446,  Vol.  II,  of  the  40th 
Annual  Report).  Plans  for  water  supply  were  approved  on  August  31, 
1916;  August  22,  1918;  and  March  19,  1920;  and  plans  for  sewerage  and 
sewage  disposal  were  approved  on  December  29,  1908;  July  28,  1912;  and 
July  3,  »17. 

Location:  Kings  Paric,  Suffolk  county.  Long  Island,  on  the  Wading 
River  branch  of  the  Long  Island  railroad,  about  40  miles  from  New  York 
city. 

aiie  of  institution:  The  institution  is  situated  upon  rolling  ground  on  the 
shores  of  Smithtown  bay,  just  west  of  the  mouth  of  the  Nissequoque  river. 
The  institution  buildings  are  on  groimd  well  elevated  above  the  bay,  and 
the  slope  of  the  surface  is  such  as  to  afford  adequate  natural  drainage.  The 
soil  is  sandy.  The  buildings  are  located  about  1  mil^  from  the  north  shore 
line  of  Long  Island. 

Area  of  grounds:    834.61  acres. 

Kumher  of  occupied  buildings:    63. 

Capacity:  Men  1,564,  women  1,936;  total  inmates  3,500;  employees  845; 
total  capacity  population,  4,345.  A  new  cottage  building  now  in  construction 
will  accommodate  about  200. 

Present  population:  Men  2,006,  women  2,691;  total  inmates  4,697; 
employees  676;  total  present  population,  5,373. 

Class  of  inmates:    All  classes  of  insane  except  the  criminal  insane. 

Water  supply:  The  water  supply  of  the  institution  is  obtained  from  a 
battery  of  10  deep  wells  located  near  the  power  house.  The  wells  are  driven 
through  alternate  strata  of  sand  and  clay  and  are  said  to  average  about  490 
feet  in  depth.  Water  is  raised  from  the  wells  to  a  sump  by  air  lift.  From  the 
sump  the  water  is  pumped  to  an  open  reservoir  at  a  distance  of  about  4,000 
feet  from  the  power  house.  The  elevation  of  the  reservoir  is  not  sufficient 
to  provide  water  for  the  buildings  of  group  No.  1,  and  it  is  therefore  neces- 
sary to  employ  a  booster  pump  to  supply  these  buildings.  If  the  depth  of 
water  in  the  reservoir  is  increased  beyond  6  feet,  the  rate  of  leakage  equals 
the  rate  of  pumping.  Plans  have  been  approved  by  this  Department  for  a 
new  reservoir  at  a  greater  elevation,  but  owing  to  lack  of  funds  the  con* 
struction  had  not  been  commenced  at  the  time  of  the  investigation. 

Milk  supply:  A  part  of  the  milk  supply  is  obtained  from  the  institution 
herd  of  52  head  of  cattle.  The  herd  is  tuberculin  itested  annually.  Milking 
it  done  by  inmates.  In  addition  to  the  milk  produced  by  the  institution 
herd,  1,000  quarts  of  grade  Bpasteurized  milk  and  240  quarts  of  condensed 
milk  are  purchased  &ily.  The  milk  produced  at  the  institution  is  used 
without  pasteurization. 
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Sewerage  and  sewage  di^poaal:  The  saniUry  sewage  and  storm  water  from 
the  inetitution  are  for  the  most  part  collected  in  separate  sewers.  The 
sewage  is  conducted  to  a  disposal  plant  consisting  of  coarse  screens,  settling 
tanks,  a  dosing  tank,  sprinkling  filter,  disinfection  apparatus,  final  settling 
tanks,  and  ehidge  drying  beds.  A  portion  of  the  sewer  between  the  main 
gcreen  chamber  and  the  settling  tanks  consists  of  duplicate  lines  of  an 
inverted  siphon.  The  settling  tanks,  the  construction  of  one  of  which  had 
not  been  completed  at  the  time  04  the  investigation,  are  of  the  Imhoff  type. 
The  dietrlbiitioB  of  settled  sewage  on  the  surface  of  the  sprinkling  filter  is 
not  satisfactory!  A  cesspool  is  provided  to  care  for  the  sewage  from  the 
residence  of  the  supervisor  of  the  grounds. 

Refuse  disposal:  A  concrete  garbage  house  is  provided  near  each  of  the 
five  main  kitchens  at  the  institution.  Garbage  is  collected  from  these  houses 
and  trans-ported  to  the  piggery  where  it  is  fed  to  swine.  Rubbish  is  burned 
in  a  wire  cage  in  the  woods  beyond  the  piggery.  Rags  and  papers  are 
salvaged. 

Recommendations 

1.  In  regard  to  the  water  supply: 

That  added  storage  of  sutficient  capacity  to  furnish  water  at 
adequate  pressure  for  fire  protection  be  provided. 

2.  In  regard  to  milk  supply: 

That  all  milk  produced  at  the  institution  be  pasteurized  by 
approved  methods. 

3.  In  regard  to  sewerage  and  sewage  disposal: 

(a)  That  such  recommendations  of  the  report  of  this  Depart- 
ment dated  August  18,  1919,  on  a  special  investigation  of  the 
sewage  disposal  plant,  as  have  not  been  carried  out  be  complied 
with  at  tlie  earliest  possible  date. 

(b)  That  the  nozzles  now  in  use  for  the  distribution  of  sewage 
on  the  sprinkling  filter  be  replaced  by  nozzles  throwing  a  broader 
spray,  or  that  an  additional  distribution  main  for  the  sprinkling 
filter  be  installed,  or  that  other  means  be  found  to  overcome  a 
sufficient  portion  of  the  loss  of  head  now  occurring  in  the  existing 
distribution  system  to  effect  a  better  distribution  of  sewage. 

(c)  That  the  toilet  at  the  piggery  and  the  sewer  leading  there- 
from be  installed  at  the  earliest  possible  date. 

4.  In  regard  to  disposal  of  refuse: 

(a)  That  care  be  exercised  to  keep  all  barrels  used  for  the  collec- 
tion of  garbage  covered  at  all  times. 

(b)  That  the  doors  of  the  garbage  house  be  kept  closed. 

(c)  That  the  floors  of  the  garbage  house  be  washed  daily. 

(d)  That  as  little  garbage  and  bones  as  possible  be  stored  at  the 
piggery,  and  that  such  quantities  as  it  may  be  necessary  to  store 
be  covered  and  rendered  inaccessible  to  flies. 


MIDDLETOWN  (State  Homeopathic  Hospital) 

An  investigation  of  the  sanitary  condition  of  the  State  Homeopathic  Hos- 
pital at  Middletown,  Orange  county,  was  made  by  Mr.  C.  A.  Howland. 
UFsi&tant  engineer  in  this  Department,  on  January  30,  1920.  Previous  in- 
veetigationtj  of  the  sanitary  condition  of  the  institution  were  made  by  this 
Department  in  1915  (see  page  940,  Vol.  II,  of  the  36th  Annual  Report)  and 
in  1018   (bee  page  527,  Vol.  II,  of  the  39th  Annual  Report). 

Location:     Middletown,  Orange  county. 

Sife  of  institution:  The  main  buildings  of  the  institution  are  located  on 
elevated  ground  in  the  northwestern  part  of  the  city  of  Middletown.  The 
surface  of  the  ground  slopes  away  from  the  main  group  of  buildings  in  all 
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<lirectionB,  affording  good  drainage;  and  the  drainage  of  the  other  parts 
of  the  institution  property  is  apparently  good. 

Area  of  grounds:    540  acres. 

Number  of  occupied  InUldmgs:    23. 

Capacity:    616  men»  1,224  women,  475  employees,  total  2,315. 

Freaent  population:    750  men,  1,334  women,  367  employees,  total  2,460. 

Cl<is8  of  inmates:  Insane  except  criminal  insane,  from  the  counties  of 
t)range,  Rockland,  Sullivan,  and  Ulster,  and  patients  from  any  part  of  the 
iState  for  whom  homeopathic  treatment  is  desired. 

Water  supply:  The  entire  water  supply  of  the  institution  is  obtained  from 
the  public  water  supply  of  the  city  of  Middletown,  which  is  derived  from  two 
«ourceB,  namely,  Highland  lake  and  M'onhegan  lake.  The  wells  which  were 
previously  used  at  the  institution  and  which  were  found  to  be  subject  to 
contamination  have  been  abandoned,  in  accordance  with  the  recommendations 
of  this  Department.  The  city  water  supplies  from  both  sources  are  treated 
by  coagulation  and  are  filtered,  the  water  from  Highland  lake  through 
pressure  mechanical  filters  and  that  from  Monhegan  lake  through  gravity 
mechanical  filters.  The  higher  buildings  are  supplied  from  the  Monhegan 
lake  ( lower  pressure  supply )  by  pumping,  and  the  lower  buildings  are  supplied 
directly  fron^  the  Highland  mains.  The  systems  are  separate,  except  for  a 
cross  connection  at  the  power  house,  which  is  ordinarily  kept  closed.  The 
water  is  piimped  into  an  iron  storage  tank  of  0,355  gallons  capacity  located 
in  the  tower  of  the  main  building,  and  into  a  similar  tank  of  6,840  gallons 
capacity  located  at  a  lower  elevation  in  pavilion  1. 

Milk  supply:  The  milk  supply  is  obtained  partially  by  purchase  and 
partially  from  the  institution  herd.  Raw  milk  is  purchased  under  a  con- 
tract from  local  dealers  of  Middletown  or  vicinity.  During  1010  an  average 
of  1,080  quarts  per  day  was  so  purchased.  The  institution  herd,  which  at 
the  time  of  the  inspection  consisted  of  03  cows,  was  tested  for  tuberculosis 
in  September,  1010,  and  the  tubercular  cattle  were  killed.  The  milking  is 
done  by  hand  twice  a  day,  and  inmates  are  employed  in  this  work.  A  300- 
gallon  pasteurizer  of  the  batch  type  is  installed  in  the  creamery  room  at 
the  main  building.  The  pasteitrizer  was  not  in  use  at  the  time  of  the 
inspection,  and  had  not  been  used  since  May  6,  1010,  because  no  ice  was 
available  for  cooling  the  milk  after  pasteurization.  When  the  equipment  is 
used,  both  the  purchased  milk  and  the  milk  produced  at  the  institution  are 
pasteurized. 

Sewerage  and  setoage  disposal:  The  sanitary  sewage  of  the  main  part  of 
the  institution  is  collected  by  a  system  of  sanitary  sewers  and  discharged 
into  city  sewers  in  West  Main  street  and  Monhegan  avenue.  The  sewage 
from  the  power  house,  the  kitdfcien  sinks,  and  toilet  of  the  kitchen  building 
of  the  west  group  is  conveyed  to  a  pumping  plant  near  the  power  house.  A 
detritus  chamber  is  located  near  the  greenhouse,  in  the  West  Main  street 
sewer.  A  cesspool  has  been  constructed  for  the  disposal  of  the  sewage  from 
the  florist's  cottage.  A  second  cesspool  has  been  provided  at  the  contagious 
cottage  for  sewage  from  the  bathtub  and  sink.  The  sewage  from  about  30 
people  at  the  Comfort  farm  is  discharged  into  a  tight  metal  settling  tank 
irom  which  it  flows  into  a  subsurface  irrigation  system. 

Refuse  disposal:  Garbage  is  stored  in  galvanized  iron  cans  from  which  it 
is  collected  daily  and  taken  to  the  piggery  where  it  is  fed  to  swine.  Rubbish 
IS  collected  daily  and  placed  on  a  dump,  where  the  combustible  rubbish  is 
burned  in  an  open  fire.    Rags  and  papers  are  salvaged  and  sold. 

Recommendations 

1.  That  all  the  milk  used  at  the  institution  be  properly  pasteurized, 
and  that  the  recommendations  of  the  report  of  this  Department  of 
February  11,  1018  in  regard  to  the  methods  of  operating  the  pasteurizer, 
be  carried  out. 

2.  That  a  thorough  study  be  made  of  the  existing  sewerage  system 
of  the  institution,  and  that  plans  be  prepared  showing  the  existing  sewerage 
system  and  sewage  disposal  works  with  such  modifications  and  alterations 
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as  may  be  neoessary  to  provide  a  comprehensive  system  of  sewerage  and 
sewage  disposal  works  for  the  entire  institution,  and  that  this  study 
be  made  at  once  in  order  that  the  sewage  of  the  east  group  may  be 
satisfactorily  incorporated. 
3.  That  the  garbage  and  rubbish  cans  be  kept  covered  at  all  times. 


MORRISVILLB  (State  School  of  Agriculture) 

An  investigation  of  the  sanitary  condition  of  the  Kew  York  State  School 
of  Agriculture  at  Morrisville,  Madison  county,  N.  Y.,  was  made  by  Mr.  W.  C. 
Kmigh,  assistant  engineer  in  this  Department,  on  June  18,  1920.  Previous 
examinations  of  the  sanitary  condition  of  tliis  institution  were  made  by 
this  Departcent  in  1910  (see  page  748,  Vol.  II,  of  the  32nd  Annual  Report), 
in  1914  (see  paffe  1035,  Vol.  II,  of  the  36th  Annual  Report),  and  in  1918 
(see  page  529,  Vol.  II,  of  the  39th  Annual  Report).  Plans  for  water  supply 
were  approved  on  October  20,  1914;  and  plans  for  sewerage  and  sewage 
disposal  were  approved  on  August  31,  1911,  and  January  20,  1919. 

Location:    Village  of  Morrisville,  Madison  county,  N.  Y. 

Site  of  institution:  The  village  of  Morrisville  lies  in  tJie  valley  of  Calla- 
han brook  about  2%  miles  west  of  the  Morrisville  station  of  the  New  Yoric, 
Ontario  and  Western  railroad.  The  institution  is  situated  in  the  eastern 
part  of  the  village,  occupying  the  original  county  buildings  of  the  county  of 
Madison.  The  elevation  of  the  ground  at  the  main  institution  buildings  is 
about  40  feet  above  the  brook  and  about  1,320  feet  above  mean  sea  level.  On 
each  side  of  the  valley  the  hills  rise  to  an  elevation  of  about  1,700  feet  above 
sea  level. 

Area  of  grounds:    250  acres. 

y umber  of  occupied  buildings:  5,  not  including  the  barns  and  accessory 
buildings. 

Capacity:    200  students  of  both  sexes. 

Present  population:  64  men,  15  women,  26  employees;  total.  105.  It  is 
anticipated  by  the  school  authorities  that  the  enrollment  of  the  incoming 
class  in  the  fall  will  increase  the  total  student  body  to  approximately  125. 
Of  this  number  only  a  small  proportion,  about  10  per  cent,  live  on  the 
institution  grounds. 

Class  of  inmates:     Students  in  agriculture. 

Water  supply:  The  water  supply  of  the  institution  is  derived  largely  from 
3  springs  located  on  property  owned  by  the  institution  at  a  distance  of 
about  one-half  mile  from  the  main  school  buildings.  Water  from  the  spring 
chambers  flows  by  gravity  to  a  covered  concrete  storage  reservoir,  and  from 
the  reservoir  to  the  school  buildings.  In  addition  to  this  source  of  supply, 
the  municipal  supply  of  the  village  of  Morrisville  is  connected  with  the 
institution  system  in  the  cellars,  of  several  of  the  buildings.  The  village 
supply  is  derived  from  a  reservoir  located  about  one  mile  west  of  the  vil- 
lage, "(vhich  is  largely  fed  by  springs,  and  in  addition  receives  surface 
drainage  from  a  considerable  area. 

Milk  supply:  The  institution  owns  a  herd  of  13  milch  cows  w^hich  had 
been  tuberculin  tested  a  few  weeks  previous  to  the  investigation.  Since  very 
few  of  the  students  live  at  the  school,  only  a  small  portion  of  the  milk  pro- 
duced by  the  herd  is  consiuned  there.    The  milk  is  not  pasteurized. 

Sewerage  and  sewage  disposal:  Sewage  from  the  main  buildings  of  the 
institution  is  conducted  through  a  coarse  screen  chamber  to  the  sewage  dis- 
posal plant,  which  consists  of  a  settling  tank,  a  dosinsf  chamber,  and  a 
subsurface  irrigation  field.  A  second  sewage  disposal  plant  hns  been  pro- 
vided near  the  dairy  barn  to  care  for  the  draina&re  from  the  fixtures  in  the 
barn,  the  milk  room,  and  administration  building.  The  plant  Is  located 
under  a  driveway  and  is  comjpletely  buried.  As  shown  on  the  plans,  the 
plant  consists  of  a  circular  concrete  cesspool  or  settling  tank  and  a  subsurface 
irrigation  field. 

Refuse  disposal:  Such  small  amounts  of  garbage  as  result  from  the  meals 
prepared  at  the  dormitory  are  removed  daily  by  a  farmer  residing  a  short 
distance  from  the  school.    Refuse  and  ashes  are  used  to  fill  in  low  ground. 
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Recommendations 

1.  In  regard  to  the  water  supply: 

(a)  That  the  institution  authorities  consider  the  matter  of  pur- 
chasing additional  land  to  the  north  and  east  of  the  institution 
springs  in  order  better  to  protect  the  supply  from  possible  con- 
tamination due  to  the  pollution  of  the  surface  of  the  ground  in  the 
vicinity. 

(b)  That  diverting  ditches  be  constructed  as  outlined  in  the  body 
of  this  report  designed  to  convey  surface  wash  from  the  adjoining 
property  away  from  the  springs. 

(c)  That  the  open  spring  be  protected  with  a  closed  concrete 
screen  chamsber. 

(d)  That  a  lock  be  provided  for  the  present  collecting  basin  and 
that  the  basin  be  kept  locked  at  all  times. 

(e)  That  as  far  as  possible  the  institution  supply  be  used  for  all 
purposes  with  the  exception  of  boiler  feed  water. 

2.  In  regard  to  the  sewage  disposal  plant: 

(a)  That  the  drainage  system  be  uncovered  at  the  point  where 
sewage  now  appears  on  the  surface,  and  that  such  repairs  be  made 
as  shall  prove  netessary  to  remedy  that  condition. 

(b)  That  the  vents  of  the  subsurface  irrigation  system  be  repaired 
and  maintained  in  proper  condition. 

(c)  That  the  valves  now  covered  be  unearthed  and  the  valve  boxes 
be  replaced. 

(d)  That  the  automatic  dosing  siphon  be  maintained  in  operat- 
ing condition  at  all  times. 


NAPANOCH  (Eastern  New  York  Reformatory) 

An  investigation  of  the  sanitary  condition  of  the  Eastern  New  Yoiic 
Beformatory  at  Napanoch,  Ulster  county,  N.  Y.,  was  made  by  Mr.  W.  C. 
Emigh,  assistant  engineer  in  this  Department,  on  July  6,  1920.  Previous 
examinations  of  the  sanitary  condition  of  this  institution  were  made  by 
this  Department  in  1011  (see  page  1003  of  the  32nd  Annual  Report),  in 
1914  (see  page  480,  Vol.  II,  of  the  35th  Annual  Jleport),  in  191S  (see  page 
530,  Vol.  II,  of  the  39th  Annual  Report),  and  in  1919  (see  page  426, 
Vol.  II,  of  the  40th  Annual  Report).  Plans  for  sewerage  and  sewage  dis- 
posal were  approved  on  September  27,  1912,  and  February  28,  1913. 

Location:     At  Napanoch,  Wawarsing  township,  Ulster  county,  N.  Y. 

Site  of  institution:  The  reformatory  is  situated  on  a  flat  area  east  of 
Rondout  creek  nearly  opposite  the  village  of  Napanoch  and  at  the  foot  of 
the  Shawangung  mountains.  The  institution  grounds  are  about  280  feet 
above  sea  level  and  slope  gently  toward  the  creek.  To  the  east  the  land 
rises  steeply  to  an  elevation  of  2,200  feet,  the  institution  property  extending 
up  this  slope  to  an  elevation  of  1,200  feet.  The  soil  in  the  vicinity  is  sandy 
and  apparently  well  drained. 

Area  of  grounds:    312  acres,  of  which  57  acres  are  tillable. 

Number  of  occupied  buildings:    8,  including  bam. 

Capacity:    496  male  inmates,  44  employees,  total  540. 

Present  population:     205  male  inmates,  40  employees,  total  245. 

Class  of  inmates:  Males  between  the  ages  of  16  and  30  convicted  of  a 
felony,  who  have  not  been  previously  convicted  of  any  crime  punishable  by 
imprisonment  in  a  state  prison.  The  institution  receives  the  surplus  popu- 
lation of  the  State  Reformatory  at  Elmira,  in  connection  with  which  it  is 
maintained. 

Water  supply:  The  water  supply  of  the  institution  is  obtained  from  a 
small  reservoir  formed  by  a  concrete  dam  across  a  narrow  valley  located 
on  a  mountain  side  in  the  rear  of  the  reformatory.  The  watershed  tributary 
to  the  reservoir  has  an  area  of  about  three-quarters  square  mile,  is  unpopu- 
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lated,  and  is  entirely  covered  with  woods.  The  reservoir  is  fed  largely  by 
springs.  To  permit  an  iininterrupted  supply  at  the  time  of  cleaning  the 
reservoir,  an  auxiliary  intake  is  located  a  j»hort  distance  above  the  main 
reservoir  and  a  by-paas  around  the  reservoir  is  installed.  The  intake  at  the 
main  reservoir  is  located  in  close  proximity  to  the  up-stream  face  of  the 
main  dam.  It  consists  of  a  vertical  castiron  pipe  riser  surmounted  by  a 
cylindrical  strainer,  whieh  latter  is  about  10  feet  above  the  bottom  of  the 
reservoir  and  20  feet  below  the  crest  of  the  dam.  Considerable  trouble  has 
been  experienced  in  the  past  owing  to  the  entrance  of  sand  into  the  pipes 
and  the  lodging  of  leaves  against  the  strainer. 

MiUc  supply:  The  milk  supply  for  the  institution  is  obtained  from  a 
local  dairy.    It  is  used  without  pasteurization. 

Sewerage  and  aeuxige  disposal:  The  sanitary  sewage  of  the  institution  is 
collected  in  a  separate  system  of  sewers  and  conducted  to  the  disposal  plant 
conaisting  of  a  gate  chamber,  2  open  settling  tanks,  a  sludge  bed,  siphon 
dosing  chamber,  and  a  4^imit  sand  filter.  Trouble  has  been  experience  in 
blowing  off  the  sludge  from  the  settling  tanks  owing  to  the  presence  in  the 
tanks  of  articles  of  discarded  clothing  and  various  forms  of  refuse  intro- 
duced into  the  sewers  by  the  inmates.  Wiork  has  been  in  progress  for 
several  years  looking  toward  the  installation  of  inside  toilet  fixtures  in  all 
cells  of  the  northerly  cell  block,  thus  making  it  possible  to  do  away  with 
the  bucket  system.  At  the  time  of  the  inspection  the  number  of  inmates 
was  such  that  it  was  possible  to  use  only  cells  equipped  with  toilet  fixtures. 

Refuse  disposal:  T^e  garbage  is  collected  in  galvanized  iron  receptacles 
and  is  transported  to  the  piggery,  where  it  is  fed  to  swine.  Nonedible  por- 
tions of  garbage,  together  with  rubbish,  are  burned  on  a  dtunp  near  the 
disposal  plant.  Infected  garbage  and  refuse  from  the  hospital  ward  are 
burned  under  the  boilers  at  the  power  plant.    Eags  and  papers  are  salvaged. 

Recommendations 

1.  In  regard  to  water  supply: 

(a)  That  plana  be  prepared  by  the  State  Architect  and  sub- 
mitted to  this  Department  for  a  gate  chamber  or  a  modified  intake 
•as  outlined  in  the  body  of  the  report. 

(b)  That  the  accumulation  of  gravel  near  or  above  the  sub- 
merged dam  be  removed  in  order  that  there  may  be  a  decrease  in 
velocity  of  the  entering  water  sufficient  to  cause  deposition  of  the 
greater  part  of  the  sand  above  this  submerged  dam. 

(c)  That  care  be  exercised  to  protect  the  water  supply  from  con- 
tamination by  trespassers  upon  the  watershed. 

2.  In  regard  to  the  sewage  disposal  plant: 

(a)  That  a  properly  constructed  coarse  screen  be  installed  in  the 
gate  chamber  as  outlined  in  the  body  of  this  report. 

(b)  That  the  present  imsuitable  material  on  the  northerly  imit 
of  the  filter  bed  be  removed,  and  that  sand  suitable  for  use  as  a 
filtering  medium  be  obtained  and  placed  in  these  units. 

(c)  That  when  the  filtering  material  on  these  units  is  changed 
the  underdrains  be  cleaned. 

(d)  That  in  cleaning  the  sand  beds,  the  scum  and  clogged  sand 
be  removed  prior  to  the  use  of  any  mechanical  implement  for  the 
loosening  of  the  surface  sand. 

(e)  That  great  care  be  exercised  to  maintain  level  surfaces  on  the 
sand  filter  beds. 

3.  In  regard  to  the  disposal  of  garbage: 

That  the  receptacles  used  at  the  time  of  the  investigation  for  the 
collection  of  garbage  be  replaced  by  galvanized  iron  garbage  barrels 
with  covers. 
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NEWARK  (State  School  for  Mental  Defectives) 

An  investigation  of  the  sanitary  condition  of  the  State  School  for  Mental 
Defectives  at  Newark,  Wayne  county,  was  made  by  Mr.  C.  A.  Rowland^ 
assistant  engineer  in  this  Department,  on  January  15,  1920.  Previous  invea- 
ti^^ations  of  the  sanitary  condition  of  this  institution  were  made  by  this 
I>ex>artment  in  19*11  (see  page  1010  of  the  32nd  Annual  Report),  in  1915 
(see  page  835,  Vol  II,  of  the  36th  Annual  Rei>ort),  and  in  1917  (see  page 
634,  Vol.  II,  of  the  39th  Annual  Report).  Plans  for  a  filter  plant  to  treat 
tlie  water  pumped  from  the  Barge  canal  at  the  institution  were  approved  on 
JSTovember  27,  1916;  and  plans  for  modifications  in  water  main  connections 
-^ere  approved  on  March  3,  1917.  In  May,  1917,  plans  for  slight  modifica- 
tions in  the  arrangement  of  the  piping  system  connected  with  the  filters 
'were  approved.  Plans  for  sewerage  and  sewage  disposal  were  approved  on 
April  3,  1907;  July  13,  1909;  March  10,  1913;  and  October  10,  1913.  The 
institution  was  visited  on  July  26,  1916,  by  a  representative  of  this  Depart- 
intent  to  make  an  inspection  in  regard  to  proposed  changes  in  the  water 
supply. 

Looaiion:    Village  of  Newark,  Wayne  county. 

Site  of  institution:  The  institution  is  located  on  a  hill  just  east  of  the 
village  of  Newark,  at  the  south  side  of  the  Ganargua  creek  valley,  which 
extends  east  and  west  at  this  point.  Passing  through  the  valley  are  the 
tracks  of  three  steam  railroad  systems,  an  electric  railroad,  and  the  Barge 
canal.  The  ground  slopes  of  the  institution  property  appear  to  afford  ade- 
quate drainage. 

Area  of  grounds:     106  acres. 

Number  of  occupied  buildings:  15  (one  cottage  for  inmates  under  con- 
struction ) . 

Capacity:     1,050  women,  141  employees,  total  1,191. 
Present  population:    984  women,  120  employees,  total  1,104. 
Class  of  inmates:     Indigent  feeble-minded  women  of  child-bearing  age  who 
are  residents  of  the  State. 

Water  supply:  The  water  supply  for  domestic  use  at  the  institution  is 
obtained  from  a  spring,  and  water  for  fire  protection,  boilers,  laundry,  and 
hot  water  service  is  pumped  from  the  Barge  canal  and  treated  by  coagulation 
with  alum  and  by  mechanical  filtration.  The  spring  water  system  is  also 
connected  with  the  water  system  of  the  village  of  Newark,  and  has  been 
entirely  disconnected  from  the  Barge  canal  supply.  The  supply  taken  from 
the  village  of  Newark  is  metered,  but  has  not  been  used  for  about  two  years. 
The  spring  water  supply  flows  by  gravity  to  a  sump  from  which  it  is 
pumped  directly  into  the  domestic  water  supply,  the  excess  water  discharge 
ing  into  an  elevated  steel  tank.  The  Barge  canal  water  is  pumped  from 
an  intake  in  the  canal  to  a  reservoir  of  1,0<)0,000  gallons  capacity.  A  con- 
siderable seepage  takes  place  from  this  reservoir,  but  no  tests  have  been 
made  accurately  to  determine  the  auMunt.  From  the  reservoir  the  water 
flows  by  gravity  to  a  fllter  plant  located  in  a  separate  building  near  the 
power  house.  The  filter  is  provided  with  accessories,  including  a  coagulation 
basin  and  a  clear  water  basin.  Cisterns  are  located  in  the  basements  of  the 
various  buildings,  and  these  receive  rain  water  from  the  roofs  and  excess 
water  from  the  Barge  canal  supply. 

Milk  supply:  The  milk  supply  is  purchased  from  two  local  milk  dealers 
under,  contract.    About  500  quarts  of  grade  B  raw  milk  are  used  daily. 

Sewerage  a/nd  sewage  disposal:  The  sanitary  sewage  of  the  entire  insti- 
tution, with  the  exception  of  the  power  plant,'  is  collected  by  a  system  of 
sanitary  sewers  and  discharged  into  the  sewerage  system  of  the  village  of 
Newark.  It  appears  that  during  the  past  three  years  the  sewerage  system 
has  been  practically  rebuilt,  and  that  no  trouble  from  clogging  of  the  sewers 
has  occurred  in  the  reronstnioted  svstem.  Cesspools  into  which  the  sewage 
previously  discharged  have  been  eliminated  from  the  system.  The  storm 
water  at  the  main  buildings  is  discharged  into  cisterns,^  while  at  4  of  the- 
new  buildings  storm  water  is  discharged  into  the  reservoir  of  the  hot  water 
supply.     The  storm  water  and  other  waste  water  from  the  power  house, 
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including  the  wash  water  from  the  filter  plant,  the  blow-off  of  the  boilers, 
and  the  sanitary  sewage  from  the  flush  closet,  wash  sink,  and  spray  bath,  are 
discharged  onto  low  land  on  the  institution  property. 

Refuse  disposal:  Garbage  is  stored  at  the  kitchens  in  covered  galvanized 
iron  cans.  It  is  collected  twice  a  day  and  taken  to  the  piggery,  where  it  is 
fed  to  swine.  Rubbish  is  placed  on  a  dump,  where  it  is  used  for  filling  a 
ravine. 

Recommendations 

1.  That  all  parts  of  the  filter  plant  of  the  hot  water  system,  such  as 
the  loss  of  head  gauge  and  the  turbine  water  meter,*  be  placed  in 
service. 

2.  That  the  rate  of  application  of  the  alum  to  the  water  before  filtra- 
tion be  made,  not  only  in  accordance  with  the  volume  of  water  treated, 
but  also  in  accordance  with  the  amount  of  turbidltv  and  color  in  the 
water  which  is  treated,  more  alum  being  added  for  higher  turbidity  and 
color. 

3.  That  the  existing  reservoir  of  the  hot  water  system  be  made  water- 
tight, or  that  a  new  reservoir  of  proper  design  and  construction  be  pro- 
vided for  storing  this  water. 


OGDENSBURG  (St.  Lawrence  State  Hospital) 

An  investigation  of  the  sanitary  condition  of  the  St.  Lawrence  State 
Hospital  at  Ogdensburg,  St.  Lawrence  coimty,  N.  Y.,  was  made  by  Mr.  C.  A. 
Howland,  assistant  engineer  in  this  Department,  on  September  25,  1919. 
Previous  examinations  of  the  sanitary  condition  of  thia  institution  were 
made  by  this  Department  in  1915  (see  page  953  of  the  36th  Annual  Report), 
•and  in  1917    (see  page  647  of  the  38th  Annual  JR^port). 

Location:    Ogdensburg,  St.  Lawrence  county. 

Site  of  institution:  The  hospital  is  located  about  3  miles  northeaat  of 
the  center  of  the  city  of  Ogdensburg,  on  a  point  of  land  which  extends  into 
the  St.  Lawrence  river.  The  general  contours  of  the  land  are  such  that  the 
drainage  is  good,  and  in  fact  the  institution  appears  to  be  q[uite  satisfac- 
torily located. 

Area  of  grounds:    1,219.25  acres. 

Numlfer  of  occupied  buildings:    55. 

Capacity:    850  men,  1,100  women,  442  employees,  total  2,392. 

Present  population:     1,010  men,  1,257  women,  406  employees,  total  2,673. 

Class  of  inmates:    All  classes  of  insane  except  the  criminal  insane. 

Water  supply:  The  principal  water  supply  of  the  institution  is  obtained 
from  the  public  water  supply  of  the  city  of  Ogdensburg.  In  addition  to  this 
supply,  a  pumping  plant  is  maintained  on  the  banks  of  the  St.  Lawrence 
river  to  pump  water  from  the  river  in  case  of  fire.  The  fires  under  the 
lM>ilers  a1  the  pumping  plant  are  banked  and  maintained  in  readiness  for 
use  at  any  time.  There  is  no  doubt  of  the  dangerous  pollution  of  the  St 
Lawrence  river  at  this  point  by  sewage  from  Ogdensburg,  the  central  part 
of  which  is  about  3  miles  up-stream  from  the  institution,  and  by  sewage 
from  other  sources.  A  separate  system  of  mains  has  not  been  provided  at 
the  institution  for  fire  service.  The  water  supply  for  tke  laun(ir>'  and  for 
the  boilers  is  treated  in  a  water  softener  of  the  type  constructed  by  the 
L.  M.  Booth  Company  of  New  York.  If  this  pumping  plant  were  operated 
in  an  emergency,  the  institution  system  would  therefore  be  filled  with  pol- 
luted water. 

Milk  supply:  The  milk  supply  of  the  institution  is  obtained  from  a  herd 
owned  hv  the  institution,  consisting  of  202  head  of  cattle.  The  cows  are 
tuberculin  tested  yearly.  Milking  macliines  are  used,  but  it  is  necessary 
for  a  man  to  follow  the  machine  and  complete  the  railkinqr.  Inmates  are 
employed  for  this  purpose  and  for  the  work  about  the  cow  barn.  The  milk 
IS  used  without  pasteurization. 
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Sewerage  and  sewage  disposal:  The  sewage  and  storm  water  of  the  insti- 
tution are  collected  by  a  system  of  combined  sewers  and  are  discharged  into 
the  St.  Lawrence  river  without  treatment.  A  sewer  from  the  garden  cottage 
<}i8charge8  directly  into  the  St.  Lawrence  river.  The  main  outlet  is  located 
■at  the  end  of  the  point  on  which  the  institution  stands.  A  sewer  screen 
consisting  of  round  iron  rods  arranged  in  the  shape  of  a  trough  is  located 
in  the  manhole  near  the  Flower  building. 

Refuse  disposal:     The  garbage  of  the  institution  is  stored  at  the  several 

buildings  in  galvanized  iron  oans,  from  which  it  is  collected  twice  each  day 

xind  conveyed  to  the  piggery,  where  it  is  fed  to  swine.    Rubbish  is. placed  on 

a  dump,  where  the  combustible  portion  is  burned.     Rags  and   papers  are 

salvaged. 

Recommendatians 

1.  That  the  use  of  the  St.  Lawrence  river  water  by  pumping  from  the 
river  at  the  institution  be  discontinued,  and  arrangements  l^  made  to 
supply  the  institution,  if  necessary,  w^ith  water  of  safe  sanitary  quality 
and  adequate  quantity  and  pressure  at  buch  times  as  the  city  water  is 
inadequate  in  quantity  or  pressure. 

2.  That  in  view  of  the  insanitary  conditions  caused  in  the  cow  barn 
by  leakage  from  the  horse  stable  above,  the  use  of  the  second  floor  of  the 
cow  bam  as  a  horse  stable  be  discontinued  as  soon  as  possible  and  the 
ceiling  of  the  cow  barn  be  repaired. 

3.  That  in  view  of  the  conditions  surrounding  the  production  of  milk 
for  the  institution,  the  potentially  infective  character  of  milk,  and  the 
necessity  of  preventing  the  spread  of  infection  from  this  source,  arrange- 
ments be  made  effectively  to  pasteurize  the  milk  suj^ly  of  the  institution. 

4.  That  the  garbage  be  stored  in  covered  containers  both  at  the 
kitchens  and  at  the  piggery,  and  that  adequate  drainage  be  provided  for 
the  piggery. 

OXFORD  (State  Women's  Relief  Corps  Home) 

An  investigation  of  the  sanitary  condition  of  the  New  York  State  Women's 
Relief  Corps  Home  at  Oxford,  Chenango  county,  wa»  made  by  Mr.  0.  A.  How- 
land,  assistant  engineer  in  this  Department,  on  March  12,  1920.  Previous 
investigations  of  the  sanitary  condition  of  the  institution  were  made  by  this 
Department  in  1911  (see  page  1020  of  the  32nd  Annual  Report),  in  1914 
(see  page  482,  Vol.  11,  of  the  SSth  Annual  Report),  and  in  1917  (see  page 
636,  Vol.  II,  of  the  38th  Annual  Report).  A  special  investigation  of  the 
water  supply  was  made  in  1910  (see  page  572  of  the  dlst  Annual  Report). 
Plans  for  auxiliary  water  supply  were  approved  on  August  31,  1915,  and 
plans  for  sewage  disposal  were  approved  on  April  4,  1916. 

Location:  Town  of  Oxford,  Chenango  county,  about  one  mile  east  of  the 
center  of  the  village  of  Oxford. 

Site  of  institution :  The  inetitution  property  is  located  on  the  eastern  slope 
of  the  (jhenango  river  valley.  The  main  buildings  stand  on  a  plateau  about 
one-quarter  of  a  mile  from  the  river  at  an  elevation  of  75  feet  above  the  river, 
while  the  farm  buildings  are  located  about  400  feet  east  of  the  main  buildings, 
and  the  power  plant  and  laundry  are  adjacent  to  the  Delaware,  Lackawanna 
and  Western  railroad  tracks  in  the  valley.  The  ground  slopes  are  apparently 
sufficient  to  provide  adequate  drainage  for  the  institution  property. 

Area  of  grounds:     177.6  acres. 

Number  of  occupied  buildings:    20. 

f^apacity:    220  inmates,  63  employees,  total  293. 

Present  population:    22  men,  194  women,  59  employees:  total  215. 

Class  of  innuites:  A^ed  dependent  veterans  and  their  wives,  veterans' 
mothers  and  widows,  and  army  nurses,  if  residente  of  the  State  of  New  York. 

Water  supply:  The  irreater  part  of  the  water  supply  is  obtained  from  16 
finrings  located  on  a  hill  east  of  the  institution  buildings.  The  water  from 
these  springs  flows  into  the  upper  of  two  reservoirs,  which  in  turn  overflows 
into  the  lower  reservoir.    Only  5  or  6  of  the  springs  yield  water  throughout 
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the  year.  Water  from,  an  elevated  tank  of  the  Delaware,  Lackawanna  and 
Western  railroad  is  lued  in  the  boilers  and  laundry  and  is  pumped  into  the 
lower  reservoir.  A  well  for  which  plans  wei'e  approved  by  this  Department 
on  August  31|  1915,  has  been  driven  between  the  upper  and  lower  reaervoirs. 
An  intake  pipe  has  been  laid  from  the  Chenango  river  to  a  concrete  and  brick 
suction  chamber  near  the  power  house  from  which  water  may  be  pumped 
in  case  of  fire.  Water  is  supplied  to  the  house  of  the  head  iarmer  and  to 
the  cow  barn  from  two  separate  springs. 

Milk  supply:  The  milk  supply  is  derived  from  the  institution  herd  of  16 
cows,  all  of  which  hove  been  tuberculin  tested,  and  all  of  which  are  tuber- 
cular. The  milking  is  done  by  employees  of  the  institution.  The  milk  is 
pasteurized  in  a  bulk  pasteurizer  made  by  the  Creamery  Package  Manufac- 
turing Company. 

Sewerage  and  sewage  disposal:  The  sewage  treatment  plant,  consisting  of 
Hi  screen,  Imhoif  tank,  sludge  bed,  and  chlorination  building,  has  been  com- 
pleted and  placed  in  operation,  with  the  exception  that  the  chlorinating 
apparatus  has  not  been  installed.  The  effluent  of  the  plant  is  discharged 
into  the  river  through  an  outlei  about  30  feet  from  the  southerly  bank  at  a 
point  below  the  intake  of  the  auxiliary  water  supply. 

Refuse  disposal:  Oarbage  is  stored  in  galvanizied  iron  cans  and  is  col- 
lected twice  daily  and  taken  to  the  piggery  where  it  is  fed  to  swine.  The 
rubbish  is  disposed  of  on  a  dump  locat^  in  the  rear  of  the  bam,  and  at  the 
time  of  the  inspection  garbage  was  observed  on  this  rubbish  pile  and  also  the 
entrails  of  slaughtered  animals.    Combustible  refuse  is  burned  on  the  dump. 

Recommendations 

1.  That  analyses  be  made  of  the  water  from  the  drilled  well  between 
the  upper  and  lower  reservoirs  after  a  continuous  period  of  pumping 
sufficient  to  eliminate  the  pollution  due  to  not  using  the  well,  and  if  it 
be  found  that  the  water  is  of  safe  sanitary  quality,  the  auxiliary  wat» 
supply  from  the  Delaware,  Lackawanna  and  Western  railroad  water  tank 
be  abandoned,  and  water  from  the  well  be  used  to  supplement  the  spring 
supply. 

2.  That  the  springs  be  properly  protected  against  contamination  by 
surface  water  and  be  surrounded  by  fences  enclosing  them  and  the  land 
draining  toward  them. 

3.  That  the  auxiliary  water  supply  obtained  directly  from  the  Chenango 
river  be  abandoned. 

4.  That  the  pasteurizer  be  thoroughly  cleaned  each  time  after  use,  and 
that  it  be  sterilized  with  steam  both  before  and  after  use. 

5.  That  as  soon  as  practicable  a  properly  designed  and  constructed 
milk  house  be  provided. 

6.  That  the  accumulation  of  sciun  in  the  settling  compartment  of  the 
Imhofif  tank  be  prevented,  the  sides  and  bottom  of  the  settling  compart- 
ment be  scraped  downward  toward  the  slot  to  remove  material  adhering 
to  them,  the  accumulation  of  scum  in  the  gas  vent  be  pirevented  by  break- 
ing it  up  and  allowing  it  to  settle  or  removing  it  to  the  sludge  bed.  and 
that  only  the.  thoroughly  digested  sludge  be  removed  from  the  sludge 
compartment  of  the  settling  tank  to  the  sludge  bed  dturing  the  summer 
at  intervals  of  not  less  than  one  month  for  the  present  daily  sewage  flow 
at  the  institution. 

7.  That  the  screen*  be  raked  at  sufficiently  frequent  intervals  to  pre- 
vent clogging  of  the  screens  and  the  screenings  be  disposed  of  by  proper 
burial  at  a  point  where  a  water  supply  will  not  be  contaminated. 

8.  That  a  chlorination  apparatus  for  the  treatment  of  the  effluent  from 
the  ImhofT  tank  be  installed  as  soon  as  the  necessary  appropriation  can 
be  Becured.  and  that  the  chlorine  be  applied  to  the  sewage  at  a  rate  of  not 
less  than  10  parts  by  weight  of  liquid  chlorine  to  one  million  parta  of 
sewage  treated. 

9.  That  no  garbage  or  other  putrescible  organic  matter  be  deposited 
on  the  rubbish  dump,  which  should  be  located  as  far  as  practicable  from 
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the  institution  buildings,  and  that  such  putrescible  organic  matter  be 
disposed  of  by  proper  burial  or  other  sanitary  means. 

10.  That  adequate  drainage  and  ventilation  be  provided  for  the  piggery. 


POUGHKEEPSIB  (Hudson  River  State  Hospital) 

Alt  investigation  of  the  sanitary  condition  of  the  Hudson  River  State  Hoa- 
pital  at  PoughJceepsie  was  made  by  Mr.  C.  A.  Howland,  assistant  engineer  in 
this  Department,  on  April  7  and  8,  1920.  Previous  investigations  of  the 
sanitary  condition  of  the  institution  were  made  by  the  Department  in  1914 
>(see  page  957,  Vol.  II,  of  the  36th  Annual  Report)  and  in  1918  (see  page  531, 
Vol.  II,  of  the  39th  Annual  Report).  Special  investigations  of  the  water 
supply  of  the  institution  were  made  in  1914  (see  page  247,  Vol.  II,  of  the  35th 
Annual  Report)  and  in  1916  (see  page  562,  Vol.  II,  of  the  37th  Annual 
Report).  Jrlans  for  improvements  and  additions  to  the  water  supply  w«re 
approved  by  this  Department  on  June  19,  1912;  November  22,  1912;  April 
30,  1914;  January  17,  1918;  April  29,  1919;  and  March  20,  1920. 
Location:    Poughkeepsie,  Dutchess  county,  N.  Y. 

Site  of  institution:  The  property  of  the  institution  is  situated  on  the  east 
bank  of  the  Hudson  river  about  3  miles  north  of  the  city  of  Poughkeepsie. 
The  topography  is  rather  irregular.  The  elevation  of  the  groimd  surface 
varies  from  0  at  the  river  to  468  feet  about  1%  miles  east  of  the  river.  Back 
of  this  point  the  land  falls  away  again  to  Fallkill  creek.  The  soil  is  in 
general  a  mixed  sand  and  clay. 
Area  of  grounds:    893.58  acres. 

Numhei'  of  occupied  buildings:  5  main  buildings  or  groups  and  8  cottages 
occupied  by  patients,  5  buildings  occupied  by  officers,  7  farm  houses,  a  power 
house,  pumping  station,  and  the  usual  farm  and  accessorv  buildings. 

Capacity:    1,275  men,  1,587  women,  680  officers  and  employees,  total  3,530. 
Present  population:     1,586  men,  1,956  women,  565  officers  and  employees, 
toUl  4.107. 

Class  of  inmates:  All  classes  of  insane  except  the  criminal  insane. 
Water  supply:  The  main  water  supply  of  the  institution  is  obtained  from 
the  Hudson  river,  and  is  treated  by  coagulation  with  alum,  filtration  through 
slow  sand  filters,  and  chlorination  before  being  distributed  to  the  buildings. 
The  construction  of  a  new  intake,  for  which  plcms  have  been  approved  by 
this  Department,  has  been*  begun.  The  water  obtained  through  the  old  intake 
pipe  is  treated  with  alum  by  means  of  a  dry  feed  apparatus,  after  which  it 
is  pumped  into  a  coagulation  basin  from  which  it  flows  hy  gravity  to  two 
covered  slow  sand  filters.  An  additional  filter  imit  whidi  had  been  con- 
structed had  caved  in  and  will  have  to  be  rebuilt.  A  Wallace  &  Tieman 
siphon  feed  chlcrinator  has  been  installed  to  chlorinate  the  effluent  of  the 
filters.  The  engineer  was  informed  that  the  usual  rate  of  chlorine  application 
was  about  0.9  parts  per  million,  the  rate  having  been  increased  after  the 
occurrence  of  a  number  of  cases  of  gastroenteritis  at  the  institution.  After 
chlorination  the  water  flows  into  a  subterranean  concrete  clear  water  well 
from  which  it  is  pumped  to  the  storage  reservoir  just  above  the  central  group. 
A  number  of  buildings  which  are  too  high  to  be  supplied  from  the  main 
reservoir  are  furnish^  with  water  by  pumping  directly  into  the  mains  of 
these  buildings.  There  are  3  institution  farms,  2  of  which  are  supplied  with 
well  water  and  the  third  with  water  from  a  cistern. 

MUk  supply:  The  milk  supply  of  the  institution  is  obtained  partly  from 
the  institution  herd  of  64  cows  and  partly  by  purchase  from  local  dairies. 
Ahout  500  quarts  per  day  were  being  produced  at  the  institution  at  the 
time  of  the  inspection,  and  about  1,800  quarts  per  day  were  being  purchased. 
The  largest  part  of  the  purchased  milk  is  delivered  at  the  main  kitchen,  but 
about  280  quarts  are  delivered  each  day  directly  bv  the  farmers  to  8  cottages. 
No  provision  is  made  for  pasteurizing  either  the  milk  produced  at  the  hospital 
or  the  purchased  milk. 
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iicwcf'age  and  sewage  disposal :  The  domestic  sewi^e  of  the  institutioa 
its  collected  by  a  system  of  sanitary  sewers  and  disciiarged  directly  iuto  the 
Hudtiun  river  ^vithout  treatment.  The  point  of  discharge  is  between  the 
intakes  of  the  water  supply  of  the  city  of  Poughkeepsie  and  of  the  Hudson 
River  State  Hospital,  and  so  close  to  them  that  it  has  been  pos&ible  to  trace 
volid  matter  from  the  sewer  outlets  by  the  eye  to  both  intakes.  The  grades 
of  the  sewers  are  in  general  satisfactory,  and  manholes  are  provided  at  fre- 
quent intervals  for  inspecting  and  cleaning  the  sewers.  Screens  are  provided 
in  the  laterals  from  the  different  buildings  to  intercept  any  rags  or  other 
material  which  the  patients  may  introduce  into  the  sewers  through  the  fix- 
tures. The  sewage  from  3  cottages  flows  into  a  receiving  well  from  which  it 
is  pumped  into  the  gravity  sewer  system.  At  the  farm  houses  and  dairy  bam 
and  at  some  of  the  more  remote  buildings,  privies  are  used. 

Refuse  disposal:  The  garbage  is  stored  in  v«rooden  barrels  or  galvanized 

.    iron  cans  from  which  it  is  collected  daily.     Part  of  the  garbage  is  fed  to 

swine  kept  by  the  institution  and  the  remainder  sold  to  farmers.     Waste 

paper   and   rags  are   salvaged,   and   rubbish   is   placed   on   a   dump   on   the 

injstitution  grounds. 

Recommendations 

1.  That  liquid  chlorine  be  applied  to  the  filter  effluent  at  all  times  in 
^uch  quantities  as  to  produce  a  safe  water  for  domestic  consumption, 
and  that  the  rate  of  application  necessary  effectively  to  sterilize  the 
effluent  from  the  filters  be  determined  by  careful  observation. 

2.  That  in  order  to  provide  for  the  continuous  chlorination  of  the 
water  supply  a  duplicate  chlorinating  apparatus  be  installed. 

3.  That  satisfactory  water  supplies  be  provided  at  the  Travers,  Moore* 
and  Winslow  farms,  either  by  the  extension  of  the  mains  of  the  present 
general  system  or  by  the  development  of  other  supplies  from  satisfactory 
sources. 

4.  That  the  dairy  barn  be  remodeled  and  put  in  a  satisfactory  sanitary 
condition,  or  if  necessary  a  new  barn  be  constructed. 

5.  That  in  view  of  the  conditions  surrounding  the  production  of  milk 
for  the  institution,  the  potentially  infective  character  of  milk,  and  the 
necessity  for  preventing  the  spread  of  infection  from  this  source,  arrange- 
ments be  made  effectively  to  pasteurize  all  milk  used  at  the  instittitlon. 

6.  That  a  suitable  sewage  disposal  plant  for  the  treatment  of  the 
domestic  sewage  of  the  institution  before  it  is  discharged  into  the 
Hudson  river  be  provided  as  soon  as  practicable. 

7.  That  before  a  sewage  disposal  plant  is  constructed,  all  connections 
for  the  discharge  of  roof  or  other  storm  water  into  the  sanitary  sewers 
be  disconnected,  and  the  storm  water  be  discharged  into  properly  designed 
and  constructed  storm  sewers. 

8.  That  wherever  possible  the  present  privies  be  abandoned,  and  that 
those  privies  which  it  may  be  found  necessary  to  retain  be  properly 
screened  and  be  kept  in  a  sanitary  condition. 


RAYBROOK  (State  Hospital  for  the  Treatment  of  Incipient 

Pulmonary  Tuberculosis) 

An  investigation  of  the  sanitary  condition  of  the  State  Hospital  for  the 
Treatment  of  Incipient  Pulmonary  Tuberculosis  at  Raybrook,  Essex  county. 
N.  Y..  was  made  by  Mr.  W.  C  Emigh,  assistant  engineer  in  this  Department. 
on  June  3,  1920.  Previous  eicaminations  of  the  sanitary  condition  of  this 
Institution  w^ere  made  by  this  Department  in  1016  (see  page  867  of  the 
o6th  Annual  Report)  and  in  1917  (see  page  637,  Vol.  II,  of  the  38th  Annual 
Ileport  I.  A  special  investigation  of  the  water  supply  was  made  in  1917  (see 
paL'f  493.  Vol.  II,  of  the  38th  Annual  Report) ;  and  special  investigations  of 
ilie  -ewape  disposal  plant  were  made  in  1910  (see  page  506  of  the  31st 
Annual  Report)    and  in   1916    (see  page  830,  Vol.  II,  of  the  37th  Annual 
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Heport).  Plans  for  sewerage  and  sewage  disposal  were  approved  on  October 
20,  1903;  June  25,  1906;  and  July  6,  1911. 

Location:    Raybrook,  Essex  county,  N.  Y. 

Site  of  institution:  The  institution  is  situated  in  the  Adirondack  mountains 
on  the  Plattsburgh  and  Lake  Placid  branch  of  the  Delaware  and  Hudson 
railroad.  It  is  distant  about  4  miles  from  Saranac  Lake  and  6  miles  from 
Liake  Placid.  The  hospital  is  located  upon  ground  having  an  elevation  of 
something  over  1,600  feet  above  sea  level.    The  natural  drainage  is  good. 

Area  of  grounds:    516  acres. 

Ifwfnber  of  occupied  huildvngs:  4  buildings,  supplemented  by  a  number  of 
cottages  of  wood  frame  covered  with  canvas  for  summer  use. 

Capacity:    150  men,  150  women,  120  employees,  total  420. 

Present  population:  151  men,  120  women,  110  employees,  total  396. 

Class  of  inmates:    Incipient  cases  of  pulmonary  tuberculosis. 

Water  supply:  The  water  supply  of  the  institution  is  derived  from  a 
mountain  stream.  The  intake  is  located  about  2  miles  from  the  hospital. 
Two  reservoirs  are  located  on  a  hill  in  the  immediate  rear  of  the  hospital 
and  have  capacities  of  1,000,000  and  25,000  gallons  respectively.  The  institu- 
tion does  not  own  or  control  the  watershed  tributary  to  its  water  supply. 

Milk  supply:  The  milk  supply  of  the  hospital  is  obtained  by  purchase 
from  a  local  dairy.    It  is  used  without  pasteurization. 

Sewerage  and  sewage  disposal:  The  sanitary  sewage  of  the  Institution  is 
collected  in  a  separate  system  of  sewers  in  which  it  is  conducted  to  the  disposal 
plant,  consisting  of  a  grease  trap,  a  settling  tank,  a  sludge  drying  bed,  a 
dosing  chamber,  a  ga};e  chamber,  and  a  filter,  8  units  of  which  are  of  sand 
and  2  of  cinders,  "the  small  stream  receiving  the  effluent  has  been  cleaned 
and  deepened  to  induce  a  more  rapid  flow. 

Refuse  disposal:  Garbage  is  collected  in  galvanized  iron  barrels,  a^d  is 
removed  under  contract  by  a  farmer  who  uses  it  for  feeding  to  swine.  All 
refuse  of  a  nature  not  permitting  such  disposal  is  burned  in  an  incinerator. 

Recommendations 

1.  In  regard  to  the  water  supply; 

(a)  That  the  fence  around  the  intake  be  rebuilt  as  outlined  in 
greater  detail  in  the  body  of  this  report,  and  that  the  screen  at  the 
point  of  intake  be  cleaned  and  repaired. 

(b)  That  suitable  apparatus  be  installed  by  the  institution  at 
once,  and  that  the  water  supply  be  sterilized  with  liquid  chlorine 
at  all  times. 

2.  In  regard  to  the  milk  supply: 

(a)  That  the  farmer  supplying  milk  to  the  hospital  be  urged  to 
make  such  changes  as  he  outlined  to  our  engineer,  including  a  new 
milk  room,  at  the  earliest  possible  date. 

(b)  That  milk  be  pasteurized  at  the  hospital  in  accordance  with 
approved  methods. 

3.  In  regard  to  the  sewage  disposal  plant : 

(a)  That  the  manhole  located  on  the  sludge  pipe  line  be  built 
to  a  greater  height  in  order  that  the  pressure  head  necessary  in 
the  outlet  pipe  U>  carry  the  sludge  away  as  fast  as  it  enters  may 
be  maintained  without  danger  of  overflow  at  the  manhole. 

(b)  That  the  sludge  now  piled  on  the  sides  of  the  sludge  drying 
bed  be  removed. 

(c)  That  as  outlined  in  detail  in  the  body  of  the  report,  not 
less  than  three  pairs  of  sand  filter  beds  be  operated  in  rotation 
at  any  one  time,  thereby  allowing  two  beds  to  s^Eind  idle  for  resting 
and  cleaning. 

(d)  That  the  sand  filter  beds  be  maintained  in  operation  during 
the  entire  year,  and  that  they  be  ridged  during  the  winter. 

(e)  That  great  care  be  exercised  to  obtain  an  even  and  level 
surface  on  the  filter  beds  after  cleaning. 
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4.  That  the  care  at  present  practiced  in  the  handling  of  garbage  and 
refuse  be  continued,  and  that  the  party  contracting  for  the  removal  of 
garbage  be  compelled  to  remove  same  twice  daily  during  the  summer 
month^  as  required  by  his  contract. 


ROCHESTER  (State  Hospital) 

An  investigation  of  the  sanitary  condition  of  the  Rochester  State  Hospital 
at  Rochester,  Monroe  county,  was  made  by  Mr.  C.  A.  Rowland,  assistant 
engineer  in  this  Department,  on  March  22  and  23,  1920.  Previous  investiga- 
tions of  the  sanitary  condition  of  the  institution  were  made  by  this  Depart- 
ment in  1915  (see  page  973,  Vol.  II,  of  the  36th  Annual  Report)  and  in 
1918  (see  page  532,  Vol.  II,  of  the  39th  Annual  Report).  Plans  for  water 
supply  and  sewage  disposal  were  approved  on  January  13,  1909,  and  July 
27,  1915. 

Location:    Rochester,  Monroe  county,  N.  Y. 

Site  of  institution:  The  institution  property  is  situated  in  the  southern 
part  of  the  city  of  Rochester.  The  elevation  of  the  ground  at  the  mam 
building  is  about  560  feet  above  mean  sea  level,  and  about  60  feet  above  the 
level  of  the  Genesee  river  which  lies  1  mile  to  the  west  of  the  main  building. 
A  farm  maintained  in  connection  with  the  institution  is  located  on  the  shore 
of  Lake  Ontario  about  4  miles  north  of  the  village  of  Webster,  Monroe  county, 
and  about  16  miles  from  the  main  hospital  building. 

Area  of  grounds:    207  acres  in  Rochester,  and  62  acres  at  the  Lake  farm. 

Number  of  occupied  buildings:    20. 

Oapaoity:    508  men,  762  women,  340  officers  and  employees,  total  1,600. 

Present  population:  631  men,  939  women,  310  officers  and  employees, 
total  1,880. 

Class  of  inmates:    All  classes  of  insane  except  the  criminal  insane. 

Water  supply:  The  main  supply  of  the  institution  is  obtained,  aa  at  the 
time  of  previous  inspections,  from  two  ^sources,  namely,  from  the  Heinlock 
Lake  supply  of  the  city  of  Rochester  and  from  a  drilled  well  located  on  the 
hospital  grounds.  The  two  supplies  are  cross  connected,  the  city  water  being 
used  to  supplement  the  well  supply  particularly  in  the  hot  water  services. 
Water  is  raised  from  the  well  by*  means  of  an  air  jet  and  is  then  pumped 
into  a  standpipe.  About  200,000  gallons  per  day  is  pumped  from  the  well 
and  about  60,000  gallons  per  day  is  used  from  the  city  supply.  The  Garden 
cottage  has  been  supplied  with  water  from  the  well  supply  but  has  an 
auxiliary  dug  well.  The  water  supply  of  the  Lake  farm  is  derived  from  a 
spring,  the  water  of  which  is  pumped  into  a  steel  pressure  tank. 

MUk  supply:  The  milk  supply  for  the  hospital  is  obtained  principally 
from  local  dairymen  under  a  six  months'  contract.  The  grade  of  milk  is  not 
specified  and  pasteurization  is  not  required.  The  milk  used  at  the  Lake 
farm  is  obtained  from  a  small  herd  kept  on  the  farm,  which  is  said  to  have 
been  tested  and  to  be  free  from  reactors. 

Sewerage  and  sewage  disposal:  The  sewage  from  the  main  hospital 
buildings  is  collected  by  a  system  of  sewers  which  discharge  into  the  east 
side  trunk  sewer  of  the  city  of  Rochester.  The  sewage  from  several  buildings 
which  are  too  low  to  drain  by  gravity  into  the  main  sewer,  flows  to  the 
pumping  station  from  which  it  is  pumped  into  the  eastside  trunk  sewer. 
The  sewage  from  Garden  cottage  is  disposed  of  by  means  of  a  circular  settling 
tank  from  which  the  sewage  overflows  into  a  system  of  subsurface  tile 
radiating  from  the  tank. 

Refuse  disposal:  During  the  winter  garbage  is  stored  in  wooden  barrels 
without  covers,  and  during  the  summer  it  is  placed  in  galvanized  iron 
garbage  wagons  in  which  it  is  taken  each  morning  to  the  piggery  where  it 
is  fed  to  swine  .  Noneombustible  rubbish  is  taken  to  a  city  dump,  and  com- 
bustible rubbish  is  burned  at  the  farm.  Salable  rags  and  papers  are 
salvaged. 
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Recommendations 

1.  In  view  of  the  sourceB  from  which  the  milk  for  the  ioBtitution  is 
obtained,  the  potentially  infective  character  of  milk,  and  the  necessity 
of  preventing  the  spread  of  infection  from  this  source,  I  would  recom- 
mend that  all  milk  supplies  for  the  institution  be  effectively  pasteurized. 

2.  That  such  alterations  or  repairs  be  mad«  to  the  low  level  sewer 
system  as  may  be  necessary  to  prevent  entrance  of  storm  water  or 
excessive  infiltration  of  ground  water  into  these  sewers,  and  that  if  it 
is  found  after  detailed  investigation  that  such  repairs  or  alterations 
will  not  reduce  the  maximimi  How  of  sewage  below  the  capacity  of  the 
pumps  and  force  main,  larger  pumps  and  a  larger  force  main  be  installed 
at  the  institution. 

3.  That  the  screens  at  the  pumping  plant  be  arranged  so  that  they 
may  be  more  easily  cleaned,  and  that  they  be  cleaned  at  sufficiently 
frequent  intervals  to  prevent  them  from  becoming  clogged. 

4.  That  the  institution  authorities  consider  the  matter  of  providing  a 
more  satisfactory  system  of  sewage  disposal  for  the  Lake  farm. 

5.  That  after  appropriations  have  been  obtained  for  any  proposed 
alterations  in  existing  water  supplies,  sewerage  or  sewage  disposal 
systems,  or  for  profpoeed  new  water  supply,  sewerage  or  sewage  disposal 
construction,  the  State  Architect  be  requested  to  prepare  plans  for  such 
alterations  or  new  work  and  submit  such  plans  U>  this  I>epartment  for 
approval  as  required  by  the  Public  Health  Law. 


SONYEA  (Craig  Colony  for  Epileptics) 

An  investigation  of  the  sanitary  condition  of  the  Craig  Colony  for  Epileptics 
at  Sonyea,  Livingston  county,  N.  Y.,  was  made  by  Mr.  W.  0.  Emigh,  assistant 
engineer  in  this  Department,  on  June  24  and  25,  1020.  Previous  examinations 
of  the  sanitary  condition  of  this  institution  were  made  by  this  Department  in 
1911  (see  page  1050  of  the  32nd  Annual  Report),  in  1914  (see  page  877, 
Vol.  II,  of  the  36th  Annual  Report),  and  in  1918  (see  page  533,  Vol.  II,  of 
the  39th  Annual  Report).  Special  investigations  of  the  water  supply  of  the 
institution  were  made  in  1910  (see  page  584  of  the  31st  Annual  Report), 
in  1915  (see  page  638,  Vol.  II,  of  the  36th  Annual  Report),  in  1916  (see 
page  599,  Vol.  II,  of  the  37th  Annual  Report),  and  in  1918  (see  page  395, 
Vol.  II,  of  the  39th  Annual  Report) ;  and  special  investigations  of  the  sewage 
disposal  plant  were  made  in  1907  (see  page  820,  Vol.  II,  of  the  28th  Annual 
Report)  and  in  1909  (see  page  210,  Vol.  II,  of  the  30th  Annual  Report). 
Plans  for  water  supply  were  approved  on  January  25,  1913;  August  3,  1916; 
Hay  29,  1917;  July  5,  1917;  July  16  and  July  27,  1920;  and  plans  for 
sewerage  and  sewage  disposal  were  approved  on  January  20,  1904;  August 
16,  1920;  and  July  16,  1914. 

Location:     Sonyea,  Groveland  township,  Livingston  county. 

Bite  of  institvtion:  The  institution  is  situated  in  the  valley  of  the 
Canaseraga  creek,  about  4  miles  southeast  of  the  village  of  Mount  Morris. 
Keshequa  creek  which  is  a  tributary  of  Canaseraga  credc,  flows  through  the 
institution  grounds,  dividing  them  into  an  eastern  and  western  portion.  The 
elevation  of  the  ground  varies  from  about  580  feet  above  mean  sea  level  in 
the  northern  part  io  820  feet  in  the  southern  part. 

Area  of  grounds:     1,895  acres. 

Number  of  occupied  huildinga:    99. 

Capacity:  Inmates,  men  825,  women  675,  total  1,500;  employees  269;  total 
population,  1,769. 

Present  population:  Inmates,  698  men,  798  women,  total  1,406;  employees 
249;    total  population,  1,655. 

Class  of  inmates:  Epileptics  of  all  ages,  excepting  infants  in  arms,  who 
are  indigent  and  residents  of  New  York  state. 
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Water  supply:  The  water  supply  of  the  institution  is  derived  entirely 
from  Keshequa  cieek,  except  at  times  of  high  turbidity  in  the  water  of  that 
Ft  ream.  There  are  two  separate  Bystems  of  piping  throughout  the  entire 
colony.  One  system  is  used  for  creek  water  which  has  been  treated  with 
liquid  chlorine  but  has  not  been  filtered,  whereas  the  other  is  used  for 
chlorinated,  softened,  and  filtered  water.  Nearly  all  of  the  household  water 
taps  are  connected  with  the  filtered  water  system  and  it  is  expected  that 
all  will  soon  be  so  connected.  The  power  house,  pumping  plant,  softening 
plant,  and  filtration  plants  are  centrally  located  on  the  west  bank  of 
keshequa  creek.  A  concrete  dam  with  a  double  crest  diverts  water  to  the 
auction  well  from  which  it  is  pumped  into  the  institution  mains,  the  surplus 
accumulating  in  the  outer  compartment  of  a  double  standpipe  located  at  a 
distance  of  about  three-fourths  of  a  mile  from  the  power  house.  All  water 
pumped  from  the  creek  into  the  raw  water  mains  is  chlorinated.  About  12 
per  cent  of  the  total  water  consumed  is  treated  in  a  softening  and  filtration 
plant  located  on  the  west  bank  of  the  creek  just  across  a  highway  from  the 
power  and  pumping  station.  The  softening  plant  is  of  the  type  manufactured 
by  the  Booth  Water  Softening  Company,  and  has  a  rated  capacity  of 
500,000  gallons  per  day.  Water  treated  in  this  plant  flows  to  a  coagulation 
basin  from  which  it  flows  by  gravity  to  the  filters.  These  filters  are  of  the 
gravity  mechanical  type  and  were  designed  for  a  consumption  of  500,000 
gallons  per  day.  The  filtered  water  flows  to  a  circular  clear  water  basin 
from  which  it  is  pumped  by  pumps  located  in  the  power  house  to  the  inner 
compartment  of  the  steindpipe.  ^  additional  supply  is  occasionally  derived 
from  a  well  or  spring  located  on  fiat  land  about  800  feet  from  the  sewage 
disposal  plant.  This  source  of  supply  is  subject  to  pollution,  and  as  no 
provision  has  been  made  for  chlorinating  the  water  therefrom  its  use  is 
attended  with  danger.  Plans  have  recently  been  approved  by  this  Depart- 
ment for  the  development  as  a  reservoir  of  a  natural  depression  situated  on 
the  institution  property. 

MUk  supply:  All  the  milk  used  at  the  institution  is  obtained  from  the 
institution  herd  of  65  Jersey  milch  cows.  The  herd  was  tuberculin  tested 
in  the  fall  of  1919.  Milking  is  done  by  inmates  and  the  milk  is  used  without 
pasteurization. 

Sewerage  and  eewage  disposal:  The  sanitary  sewage  and  storm  water  of 
the  institution  are  collected  by  separate  systems  of  sewers.  The  aanttarr 
sewage  is  conducted  to  a  sewage  disposal  plant  consisting  of  a  screen 
chamber,  a  detritus  tank,  a  settling  tank,  a  dosing  tank,  and  a  12-unit  sand 
filter.  Two  units  of  the  sand  filter  are  used  for  sludge  drying.  The  6  easterly 
units  of  the  sand  filter  are  constructed  of  ungraded  gravel,  sand,  and  a  con- 
siderable portion  of  loam.  The  6  westerly  units  are  constructed  of  sand 
overlying  graded  gravel. 

Refuse  disposal:  The  garbage  is  stored  at  the  various  kitchens  in  gal- 
vanized iron  barrels  and  cans  from  which  it  is  collected  daily  and  transported 
to  the  piggery  where  it  is  fed  to  swine.  Rubbish  is  placed  on  a  dump,  and 
waste  paper  is  baled  and  sold. 

Recomixiendsitions 

1.  As  regards  the  water  supply: 

(a)  That  the  construction  of  the  raw  water  storage  reservoir 
and  pipe  line  as  shown  on  plans  recently  approved  by  this  Depart- 
ment be  completed  and  that  the  reservoir  be  placed  in  use  at  the 
earliest  possible  date. 

(b)  That  after  the  completion  of  the  storage  reservoir  no  water 
be  pumped  directly  from  the  creek  into  the  distribution  mains 
except  in  case  of  absolute  necessity. 

(c)  That  after  the  completion  of  this  storage  reservoir  the  spring 
supply  be  entirely  abandoned. 

(d)  That  no  water  be  pumped  into  either  distribution  system 
which  has  not  been  filtered  except  in  case  of  extreme  fire  emergency. 
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(e)  That  if  it  becomes  necessary  to  pump  raw  water  into  either 
system  in  case  of  fire,  such  water  be  treated  with  at  least  .5  parts 
per  million  of  chlorine. 

(f)  That  the  entire  capacity  of  the  standpipe  be  used  as  storage 
for  filtered  water. 

(g)  That  the  automatic  control  and  loss  of  head  gauges  be  placed 
in  proper  operating  condition. 

(h)  That  the  sludge  drying  bed  accessory  to  the  coagulation  basin 
be  increased  in  size  sufficient  properly  to  care  for  the  sludge  resulting 
from  the  softening  of  the  entire  quantity  of  water  used. 

2.  In  regard  to  the  milk  supply: 

(a)  That  the  practice  of  employing  inmates  for  the  work  of 
milking  and  handling  of  milk  be  diacontinued,  and  that  con»petent 
employees  be  used  or  milking  machines  be  adopted  for  milking. 

(b)  That  the  milk  used  at  the  institution  be  pasteurized  by 
approved  methods. 

3.  In  regard  to  sewerage  and  sewage  disposal: 

(a)  That  means  be  found  to  reduce  the  quantity  of  ground 
water  entering  the  system,  or  that  a  pipe  line  be  installed  from  the 
detritus  tank  to  the  settling  tank  of  capacity  sufficient  to  care  for 
the  maximum  flow  of  sewage  and  infiltered  ground  water. 

(b)  That  the  siphons  be  thoroughly  cleaned  and  every  efl'ort  be 
made  to  maintain  them  in. such  condition  that  their  operation  will 
be  automatic  and  positive  at  all  times. 

(c)  That  water  under  pressure  be  piped  to  the  sewage  disposal 
plant  to  provide  for  cleaning  and  flushing  of  tanks  and  drains. 

(d)  That  the  repairs  to  the  walls  of  the  settling  tanks  con- 
templated by  the  institution  authorities  be  effected  at  an  early  date. 

(e)  That  plans  be  prepared  and  submitted  to  this  Department 
showing  a  sludge  drying  bed  of  sufficient  capacity  to  care  for  the 
sludge  of  both  the  settling  and  detritus  tanks,  and  that  upon 
approval  of  the  plans  the  bed  be  constructed. 

(f)  That  the  gravel  in  the  filter  units  of  the  easterly  row  be 
removed  and  replaced  by  proper  sand  overlying  graded  gravel. 

(g)  That  until  the  construction  of  a  sludge  drying  bed  and  thv 
release  of  two  units  now  used  for  that  purpose  for  filtering,  a 
minimum  of  seven  beds  be  maintained  in  operation,  and  that  after 
this  construction  nine  beds  be  maintained  in  operation  at  all  times. 

4.  In  regard  to  refuse  disposal : 

(a)  That  those  in  authority  at  the  various  cottages  be  instructed 
to  exercise  care  to  keep  the  garbage  barrels  and  cans  covered  at  all 
times. 

(b)  That  a  metal  body  or  a  metal  lined  body  be  provided  for 
the  wagon  used  for  collecting  the  garbage  and  refuse  and  that  this 
body  be  washed  daily. 

THIELLS  (Letchworth  ViUage) 

An  investigation  of  the  sanitary  conditions  of  Letchworth  Village  at  Thiells, 
Rockland  county,  wa^  made  by  Mr.  G.  A.  Howland,  assistant  engineer  in  this 
Department,  on  January  28  and  29,  1920.  Previous  investigations  of  the 
Banitary  conditions  of  the  institution  were  made  by  this  Department  in  1915 
(Bee  page  890,  Vol.  11^  of  the  36th  Annual  Keport),  and  in  1917  (see  page 
640,  Vol.  n,  of  the  98th  Annual  Report).  A  special  investigation  of  the 
supply  was  made  in  1912  .(see  page  600  of  the  33rd  Annual  Report).  Plans 
for  water  erupply,  sewerage  and  sewage  disposal  were  approved'  on  July  27j 
1910,  and  on  September  29,  1919. 

Location:  Adjoining  the  village  of  Thiells,  in  the  towna  of  Haverstraw 
and  Stony  Point,  Rockland  county. 

Site  of  institution:  The  buildings  of  the  institution  are  situated  princi- 
pally in  the  valley  of  Minisceango  creek  and  its  north  branch,  while  the 
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property  of  the  institution  extends  into  the  mountainous  country  bordering 
these  streanisw  The  {property  rises  from  an  elevation  of  about  320  feet  aboTe 
mean  sea  level  at  Mlinisceango  creek,  to  an  elevation  of  about  1,140  feet  on  the 
summit  of  the  mountain  south  of  the  water  supply  reserveir.  In  general,  the 
property  appears  to  be  well  drained,  and  is  being  graded  in  the  vicinity  of  the 
buildings  as  rapidly  as  the  available  labor  permits. 

Area  of  grounds:  2,100  acres. 

Number  of  occupied  buildings:  19  (11  buildings  ready  to  be  occupied  in 
the  spring  of  1920;  contract  awarded  for  the  construction  of  10  other 
buildings). 

Capacity:    400  boys,  210  girls,  134  employees,  total  744. 

Present  population:     401  boys,  210  girls,  109  employees,  total  720. 

Cktss  of  inmates:    Epileptic  and  feeble-minded  persons. 

Water  supply:  The  principal  water  supply  is  derived  from  a  reservoir 
formed  by  an  earth  dam  with  a  concrete  core  wall  constructed  in  the  western 
end  of  the  institution  property  at  the  junction  of  two  tributaries  of  the  north 
branch  of  the  Minisceango  creek.  There  is  a  total  watershed  area  above  the 
dam  of  2.9  square  miles,  and  a  storage  of  21  million  gallons  is  provided.  The 
intaikes  are  so  arranged  that  water  may  be  drawn  either  from  the  bottom  of 
the  reservoir  or  from  an  intake  at  an  elevation  12  feet  below  the  overflow 
weir  crest.  The  water  consumption  is  between  90,000  and  100,000  gallons 
per  day,  and  the  pressures  at  the  institution  are  from  100  to  150  poimds 
per  square  inch.  In  order  to  protect  the  plunnbing  fixtures,  it  has  been  found 
necessary  to  install  pressure  reducing  valves  in  the  buildings.  Trouble  has 
been  experienced  at  the  institution  with  extensive  pitting  in  the  hot  water 
system.  Because  of  the  discoloration  of  the  water  and  of  the  material  which 
accumulated  in  the  range  boilers,  the  hot  water  pipes  on  the  new  buildings 
are  lined  with  lead.  Weils  are  used  at  a  number  of  buildlnge,  particularly 
at  the  separate  farmsv 

Milk  supply:  The  entire  milk  supply  of  the  institution  is  obtained  from 
the  instituti(Hi  herd  of  45  cows.  They  are  tested  for  tuberculosis  each,  year 
and  the  tubercular  cows  are  removed  from  the  herd  and  disposed  of.  The 
milking  is  done  by  means  of  machines  and  the  cows  are  stripped  by  hand.  The 
milk  is  used  without  pasteurization. 

Sewerage  and  sewage  disposal:  The  sanitary  sewage  of  the  institution  is 
collected  in  a  system  of  separate  sewers  ranging  from  8  inches  to  16  indies 
in  diameter.  It  is  conveyed  to  a  sewage  disposal  plant  located  in  the  south- 
eastern part  of  the  institution  property  near  Minisceango  cre^,  consisting 
of  a  diverting  chamber,  preliminary  settling  tanks,  second&ry  settling  tanks  of 
the  vertical  flow  type,  dosing  chamber,  sprinkling  filters,  final  settling  tanks, 
a  sludge  digestion  tank,  and  a  sludge  bed.  The  effluent  of  the  final  settling 
basins  is  discharged  without  further  treatment  into  Minisceango  creek,  and 
at  the  time  of  the  inspection  no  apparent  conditions  of  nuisance  were  created 
thereby. 

Refuse  disposal:  The  garbage  of  the  institution  is  stored  in  covered  gal- 
vanized iron  cans  in  the  kitchens  in  winter  and  in  buildings  provided  outside 
of  the  kitchens  in  summer.  It  is  removed  to  the  piggery  daily  where  it  is^ 
used  for  feeding.  Combustible  rubbish  is  burned  on  a  dump  in  a  perforated 
metal  cylinder  provided  for  that  purpose.  Ashes  and  noncombustible  rubbish 
are  used  to  fill  a  low  area  near  the  Secor  group. 

Recoxnnicndsitions 

1.  That  in  order  to  safeguard  the  water  supply  against  the  present 
possibilities  of  contamination,  a  filtration  plant  or  a  chlorination  plant, 
or  both,  be  installed. 

2.  That  in  order  to  lessen  the  corrosion  of  piping  systems,  particularly 
the  hot  water  system,  consideration  be  given  to  the  following  alternatives: 

(a)  Aeration  of  the  supply  and  decarbonizatlon  by  apiplication  of 
lime,  taking  the  water  from  the  surface  strata  of  the  reservoir. 

(b)  Reducing  the  temperature  of  the  water  in  the  hot  water  sys- 
tem to  150°F.  or  lese  by  suitably  installed  regulating  devices. 
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(c)  iSubstituting  cement  lined,  porcelain  lined,  or  glass  lined  hot 
water  heaters  instead  of  the  present  iron  tanks,  the  pressure  in  these 
tanks  being  regulated  by  supplying  them  from  auxiliary  tanks  in 
the  tops  of  the  buildings. 

t(d)  Use  of  brass  pipes  and  tanks  instead  of  iron  pipes  in  the  hot 
water  system. 

5,  That  in  order  to  improve  the  physical  quality  of  the  water,  lessen 
accumulation  of  silt  and  organic  matter  in  the  bottom  of  the  reservoir, 
and  free  the  reservoirs  from  stagnant  and  probably  highly  carbonated 
water  in  the  bottom  strata  of  the  reservoir,  the  reservoir  be  drained  or 
flushed  out  through  the  lower  gate  during  periods  of  considerable  runoff 
from  the  watershed  when  surplus  water  would  otherwise  be  wasted 
through  or  over  the  waste  weir. 

4.  In  regard  to  the  sewage  disposal  plant: 

(a)  That  the  piping  of  the  smaller  primary  settling  tanks  be 
rearranged  so  that  they  will  discharge  into  the  pipe  line  from  the 
diverting  chambers  to  the  large  settling  tanks,  and  that  the  use 
of  these  small  settling  tanks  be  discontinued  until  this  is  done. 

(b)  That  the  riser  pipe  to  the  valve  on  the  sludge  pipe  of  the 
first  primary  settling  tank  be  repaired. 

(c)  That  when  the  group  of  buildings  now  ready  for  occupancy 
is  placed  in  service,  both  large  settling  tanks  of  the  sewage  disposal 
plant  be  used. 

(d)  That  only  the  smaller  of  the  two  dosing  tanks  be  used  at 
the  present  time,  but  that  the  larger  dosing  tank  be  used  alone  when 
the  new  group  is  occupied. 

(e)  That  the  sprinxling  filters  be  filled  with  filter  material  to 
the  collars  of  the  nozzles,  the  broken  underdrains  repaired,  and  the 
entire  filter  be  placed  in  service. 

(f)  That  the  final  settling  tanks  be  cleaned  out  at  sufficiently 
frequent  intervals  to  prevent  any  considerable  decomposition  of 
organic  matter  in  the  tanks. 

(g)  That  the  sludge,  after  proper  digestion  in  the  sludge  digestion 
tank,  be  drawn  off  into  trenches  as  provided  by  the  plans  approved 
by  this  Department. 

(h)  That  a  chlorination  plant  for  the  treatment  of  the  effluent 
of  the  sewage  disposal  plant,  in  accordance  with  the  plans  approved 
by  this  Department,  be  installed  as  soon  as  possible. 

6.  That  the  privy  at  the  cow  barn  be  discontinued  and  that  a  flush 
closet  be  provided  at  the  cow  bam,  the  sewage  from  which  should  be 
discharged  into  a  cesspool  or  adequate  subsurface  irrigation  system  if 
no  sewer  of  the  institution  system  is  available  to  receive  it. 

6.  That  in  view  of  the  conditions  surrounding  the  production  of  milk 
in  the  institution,  the  potentially  infective  character  of  milk,  and  the 
necessity  of  preventing  the  spread  of  disease  by  this  means,  arrange- 
ments be  made  effectively  to  pasteurize  the  milk  used  at  the  institution. 


W£ST  HAVERSTRAW  (State  Hospital  for  the  Care  of 

Crippled  and  Deformed  Children) 

An  investigation  of  the  sanitary  condition  of  the  New  York  State  Hospital 
for  the  Care  of  Crippled  and  Deformed  Children  at  West  Haverstraw,  Rock- 
land county,  was  made  by  Mr.  O.  A.  Rowland,  assistant  engineer  in  this 
Department,  on  January  27,  1920.  Previous  investigations  of  the  sanitary 
condition  of  the  institution  were  made  by  this  Department  in  1910  (see  page 
688  of  the  3l8t  Annual  Report),  in  1914  (see  page  485,  Vol.  II,  of  the  35th 
Annual  Report),  and  in  1917  (see  page  040,  Vol.  II,  of  the  38th  Annual 
Report).  Plans  for  water  supply  were  approved  on  December  5,  1916,  and 
on  September  16,  1919 ;  and  .plans  for  sewers  were  approved  on  November  15, 
1905. 
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Location:  Village  of  West  Haverstraw  and  town  of  Haverstraw,  Bockland 
county. 

Site  of  institution:  The  institution  is  situated  about  1  mile  west  of  the 
Hudson  river  and  about  1%  miles  northwest  of  the  West  Haverstraw  station 
on  the  West  Shore  railroad.  The  engineer  was  informed  that  a  low  area 
which  previously  existed  on  the  institution  property  has  been  filled  in  with 
rode  and  ashes  and  covered  with  earth,  eliminating  the  stagnation  of  water 
in  this  area.  The  drainage  of  the  institution  proper  is  said  to  be  good. 
Although  mosquitoes  are  numerous  at  times,  they  are  believed  not  to  be 
imusually  so  for  this  region. 

Area  of  grounds:    93.5  acres. 

Number  of  occupied  huUdinga:     10. 

Capacity:    76  boys,  76  girls,  82  employees,  total  234. 

Present  population:    94  boys,  79  girls,  63  employees,  total  236. 

Class  of  inmates:  Indigent  children  who  may  have  resided  in  the  State  of 
New  York  for  a  period  of  not  less  than  one  year,  who  are  crippled  or 
deformed  or  are  suffering  from  disease  from  which  they  are  likely  to  become 
crippled  or  deformed. 

Water  supply:  The  water  supply  for  the  institution  is  obtained  from  the 
maiuB  of  the  Haverstraw  Water  Supply  Company  of  Haverstraw.  A  water 
supply  to  be  obtained  at  the  institution  from  a  deep  well,  for  which  plans 
were  approved  by  this  Department,  has  not  been  completed.  At  a  farm 
house  located  about  one  mile  from  the  main  institution  buildings  a  well  is 
used  to  supply  drinking  water  although  the  village  water  is  piped  into  the 
building.  This  well  is  subject  to  contamination  by  the  means  used  to  obtain 
water  from  it  and  is  also  exposed  to  surface  wash.  Both  the  analyses  of 
samples  of  the  water  of  the  main  supply  taken  at  the  time  of  the  investigation 
and  ejialyses  made  in  the  past  show  that  this  water  supply  is  subject  to  active 
contamination,  and  cannot  therefore  be  considered  as  satisfactory  from  a 
sanitary  standpoint. 

Milk  supply:  The  milk  supply  of  the  institution  is  obtained  by  purchase 
from  two  dairies  located  at  Mount  Ivy,  in  the  town  of  Haverstraw.  It  is 
obtained  by  contracts  which  specify  that  the  milk  shall  be  Grade  A  raw. 
No  provision  is  made  for  pasteurization  either  at  the  dairies  or  at  the 
institution. 

Sewerage  and  sewage  disposal:  The  sanitary  sewage  and  storm  water  of 
the  institution  is  collected  by  a  system  of  combined  sewers  and  discharged 
into  the  Hudson  river  without  treatment.  The  sewage  from  the  farm  house 
is  discharged  into  a  cesspool. 

Refuse  disposal:  The  garbage  of  the  institution  is  stored  at  the  kitchen 
in  galvanized  iron  cans  from  which  it  is  removed  after  each  meal  and  fed  to 
the  chickens  or  placed  t)n  a  manure  pile.  Rubbish  is  placed  on  a  dump 
where  the  combustible  portions  are  burned. 

Recommendations 

1.  That  the  well  water  supply  of  the  institution,  for  which  plans  were 
approved  by  this  Department,  be  oomipleted  and  placed  in  service  as  soon 
as  possible. 

2.  That  the  well  at  the  farm  house  be  abandoned  and  a  new  supply  of 
satisfactory  sanitary  quality  be  provided,  or  that  the  well  be  properly 
protected  against  contamination  and  the  water  be  drawn  from  it  in  such 
a  manner  as  to  prevent  the  contamination  of  the  well. 

3.  That  the  dump  for  the  disposal  of  rubbish  be  removed  to  a  noint  as 
far  as  practicable  from  the  institution  buildings,  that  no  garbage  be 
disposed  of  on  this  dump,  no  rubbish  be  burned  near  the  buildings, 
and  that  the  garbage  cans  be  covered  at  all  times. 

4.  That  a  pasteurizer  for  the  pasteurization  of  all  the  milk  used  at 
the  institution  be  provided. 

5.  That  the  institution  authorities  take  steps  to  provide  for  at  least 
a  partial  treatment  of  the  sewage  of  the  institution  before  it  is  dis- 
charged into  the  Hudson  river,  and  that  plans  for  such  treatment  works 
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be  prepared  by  the  State  Architect  and  submitted  to  this  Department 
for  approval  in  accordance  with  the  provisions  of  section  14  of  the 
Public  Health  Law. 


WILLARD  (Sute  Hospital) 

An  investigation  of  the  sanitary  condition  of  the  Willard  State  Hospital 
at  Willard,  Seneca  county,  N.  Y.,  was  made  by  Mr.  0.  A.  Howland,  assistant 
engineer  in  this  Department,  on  December  30  and  31,  1019.  Previous  exam- 
inations of  the  sanitary  condition  of  this  institution  were  made  by  this 
Department  in  1914  (see  page  486,  Vol.  II,  of  the  35th  Annual  Report),  and 
in  1918  (see  page  534,  Vol.  II,  of  the  39th  Annual  Report).  A  special 
investigation  relating  to  the  prevalence  of  typhoid  at  the  institution  was 
made  in  1910  (see  page  613,  Vol.  II,  of  the  31st  Annual  Report).  Specifica- 
tions for  chlorinators  to  treat  the  water  supply  were  approved  in  January, 
1919;  and  plans  for  sewerage  and  sewage  disposal  were  approved  on  June  13, 
1912,  on  condition  that  the  effluent  be  sterilized  before  ito  discharge  into 
Seneca  lake. 

Location:  The  Willard  State  Hospital  is  situated  partly  in  the  town  of 
Romulus  and  partly  in  the  town  of  Ovid,  Seneca  county,  on  the  east  shore  of 
Seneca  lake,  about  half  way  between  Watkins  and  Geneva. 

Site  of  institution:  The  grounds  of  the  institution  rise  from  an  elevation 
of  444  feet  above  mean  sea  level  at  the  lake,  to  an  elevation  of  about  740 
feet  at  a  distance  of  1%  miles  east  of  the  lake.  The  ground  slopes  are 
apparently  sufficient  to  provide  adequate  drainage  for  the  institution 
property. 

Area  of  grounds:     1,204  acres. 

Number  of  occupied  buildings:    80. 

Capacity:     1,016  men,  1,098  women,  518  emploj'ees,  total  2,632. 

Present  population:     1,182  men,  1,240  women,  4*36  employees,  total  2,858. 

Class  of  inmates:    All  classes  of  insane  except  the  criminal  insane. 

Water  supply:  The  principal  water  supply  of  the  institution  is  pum>ped 
from  Seneca  lake.  The  water  is  treated  with  liquid  chlorine  by  apparatus 
located  in  the  pump  house.  The  water  is  punvped  into  a  storage  reservoir 
with  a  capacity  equivalent  to  from  4  to  10  days'  storage.  From  this  reser- 
voir water  flows  by  gravity  to  a  low  level  system.  Water  is  also  pumped 
from  the  reservoir  into  a  high  level  system.,  storage  for  which  is  provided  by 
an  elevated  steel  tank.  In  addition  to  the  main  water  supply  taken  from 
Seneca  lake,  several  springs  are  in  use  about  the  institution. 

Milk  supply:  The  entire  milk  supply  for  the  institution  is  obtained  from 
the  institution  herd  of  139  cows.  These  cows  have  not  been  recently  tested 
for  tuberculosis.  Inmates  are  employed  to  do  the  milking.  The  milk  is 
used  without  pasteurization. 

Sewerage  and  sewage  disposal:  The  sanitary  sewage  of  the  main  buildings 
is  collected  by  a  system  of  separate  sewers  and  conducted  to  the  sewage 
disposal  plant.  The  disposal  plant  consists  of  a  screen  chamber,  a  settling 
tank,  a  dosing  chamber,  sprinkling  filters,  a  hypochlorite  dosing  apparatus, 
a  final  settling  tank,  and  sludge  bed.  The  effluent  of  the  plant  is  discharged 
into  Seneca  lake  about  one  mile  south  of  the  waterworks  intake.  Sewage 
from  the  superintendent's  house  and  several  other  buildings  flows  to  the 
pumping  station,  from  which  it  is  pumped  into  the  main  sewers.  Tliree 
cottages,  owing  to  their  location  in  remote  parts  of  the  grounds,  are  not 
connected  with  the  general  sewerage  system.  From  one  cottage  the  sewage 
flows  directly  into  the  lake,  and  from  the  other  two  it  is  settled  in  tanks. 

Refuse  disposal:  ilie  garbage  from  the  cottages  is  placed  in  galvanized 
iron  cans  from  which  it  is  collected  and  transported  in  metal-bodied  cars 
mounted  on  standard  gauge  railway  tracks  to  the  pigerery,  where  it  is  fed  to 
swine.  Combustible  rubbish  is  burned  in  an  oM  boiler.  Noncombuetiblfe 
rubbish  is  used  to  fill  a  small  depression.     Rags  and  papers  are  salvaged. 
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Recommendations 

1.  That  the  springs  from  which  the  water  supplies  are  derived  at 
Hillside,  Maples,  and  Button  wood  be  properly  protected  against  pollu- 
tion, or  that  the  springs  be  abandoned  and  water  supplies  of  safe  sani- 
tary quality  and  adequate  quantity  be  provided  for  these  places. 

2.  That  the  institution  authorities  consider  the  matter  of  installing 
a  suitable  filter  plant  to  treat  all  the  water  taken  from  the  lake. 

3.  That  the  chlorinating  device  at  the  sewage  disposal  plant  be  placed 
in  proper  operating  condition,  and  the  chloride  of  lune  used  for  treating 
the  effluent  from  Uie  sprinkling  filters  be  applied  at  a  uniform  rate  ot 
not  less  than  250  pounds  per  million  gallons  of  sewage  treated. 

4.  That  properly  designed  and  constructed  sewage  disposal  plants  be 
installed  to  dispose  of  the  sewage  from  Hillside,  Vinelands,  and  Button- 
wood,  plans  for  which  ahould  be  prepared  by  the  State  Architect  and 
submitted  to  this  Department  for  approval  before  such  plants  are  con- 
atrueted  as  provided  by  section  14  of  the  Public  Health  Law. 

6.  That  the  use  of  privies  at  the  institution  be  disccMitinued  wherever 
possible,  and  flush  closets,  the  sewage  from  which  should  be  discharged 
into  the  sanitary  sewer  system  of  the  institution  or  into  adequate  sewage 
disposal  plants  installed  to  dispose  of  the  sewage  from  them,  be  installed 
if  necessary  at  some  convenient  place. 

6.  That  wherever  it  is  necessary  to  maintain  privies  the  contents  be 
made  inaccessible  to  flies,  and  the  privies  be  maintained  in  a  aanitary 
condition. 
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INVESTIGATION  OF  SEWAGE  DISPOSAL  PLANTS 

The  work  of  investigating  municipal,  institutional,  and  private 
sewage  disposal  plants  has  been  confined  almost  entirely  during 
1920  to  plants  concerning  which  complaints  have  been  made,  or 
where  requests  for  inspections  have  been  made  by  municipal  or 
institutional  authorities  or  local  boardd  of  health,  or  to  plants 
which  were  involved  in  questions  of  public  water  supply. 

In  the  case  of  each  investigation  a  complete  and  accurate 
description  of  the  construction  and  operation  of  the  plants  is 
obtained  in  the  field,  and  after  a  study  of  the  results  of  the 
investigation  a  report  is  prepared  containing  recommendations 
for  any  improvements  necessary  in  the  construction  and  opera- 
tion of  the  plant.  A  copy  of  the  report  is  transmitted  to  the 
municipal  or  institutional  authorities,  urging  them  to  carry  out 
the  recommendations  of  the  report. 

The  reports  of  the  investigations  made  by  this  Department 
in  the  more  important  cases  of  sewage  disposal  which  have  come 
before  it  during  1020  are  given  below,  and  a  list  is  appended 
of  all  other  cases. 

ALTAMONT 

Hermann  M.  Biggs,  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  on  an  investigation  of  the  operating 
condition  of  the  sewage  disposal  plant  at  Altamont,  made  by  Mr.  Ean 
Devendorf,  assistant  engineer  in  this  Department,  on  May  7,  1020,  in  com- 
pany with  Mr.  W.  W.  Chadsey,  consulting  engineer  for  the  village. 

Altamont  is  an  incorporated  village  in  the  northwestern  part  of  Albany 
county  on  the  Delaware  and  Hudson  railroieid,  18  miles  west  of  Albany.  Its 
population,  according  to  the  census  of  1915,  is  805. 

The  village  is  provided  with  a  public  water  supply  owned  by  the  village 
and  derived  from  a  small  upland  creek  tributary  to  the  Bozen  kill.  The 
intake  and  storage  reservoir  are  located  about  2H  miles  west  of  the  village. 

The  sewage  of  the  village  is  collected  in  a  separate  system  of  sewers,  and 
flows  by  gravity  to  a  sewage  disposal  plant  located  near  the  Bozen  kill  about 
three-quarters  of  a  mile  northeast  of  the  village,  into  which  the  sew^age 
eflSuent  from  the  disposal  plant  is  discharged.  The  Bozen  kill  empties  into 
the  Normans  kill  above  the  reservoir  used  by  the  city  of  Wtatervliet  as  a 
source  of  public  water  supply.  The  point  of  discharge  of  the  ddsposal  plant 
of  Altamont  is  about  2%  miles  above  this  reservoir,  the  water  from  which 
reservoir  is  filtered  through  gravitv  mechanical  filters  and  chlorinated  before 
it  is  delivered  to  the  mains.  TJ^g 'Bozen  kill  has  a  drainage  area  above  the 
disposal  works  of  about  29.7  8qv|j.^-e  miles.  Plans  for  a  system  of  sewers  for 
the  village  of  Altamont  were  ft  ^i.  aPP^^^^^  ^7  ^^^*  Department  on  August 
19,  1907.  Amended  plans  for  ^^  -gtce  and  se^^.^^  disposal  were  later  sub- 
mitted to  this  Department  a^^^v^^Voved  xmAer  d^U  ot  October  5.  1017. 

The  disposal  plant  conmt^^^  ii,f  ^  tmlvo«TiitilC,  ^^%Va«  cViamber,  spnnklmg 
filters,  and  final  chlorinati  t\Sa^^  ♦  ^  acvviiittft  d\ft^0Ea\  works  were 
designed  to  serve  a  popuhiQ^J  ^^^^0  pft  ^fl^W^??^^  *^^  ^^^^*  ^ 
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extenBions  could  be  made  as  additional  houses  are  connected  to  the  aewera. 
The  estimated!  iiow  used  in  designing  the  plant  was  100  gallons  per  capita 
per  day. 

On  this  basis  the  ImhofT  tank  is  of  such  size  as  to  give  an  average  deten- 
tion period  of  about  2^  hours  in  the  sedimentation  compartment,  and  to 
provide  a  sludge  storage  capacity  in  the  digestion  chamber  of  1.25  cubic  feet 
per  capita,  or  .007  cubic  foot  per  capita  per  day  for  6  hours'  period.  The 
Imhoff  tank  has  a  gas  vent  area  equivaJeat  to  .03  square  foot  per  capita,  and 
a  total  liquid  capacity  of  4.4  cubic  feet  per  capita.  The  velocity  through 
the  tank  for  the  maximum  rate  of  flow  is  .0028  foot  per  second. 

At  the  time  of  the  inspection  the  flow  of  sewage  was  estimated  by  timing 
the  operating  cycle  of  the  siphon  which  has  a  capacity  of  600  gallons.  The 
siphon  filled  in  4^  minutes  and  discharged  in  3%  minutes.  At  this  rate 
the  flow  of  sewage  amounted  to  from  1'7'6,000  to  190,000  gallons  per  day,  or 
over  3V^  times  the  estimated  rate  of  flow.  This  is  due  to  the  large  amount 
of  ground  water  finding  its  way  into  the  sewer  system.  From  the  data  and 
information  obtained  by  our  engineer  at  the  time  of  the  inspection,  it  would 
appear  that  this  ground  water  does  not  find  its  way  into  the  sewer  system 
by  infiltration  into  the  sewers  them^selves,  but  enters  mainly  through  drain? 
located  in  the  cellars  of  inhabitants  of  the  village.  The  engineer  was 
informed  that  a  survey  is  shortly  to  be  made  covering  the  entire  Tillage 
with  a  view  to  removing  this  source  of  ground  water  flow.  The  sewage  as 
it  entered  the  plant  at  the  time  of  the  inspection  was  very  dilute,  and  meas- 
urements made  with  a  turbidity  rod  showed  a  turbidity  of  only  15,  while 
the  tank  effluent  had  a  turbidity  of  10.  These  results  show  the  very  dilute 
character  of  the  sewage  being  treated  at  the  time  of  the  inspection. 

Until  this  large  amount  of  ground  water  entering  the  sewer  system  ie 
removed,  the  present  plant,  especially  the  Imhoff  tank,  is  overtaxed  and 
cannot  satisfactorily  treat  the  sewage.  At  the  time  of  the  inspection  the 
discharge  end  of  the  sedimentation  compartment  was  filled  with  solids  to  a 
point  within  l^i  feet  of  the  top  of  the  water  surface.  When  a  stick  was  used  to 
test  the  other  end,  solid  material  was  also  found  to  have  accumulated  over 
the  slot.  The  operator  in  charge  should  daily  use  a  squeegee  to  force  any 
solids  which  may  accumulate  through  the  slot,  into  the  digestion  chambtf 
below. 

At  the  time  of  the  inspection  a  large  amount  of  solid  material  was  found 
to  have  passed  from  the  Imhoff  tank  to  the  bottom  of  the  siphon,  which 
when  the  engineer  arrived  was  found  to  be  in  continuous  operation  and  did 
not  break.  This  was  caused  by  the  large  flow  being  treated  at  the  time  ci 
the  inspection,  which  flow  exceeded  the  capacity  of  the  distribution  system 
and  the  siphon  could  be  made  to  break  in  operation  only  by  removing  2 
of  the  nozzles  on  the  filter  bed  and  allo^dng  a  2-inch  stream  to  flow  from 
these  2  nozzles  during  operation.  In  this  connection  the  operator  informed 
our  engineer  that  diuring  December  the  time  of  filling  the  dosing  chamber 
varied  from  Q%  to  8  minutes,  during  January  from  7%  to  15  minutes,  dur- 
ing February  from  7  to  10  minutes,  and  that  commencing  March  5,  when  it 
rained  all  night,  the  siphon  flowoid  continuously  without  breaking  due  to 
the  greatly  Increased  flow  which  has  during  the  past  spring  been  much  io 
excess  of  the  usual  flow. 

The  sprinkling  fllter  has  an  area  of  1,650  square  feet  and  an  average 
depth  of  4.75  feet.  The  sewage  is  applied  to  the  filters  through  12  nozzles, 
of  which  3  are  half  nozzles  of  the  Worcester  type,  spaced  on  13  feet  center*. 
The  filter  was  designed  to  operate  at  a  rate  of  1,000,000  gallons  per  acre 
per  day,  or  220,000  gallons  per  day  per  foot  of  depth.  The  nozzles  operate 
with  a  maximum  head  of  6.5  feet  and  a  minimum  head  of  1.5  feet.  The 
imderdrain  system  of  the  sprinkling^  filter  consists  of  6-inch  split  tile  which 
drain  to  a  trough  on  one  side  of  the  concrete  floor  of  the  filter,  from  which 
the  effluent  flows  through  a  12-inch  tile  pipe  to  the  chlorinating  tank. 

The  surface  of  the  sprinkling  filters  gave  evidence  of  being  heavily  over 
dosed,  there  being  some  pooling  around  the  nozzles.  Several  of  the  nozzle* 
w^ere  found  to  be  partially  clogged  by  solid  material  which  had  passed  over 
from  the  sedimentation  tank.  The  operator  should  be  instructed  to  keep 
the  nozzles  free  from  all  obstruction,  and  in  cleaning  the  nozzles  to  remove 
only  the  cone  and  to  replace  the  same  in  as  short  a  time  as  possible  and  thu? 
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prevent  any  overdosing  of  the  bed.     In  places  where  pooling  has  already 
t>  tar  ted,  it  would  be  advisable  to  rake  over  the  surface  of  the  beds  with  a 
Btone   fork.     The  pooling  of  the  surface  of  the  bed  appears  to  be  caused 
partly   by  the   attendant   removing   the   base   as    well   as   the   cone   of   the 
nozzles  for  the  purpose  of  cleaning.     While  it  was  necessary  at  the  time  of 
the    inspection  to  remove  2  of  the  nozzles  in  order  to  allow  the  siphon  to 
break  properly,  as  pointed  out  above,  this  practice  should  be  discontinued, 
as   it  not  only  caused  a  heavy  overdosing  of  that  portion  of  the  sprinkling 
filter   beds   surrounding  the  nozzles,  but   it  might  also  loosen  any  organic 
growth  which  might  adhere  to  the  inner  surface  of  the  distribution  system 
by  the  increased  velocity  through  the  pipes,  with  the  result  that  this  matter 
would  be  discharged  onto  the  surface  of  the  beds  near  the  nozzles  and  cause 
clogging  and  pooling  of  the  filters.     In  order  to  obviate  the  need  for  remov- 
ing any  of  the  nozzles  from  the  sprinkling  filters,  the  village  authorities 
should  take  immediate  steps  to  prevent  ground  water  from   reaching  the 
sewer  system,  as  described  above.     In  addition,  it  might  be  well  to  replace 
the  present  nozzles  with  nozzles  having  larger  orifices  and  thus  increase  the 
capacity   of  the  distribution   system.     These  directions,  if  properly  carried 
out,  will  it  is  believed  put  the  filters  in  a  better  operating  condition  for 
doing  the  work  for  which  they  were  designed,  namely,  oxidizing  the  tank 
effluent.     In  addition  one  corner  of  the  filter  bed  was  filled  with  earth  whiph 
had  been  washed  in  by  the  surface  water  from  the  banks  above.     The  stone 
in  this  portion  of  the  filter  bed  should  be  removed,  washed,  and  replaced. 

Sludge  is  drawn  from  the  Imhoff  tank  by  gravity  onto  the  sludge  bed 
which  has  an  area  of  225  square  feet,  corresponding  to  an  area  of  .56  square 
foot  per  person  served.  At  the  time  of  the  inspection  no  sludge  had  been 
drawn  from  the  Imhoff  tanks,  and  our  engineer  was  informed  that  no  meas- 
urements had  been  taken  to  determine  the  .amount  of  sludge  in  the  tank. 
In  this  connection  it  should  be  noted  that  it  is  much  better  to  withdraw 
sludge  in  relatively  small  doses  and  at  frequent  intervals  during  the  arum- 
men  than  in  large  doses  at  long  intervalsu  A  concrete  apron  had  just  been 
constructed  at  the  outlet  end  of  the  sludge  pipe  on  the  surface  of  the  bed. 
It  is  doubtfi^,  however,  if  this  apron  is  of  sufiicient  size  to  prevent  scouring 
or  washing  of  the  surface  of  the  bed.  Care  should  be  taken  to  observe  this 
point,  and  if  conditions  warrant  a  larger  apron  should  be  provided  in  order 
that  sludge  may  not  directly  enter  under  portions  of  the  bed  and  cause  any 
clorrging. 

At  the  time  of  the  inspection  the  chlorination  plant  was  in  operation  and 
the  manometer  on  the  chlorinating  apparatus  indicated   that  chlorine  was 
being  applied  at  a  rate  of  1.6  pounds  per  24  hours.     This  corresponds  to  a 
rate  of  application  of  1.0  p.p.m.    This  rate  is  inadequate,  and  does  not  meet 
the  requirements  stipulated   in  the   permit   issued  by  this   Department  for 
the  discharge  of   the  sewage   effluent   into  the   stream   at  this   point.     The 
attendant  at   the  plant   informed   our  engineer  that  only  about   IV2   tanks 
of  chlorine  had  been  changed  since  the  plant  had  been  started  in  operation. 
At  the  time  of  the  inspection  our  engineer  increased  the  rate  of  application 
of  chlorine  to  10  p.p.m.  as  required  by  the  permit,  and  instructed  the  attend- 
ant that  the  rate  should  never  be  less  than  this  amount.    When  the  excessive 
ground  water  is  removed  from  the  sewer  flow,  it  is  very  important  that  the 
chlorine  be  applied  at  all  times  at  a  rate  of  not  less  than  10  p.p.m.,  in  order 
that  the  water  supply  of  Watervliet,  which  i^  taken  a  short  distance  below, 
may  be  eafeguarded.*     While  passing  the   plant  on  A£ay   15   our   engineer 
inspected  the  chlorine  tank  and  foimd  no  gas  at  all  being  applied  to  th4 
filter  effluent.    This,  the  designing  engineer  later  stated,  was  due  to  the  fact 
that  no  chlorine  was  at  hand.     In  this  connection  care  should  also  be  taken 
to  keep  an  extra  cylinder  of  chlorine  on  hand  at  all  times. 

At  the  time  of  the  first  inspection  samples  of  the  raw  sewage,  Imhoff  tank 
effluent,  sprinkling  filter  effluent,  and  the  final  chlorinated  effluent  were  col- 
lected and  sent  to  the  Division  of  Laboratories  and  Research  for  analyses, 
the  results  of  which  are  given  in  the  appended  table. 

The  results  of  these  analyses  indicate  that  the  chlorination  plant  was  being 
ojierated  in  such  a  manner  as  effectively  to  sterilize  the  final  effluent.  The 
results  of  the  stability  test  as  measured  by  the  methyelene  blue  standard 
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show  the  ImhofT  tank  effluent  and  the  &prinkling  filter  effluent  to  have  a 
relative  stability  of  94  and  96  per  cent  respectively. 

In  view  of  the  above  facts  the  following  conclusions  may  be  drawn: 

1.  That  as  a  result  of  the  large  amount  of  ground  water  being  admitted 
to  the  sewer  system  at  the  time  of  the  inspection,  the  sewage  bemg  treated 
at  the  plant  was  of  a  very  dilute  character. 

2.  That  due  to  the  excessive  amount  of  ground  water  entering  the  sewer 
system,  the  present  plant  is  inadequate  and  cannot  satisfactorily  treat  the 
amount  of  sewage  flowing  at  the  time  of  the  inspection. 

3.  That  at  the  time  of  the  inspection  there  were  large  accumulations  of 
solids  in  the  sedimentation  chamber,  giving  rise  to  septization  in  the  pres- 
ence of  the  sewage  flowing  through  the  settling  compartment. 

I  therefore  recommend: 

1.  That  the  village  authorities  immediately  make  a  detailed  survey 
of  the  system  with  a  view  of  reducing  the  amount  of  ground  watei 
entering  the  sewer  system,  and  if  it  is  found  that  the  amount  of  ground 
water  entering  the  system  cannot  be  materially  reduced,  an  additional 
unit  be  added  to  the  present  plant  in  order  that  the  sewage  may  receive 
satisfactory  treatment. 

2.  That  the  operator  make  monthly  determinations  of  the  depth  of 
sludge  at  the  bottom  of  the  tank  in  the  digestion  chamber  in  order  that 
a  better  record  nmy  be  kept  of  the  amount  of  sludge  in  the  tank  and  the 
time  for  removing  the  sludge  may  thus  be  determined. 

3.  That  the  operator  daily  squeegee  the  sides  and  bottom  of  the  sedi- 
mentation chamber  in  order  to  dislodge  any  solid  matter  which  may 
have  accumulated  there  due  to  roughness  or  insufficient  slope  and  push 
it  through  the  slot  and  thus  prevent  septization  taking  place  in  the 
sedimentation  compartment. 

4.  That  in  cleaning  the  nozzles  the  practice  of  removing  the  whole 
nozzle  be  discontinued,  and  that  the  cone  only  be  removed  in  order  to 
lessen  the  liability  of  pooling  on  the  surface  of  the  filter  bed. 

5.  That  the  stone  in  that  portion  of  the  filter  bed  which  is  filled  with 
earth  be  removed,  washed,  and  replaced. 

6.  That  an  extra  cylinder  of  chlorine  be  constantly  kept  on  hand  and 
chlorine  be  applied  to  the  sprinkling  filter  effluent  at  all  times  at  a  rate 
of  not  less  than  10  p.p.m. 

7.  That  a  record  be  kept  of  the  time  of  changing  the  cylinders  of 
chlorine  and  the  daily  loss  of  waste  in  order  that  the  amount  of  chlorine 
applied  may  be  known. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engineer 
Albany,  N.  Y.,  August  10,  1920 

Copies  of  this  report  were  eent  on  August  12,  1920,  to  the  village  authori- 
ties and  local  board  of  health,  to  the  sanitary  supervisor,  and  to  Mr.  W.  W. 
Chadsey,  consulting  engineer. 


SOUBCB 


Raw     sewage  —  Inlet     to 

Imhoff  tank 

IrahofiF  tank  effluent 

Filter  effluent 

Chlorinated  final  effluent. 
Chlorinated  final  effluent. 


Date 


5/7/20 
6/7/20 
6/7/20 
6/7/20 
6/7/20 


Altamont 


Bacteria 
per  c.  0. 


42.600 

69,000 

12,600 

10 

10 


0+»- 
0+8- 


B.  CoLi 


1/10 


2+0- 
0+8- 


0+3— 


1/100 


2+0— 
2+0— 
2+0— 
0+3— 
0+8— 


1/1.000 


2+0— 
2+0— 
2+0— 


1/lO.OGO 


1+1- 
1+1- 


Special  Investigations  429 

CORTLANDT  (Town)  Valeria  Home 

Hermann  M.  Biggs,  M.  D.,  State  Commiagioner  of  Health: 

I  beg  to  submit  the  following  report  on  an  inspection  of  the  aewage  die- 
poBal  plant  of  the  Valeria  Home,  Westche&ter  county,  N.  Y.,  made  on  Septem- 
ber  13,  1920,  'by  Mr.  W.  C.  Emigh,  asfliatant  engineer  in  this  Department. 

Valeria  Home  is  an  institution  of  a  semi-philanthropio  character,  des-igned 
to  provide  a  rest  and  health  resort  for  business  women  at  a  cost  lower  than 
that  generally  prevailing  at  such  resorts.  It  comprises  about  1,000  acres, 
in  the  town  of  Cortlandt,  and  is  located  about  4  miles  southeast  of  Peekskill. 
The  water  supply  of  the  institution  is  derived  from  driven  wells  located  in 
the  northeastern  section  of  the  institution  grounds,  about  2,800  feet  from 
tbe  sewage  disposal  plant. 

Plans  for  sewerage  and  sewage  disposal  for  the  home  were  approved^  by  this 
Department  on  July  15,  19 IS.  The  recent  inspection  was  made  at  the  time 
of  an  investigation  of  the  feasibility,  from-  a  sanitary  standpoint,  of  erecting 
a  swimming  pool  for  the  use  of  the  guests  of  the  home. 

The  essential  feature  ojf  the  sewage  disposal  plant  are  primary  settling 
tanks,  a  sprinkling  filter,  a  secondary  settling  tank,  and  a  sand  filter.  The 
sewage  is  collected  in  a  system  of  tile  sewera  It  is  conducted  to  the  dis- 
posal plant  where  it  first  enters  a  circular  upward  fiow  settling  tank  9  feet 
in  diameter  and  having  a  depth  'below  the  flow  line  of  9  feet  d  inches.  Sew- 
age is  introduced  at  a  point  about  1  foot  above  the  bottomi  of  the  tank  with 
a  downward  velocity.  It  flows  umvard  and  radially  and  is  collected  in 
troughs  on  the  inside  periphery  of  the  tank.  The  effluent  from  this  tank 
passes  to  a  second  settling  tank  of  the  two-story  horizontal  flow  Imhoff  type. 
Each  of  these  tanks  is  provided  with  valves  and  piping  for  blowing  off  the 
accumulated  sludge.  A  sludge  bed  is  provided  which  is  covered  partly  by 
a  wooden  roof  and  partly  by  glass. 

The  effluent  of  the  settling  tanks  passes  to  a  dosing  chamber  fitted  with  a 
6-inch  Miller  siphon.  From  this  chamber  sewage  is  discharged  through 
nozzles  on  to  the  eurfaoe  of  the  sprinkling  filter.  This  filter  is  provided  with 
a  superstructure  and  is  thus  completely  inclosed.  The  effluent  of  the  sprink- 
ling filter  passes  to  a  secondary  settling  tank  of  the  Imhoff  type.  The  efflu- 
ent of  this  tank  is  discharged  into  a  closing  chamber  in  which  ie  a  4-inch 
Miller  siphon.  From  this  dosing  chamber  the  sewage  is  discharged  onto  the 
surface  of  2  sand  filters,  23^  feet  square  each. 

At  the  time  of  the  investigation  it  was  found  that  the  disposal  plant  was 
not  operating  properly  and  that  a  leakage  of  sewage  was  taking  place.  The 
first  manhole  on  the  sewer  line  above  the  settling  tanks  is  located  at  a  dis- 
tance of  about  140  feet  from  the  first  tank.  The  sewage  flowing  through  this 
manhole  at  tlie  time  was  estimated  to  be  about  the  quantity  to  be  expected 
as  a  contribution  from  30  people,  the  approximate  niunber  at  the  institution 
at  the  time.  Owing  to  the  nature  of  the  construction  of  the  first  settling 
tank  it  was  impracticable  to  observe  the  quantity  of  the  sewage  entering  it. 
At  the  point  of  discharge  of  the  effluent  from  the  first  into  the  second  tank, 
the  quantity  of  sewage  appeared  to  be  only  a  fraction  of  that  observed  in 
the  manhole.  A  heavy  scum  was  found  on  the  first  tank.  The  first  siphon 
dosing  chamber  was  filled'  to  about  the  level  thought  to  be  the  point  of  primm- 
ing of  the  siphon,  but  the  siphon  was  not  in  operation.  It  was  stated'  that 
it  had  not  been  operated  during  the  current  year. 

A  small  amount  of  sewage  was  fiowing  from  1  or  2  of  the  4  nozzles  in 
the  sprinkling  filter,  but  owing  to  the  failure  of  the  siphon  as  mentioned 
no  periodic  application  of  sewage  occurred.  It  appeared  that  the  small 
amount  of  sewage  reaching  this  filter  was  lost  at  some  point  of  l,eakage, 
as  the  siphon  cham;ber  intended  to  collect  and  discharge  the  effluent  of  the 
secondary  Imhoff  tank  on  to  the  sand  filter  was  dry. 

It  thus  appears  that  a  leakage  of  sewage  takes  place  between  the  last 
manhole  on  the  sewer  line  and  the  point  of  entrance  of  sewage  into  the  second 
settling  tank,  and  that  a  further  leakage  occurs  in  the  sprinkling  filter  or 
the  secondary  settling  tank.  As  the  primary  settling  tanks  at  the  lower 
end  of  the  sewer  line  are  located  on  the  brow  of  a  steep  hill,  search  was  mads 
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for  a  point  below  the  plant  at  which  sewage  which  had  leaked  from  the  eys-  * 
tern  reached)  the  surface,  *but  no  such  point  was  found.  It  further  appears 
that  for  fiome  cause,  presumably  a  stoppage  of  the  blow-off  trap,  the  first 
siphon  was  not  in  operating  condition.  Owing  to  the  failure  of  the  sewage 
to  reach  the  sprinkling  and  sand  filters,  it  was  impossible  to  determine  the 
operating  condition  of  these  filters.  At  the  time  of  the  inspection  the  sludge 
blow-off  valve  of  the  primary  Imhoff  tank  was  opened  and  the  accumulated 
sludge  discharged  onto  the  sludge  drying  bed,  but  it  was  found  to  be 
impossible  to  open  the  sludge  blow-off  valve  of  the  first  settling  tank  with  the 
apparatus  available. 

In  view  of  the  conditions  found  to  exist  at  the  time  of  the  recent  inspection 
as  described  in  the  body  of  this  report,  it  appears  that  the  sewerage  system 
and  the  sewage  disposal  plant  at  Valeria  Home,  in  the  town  of  Cortlandt,  is 
not  functioning  properly. 

I  would  therefore  recommend: 

1.  That  the  institution  authorities  employ  a  competent  sanitary  engi- 
neer to  make  a  careful  inspection  to  determine  tlK  point  or  points  of 
leakage  of  sewage  from  the  system,  and  that  such  leakage  be  remedied. 

2.  That  means  be  found  to  open  the  sludge  blow-off  valve  of  the  first 
settling  tank  and  that  the  accumulated  sludge  therefrom  be  discharged 
onto  the  sludge  drying  bed. 

3.  That  the  contents  of  the  first  dosing  chamber  be  removed  and  the 
aut(»natio  dosing  siphon  be  cleaned  and  placed  in  condition  to  operate 
properly. 

4.  That  careful  attention  be  given  to  the  operation  of  the  sewage  dis- 
posal plant  and  that  the  units  of  the  plant  be  maintained  in  efficient 
operating  condition. 

Respectfully  submitted 

THBQDORE  HORTOK 
Albany,  N.  Y.,  October  27,  1»20  Chief  Engineer 

Copies  of  this  report  were  sent  on  OctcVber  28,  1920,  to  the  local  board  of 
health,  to  the  sanitary  supervisor,  and  to  the  director  of  Valeria  Home. 


NEWARK 

Hermann  M.  Biggs,  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  on  an  investigation  of  the  sewage 
disposal  plant  of  the  village  of  Newark,  Wayne  county,  made  by  Mr.  Earl 
Devendori,  assistant  engineer  in  this  Department,  on  November  18,  1919. 

The  recent  inspection  of  the  sewage  disposal  plant  of  the  village  was  made 
as  the  result  of  a  request  received  by  this  Department  from  Dr.  Augustus 
A.  Young,  local  health  officer,  asking  that  this  Department  inspect  the  disposal 
plant,  report  as  to  its  operating  conditions  and  efficiency,  and  make  any 
suggestions  for  bettering  the  operating  conditions.  The  engineer  was  accom- 
panied on  the  inspection  by  Mr.  Stanley  Scarth,  superintendent  of  water  and 
sewers. 

Previous  investigations  of  the  operating  condition  of  the  sewage  disposal 
plant  of  the  village  were  made  by  a  representative  of  this  Department  in 
1914  and  1916.  Reports  setting  forth  'the  results  of  these  investigations 
were  prepared  and  transmitted  to  the  village  authorities  and  printed  in  the 
annual  reports  of  the  State  Department  of  Health  for  those  years.  Thej« 
reports  give  a  detailed  description  of  the  construction  and  operation  of  the 
disposal  works  and  this  data  will  not  therefore  be  reviewed  at  this  time. 

The  1914  report  recommended: 

1.  That  a  sterilization  plant  be  installed  to  sterilize  the  effluent  from 
the  disposal  works,  inasmuch  as  the  village  of  Lyons  was  using  the 
stream  into  which  the  effluent  was  being  discharged. 

2.  That  the  pumping  station  be  so  operated  as  to  prevent  the  by- 
passing of  the  sprinkling  filters  and  of  the  final  settling  tank  at  oJI 
times. 
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3.  That  the  uneven  distribution  of  the  settling  tank  effluent  over  the 
sprinkling  filters  be  corrected. 

4.  That  a  more  careful  operation  of  the  final  settling  tank  be  provided 
to  remove  the  sludge  more  effectively. 

The  1916  report  recommended: 

1.  That  the  village  prohibit  the  discharge  of  industrial  wastes  into 
the  sewer  system  in  sufficient  quantity  and  of  a  nature  such  as  to 
prevent  the  proper  operation  of  the  sewage  disposal  works. 

2.  That  the  pumping  station  be  so  operated  as  to  provide  for  the 
treatment  of  the  sewage  at  all  times. 

3.  That  provisions  be  made  for  operating  the  pumping  station  or 
providing  changes  in  the  dosing  apparatus  in  order  to  obtain  a  uniform 
distribution  of  sewage  applied  to  the  trickling  filters. 

4."  That  the  final  settling  tank  be  kept  clean  in  order  that  no  sludge 
shall  be  discharged  into  the  creek  from  the  disposal  works. 

Newark  is  an  incorporated  village  located  about  30  miles  east  of  Rochester, 
on  the  New  York  Central,  Wesf  Shore,  and  Northern  Central  railroads;  the 
New  York  State  Barge  Canal,  and  an  electric  railroad  from  Rochester  to 
Syracuse.  The  State  Custodial  Asylum  for  Feeble-Minded  Women  is  also 
located  at  Newark.  The  population  is  about  7,000,  not  including  some  800 
inhabitants  at  the  asylum. 

The  public  water  supply  is  owned  and  operated  by  the  village,  and  ia  at 
present  obtained  from  wells  and  by  pumping  from  Mud  creek.  A  new  supply, 
however,  has  been  under  construction  for  the  past  year  and  will  shortly  be 
completed.  This  supply  is  obtained  from  an  impounded  stream  some  7  miles 
south  of  Newark.  It  is  intended  to  filter  and  chlorinate  the  new  supply. 
For  a  period  covering  the  years  1912  to  1918  inclusive,  the  average  number 
of  gallons  pumped  per  day  is  340,000  gallons,  which  corresponds  to  a  per 
capita  consumption  of  52.1  gallons  per  day. 

The  sewer  system  consists  of  about  16  miles  of  sewers  ranging  in  size 
from  6  to  18  inches  in  diameter.  The  sewage  disposal  works,  consisting  of 
an  Imhoff  tank,  sprinkling  filters,  and  final  settling  tank,  were  designed  by 
Mr.  J.  H.  Fuertes,  and  the  plans  were  approved  by  this  Department  on  April 
17,  1912;  and  on  May  5,  1913,  revised  plans  for  a  final  settling  tank  were 
approved.  These  works  were  constructed  and  the  Imhoff  tank  placed  in 
operation  in  the  fall  of  1913,  and  the  complete  plant  was  put  in  operation 
in  April,  1914. 

The  plant  is  located  in  the  village  about  half  way  between  the  New  York 
Central  and  the  West  Shore  railroads,  on  the  right  bank  of  a  small  stream 
known  as  Military  brook.  The  nearest  dwelling  is  owned  by  the  village  and 
occupied  by  the  caretaker  at  the  disposal  plant.  , 

The  recent  inspection  discloses  that  the  recommendations  of  the  former 
reports  have  been  carried  out  with  the  exception  of  the  sterilization  of  the 
final  effluent  and  the  improvement  of  the  distribution  upon  the  filter  beds. 
The  engineer  was  informed  that  a  chemical  company,  formerly  discharging 
its  wastes  into  the  village  system  of  sewers  with  the  result  that  the  proper 
action  of  the  Imhoff  tank  was  prevented,  is  now  discharging  its  wastes  into 
the  Barge  canal,  and  does  not  therefore  effect  the  operation  of  the  disposal 
works. 

It  was  stated  that  the  owner  of  the  property  located  opposite  the  cottage 
owned  by  the  village  and  occupied  by  the  caretaker  at  the  disposal  works, 
has  served  notice  of  intention  to  file  a  claim  against  the  village  for  damages 
due  to  the  odors  arising  from  the  operation  of  the  works.  At  the  time  of  the 
inspection  no  objectionable  odors  were  noticeable  from  the  Imhoff  tank  or 
sludge  drying  bed.  There  was  the  usual  odor  of  fresh  sewage  rising  from  the 
trickling  filters  when  they  were  in  operation.  A  strong  west  wind,  which 
was  said  to  be  the  prevailing  wind,  was  blowing  at  the  time.  The  hoiise  in 
question  is  located  northeast  of  the  plant,  and  under  these  conditions  could 
not  therefore  be  seriously  affected  by  odors  from  the  disposal  works.  This 
house  is  located  some  400  feet  distant  from  the  disposal  works. 
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The  Imhoff  tank  appeared  to  be  operating  in  a  satiftfactory  manner.  There 
was  little  or  no  scum  on  the  gas  vents,  blit  evidence  of  gas  ebullition  was 
observed  rising  to  the  surface  of  the  gas  vents.  The  Imhoff  tank  effluent 
appeared  to  l^  clear  and  did  not  contain  any  heavy  particles  of  organic 
matter. 

The  plant  attendant  had  not  made  any  record  of  the  readings  to  determine 
the  depth  of  sludge  in  the  digestion  chamber.  For  this  purpose  a  Pitcher 
pump  and  hose  may  be  used  for  determining  the  height  of  sludge  of  the 
digestion  chamber.  A  heavy  walled  rubber  hose  1-inch  in  diameter  is  well 
adapted  for  this  purpose.  It  probably  will  be  advisable  to  weight  the  lower 
end  of  the  hose  or  attach  the  hose  to  a  rod  to  make  certain  that  it  hangs 
straight  down  and  that  the  results  are  accurate.  When  the  hose  is  intro- 
duced into  the  tank  and  pumping  is  started,  the  surface  of  the  sludge  can 
be  easily  determined  by  raising  and  lowering  the  hose  and  noticing  when  the 
pump  stops  discharging  water  and  the  discharge  of  sludge  begins. 

It  is  important  to  ascertain  accurately  the  height  of  sludge  in  the  sludge 
compartment  of  the  tanks  for  several  reasons.  The  quantity  of  sludge  and 
its  distribution  throughout  the  digestion  chamber  may  be  determined  also 
by  means  of  the  sludge  readings  and  the  sludge  drawn  at  such  times  and  as 
often  as  is  necessary  to  keep  the  surface  of  the  sludge  at  a  sufficient  distance 
below  the  slot  to  prevent  the  clogging  of  the  slot. 

The  effluent  from  the  Imhoff  tank  flows  to  a  well  from  which  it  is  pumped 
intermittently  to  the  siphon  chamber  and  thence  onto  the  trickling  filters. 
The  pump  is  started  and  stopped  by  an  automatic  float  block  switch.  The 
nocch  adjustment  on  the  automatic  block  switch  was  so  changed  at  the  time 
of  the  inspection  as  to  increase  the  time  between  pumping  about  one-half 
minute.  The  intake  well  is  provided  with  an  overflow  weir.  In  making  these 
adjustments  care  should  be  exercised  so  that  no  tank  effluent  is  discharged 
through  the  overflow  weir  into  the  final  effluent  channel  which  passes  the 
intake  well. 

The  distribution  on  the  filters  was  very  poor.  In  examining  the  filter  bed  it 
was  found  that  the  nozzles  were  partly  of  the  square  and  partly  of  the 
circular  type.  They  were  covered  and  clogged  for  the  most  part  with  organic 
growths  in  such  a  manner  as  seriously  to  effect  the  distribution  on  the  beds. 
The  filter  media  was  covered  with  organic  growth,  and  the  presence  of  psy- 
choda,  or  moth  fly,  was  noted.  The  cover  on  the  manhole  of  the  siphon 
chamber  was  raised  and  the  operation  of  the  siphon  observed,  from  which  it 
was  found  that  the  high  water  level  of  the  siphon  could  be  raised  at  least 
2  feet  so  far  as  the  elevation  of  the  cover  of  the  dosing  chamber  was  con- 
cerned. It  should  be  pointed  out,  however,  that  in  raising  this  chamber  it 
would  be  necessary  to  alter  the  Harding  vent  and  raise  the  operating  siphon 
of  the  bell  so  as  to  provide  a  proper  amount  of  air  under  the  changed  operat- 
ing conditions. 

At  the  time  of  the  inspection  the  circular  type  of  nozzles  were  giving  a 
better  distribution  than  the  square  type.  A  better  distribution  over  the 
entire  bed  would  undoubtedly  be  obtained  under  the  existing  conditions  if 
the  square  type  nozzles  were  replaced  by  circular  noszles. 

At  present  the  intermittent  pumping  of  the  Imhoff  tank  effluent  into  the 
siphon  chamber  seriously  affects  the  operation  of  the  siphon,  and  conse- 
quently the  distribution  on  the  trickling  Alters. 

The  discharge  of  the  pump  into  the  siphon  chamber  is  more  than  the  dis- 
charge capacity  of  the  siphon  when  operating  under  a  low  head,  and  this 
consequently  causes  the  siphon  to  continue  to  operate  under  a  low  head, 
givinjir  a  very  uneven  and  heavy  overdose  of  sewage  on  the  Alters  in  the 
vicinity  of  the  nozzles.  This  trouble  may  be  eliminated  by  the  installation 
of  a  larger  siphon  with  an  additional  main  distributor  pipe  line. 

It  was  observed  that  the  attendant  made  a  practice  of  removing  the  base 
as  well  as  the  cone  portion  of  the  nozzle,  allowing  the  sewage  to  flow  in  a 
large  volume  on  the  surface  of  the  bed  near  the  distribution  pipe.  This 
practice  not  only  causes  a  heavy  overdosing  of  the  filter  bed  in  the  vicinity 
of  the  nozzles,  but  may  also  cause  the  organic  deposits  on  the  inner  surface 
of  the  distribution  system  to  become  loosened  by  the  increased  velocity  and 
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tlie  discharge  of  this  organic  matter  on  the  surface  of  the  bed  causing  pooling. 
Tlie  noKzles  should  be  cleaneld  daily  in  order  to  keep  them  clear  and  provide 
lor  a  proper  distribution  of  the  sewage  over  the  surface  of  the  beds.  The 
effluent  duct  from  the  sprinkling  filters  was  running  approximately  one- 
lialf  full. 

The  distribution  system  should  also  be  flushed  out  at  least  once  a  month, 
or  as  often  as  experience  shows  necessary.  This  can  be  accomplished  by  the 
operation  of  the  valves  located  in  the  pipe  gallery  underneath  the  filter  bed. 
It  will  also  be  possible  to  flush  out  the  distribution  system  by  means  of  a 
hose  and  water  pressure  which  is  supplied  near  the  filter  beds. 

The  final  settling  tank  which  receives  the  trickling  filter  effluent  appeared 
to  be  operating  in  a  satisfactory  manner.  Judging  from  the  lack  of  any 
gas   bubbles  in  the  final  settling  tank,  there  was  no  septic  action  taking 

f»Iace.     The  engineer  was  informed  that  particular  care  is  taken  to  prevent 
arge  deposits  of  sludge  in  this  tank  by  frequently  drawing  off  the  sludge. 

The  sludge  from  both  the  primary  and  secondary  tanks  is  pumped  into  the 
distributing  troughs  and  thence  to  the  sludge  bed,  which  is  built  above  the 
surface  of  the  ground  and  enclosed  by  concrete  walls.    Underdrains  are  laid 
under  the  bed  and  the  effluent  collected  by  a  concrete  trough.    At  the  time 
of  the  inspection  the  sludge  bed  was  covered  with  sludge  to  a  depth  of  14 
inches,  and  this  sludge  was  said  to  have  been  on  the  bed  for  2  months.    It  was 
learned  that  the  b^  does  not  properly  drain.     This   condition  should  be 
remedied  immediately.    The  bed  was  covered  at  the  time  of  the  inspection  so 
that  the  condition  of  the  bed  will  not  be  examined.     It  should  be  carefully 
inspected  by  the  operator  in  order  to  determine  exactly  the  cause  for  the 
improper  draining  of  the  bed.    It  may  be  that  the  underdrains  have  settled 
and  have  become  clogged  or  the  sand  in  the  bed  may  be  clogged,  or  some  other 
trouble  may  exist  which  prevents  the  sludge  from  draining  properly  and  dry- 
ing more  quickly.    Beside  drawing  sludge  on  the  sludge  &d,  it  has  been  the 
practice  to  pump  sludge  onto  the  low  land  beyond  the  plant.    It  should  not 
be  necessary  to  continue  this  practice  if  the  sludge  bed  is  properly  repaired, 
as  the  sludge  when  drawn  will  dry  quickly  in  fair  weather  so  that  it  may 
be  removed  and  additional  sludge  drawn. 

For  the  matter  of  keeping  a  record  of  operation  which  will  furnish  avail- 
able data,  it  will  be  advisable  to  make  a  record  of  the  date  of  removal  and 
the  number  of  cubic  yards  of  wet  sludge  removed  from  the  tanks.  This  can 
be  easily  determined  by  measuring  the  depth  of  sludge  on  the  sludge  bed 
after  its  removal  from  the  tank.  Also  a  record  of  the  number  of  cubic  yards 
of  dry  sludge  removed  from  the  bed,  together  with  the  date  of  removal,  should 
be  recorded.  This  can  be  ascertained  by  determining  the  capacity  of  the  wheel- 
barrow or  wagon  used  to  remove  the  sludge  and  by  keeping  account  of  the 
number  of  loads  removed. 

The  final  effluent  is  discharged  into  a  small  stream  which  has  been  inter- 
cepted by  and  now  discharges  into  the  Barge  canal  at  Newark.  There  were 
black  organic  deposits  in  the  bed  of  the  stream  near  the  point  where  the 
effluent  is  discharged.  The  stream,  at  the  time  of  the  inspection,  had  very 
little  flow. 

In  view  of  the  above  the  following  conclusions  may  be  drawn: 

1.  That  our  former  recommendations  had  been  carried  out  in  part. 

2.  That  while  the  sewage  disposal  plant  was  being  operated  in  such 
a  manner  as  to  not  cause  any  conditions  of  nuisance  to  exist  at  the  time 
of  the  inspection,  there  were,  however,  several  conditions  affecting  the 
efficient  operation  of  the  plant  which  were  in  need  of  improvement,  the 
more  important  of  which  are  as  follows: 

(a)  The  distribution  on  the  trickling  filters; 

(b)  The  cleaning  of  nozzles  which  should  be  done  daily; 

(c)  The  cleaning  of  distribution  pipe  lines  by  flushing; 

(d)  The  reconstruction  of  sludge  bed  to  facilitate  the  drying  of 
the  sludge; 

(e)  The  keeping  of  records  of  the  operation  of  the  plant. 
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I  would  therefore  recommend: 

1.  That  the  distribution  of  sewage  on  the  filters  be  improved  as  re«ffl- 
mended  in  the  former  reports;  and  that  as  a  mean^  of  t€m|>or»riIj  is- 
proving  the  distribution,  the  operating  high  head  of  the  siphon  be  rabe> 
or  another  larger  siphon  constructed. 

2.  That  the  practice  of  replacing  the  present  square  type  of  noale^  \j 
others  of  the  round  type  as  they  are  broken  be  continued. 

3.  That  the  distribution  system  be  frequently  flushed  as  outlined  in  the 
report. 

4.  That  the  sludge  bed  be  reconstructed  in  order  that  the  slad^  maj 
dry  within  reasonable  time. 

5.  That  records  of  operation  be  kept  as  outlined  in  the  report. 

I  would  further  recommend  that  copies  of  this  report  be  transmitted  t? 
Mr.  Stanley  Scarth,  superintendent;  Dr.  Frederick  C.  Donnelly,  president  •*£ 
the  village,  and  Dr.  A.  A.  Young,  health  oflScer,  and  to  C.  R.  Herrej. 
sanitary  supervisor. 

Respectfully  submitted 

THEODORE  HORTON" 

Chief  Engineer 
Albany,  N.  Y.,  January  30,  1920 

Copies  of  this  report  were  sent  on  January  31,  1920,  to  the  village  authori- 
ties, to  the  local  board  of  health,  and  to  the  sanitary  supervisor. 


PLEASANTVILLE  (Hebrew  Sheltering  Guardian  Society) 

Hermann  M.  Bioos,  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  on  an  investigation  of  the  operation  of 
the  sewage  disposal  plant  at  the  Hebrew  Sheltering  Guardian  society  at 
Pleasantville,  N.  Y.,  made  by  Mr.  Earl  Devendorf,  assistant  engineer  in' this 
Department,  on  December  8,  1919. 

This  inspection  was  made  as  a  result  of  a  complaint  received  from  property 
owners  residing  near  the  institution.  This  complaint  stated  that  periodicaHj 
conditions  of  nuisance  were  createdi  from  odors  in  the  vicinity  of  the  plant 
itself  and  from  the  brook  into  which  the  effluent  is  discharged.  At  the  tim? 
of  the  inspection  Mr.  F.  I.  Frishberg,  business  manager  of  the  Hebrew  Shel- 
tering Guardian  Society,  accompanied  the  engineer  in  the  examination  of  th€ 
operation  of  the  dif^posal  plant. 

A  previous  investigation  of  this  disposal  plant  was  made  by  a  represenU- 
tive  of  this  Department  in  1913,  and  a  report  netting  forth  the  results  of  thi» 
investigation  and  describing  the  plant  in  detail  was  published  in  the  Annua^ 
Report  of  that  year.  The  disposal  plant,  therefore,  will  not  be  described 
again  at  this  time  except  to  state  that  the  plant  consists  of  a  three  compart- 
ment settling  tank,  dosing  chamber.  2  sprinklin<g  filters,  final  settling  tank^. 
dosing  tank,  3  intermittent  sand  filters,  chlorination  plant,  and  auxiliarr 
sludsre  dryinsr  beds  for  the  disposal  of  the  sludge  from  the  primary  and  final 
settling  tanks. 

The  institution,  which  was  founded  in  the  interest  of  destitute  Jewish 
children,  is  located  on  the  Sawmill  river,  about  one  mile  east  of  Pleasant- 
ville.  on  the  Harlem  division  of  the  New  York  Central  railroad,  about  SO  mile* 
north  of  New  York  city.  At  the  time  of  the  inspection  there  were  650  chil- 
dren in  the  institution  and  the  number  of  attendants  was  estimated  at  10ft, 
givinjr  a  total  pomrlation  of  750  in  the  Institution. 

The  water  supply  for  potable  purposes  at  the  institution  is  derived  fro?n 
wells,  and  the  w^atcr  is  pumT>cd  into  a  concrete  reservoir  from  which  it  i« 
supplied  by  gravity.  Water  for  laundry  and  boiler  use  is  derived  from  the 
public  water  supplv  of  the  village  of  Pleasantville. 

The  sewage  at  the  inefitution  is  collected  in  a  separate  system  of  sewer? 
and  flows  by  gravity  to  the  sewage  disposal  plant  located  near  a  small  stream 
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tributary  to  the  Sawmill  river,  into  which  the  effluent  from  the  disposal 
plant  is  discharged.  This  small  stream  has  a*  drainage  area  above  the  dis- 
posal works  of  about  2^  square  miles.  The  iSawmill  river  serves  as  a  princi- 
pal source  of  the  public  water  supply  of  the  city  of  Yonkers  after  filtration 
and  sterilization.  The  intake  of  this  supply  is  located  at  a  point  some  13 
miles  below  the  disposal  plant. 

The  volume  of  sewage  is  measured  by  means  of  daily  readings  of  a  Crosby 
counter,  which  gives  the  number  of  discharges  of  a  siphon  controlling  the 
flow  to  the  sprinkling  filters.  The  volume  of  sewage  is  then  obtained  by 
multiplying  the  numl^r  of  discharges  by  the  volume  of  the  siphon  which  in 
thin  case  has  been  calculated  at  2,000  gallons.  From  a  record  of  the  number 
of  discharges  of  the  siphon  from  December  1  to  7,  1019,  the  average  sewage 
flow  amoimted  to  78,000  gallons  per  24  hours  during  this  period.  This  cor- 
responds to  a  daily  per  capita  rate  of  sewage  contribution  of  104  gallons. 

The  sedimentation  tank  which  is  housed  over  is  divided  into  one  large  and 
two  small  compartments  and  so  arranged  that  the  three  compartments  may 
be  operated  in  series  or  in  parallel,  or  separately.  It  is  usual  to  operate 
either  the  large  compartment  or  the  two  small  compartments  at  one  time 
to  facilitate  cleaning  the  tank.  Under  this  arrangement  the  sedimentation 
tank  will  give  a  detention  period  varying  from  3%  to  5  hours,  depending  on 
the  rate  of  flow  of  sewage. 

The  settled  sewage  is  discharged  over  2  sprinklinsr  filters  having  a  combined 
area  of  .054  acre.  The  sewage  is  applied  to  each  filter  through  10  nozzles  of 
the  Taylor  type.  Each  filter  is  covered  with  a  frame  roof  and  is  enclosed  in 
a  structure  having  concrete  walls  with  openings  for  the  purpose  of  ventilating 
the  filters.  The  sprinkling  filters  are  6^  feet  in  depth  and  were  being  oper- 
ated at  the  time  of  the  inspection  at  a  rate  of  1,450,000  gallons  per  acre  per 
24  hours. 

The  sprinkling  filter  effluent  is  discharged  through  the  underdrain  system 
into  2  final  or  secondary  settling  basins,  one  for  each  filter.  These  sedimenta- 
tion basins  have  a  combined  capacity  equal  to  about  2%  hours  flow  of  sewage 
with  the  amount  of  sewage  being  treated  at  the  time  of  the  inspection. 

The  effluent  from  the  final  settling  basins  is  discharged  by  means  of  siphons 
to  .3  intermittent  sand  filter  beds  having  a  total  combined  area  of  .2  acre. 
In  the  summer  the  sewage  is  distributed  byt  means  of  channel  pipes  spaced 
5  feet  on  centers.  In  the  winter,  ridges  2%  feet  in  height  and  spaced  5  feet 
on  centers  are  formed  on  the  surface  of  the  bed  between  which  the  sewage 
flows. 

The  sand  filter  bed  effluent  is  conducted  to  the  disinfecting  p-lant  where  it 
is  treated  with  a  hypochlorite  solution  in  a  disinfecting  well  located 
under  the  building  which  houses  the  disinfecting  plant.  The  sewage 
has  a  detention  period  in  this  well  of  about  1  hour.  From  the  well  the 
effluent  is  dischartred  directly  into  the  stream. 

The  sedimentation  tank  at  the  time  of  the  inspection  appeared  to  be  oper- 
ating in  a  satisfactory  manner.  No  objectionable  odors  were  to  be  noticed 
in  the  buildinj?  housing  the  sedimentation  tank  and  the  tank  was  discharging 
a  satisfactory  effluent,  having  no  visible  particles  of  suspended  matter  going 
over  to  thei  sprinklinjr  filters.  The  compartment  which  was  not  in  use  was 
empty  and  hpd  been  cleaned  out.  The  attendant  stated  that  it  was  the  prac- 
tio«  to  clean  one  of  the  compartments  of  the  tank  onoe  a  month. 

The  sTirinklinp  filters  were  found  to  be  in  generally  satisfactorv  condition 
excent  that  f^mall  pools  were  observed  on  the  surface  of  the  filters.  This 
pooling  appeared  to  be  caused  bv  the  attendant  removing  the  base  as  well  as 
the  cone  of  the  Taylor  nozzles  for  the  purpose  of  clean inj?  the  nozzles.  This 
practice  should  N»  discontinued,  as  it  not  only  causes  a  heavy  overdosinsr  of 
the  portions  of  the  sprinkling  filter  beds  surrounding  the  nozzles  but  mi<rht 
also  loosen  any  organic  growths  which  may  adhere  to  the  inner  surface  of  the 
distribution  svstem  bv  the  increaj^ed  velocity  through  the  pipes,  with  the 
result  that  this  matter  would  be  diwharged  on  to  the  surfare^  of  the  beds 
near  the  nozzle  and  cause  cloirginer  and  pooling  of  the  filters.  The  attendant* 
should  bp  instrucfed  to  remove  only  the  cone  of  a  nozzle  in  cleaning?,  and  to 
replace  the  same  in  as  short  a  time  as  possible,  and  thus  prevent  any  over- 
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dosing  of  the  beds.  In  places  where  pooling  has  already  started,  it  would 
be  advisable  to  rake  over  the  surface  of  the  beds  with  a  stone  fork. 

The  sand  filters  were  being  ridged  at  the  time  of  the  inspection.  The  two 
small  units  were  out  of  service  and  the  large  unit  had  been  put  in  service  on 
the  morning  of  the  day  of  the  inspection.  The  attendant  stated  that  it  was 
the  practice  to  scrape  the  bed^  every  two  weeks  and  to  replace  the  sand 
yearly.  The  amount  of  sand  replaced  usually  varied  from  8  to  10  inches  in 
depth.  Each  winter  the  beds  have  been  ridged  as  described  above  and  no 
difliculty  in  operation  has  been  experienced'. 

The  sand  filter  effluent  is  chlorinated  as  described  above,  and  at  the  time 
of  the  inspection  the  attendant  stated  that  he  was  using  20  pounds  of  hypo- 
chlorite of  lime  per  24  hours,  which  based  on  an  estimated  available  chlorine 
content  of  3i3  per  cent  would  give  a  rate  of  application  of  10  parts  of  cUorine 
per  million  parts  of  sewage  treated  with  the  amount  of  sewage  flowing  at 
this  time. 

The  sludge  beds  are  enclosed  in  glass-covered  houses  of  hotbed  construction. 
The  attendant  stated  that  it  was  the  practice  to  draw  sludge  once  a  month, 
the  amount  drawn  varying  from  10  inches  to  1  foot  in  depth  on  the  two  beds 
which  have  a  total  area  of  500  square  feet.  This  would  give  a  volume  of 
sludge  at  each  drawing  of  aT>proximately  500  cubic  feet.  This  sludge,  the 
attendant  stated,  would  dry  during  the  summer  weather  within  two  weeks, 
and  in  the  winter  within  one  month,  to  such  a  condition  that  it  could  be 
removed  by  a  spade.  The  sludge  is  removed  by  means  of  a  push-car  operated 
on  tracks  to  trenches  where  it  is  buried.  At  the  time  of  the  inspection 
»  pliffht  odor  could  be  detected  at  a  point  about  100  feet  distant  from  the 
sludge  trench.  There  was  no  odor  coming  from  the  sludge  beds  as  they  were 
covered  and  the  doors  to  the  building  were  closed.  Tn  view  of  this  condition 
it  would  be  advisable  for  the  institution  authorities  to  cover  the  sludge  in 
the  trenches  as  soon  as  it  is  deposited. 

At  the  time  of  the  inspection  no  samples  of  sewage  or  disposal  plant 
effluent  were  collected  for  analyses  to  determine  the  operating  efficiencv  of  the 
plant.  The  operation  of  this  plant,  however,  is  carried  on  under  the  con- 
tinuous and  careful  suoervision  of  Lederle  and  Provost,  consulting  engineers 
of  New  York  city,  and  the  attendant  makes  dailv  record  of  the  operating 
conditions  and  takes  daily  samples  for  the  stabilitv  tests.  Bacteriological 
samples  are  collected  weekly  and  analyses  made  by  the  engineers.  From  the 
records  on  file  at  the  plant,  the  final  effluent  is  shown  to  be  stable  for  the 
most  part.  During  the  month  of  July  the  final  effluent  held  its  color  from 
5  to  14  davs,  and  during  August  from  4  to  10  days. 

At  the  time  of  the  inspection  the  stream  was  examined  at  the  point  where 
the  final  effluent  from  the  disposal  plant  is  discharged,  and  there  was  no 
evidence  of  pollution  either  by  sewage  growth  or  sludge  deposits  in  the 
stream  itself,  or  by  the  presence  of  any  objectionable  odors. 

In  view  of  the  above  it  may  be  concluded: 

1.  That  at  the  time  of  the  inspection  the  plant  was  operating  in  a 
generally  satisfactory  manner  and  not  causing  any  conditions  of  nuisance. 

2.  That  at  the  time  of  the  inspection  there  was  no  evidence  of  pollution 
in  the  stream  below  the  disposal  plant. 

3.  That  in  the  cleaning  of  the  nozzles  of  the  sprinkling  filters  it  has 
been  the  practice  to  remove  both  the  bases  and  the  cones  of  the  nozzles. 

4.  That  it  has  not  been  the  practice  to  cover  the  sludge  deposited  in 
the  sludge  trenches  as  soon  as  the  sludge  is  removed  from  the  sludge 
beds. 

I  would  therefore  recommend: 

1.  That  the  institution  authorities  continue,  as  in  the  past,  the  careful 
operation  of  the  plant  and  the  employment  of  expert  supervision  in 
order  that  any  changes  in  conditions  will  be  met  by  proper  changes  in 
the  operating  methods. 

2.  That  in  cleaning  the  nozzles  on  the  sprinkling  filters  the  cone 
portion  only  of  the  nozzle  should  be  removed,  and  if  any  pooling  should 
occur  the  surface  of  the  stone  should  be  loosened  with  a  stone  fork. 
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3.  The  sludge  when  deposited  in  trenches  should  be  covered  immediately 
with  soil  to  a  depth  of  not  less  than  12  inches. 

I  would  further  recommend  that  copies  of  this  report  be  sent  to  the 
institution  authorities,  to  the  complainant,  Dr.  James  Wilson  Cassell,  and 
to  the  local  health  officer,  and  sanitary  supervisor  of  the  district. 

Respectfully  submitted 

THEODORE   HORTON 

Chief  Engineer 
Albany,  N.  Y.,  Janua/ry  16,  1920 

Copies  of  this  report  were  sent  in  accordance  with  the  above  recom- 
mendations on  January  16,  1920,  to  the  institution  authorities,  to  the  com- 
plainant, to  the  health  officer,  and  sanitary  supervisor.  On  January  27, 
1920,  a  communication  was  received  from  institution  authorities  stating 
that  the  recommendations  of  the  report  would  receive  immediate  attention. 


RENSSELAER  COUNTY  TUBERCULOSIS  HOSPITAL 

Hebmann  M.  Bioos,  M.D.,  8tate  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  on  an  inspection  of  the  sewage  disposal 
plant  at  the  Rensselaer  County  Tuberculosis  Hospital,  at  Wynantskill,  made 
bv  Mr.  W.  C.  Emigh,  assistant  engineer  in  this  Department,  on  November  1, 
1920. 

This  investigation  was  made  as  a  result  of  a  request  from  Dr.  Frank  L.  S. 
Reynolds,  superintendent  of  the  hospital,  for  advice  relative  to  the  operation 
of  the  disposal  plant.  The  hospital  has  a  capacity  of  202  patients  and  60 
employees.  At  the  time  of  the  investigation  there  were  151  patients  and 
51  employees.  Of  the  patients,  85  were  men,  41  women,  and  25  children. 
The  area  of  the  institution  property  is  about  150  acres. 

The  records  of  this  Department  show  that  plans  for  water  supply,  sewerage 
and  sewage  disposal  for  the  Rensselaer  County  Tuberculosis  Hospital  were 
approved  June  20,  1917.  The  water  supply  as  shown  on  these  plans  was  to 
be  derived  from  driven  wells  located  about  150  feet  from  a  pond  in  the 
eastern  portion  of  the  property.  At  the  time  of  the  approval  of  the  plans 
information  was  received  by  the  Department  to  the  effect  that  the  soil  at 
the  location  of  the  wells  consisted  of  2  feet  of  top  soil,  30  feet  of  gravel, 
40  feet  of  hardpan,  1  to  3  feet  of  Ane  sand,  and  10  to  12  feet  of  shale 
rock.  The  ground  water  table  was  at  an  elevation  of  about  7  inches  above 
the  water  surface  of  the  pond,  thus  indicating  that  the  general  direction  of 
flow  was  from  the  wells  toward  the  pond.  At  the  time  of  the  investigation 
the  water  consumption  was  estimated  by  the  engineer  of  the  institution  to 
be  approximately  18,000  gallons  per  day. 

The  approved  plans  for  sewerage  and  sewage  disposal  provided  for  the 
collection  of  the  sewage  from  the  hospital  buildings  in  tile  sewers  from  4  to 
8  inches  in  diameter,  and  for  the  disposal  of  the  sewage  in  a  sewage  disposal 
plant  consisting  of  a  settling  tank  and  a  subsurface  irrigation  field.  The 
settling  tank  was  to  be  15  feet  by  40  feet  in  plan,  with  a  depth  below  the 
center  of  the  outlet  pipe  of  5  feet.  It  was  divided  into  two  equal  compart- 
ments by  a  longitudinal  partition  wall.  A  capacity  of  nearly  22,000  gallons 
was  thus  provided  if  no  allowance  be  made  for  space  occupied  by  sludge. 
This  is  approximately  equal  to  the  estimated  water  consiunption  of  the 
institution  per  24  hours  and  somewhat  in  excess  of  the  present  consumption. 
The  two  compartments  of  the  tank  were  designed  to  operate  in  parallel.  A 
valve  was  provided  on  the  pipe  entering  each  compartment.  A  concrete 
curtain  baffle  was  to  extend  across  each  compartment^  4  feet  from  the  tank 
wall  at  the  inlet  end.  A  submerged  outlet  was  provided.  Access  to  the 
tank  is  afforded  by  a  rectangular  manhole  at  the  inlet  end  and  2  circular 
manholes  at  the  outlet  end.     A  pipe  line  from  each  compartment  joining  a 
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few  feet  outside  of  the  tank  provides  a  means  for  removing  accumulated 
sludge  to  the  sludge  drying  bed  located  at  a  distance  of  about  360  feet  from 
the  tank. 

From  the  tank  the  settled  sewage  was  to  flow  through  a  short  line  of  pipe 
into  a  concrete  distributing  channel  and  thence  into  lined  of  3-inch  agri- 
cultural tile  laid  about  18-inches  below  the  ground  surface.  There  are  42 
lines  of  tile  shown,  each  200  feet  long,  21  lines  extending  in  a  northerly 
direction  from  the  distributing  channel  and  an  equal  number  from  opposite 
points  of  the  channel  in  a  southerly  direction.  The  distributing  channel  is 
shown  on  a  considerable  slope,  and  in  order  to  fill  all  lines  of  tile  without 
producing  a  large  hydrostatic  head  in  any  line,  weirs  are  shown  about 
18  inches  below  each  pair  of  lines  of  lateral  distributing  tile.  These  weirs 
were  so  designed  as  to  raise  the  water  level  behind  them  about  one  inch 
above  the  top  of  the  lateral  tile.  The  tiles  were  to  be  laid  with  ^-inrh 
open  joints  covered  with  three-ply  tar  paper  on  a  bed  of  coarse  sand  and 
gravel  and  with  a  slope  of  4  inches  in  100  feet. 

At  the  time  of  the  investigation  it  was  found  that  in  general  the  sewage 
disposal  plant  had  been  constructed  in  accordance  with  the  plans  but  that 
in  some  details  the  construction  was  at  variance  therewith.  In  the  easterly 
compartment  of  the  settling  tank  there  was  about  6  inches  of  scum,  whereas 
in  the  westerly  compartment  there  was  practically  no  scum.  Only  a  few 
inches  of  sludge  was  found  in  the  tank.  It  was  stated  by  the  chief  engineer 
of  the  institution  that  at  the  time  of  cleaning  the  tank  in  the  spring  of 
1920  the  conditions  as  regards  relative  quantities  of  sciun  in  the  two  com- 
partments were  reversed,  the  greater  quantity  at  that  time  being  in  the 
westerly  compartment.  It  is  further  stated  that  sludge  had  not  been  removed 
from  the  tank  during  the  summer  or  fall  of  the  current  year. 

In  the  distributing  channel  sewage  wsi»  flowing  over  18  of  the  20  weirs. 
Sewage  was  passing  under  or  around  the  ends  of  the  two  remaining  weirs, 
which  resulted  in  cutting  out  the  4  lines  of  tile  intended  to  be  submerged  by 
these  two  weirs. 

The  ground  surface  slopes  in  an  easterly  direction.  A  few  feet  beyond 
the  lowest  line  of  tile  it  drops  off  steeply.  At  a  jpoint  near  the  northerly 
end  of  this  line  the  brow  of  the  hill  approaches  to  within  a  few  inches  of  the 
tile.  At  this  point  sewage  was  rising  to  the  surface  of  the  ground  and 
flowing  down  the  emjbankment  to  a  depression  from  which  there  was  no 
surface  outlet.  The  point  at  which  the  sewage  was  rising  to  the  surface  is 
about  700  feet  from  the  location  of  the  nearest  proposed  well  as  indicated  on 
the  approved  plans,  and  the  depression  in  which  the  sewage  was  absorbed 
is  about  500  feet  from  the  same  well.  A  ridge  rising  about  12  feet  above 
the  depression  separates  it  from  the  well.  The  ground  surface  of  the  well  is 
about  20  feet  below  that  of  the  depression. 

Upon  removing  the  gravel  to  a  depth  of  about  6  inches  below  the  aurface, 
it  was  found  that  one  length  of  tile  was  about  3  inches  out  of  line  and  had 
been  broken.  No  tar  paper  was  found  over  the  joints.  It  is  possible  that 
the  proximity  of  the  tile  at  this  point  to  the  brow  of  the  hill  and  to  the 
surface  of  the  ground  resulted  in  displacement  of  the  tile  at  the  time  of  some 
movement  of  the  gravel  over  a  limited  area.  Our  engineer  was  unable  to 
determine  the  relative  quantities  of  sewage  entering  the  distributing  channel 
and  flowing  through  this  break,  but  it  appeared  that  at  least  half  and  per- 
haps a  considerably  larger  proportion  was  thus  escaping  to  the  ground 
surface. 

A  section  of  tile  was  uncovered  at  a  point  near  the  northern  extremity  of 
another  of  the  northerly  lines  of  tile.  No  tar  paper  was  found  at  the  joint, 
and  it  did  not  appear  that  sewage  had  ever  reached  that  point  of  the  field. 
It  would  thus  appear  that  there  is  either  a  stoppage  in  this  line  or  that  the 
extremity  of  the  line  is  at  a  higher  elevation  than  the  point  of  entrance  of 
sewage. 

A  third  point  was  uncovered  just  north  of  the  distributing  channel  and 
about  one- third  of  the  way  from  the  westerly  to  the  easterly  side  of  the 
field.     Tar  paper  was  found  at  this  point  but  the  tile  joint  was  so  tight 
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that  sewage  which  was  standing  in  the  tile  was  unable  to  escape  into  the 
excavation  until  the  joint  had  been  opened  slightly.  It  was  stated  by  the 
superintendent  of  the  hospital  that  in  the  past  sewage  has  reached  the  sur- 
face at  points  in  the  field  which  are  now  dry.  It  thus  appears  that  at  some 
points  tne  tile  is  not  properly  laid  but  to  what  extent  this  condition  existed 
it  was  impossible  at  the  time  of  the  recent  investigation  to  determine. 

In  view  of  the  conditions  found  to  exist  at  the  Rensselaer  County  Tuber- 
culosis Hospital  at  the  time  of  the  recent  investigation,  and  after  a  careful 
comparison  of  these  conditions,  together  w^ith  the  plans  for  the  sewage  dis- 
posal plant  as  approved  by  this  Department,  it  appears: 

I.  That  the  plant  was  not  constructed  entirely  in  accordance  with  the 
approved  plans. 

^.  That  the  present  unsatisfactory  operation  of  the  plant  is  in  some 
measure  diie  to  this  departure  of  construction  from  design. 

3,  That  at  one  or  more  points  of  the  subsurface  irrigation  field  the  tile 
is   not   provided  with  sufficient   covering  of  earth. 

I  would  therefore  recommend: 

1.  That  the  institution  authorities  cause  each  line  of  agricultural 
tile  to  be  uncovered  at  Intervals  not  to  exceed  25  feet  in  order  that 
information  may  be  obtained  as  to  the  condition  of  each  line. 

2.  That  the  services  of  a  competent  engineer  experienced  in  this  type 
of  construction  be  secured  and  that  such  engineer  examine  the 
condition  of  the  tile  as  to  openings  provided  at  joints,  the  eleva- 
tion and  slope  of  the  tile,  and  such  other  particulars  as  may  bear  upon 
the  efficiency  of  operation   and  conformity  to   the   approved  plans. 

3.  That  the  tile  be  repaired  or  relaid  so  far  as  the  findings  of  such  an 
investigation   prove  necessary. 

4.  That  at  the  point  at  which  sewage  was  rising  to  the  surface  of 
the  ground  at  the  time  of  the  investigation,  the  tile  be  properly  relaid 
and  sufficient  material  placed  over  and  around  the  tile  to  provide  about 
18-inch  cover  and  at  least  2  feet  on  the  lower  side  of  the  tile. 

Respectfully  submitted 

THEODORE  HORTON 
Chief  Engineer 
Albany,  N.  Y.,  November  22,  1920 

Copies  of  this  report  were  sent  on  November  22,  1920,  to  the  superin- 
tendent of  Rensselaer  County  Tuberculosis  Hospital  and  to  the  sanitary 
supervisor. 


SCHENECTADY  COXJNTY  TUBERCULOSIS  HOSPITAL 

Hermann  M.  I^igos,  M.D.,  State  Commissioner  of  Health: 

I  beg  to  submit  the  following  report  upon  the  results  of  a  field  inspection 
of  the  Schenectady  County  Tuberculosis  Hospital,  in  the  town  of  Glenville, 
Schenectady  county,  N.  Y.,  on  July  20,  1'920,  made  upon  the  request  of  the 
Supervisor  of  the  Division  of  Tuberculosis  of  this  Department,  to  whom  the 
hospital  superintendent  had  complained  by  telephone  on  July  15,  1920, 
concerning  the  costly  upkeep  and  unsatisfactory  operation  of  the  disposal 
plant. 

This  institution  is  about  4  miles  northeast  of  the  city  of  Schenectady, 
in  the  Mohawk  valley,  on  high  ground  at  the  Indian  Creek  fork  of  Alplaus 
kill,  from  which  former  stream  the  w^ater  supply  for  the  institution  is  taken. 
The  intake  of  the  water  supply  is  above  a  dam  about  half  a  mile  higher 
upstream  than  the  point  of  entry  of  the  effluent  from  the  disposal  works. 

Original  plans  for  a  disposal  plant  for  this  hospital  were  approved  by 
this  Department  on  May  2,  1911.  They  contemplated  the  disposal  of  the 
sewage  from  a  population  of  GO  persons  by  tank  treatment  followed  by  sub- 
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surface  irrigation.  Following  an  increase  in  capacity  of  this  hospital,  on 
October  22,  1&14,  plans  were  approved  for  the  treatment  of  the  sewage  from 
an  estimated  future  population  of  100  per  sons  by  tank  treatment,  followed 
by  sprinkling  filters,  secondary  settling  tanks,  and  intermittent  sand  filters. 
The  design  was  based  on  an  estimated  fiow  of  sewage  of  5,000  gallons  per 
day. 

These  plans  last  mentioned  showed  that  the  former  tanks  and  dosing 
chamber  were  to  be  made  into  one  tank  by  the  removal  of  an  intervening 
partition.  Our  report  on  the  examination  of  these  plans  pointed  out  that 
the  detention  period  for  settlement  would  thus  be  increased.  The  report  of 
the  designing  engineer  of  September  28,  1^14,  stated  that  the  form  of  tank 
bottom  would  be  changed  to  facilitate  blowing  off  sludge,  and  advised  the 
replacement  of  this  tank  with  an.  Imhoff  tank  as  soon  as  funds  permitted, 
and  stated  that  the  design  was  based  on  a  present  labour  detention  in  the 
primary  settling  or  septic  tank  and  2  hours  in  the  final  settling  tank. 

The  superintendent  stated  that  the  sprinkling  filter  required  very  frequent 
cleaning  at  great  cost,  and  seemed  to  operate  but  a  short  time  before  it  clogs 
up  with  black  deposits  which  it  was  claimed  were  formerly  responsible  for 
the  clogging  of  the  former  subsurface  irrigation  system.  These  black  deposits 
are  also  discharged  with  the  sprinkling  filter  effluent  and  rapidly  stopped 
up  the  sand  beds,  requiring  constant  raking  and  frequent  renewal  of  sand. 
He  also  stated  that  particles  of  solidified  grease  seemed  to  pass  through  the 
system  and  stop  up  the  sprinkler  nozzles  so  that  it  Is  necessary  to  clean  them 
every  hour  or  to  put  on  homemade  nozzles  with  larger  orifices  but  less  dis- 
tributing area  to  which  he  had  been  obliged  to  resort. 

He  reported  that  the  sprinkling  filter  had  been  cleaned  this  spring  and 
showed  our  engineer  a  pile  of  small  stones  and  dust  about  3  feet  high  mostly 
capable  of  passing  a  half-inch  ring,  which  had  been  screened  out  and  replaced 
with  6-inch  stone  placed  around  the  underdrains.  In  spite  of  this  the 
clogging  had  continued,  so  that  the  top  few  feet  of  the  stone  beds  had  to  be 
washed  out  by  fire  hose  only  a  week  or  so  before.  He  also  reported  that  the 
primary  settling  tank  when  cleaned  this  spring  had  about  3  feet  of  solid 
scum  on  it,  and  that  practically  all  the  rest  of  it  was  filled  with  a  molasaes- 
like  mass  of  sludge  so  thick  that  it  could  be  bailed  out  with  a  bucket  contain- 
ing half -inch  holes. 

The  plumber  at  the  institution  reported  that  caked  or  congealed  grease 
was  not  only  found  at  the  sprinkler  nozzles  but  was  found  in  all  the  man- 
holes below  the  administration  building.  He  picked  out  a  sample  of  con- 
gealed grease  lying  on  the  half -inch  mesh  screen  which  he  had  placed  between 
the  discharge  from  the  septic  tank  and  the  dosing  chamber  serving 
the  sprinkling  filter.  He  also  showed  how  it  had  ouickly  clogged  a  mosquito 
screen  which  had  apparently  been  tried  in  this  position. 

The  plumber  stated  that  the  interval  between  siphon  discharges  to  the 
sprinkler  bed  was  between  15  and:  60  minutes  during  the  day,  but  somewhat 
less  at  times  when  washing  or  such  work  was  being  done.  The  head  nurse 
gave  some  information  from  which  the  amount  of  s<Mla  and  soap  used  in  the 
administration  building  was  deduced,  and  also  stated  that  liquid  soap  was 
used  in  the  hospital  buildings,  one  or  two  5-pint  bottles  a  week  being  dis- 
tributed to  the  five  principal  buildings,  so  that  it  would  seem  from  this 
that  about  6  pounds  of  soap  per  day  was  being  used  at  points  other  than 
the  administration  building  in  addition  to  the  soap  in  the  moppings  from 
the  floors  of  all  the  buildings  which  also  pass  into  the  sewer. 

The  population  at  present  consists  of  between  TO  and  90  patients,  who 
with  about  20  employees  and  attendants  make  a  present  total  average  popula- 
tion about  100.  The  flow  of  sewage  according  to  data  furnished  by  the 
superintendent  of  the  institution  ranges  from  6,000  to  10,000  gallons  per 
day,  which  is  from  20  per  cent  to  100  per  cent  higher  than  that  for  which 
the  disposal  plant  was  designed.  It  is  planned  to  install  an  additional 
building  for  20  patients,  which  will  bring  the  total  population  at  the  institu- 
tion  up  to  some  130  counting  attendant  employees. 
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Sewerage  System 

The    sewers  serving  the  various  buildings  vary  in  size  from  4  inches  to 

5  inclies  in  diameter.    They  appear  to  be  laid  on  a  comparatively  fiat  grade 

to  tlie  first  manhole  on  the  line  to  the  disposal  works,  after  which  the  adopes 

appear  to  be  steeper.     The  maximum  length  of  the  branch  sewers  is  about 

60O  feet,  while  the  length  of  the  6-ineh  outfall  is  slightly  longer. 

The  first  point  on  the  sewer  system  observed  was  the  grease  trap  at  the 
main  building.  The  dimensions  of  this  trap  are  about  6  feet  long  by  6  feet 
wide  by  3%  feet  deep,  giving  a  capacity  of  950  gallons.  There  is  also  an 
end  chamber  1%  feet  long  connected  with  the  trap  which  has  a  capacity  of 
250  gallons.  The  partition  between  the  two  chambers  is  perforated  by  a 
downturned  elbow  which  discharges  from  a  point  a-  ^oot  or  more  below  the 
surface  of  the  etBuent  from  the  larger  chamber.  The  grease  trap  had  been 
cleaned  only  about  a  week  before  the  time  of  the  examination,  and  there  was 
only  about  2  inches  of  scum  in  the  large  chan^)er  and  not  more  than  1/16 
of  an  inch  in  the  small  chamber. 

The  largest  contribution  to  the  contents  of  the  grease  trap  is  the  discharge 
from  the  kitchen  of  the  administration  building  where  the  cooking  and  dish 
washing  for  the  entire  hospital  is  done.  There  appears  to  be  used  daily  on 
the  average  aibout  6  pounds  of  soda  and  2  or  S  pounds  of  soap  powder,  and 
possibly  3  pounds  more  of  homemade  soap  and  ivory  soap  in  the  kitchen. 
It  was  found  that  the  intake  pipes  to  this  grease  trap  passes  for  a  distance 
of  10  or  15  feet  through  a  very  hot  basement  room  in  which  is  located  the 
high  pressure  boiler,  and  that  the  wall  of  the  grease  trap  adjoins  the  wall  of 
the  administration  building  opposite  which  is  located  this  boiler  room.  It 
appears,  therefore,  that  the  piping  and  grease  trap  are  so  located  as  to  inhibit 
to  a  large  extent  the  proper  operation  of  the  trap  and  the  effective  removal 
of  the  grease  from  the  kitchen  wastes. 

The  sewer  pipes  so  far  as  could  be  dbserved  from  manholes  were  open  and 
in  good  condition,  the  flow  through  the  pipe  when  observed  at  10  A.  M.  being 
about  half  an  inch  deep  in  most  cases.  Particles  of  caked  white  grease  were, 
however,  to  be  found  in  the  manholes,  and  it  was  learned  that  there  had 
been  occasional  stoppages  of  sewers  due  to  grease.  The  ventilated  covers  of 
the  manholes  had  no  buckets  beneath  them,  so  that  in  addition  to  the  stoppage 
from  grease  and  sliglit  grades  occasional  tendency  to  stop  might  be  produced 
by  careless  opening  of  the  manhole  and  the  deposition  therein  of  the  dirt 
adhering  and  surrounding  their  covers. 

Disposal  Plant 

The  sewage  disposal  plant  consists  of  a  settling  tank,  sprinkling  filter, 
secondary   settling  tank,   sand   filters,   and  auxiliary   dosing   tanks.     From 
measurements  made  of  the  plant,  the  settling  tank  was  found  to  be  12  feet 
long  and  4  feet  deep  by  about  4  feet  wide  at  the  lower  end  and  8  feet  at  the 
upper  end.    The  contents  of  the  tank  when  clean  is  about  2,600  gallons,  giving 
an  average  detention  period  of  about  5  hours  for  a  flow  of  10,000  gallons  per 
day.    The  minimum  detention  period  is  probably  only  about  2  or  3  hours  at 
times   even   when  the   tank   is   clean.     The   adjoining   dosing  chamber   has 
hydraulic  dimensions  of  2  feet  6  inches  square  by  3  feet  deep,  which  with  the 
allowance  for  the  bell  gives  it  a  dosing  discharge  capacity  of  about  120  gallons. 
The  sprinkling  filter  is  36  feet  long  by  9  feet  6  inches  wide  and  has  an  area 
.    of  94^  square  feet,  or  .0070  acre.    The  volume  of  the  sprinkling  filter,  which 
is  about  6  feet  deep,  is  approximately  2,060  cubic  feet,  or  .047  acre  of  .filter 
1  foot  deep,  which  gives  a  rate  of  filtration  of  200,000  gallons  per  acre  per 
day  per  foot  of  depth,  or  1,250,000  gallons  per  day  per  acre  of  filter  when 
treating   10,000  gallons  of  sewage  per  day.     The  4   sprinkler  nozzles   are 
located  0  feet  6  inches  apart.    The  radius  of  the  maximum  are  reached  by 
the  discharge  of  the  nozzles  about  2  feet  6  inches  so  that  only  about  one-fourth 
of  the  area  of  the  filter  was  in  effective  use  due  to  the  unsatisfactory  distribu- 
tion provided  by  the  nozzles. 
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The  secondary  settling  tank  following  the  sprinkling  filters  is  4  feet  wide 
by  2^  to  4^  feet  long  by  5  feet  6  inches  in  hydraulic  depth.  It  hasy  there- 
fore,  a  maximum  content  of  al>out  600  gallons,  and  provides  a  detention  period 
of  1  hour  and  25  minutes  based  on  the  rate  of  flow  of  10,000  gallons  a  day. 
Attached  to  the  secondary  settling  tank  is  the  dosing  tank  having  a  width  of 
4  feet,  a  length  of  2  feet  6  inches,  and  a  depth  of  about  2  feet  10  inches,  giving 
it  a  hydraulic  capacity  of  about  200  gallons.  This  tank  is  provided  with 
an  automatic  discharge  siphon  which  discharges  the  contents  of  the  tank  inter- 
mittently to  the  sand  filters. 

The  sand  beds  were  designed  with  a  depth  of  2  feet  6  inches,  but  the  depth 
had  been  reduced  by  scraping  off  aibout  2  feet.  The  beds  were  slightly  lower 
at  the  concrete  slabs  under  the  discharge  pipes  than  they  were  at  the  far 
ends.  There  are  4  of  thesq  sand  filters,  approximately  12  feet  11  inches  by 
17  feet  6  inches  in  size,  giving  them  an  area  each  of  about  226  square  feet, 
or  .005  acre,  or  a  combined  area  for  the  4  beds  of  .02  acre.  The  discharge 
from  the  dosing  tank  to  the  sand  filters  is  sufficient  to  cover  one  bed  to  a 
depth  of  1.4  inches.  The  rate  of  filtration  based  on  a  flow  at  the  rate  of 
10,000  gallons  a  day  for  all  4  filters  is  about  600,000  gallons  per  acre  per 
day.  This  rate  of  operation  is  excessive,  and  can  only  l^  maintained  by  the 
most  careful  supervision.  If  the  proposed  addition  to  the  hospital  is  con- 
structed and  the  population  increased,  it  will  be  necessary  to  install  at  least 
one  more  bed  of  the  same  size  as  one  of  the  existing  beds. 

The  effluent  pipe  from  the  underdrains  of  the  sand  filters  discharges  through 
some  200  feet  of  pipe  into  Indian  Brook.  The  effluent  is  nearly  clear  and 
colorless,  and  the  plant  appeared  to  produce  satisfactory  results  although  it 
requires  constant  attention. 

Operation  During  In8pectk>n 

At  the  time  of  the  inspection  there  was  about  6  inches  of  scum  on  the 
settling  tank  and  a  considerable  amount  of  sludge  which  appeared  to  be  dis- 
turbed on  account  of  the  comparatively  shallow  depth  and  small  size  of  the 
tank.  When  the  siphon  serving  the  sprinkling  filter  discharged  only  1  of 
the  4  nozzles  worked.  The  examination  of  the  other  3  nozzles  showed  that 
they  were  stopped  up  with  particles  of  white  caked  grease  from  %  to  ^  inch 
in  diameter,  and  the  removal  of  the  nozzle  and  the  grease  was  followed  by 
the  discharge  of  sewage  containing  large  particles  of  black  matter.  Consider- 
able solids  were  also  deposited  in  the  sand  beds  from  the  discharge  of  the 
second  dosing  tank.  The  discharge  on  to  the  4  sand  beds  is  not  automatically 
controlled,  but  either  1,  2,  3,  or  4  could  be  arranged  to  be  dosed  at  the  same 
time. 

At  the  time  of  observation  2  of  the  sand  filters  were  flooded  to  a  depth  of 
about  6  inches  and  very  little  subsidence  was  noticeable  in  the  water.  AfNrat 
half  the  area  of  each  of  the  two  beds  in  use  was  covered  with  black  deposit, 
although  the  filters  had  been  cleaned  but  a  day  or  two  before.  Samples  of 
this  black  filter  deposit  as  well  as  of  the  white  caked  grease  w^ere  obtained, 
and  excavation  was  made  in  the  stone  beds  revealing  a  fairly  congested  or 
solidified  and  earthy  condition  accompanied  by  the  usual  presence  of  earth 
worms  at  a  depth  of  about  1%  feet  at  a  point  midway  between  the  sprinkler 
nozzles. 

The  inspection  also  showed  that  owing  to  a  material  increase  of  population 
above  the  population  of  60  for  which  the  tank  was  originally  designed,  the 
present  nature  of  the  sewage  and  grease,  and  the  nearly  doubled  rate  of  con- 
tribution, the  average  hydraulic  content  of  the  shallow  primary  settling  tank 
available  for  storage  has  been  relatively  reduced  so  that  the  designed  period 
of  tank  detention  is  not  attained.  It  was  found,  further,  that  steam  dish- 
washers and  apparatus  using  soap  powders  had  been  introduced  into  the 
administration  building,  and  that  in  addition  to  this  condition  the  piping 
and  grease  trap  serving  the  kitchen  are  so  located  as  to  heat  the  pipes  and 
trap  and  make  the  trap  inefficient  in  the  removal  of  grease. 

The  inspection  revealed  that  grease  passed  this  trap,  caked  in  the  sewers, 
and  clogged  the  sprinklers  so  that  open  nozzles  with  2^-foot  throw  had  been 
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&Txl>8tituted  for  the  5-foot  throw  Bozzles  originally  installed,  greatly  lessen- 
ing the  area  of  the  bed  actually  in  use,  and  that  ^  out  of  4  of  these  sprinklers 
^vere  atopped  at  the  time  of  the  inspection.  This  concentrated  and  unequal 
distribution,  in  combination  with  the  faulty  tank  action,  permitted  the 
escape  of  very  numerous  particles  of  suspended  matter,  had  led  to  a  rapid 
clogging  of  the  stone  bed  and  the  passing  of  black  coagulant  masses  of  sus- 
X>eTided  matter  through  the  final  settling  tank  into  the  sand  filter  surface. 
Xliis  made  constant  and  costly  cleaning  of  the  beds  and  tanks  necessary. 

In  conclusion,  I  would  state  that  it  was  found  from  the  inspection  that  the 
grease  trap  at  the  institution  is  not  so  placed  and  arranged  as  to  secure  uni- 
formly the  congealing  of  greases  from  the  kitchen,  and  that  certain  portions 
of    the   plant  have  been  overtaxed  by  the  large  rate  of  flow  now  obtaining. 
Xlke  present  preliminary  settling  tank  was  designed  to  care  for  a  population 
of    60  persons  and  provide  for  a  preliminary  treatment  in  connection  with  a 
small  subsurface  irrigation  system  which  was  outgrown  and  abandoned,  and 
the  adoption  of  the  tank  for  the  present  disposal  system  was  rather  of  a 
temporary  nature  as  it  was  expected  by  the  designing  engineer  that  a  two- 
story  tank  would  be  substituted  for   it   after  the  final   installation  of  the 
present   plant.     The  population   tributary  to  the  plant  has  nearly  doubled 
since  the  tank  was  installed.    The  nozzles  of  the  sprinkling  filters  were  found 
to  <be  of  an  inferior  type  which  did  not  give  a  satisfactory  distribution  and 
tlie  frequent  clogging  of  the  nozzles  still  further  reduced  the  efficiency  of  the 
sprinkling  filter.     Furthermore,  the  sand  filters  have  been  outgrown  and  are 
now  treating  more  sewage  than  they  were  designed  to  care  for.    Furthermore, 
if    the   institution   is   enlarged,   this   portion   of  the   plant  will   be   greatly 
overtaxed. 

In  view  of  the  above  I  would  make  the  following  recommendations: 

1.  That  a  second  grease  trap  similar  to  the  present  existing  grease 
trap  be  placed  beyond  the  present  grease  trap  at  a  distance  from  the 
heated  pipes  and  buildings,  and  that  the  effluent  from  the  existing  grease 
trap  be  led  through  this  second  trap,  the  outlet  from  which  should  be 
submerged  one-third  the  wetted  depth  of  the  grease  trap. 

2.  That  the  present  primary  settling  tank  which  has  been  outgrown  be 
abandoned,  and  that  as  originally  recommended  by  the  engineer  design- 
ing the  plant,  a  new  two-story  primary  settling  tank  of  adequate  size 
properly  to  care  for  the  contemplated  future  population  of  the  hospital 
be  installed. 

3.  That  new  standard  circular  throw  sprinkler  nozzles  suitable  for 
distributing  the  sewage  over  the  entire  area  of  the  sprinkling  filter  be  at 
once  provided  in  duplicate,  and  maintained  in  use  at  times  by  sufficient 
attention  regardless  of  any  frequency  of  obstruction  by  grease  or  other 
matter. 

4.  That  if  a  total  population  in  excess  of  100  be  contemplated  in  the 
near  future,  at  least  one  more  sand  filter  having  a  size  equal  to  that  of 
one  of  the  existing  filters  be  installed. 

5.  That  a  competent  sanitary  engineer  be  employed  to  draw  up  plans 
for  changes,  additions,  or  modifications  in  the  sewerage  and  sewage  dis- 
posal systems,  and  that  such  plans  be  submitted  in  duplicate  to  this 
Department  for  approval  as  required  by  the  Public  Health  Law  before 
any  changes,  additions,  or  modifications  are  made  in  the  disposal  plant. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engineer 
Albany,  N.  Y.,  September  22,  1920 

On  September  22,  1920,  a  copy  of  this  report  was  sent  to  the  superintendent 
of  the  Schenectady  County  Tuberculosis  Hospital. 
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In  addition  to  the  foregoing,  inspections  were  made  and  reports  trans- 
mitted to  the  local  authorities,  or  advice  was  given  through  correspondence 
with  reference  to  the  dispoaal  of  sewage  at  the  following  places:  Beekman 
(town),  Sylvan  Lake  Camp  for  Girls;  Berne  (town),  Camp  Orinsekwa; 
Brockport;  Hopkinton  (town),  Ayrmont  Dairy  Company;  Long  Beach;  Rome 
(State  Institution  for  Feeble-Minded  Children);  Seneca  Falls;  Stamford; 
Thiells  (Letchworth  Village). 
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INVESTIGATION   OF  MILK  PASTEURIZING  PLANTS 

The    investigation   of   the  construction,    sanitary   conditions, 

oquipment,  methods  of  operation,  and  efficiency  of  milk  pasteuri- 

zinjg    plants  was  continued  during  1920.     The  force   availd)le 

for  this  work  for  1920  was  reduced  to  one  inspector,  and  owing 

to  illness  and  special  emergency  work  his  services  were  available 

for  only  a  part  of  the  year.     It  was  possible,  nevertheless,  to 

make  260  inspections  and  reinspections  during  this  year.  This 

number  includes   54  milk  pasteurizing  plants  which  ship  milk 

or  cream  to  New  York  city,  and  also  95  plants  pasteurizing  milk 

in  Buffalo  which  were  inspected  toward  the  end  of  this  year  but 

upon  which  no  reports  had  been  made  up  to  the  end  of  the 

year. 

As  in  previous  years,  in  the  case  of  each  plant  inspected, 
except  those  which  ship  to  New  York  city,  a  report  setting  forth 
results  of  the  inspection  and  making  recommendationB  for 
improvements  in  the  method  of  operation,  equipment,  and  con- 
struction of  each  plant  was  transmitted  to  the  plant  owner  and 
to  the  local  health  authorities. 

Of  the  plants  inspected,  23  have  permanently  discontinued 
pasteurization  of  milk,  2  have  temporarily  discontinued     pas- 
teurization, and  1  has  discontinued  the  sale  of  milk  and  cream 
in  this  State  since  1919.     Of  the  28  plants  which  have  perma- 
nently discontinued   pasteurization,  12   still    serve    as   bottling 
plants.    At  these  plants  the  raw  milk  is  taken  by  the  dealers  to 
a  milk  pasteurizing  plant  where  it  is  pasteurized.     After  it  has 
been  pasteurized,  the  milk  is  transported  in  cans  to  the  bottling 
plants,  where  it  is  strained  through  cheesecloth  over  the  bottle 
filler.    It  is  then  bottled,  and  in  most  cases  capped  by  hand, 
after  which  it  is  delivered  to  the  consumer.     This  method  of 
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handling  pasteurized  milk  is  not  satisfactory,  and  unless  the 
operator  observes  special  precautions  as  regards  sanitary  con- 
ditions and  transportation  and  in  method  of  handling,  the  milk 
is  liable  to  contamination.  The  owners  of  the  remaining  11 
plants  which  have  discontinued  pasteurization  have  combined 
to  form  two  large  companies. 

Of  the  pasteurizing  plants  inspected  last  year,  19  were  not 
reinspected  this  year.  According  to  recent  information  from 
health  officers,  there  are  also  32  plants  pasteurizing  milk  for 
local  consumption  which  have  not  been  inspected  by  this  Depart- 
ment These  plants  have  been  placed  on  our  list  for  inspection 
in  the  near  futura 

From  the  inspection  work  in  this  State  it  has  been  found  that 

> 

there  are  the  following  four  distinct  methods  used  in  the  pas- 
teurization of  milk  and  cream: 

1.  Pasteurization  by  the  continuous  method; 

2.  Pasteurization  by  the  batch  method; 

3.  Pasteurization  by  the  "  in  bottle "  method ; 

4.  Pasteurization  in  the  milk  can. 

The  accompanying  table  indicates  that  of  the  197  plants 
inspected,  47  plants  pasteurize  by  the  continuous  method,  89  by 
the  batch  method,  60  by  the  "  in  bottle  "  method,  and  1  by  the  can 
method.  From  the  foregoing  it  is  obvious  that  the  practice  of 
pasteurizing  in  the  can  has  been  practically  abandoned.  This 
is  due  to  the  impracticability  and  ineffixjiency  of  the  method. 

Comparing  the  results  of  the  work  of  the  year  1920  with 
those  of  the  years  1918  and  1919,  from  the  standpoint  of  the 
percentage  of  all  recommendations  made  for  improvements 
previous  to  or  during  that  yeax  which  had  been  carried  out  at 
the  close  of  that  year,  it  appears  that  in  1918,  41.1  per  cent 
of  our  recommendations  had  been  carried  out;  in  1919,  46.3 


I 
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per  cent  had  been  carried  out;  and  in  1920,  49.1  per  cent  liad 
been  carried  out.  The  foregoing  shows  that  although  there  was 
an  increase  of  5.2  per  cent  in  the  year  1919  over  the  year  1918, 
the  increase  in  the  year  1920  over  the  year  1919  was  only  2.8 
per  cent. 

The  accompanying  table  covering  the  work  of  inspections  of 
milk  pasteurizing  plants  is  self-explanatory. 
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MOSQUITO  EXTERMINATION  (Nassau  County) 

In  accordance  with  the  provisions  of  chapter  408  of  the  Laws 
of  1916,  the  !N'assau  County  Mosquito  Extermination  Com- 
mission siihmitted  to  the  State  Commissioner  of  Health  for 
approval  under  date  of  May  10,  1920,  the  annual  re-port  of  the 
work  of  the  Conunission  for  the  calendar  year  1919.  The  ten- 
tative budget  of  the  Commission  for  the  year  1921  was  sub- 
mitted to  the  State  Commissioner  of  Health  for  approval  on 
August  20,  1920.  A  list  of  the  property,  both  salt  marsh  and 
upland,  with  a  description  thereof,  upon  which  the  Xassau 
County  Mosquito  Extermination  Commission  proposes  to  enter 
during  the  year  1921  for  the  purpose  of  mosquito  extermination, 
was  attached  to  the  budget.  The  report  and  the  budget  referred 
to  are  printed  below. 

The  report  of  the  Engineering  Division  covering  the  exami- 
nation of  the  report,  estimates-,  methods,  and  plans  for  1921  is 
also  printed  below.  These  estimates,  plans,  and  methods  were 
approved  by  the  State  Commissioner  of  Health  on  September  27, 
1920,  and  forwarded  to  the  Nassau  County  Mosquito  Extermina- 
tion Commission  on  September  27,  1920. 


£>s.  Hebmaitn  M.  Biggs,  State  Commissioner  of  Health: 
The  Boabd  of  Supebvisors,  Nassau  County,  New  York. 

Dear  Sirs:  In  compliance  with  section  415  of  chapter  408  of  the  Laws  of 
1916,  State  of  New  York,  we  are  submitting  the  following  report  of  our  work, 
covering  the  calendar  year  1019. 

The  Xa*«au  County  Mosquito  Extermination  Commission  is  composed  as 
follows:  Hiram  R.  .Smith,  Frecport,  L.  I.,  President;  Abraham  Adelberjr, 
Cedarhurst.  L.  I..  Treasurer;  John  T.  Pratt,  Glen  Cove,  L.  I.;  Dr.  Arthur  D. 
Jaques,  Lynbrook,  L.  I.;  Daniel  Morrison,  Freeport,  L.  I.;  Anton  6. 
Hodenpyl,  Locust  Vallcv,  L.  I.  The  work  is  under  the  supervision  of  W.  H. 
DeMott. 

Our  work  is  carried  on  under  the  general  headings,  Salt  Marsh,  North 
Shore  Upland,  South  %Shore  Uplanti,  and  Winter  Operations.  Therefore,  our 
report  will  follow  those  capitulations. 

Salt  Marsh 

Contrary  to  the  plan  generally  followed,  we  had  no  big  spring  clean  up  on 
the  salt  marph  in  1919.  Previously,  it  had  been  the  custom  to  em-ploy  a  large 
crew  for  a  few  weeks  in  the  early  spring  to  clean  all  the  meadow  areas.  In 
1919.  however,  we  decided  to  divide  our  ditched  salt  marsh  into  four  sections 
for  maintenance  purposes.  Each  section  was  put  in  charge  of  an  inspector 
who  acted  as  a  labor  foreman,  and  a  constant  maintenance  atid  patrol  wa.« 
kept  UP  throughout  the  season,  bejnnninfir  April  17th.  In  this  work  17  men 
were  employed;  4.19S.567  feet  of  ditcher  were  covered  five  times  during  the 
peapon.  at  a  cost  of  $6,849;  and  36,620  feet  of  spurs  were  installed  at  a  cost 
of  $.0285  per  foot. 
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The  1919  salt  marsh  ditching  contract  was  let  to  Eaton,  Brown  &  Simpson, 
Inc.  On  April  Sth  work  was  begun  on  the  contract,  and  on  May  17th  the 
contract  was  completed.  A  total  of  450,583  feet  of  ditches  were  installed,  of 
which  153,464  feet  were  spurs,  8x20  inches,  hand  cut;  and  297,119  feet  were 
mains,  10  x  30  inches,  machine  cut.  The  total  cosrt  was  $12,976.66,  of  which 
$12,504.23  was  paid  the  contractor  and  $472^43  covered  the  time  of  our  men, 
staking,  measuring,  and  supervising.  The  entire  installation  of  the  contre^^t, 
staking,  cutting,  and  measuring,  consumed  only  29  days.  The  contract 
drained  the  mainland  marsh  from  Merrick  Point,  Merrick,  east  to  Seaman's 
Creek,  Wantagh. 

There  are  now  4,701,618  feet  of  salt  marsh  ditches  on  the  south  shore  and 
152,373  feet  on  the  north  sliore,  making  a  total  of  4,853,991  feet  of  salt  marsh 
ditching  in  the  county. 

South  Shore  Upland 

It  was  not  until  1919  that  the  work  in  this  district  was  carried  on  with 
a  working  organization.  The  work  done  in  1918  consisted  merely  of  limited 
oiling  and  inspectipns  preparatory  to  the  1919  work.  In  1919  this  district 
was  covered  from  Inwood  to  Freeport  by  a  district  inspector,  four  inspectors, 
and  a  labor  crew  of  five  men.    The  following  is  a  summary  of  their  work : 

Total  number  of  inspections 2,  050 

Total  number  of  times  breeding  killed  488 

Total  number  gallons  oil  used   7, 279 

Breeding  found: 

Culex   70<^ 

Aedes 27.6% 

Anopheles    2 . 5% 

Total  footage  new  ditches  installed 4,  735 

Total  footage  old  ditches  cleaned 29, 230 

Total  footage  old  ditches  recleaned  6,  350 

Number  of  ponds  lowered   4 

Numl)er  of  swamps  drained  8 

Number  of  violations  found 187 

Area :     Inwood  to  Freeport,  as  far  north  as  Garden  City. 

North  Shore  Upland 

The  work  in  this  district  was  carried  on  the  same  as  in  1918,  with  a  force 
including  a  district  in«pector.  four  inspectors,  and  a  labor  crew  of  five  men. 
Following  is  the  summary  of  their  work: 

Total  numl:>er  inspections   7  207 

Total  number  times  breeding  killed 988 

Total  number  gallons  oil  used  1  !!'..'!..*!*! !  6  372 

Breeding  found:  1918  1919 

Culex    57%  ♦61.4% 

Aedes    2%  'L^.S^ 

Anopheles 41%  25.3% 

Total  footage  new  ditches  installed 7  4319 

Total  fomta^re  old  ditches  cleaned 454'  376 

Total  footage  old  ditches  recleaned s. ................ ..  I  650 

Totnl  foota^^e  pond  ed^es  cleaned ^. ......../....      .  lo'  100 

Total  number  ponds  lowered '      5 

Total  number  swamps  drained 11 

Total  number  violations 378 

Area :    Great  neck  to  Col(l  SPTiTiis.  as  far  south  as  Mineola. 

Mill  Pond,  Man hRs.<^t:  r^eda  Tiake;  Manhasset;  Mill  Pond,  Koslvn; 
l^e^^Uwwe^J                C?r,untry  C\\iVj;    and,  yi\\\  Pond,  Oster  Bay,  drained 

♦Increased  percentnp^ 


<»' 


t 


/ 


/ 


/ 
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If  a  comparison  is  made  of  the  work  aocomplished  in  the  two  upland  dis- 
tricts, it  should  be  remembered  that  the  work  has  been  carried  on  four  years 
on  the  north  shore  and  only  two  on  the  south  shore. 

Following  is  a  summary  of  the  upland  work  in  the  entire  county,  north 
and  south  shore  districts  combined: 

Total  number  violations 565 

Total  number  inspections   9, 257 

Total  number  gallons  oil  used 13, 651 

Total  number  times  breeding  killed 1, 476 

Total  footage  new  ditches  installed 12, 174 

Total  footage  old  ditches  cleaned  483,606 

Total  footage  old  ditches  recleaned 8, 000 

Total  footage  pond  edges  cleaned 10, 100 

Total  numW  ponds  lowered 9 

Total  number  swamps  drained  10 

Winter  Operations 

During  the  winter  months  of  1010  our  ofEk;e  force  consisted  of  three  district 
inspectors  and  a  clerk,  with  W.  H.  DeMott  in  charge. 

In  these  months,  various  charte  were  iM*epared  of  the  season's  inspection, 
oilinir,  and  maintenance  operations.  We  also  finished  the  first  complete  map 
(,i  the  south  shore  salt  marshes  of  the  entire  county.  This  map  is  16  feet 
lonir  and  scaled  thereon  the  entire  footage  installed  on  the  meadows,  some 
5,000,000  feet. 

There  were  also  on  our  winter  force  a  mechanic  and  helper  who  overhauled, 
repaired,  and  repainted  and  put  in  first  class  condition  the  Commission's  cars 
and  boats. 

This  covers  briefly  the  work  done  during  1919.  The  mosquito  collection 
data  and  the  malaria  statistics  K^ven.  below  will  in  a  measure  ^ow  the  results 
of  this  work. 

Comparative  Mosquito  Collection  Statistics,  1918  and  1919 

Mosquitoes  collected  throughout  the  county:  1918 and  1919 

Salt  marsh   165  246 

Fresh  water  .(except  pipiens)    404  202 

Culex  pipiens    108  180 

Totals    677  628 

Salt  marsh  misquitoes  east  of  Freeport 79  126 

Culex  pipiens  from  Inwood  to  Freeport 72  100 

Total  mosquitoes  caught  May  14  to  July  22 515  286 

Total  mosquitoes  caught  July  28  to  S^tember  15 162  942 

From  the  above  statistics  it  may  be  con<duded  that  about  50  per  cent  of  the 
salt  marsh  mosquitoes  in  the  county  are  east  of  the  drained  meadows;  that 
approximately  the  same  percentage  of  upland  breeding  is  Culex  pipiens,  the 
house-to-house  mosquito,  against  which  we  are  not  campaigning;  and  that 
before  the  unusually  wet  season  beginning  in  July,  1919,  the  total  number  of 
mosquitoes  caught  in  the  county  wae  only  286  as  compared  with  515  for 
a  corresponding  period  in  1918. 

Comparative  Malaria  Summary,  Nassau  County,  Lr.  I. 

AnnuaUf/  to 
1915     1916     1917     1918     1919 

Communities  reporting   4          4          7  19  18 

Doctors  receiving  reports 41  111  99 

Doctors  reporting 2S  36  46 

Reports  received   133  79  280 
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Annually  to 

1915  1916     1917     1918  1919 
Cases  reported.  North  Shore: 

New    61          6  2 

Kecurrent    17          1  6 

Total    476  66        68          6  8 

Cases  reported.  South  Shore : 

Now    0  1 

Recurrent   0  2 

Total    0  3 

Cases  reported  throughout  county: 

New  61          6  3 

Recurrent 17          1  8 

Total    475  66        68          6  11 


From  the  preceding  table  it  will  be  seen  that  in  1919  reports  from  18  com- 
munities reveal  only  11  malaria  cases  aa  compared  with  476  cases  reported 
annually  from  only  4  communities  previous  to  1916.  The  number  of  new 
cases  reported  in  the  last  two  years,  6  in  1918  and  9  in  1919,  shows  that  our 
work  has  effected  an  almost  absolute  control  of  malarial  conditions  which 
a  few  years  ago  were  truly  alarming. 

The  following  financial  statements  show  in  detail  the  expenditures  made 
in  1919  and  the  coste  of  the  various  operations  of  work. 

Statement  of  Receipts  and  Disbursements  for  zgzg  as  Per  Cash 

Book  Capitulation 

Rbceiptb 

Balance  forwarded  January  1,  1919  $436 .  69 

Appropriation     63,  051 .  34 

Contributions    41 .  67 

Sundries    119.61 

Total  receipts   $53, 648.31 

DiSBUBSEMENTB 

Administration    $6, 100. 00 

Inspectors    13,096 . 00 

Labor   8,691.00 

Salt  Marsh  contract  12, 604.23 

Motor  vehicles   2, 814 .  66 

Oil    2, 027.21 

Equipment    3, 432.66 

Office  expenses 977 .  17 

Publicity    296.01 

Supplies    249. 89 

Insurance    1, 169.54 

Sundries    1, 480. 17 

1918  expenditures  paid  in  1919 1, 426.60 

Total  disbursements    $53, 270.93 

SlTHlfART 

Receipts    $63, 648.31 

Disbursements    $53. 270 .  93 

Balance  on  hand  January  1,  1920 377 .  38 

$63,648.31 
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Detailed  Distribution  of  Disbursements  According  to  Districts 

District  No.  1,  Salt  Maubh 

General  Operations: 

Inspection     $619.  C4 

Engineering,   field    59 .  Ul 

Engineering,  ofiice    2.97 

Travel    27.90 

Miscellaneous     410 .  38 

$1,119.90 

Ditching  contract: 

To  contractor    $12, 504.23 

Time  analysis 

Staking    $257.10* 

Measuring    72 .  28 

Clean  up   26.00 

Supervision    88 .  22 

Travel    14.44 

Miscellaneous    14 .  39 

472.43 

12,  976 . 6G 

Winter  operations: 

Office,  miscellaneous $365 .  86 

Engineering,  office    335 .  64 

Miscellaneous     153. 50 

855 . 00 

Labor  operations: 

Maintenance    $5,  256 .  50 

Extension     1,044.25 

Travol     526.63 

Miscellaneous    23. 00 

6,849.38 

Total  cost  District  Xo.  1  , $21,800.94 

District  No.  2,  South  Shore  Upland 

Greneral  operations: 

Inspection    $835.39 

Oiling,  time  $1,  018.83 

Oiling,  oil   1.048.70 

2,  067 .  53 

Engineering,  field    $146.13 

Engineering,  office    14.09 

160.22 

Supervi.sion    430 .  18 

Reinspection     17.89 

Miscellaneous    555 .  10 

$4,068.81 

Winter  operations: 

Office,  miscellaneous $325 .72 

Engineering,  office    275 .  01 

Miscellaneous    179 .  27 

780.00 

Labor  operations: 

Maintenanee    $1,094.25 

New  work   285.50 

Miscellaneous    67 .  25 

1.447.00 

Total  cost.  District  No.  2   $«. 293-31 
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Disiiricr  Xo.  3,  Xoktu  Sucke  Upland 

General  aperationa: 

Inspection    $1,117.36 

Oiling,    time    $;t76.97 

OiUng,  oil   978.61 

l,3o4.48 

Engineering,   field    20. 64 

Supervision    259 .  00 

Travel     520.80 

Miscellaneous    410 .  33 


Winter  operations: 

Office,   miscellaneous    $400. 48 

Engineering,  office    190 .  33 

Miscellaneous     189 .  19 

Labor  operations: 

Maintenance    $1,  607 . 6.^ 

New  work    144. 87 

Miscellaneous    117.50 


$3,688.61 


780.00 


1,870.00 


Total  cost.  District  No.  3 $6,  338.51 

Genebal  District 

(Includes   such   accounts  as  cannot  be  accurately  distributed  among  the 
other  districts.) 

Administration    $5. 100 .  00 

Motor  vehicles 8,  739 .  54 

Equipment    76. 45 

Office  expenses   977 .  17 

Publicity     295.01 

Supplies'    249. 89 

Compensation    insurance 485 .  34 

Sundries    1. 489. 17 

1918  expenditures  paid  in  1919 1,425.60 

Total $18,  838. 17 

SiTMMABT 

District  No.  1,  Salt  Marsh  $21,800.94 

Di?trift  No.  2.  South  Shore  Upland 6,  293.31 

District  No.  3.  North  Shore  Upland  6,338.51 

General  District    18, 838. 17 

Total  1919  expenditures  $53, 270.93 

HIRAM  TL  SMITH 

President 

Our  1921  tentative  budsret.  in  the  sum  of  $74,000.  has  been  prepared  with 
due  consideration  for  the  hisfhest  decree  of  sreneral  efficiency  possible  with 
the  funds  available  under  the  exisrtin^ir  legislation. 

An  expenditure  of  $25,240  is  apportioned  to  the  salt  marsh.  This  sum 
includes  $14,160  for  maintenance  and  pstrol  of  6,000.000  feet  of  ditchintr 
installed  from  the  New  York  city  line  on  the  west  to  Seaman  creek,  Wantach, 
on  the  east;  $8,980  for  a  salt  marsh  ditching  contract  of  approximately 
294.000  feet  on  main  ifrland  area  east  of  Seaman  creek,  Wantaph,  to  Seaford. 
It  is  estimated  that  2,000.000  ^eet  are  necessary  to  complete  the  salt  marsh 
drainafife  in  the  county.  An-f  $2,1^^  ^^  ^"®  district  inspector  who  supervises 
all  salt  marsh  work  in  tlj,.  ^mm^T,  snd  in  the  winter  prepares  maps  and 
charts,  and  lays  out  the  pp     ^f  work  for  the  ensuinj?  year. 
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Our  upland  work  is  divided  into  two  districts^  south  shore  and  north  shore. 
The  sum  of  $10,476  is  set  aside  for  the  south  riiore,  providing  $4,200  for 
inspection,  and  oiling  when  necessary,  of  all  ponds,  swamps,  brooks,  and  wet 
areas  from  Inwood  to  (Merrick ;  also  to  maintain  an  efficient  number  of  men 
throughout  the  winter  months  to  patrol;  $4,176  for  a  labor  crew  consisting 
of  a  foreman  and  six  laborers  to  do  the  maintenance  work  and  a  limited 
amount  of  permanent  elimination  over  the  same  territory;  and  $2,100  for  the 
salary  of  a  district  inspector  whose  duties  are  the  same  in  relation  to  his 
district  as  those  of  the  salt  mar^  district  inspector. 

The  sum  of  $10,476  for  the  north  shore  provides  a  district  inspector  and 
four  inspectcHTs  the  same  as  for  the  south  ^ore. 

The  administration  item  of  $6,300  includes  the  salaries  of  the  chief  engineer, 
secretary,  and  clerk. 

Operating  expenses  in  the  amoimt  of  $18,076.50  includes  the  running 
expenses  of  our  eight  cars  and  three  boats;  the  wages  of  a  mechanic;  the 
overhead  costs  of  garage  and  boathouse  rent,  and  iKUit  hire;  mosquito  oil 
for  traiporary  extermination  purposes;  equipment  as  itemised;  insurance, 
office  expenses,  and  publicity;  and  supplies  which  include  all  tools  used  in 
the  field,  both  upland  and  salt  marsh.  These  estimates  of  quantitlee  and 
expenditures  are  all  based  on  the  actual  amounts  and  costs  of  corresponding 
itrais  during  the  current  year. 

The  contingent  fund  of  $2,537.50  is  to  cover  any  unforeseen  circumstanoee 
that  may  arise  throughout  the  year. 

Respectfully  submitted 

THE  NASS-AU  COUNTY  MOSQUITO 

EXTERMINATION  COMMISSION 

HIRAM  R.  SMITH 

President 

Nassau  County  Extermination  Commission,  1921  Tentative  Budget 

/.    Salt  Marsh 

Maintenance  and  Patrol: 

4    inspectors    (April    15-September    30),    5Vi 
months,  at  $120  per  month $  2, 640.00 

20  laborers  •( April  15-Septem'ber  30),  24  weeks, 

at  $24  per  week 11, 520.00 

Contract : 

Footage  cost   8, 820.00 

2  helpers,  20  days,  at  $4  per  day 160.00 

Salaries : 

1  district  inspector,  12  months,  at  $175 2, 100.00 


$25,240.00 


//.    South  Share  Upland 

Inspection: 
4  men    (April  15^eptember  30),  5Vi  months, 

at  $120  $2, 640.00 

2    men     (October    l~April    15),    6%    months, 

at   $120    1,560.00 

Labor: 

1  foreman  (April  15-September  30),  24  weeks, 

at  $30  per  week  720.00 

6  laborers  (April  16-September  30),  24  weeks, 

at  $24  per  week  3,456.00 

Salaries : 

1  district  inspector,  12  months,  at  $175 2, 100.00 


10,476.00 
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///.    North  Shore  Upland 

Ixxspection : 

4  men   (April  15-September  30),  5^  months, 

at  $120   $2, 640.00 

2    men    '(Ocftober    1-April    16),    6Vi    months, 

at  $120  1, 660.00 

Lctbor: 

1  foreman  (April  15-September  30),  24  weeks, 

at  $30  per  week  720. 00 

6  laborers  (April  16-September  30),  24  weeks, 

at  $24  per  week 3, 466.00 

Salaries : 

1    district  inspector,   12  months,   at  $176 2,100.00 

10,476.00 

IV.    Administration 

Chief  engineer « $3, 000.00 

Secretary    1, 800.00 

Clerk    1, 600.00 

6,300.00 

V,  Operating  Expenses 

Motor  vehicles  : 

Running  expenses,  autos  (8)   $3, 000.00 

Running  expenses,  boats  (3)    600.00 

I>abor: 

1  mechanic,  12  months,  at  $160 1,  800.00 

Overhead  costs: 

Garage  and  boat  house,  at  $50  per  month. .. .  600.00 

Boat  hire,  6%  months,  at  $25  per  month  ....  137.60 

Mosquito  oil,  20,000  gallons,  at  23tc 4, 600.00 

10, 737 .  60 

Equipment: 

1  auto  exchange $    476 .  00 

4  oil  sprayers   64. 00 

Tools  for  garage  1, 600.00 

2  motor  l^ats  with  engines,  exdhange 2, 000.00 

Insurance : 

Compensation 1,  600. 00 

Motor  vehicles    700. 00 

Office  expenses  1, 000. 00 

Publicity    600.00 

Supplies    500. 00 

■ 8,230  00 

VI,  Contingent  Fund 

Contingent  fund   $2, 631 .  50 

2,631.60 

Total    $74. 000.00 

A  list  of  property  owners  in  the  general  dencription  of  the  property  on 
which  the  work  of  the  Commission  i.«  to  be  carried  on  during  1021  was 
attached  to  the  above  but  is  not  here  included. 

Hermann  M.  Bigos,  M.D.,  Sfnte  Commissioner  of  Health: 

I  beg  to  submit  the  followini?  report  on  our  examination  of  the  estimates, 
plans,  and  methods  for  mosquito  extermination  work  in  Nassau  county  for 
the  year  1921,  submitted  for  your  Rinproval  by  the  Naswin  County  Moaqnito 
Extermination'  ormimif«ion  under  and  in  aeoordanoe  with  the  provisions  of 
action  412  of  chapter  408  of  the  Laws  of  1916. 
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The  following  papers  and  map  were  submitted  on  August  20,  1020,  hj  the 
Commission  for  your  approval: 

1.  A  budget  or  detailed  estimate  of  the  moneys  required  for  the  year 
1921,  including  a  statement  and  plans  of  the  Commission  for  the  work 
during  1921  and  the  methods  to  be  employed. 

2.  A  list  of  the  property,  both  salt  marsh  and  upland,  with  a  general 
description  thereof,  upon  which  the  Nassau  County  Mosquito  Extermina- 
tion commission  proposes  to  enter  during  the  year  1921  for  the  purpose  of 
mosquito  extermination. 

9.  Map  of  the  south  i^hore  of  Nassau  county. showing  salt  marsh  areas 
to  be  drained  by  the  Commission  in  1921,  and  the  areas  drained  in  this 
section  of  the  county  in  previous  years,  together  with  the  areas  that  will 
not  have  been  drained  by  the  end  of  1921. 

On  September  22,  1920,  the  following  map  was  submitted  at  my  request  in 
order  to  facilitate  the  examination  of  the  estimates,  plans,  and  methods: 

A  map  of  Nassau  county  showing  the  salt- marsh  areas  to  be  drained  by 
the  commission  in  1921,  the  areas  drained  in  previous  years  and  the  areas 
which  will  not  have  been  drained  by  the  end  of  1921,  together  with  the  total 
number  and  location  of  violations  on  the  north  shore  and  south  shore  under 
control  in  the  season  of  1920. 

The  total  budget  for  the  ensuing  year  of  1921  amounts  to  $74,000,  which 
is  the  largest  budget  of  the  Commission  since  it  was  organized  in  1916,  and 
is  approximately  37  per  cent  greater  than  the  budget  for  1920.  The  budget 
for  1921  is  divided  into  the  following  general  headings: 

1.  Salt  Marsh; 

2.  South  Shore  Upland; 

3.  North  Shore  Upland; 

4.  Administration; 

5.  Operating  Expenses; 

6.  Contingent  Fund. 

The  largest  item  of  the  budget  is  $25,240,  for  salt  marsh  work,  which  is 
equal  to  36  per  cent  of  the  entire  budget.  Of  this  amount,  $14,1'60  is  for 
maintenance  and  patrol  of  some  5,000,000  feet  of  ditching  installed  from  the 
New  York  city  line  on  the  west  to  Seaman  creek,  Wantagh,  on  the  east: 
$8,980  for  ditching  contract  for  some  294,000  feet  of  new  salt  marsh  ditchinar 
on  mainland  and  islands  east  of  Seaman  creek,  Wantagh,  to  Seaford,  covering 
an  area  of  1,500  acres;  and  $2,100  for  the  salary  of  one  district  inspector. 
When  the  proposed  new  ditching  is  completed,  all  of  the  salt  marsh  area  on 
the  southerly  shore  of  Nassau  county  except  a  comparatively  small  area  equal 
to  some  2,500  acres  in  the  town  of  Oyster  Bay  east  of  Seaford,  bordering  on 
South  Oyster  bay  near  the  Suffolk  county  line,  will  have  been  covered. 

The  cost  of  south  shore  upland  extermination  work  and  the  north  shore 
upland  extermination  work  is  estimated  at  $10,476  for  each  of  these  two 
districts.  This  estimate  is  an  increase  of  nearly  60  per  cent  over  the  estimate 
for  these  districts  for  1920,  and  represents  partly  increases  in  the  force  and 
partly  increases  in  the  cost  of  labor  and  inspection.  In  detail,  this  item 
includes  $4,200  for  inspection;  $4.1 7-6  for  labor;  and  $2,100  for  the  salary 
of  a  district  inspector  for  each  district.  The  work  to  be  done  in  these  t'wo 
districts  consiMf*  of  oiliner  ponds,  swamps,  brooks,  and  wet  areas;  main- 
taining patrol  during  winter  months;  maintenance  work;  and  some  perma- 
nent elimination. 

The  administration  expenses  are  estimated  at  $6,300.  and  include  the 
salaries  of  the  chief  engineer,  secretary,  and  clerk.  This  item  is  $600  larjrer 
than  last  year,  and  represents  an  increase  of  $600  per  year  in  the  salary  of 
the  chief  engineer. 

The  item  for  operating  expen^ies  amounts  to  $18,976.50.  an  increas*  of 
approximately  60  per  cent  over  this  item  in  the  1920  bud^ret.  It  inolii<le> 
running  exDenses  of  automobiles  and  motor  boats:  salary  of  a  mechanist 
boat  hire;    garage  and  boathouse  rent;    purchase  of  20,000  gallon*^  of  oil; 
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eq^uipzuent,  such  as  auto  exchange,  oil  sprayers,  tools,  and  motor  boats;  inbur- 
stnce;  office  expenses;  publicity;  and  oitice  supplies.  Ihe  last  item  of  the 
l>u.dget  amounts  to  $2,537.50,  and  covers  contingent  expenses  for  the  year. 

A.   comparison  of  the  budget  for  the  ensuing  year  with  the  budgets  for 
previous  years  shows  that  there  has  Geen  a  gradual  decrease  in  the  percentage 
of    the  funds  expended  for  salt  marsh  ditching,  and  an  increase  in  the  per- 
centage of  cost  tur  inspection  and  maintenance  of  both  upland  areas  and  salt 
marsh  ditching.     Only  12  per  cent  of  the  budget  for  1U21   is  for  new  salt 
marsh    ditching,   whereas   the    percentage    of    previous    budgets   allotted    for 
such  work  was  13.3  per  cent  for  1920,  23  per  cent  for  1910,  35  per  cent  for 
1918,  and  39  per  cent  for  1917.    The  total  estimated  cost  for  new  ditching  for 
1921  is,  however,  $1,805  greater  than  that  estimated  for  the  year  1920.    It  is 
to  be  expected  that  the  proportion  of  funds  for  maintenance  will  gradually 
increase  in  proportion  to  the  amount  of  new  ditching  completed  and  that  the 
relative  cost  of  new  work   will  decrease.      There  has  also  been  a  marked 
increase  in  the  cost  of  labor  and  materials  over  previous  years. 

The  force  to  be  employed  by  the  Commission  for  the  year  1921  is  to  consist 

of  a  chief  engineer,  secretary,  clerk,  3  district  inspectors,  and  a  mechanic  to 

Ije  employed  throughout  the  entire  year;    12  inspectors,  2  foremen,  and  32 

laborers  to  be  employed  from  April  loth  to  September  30th;    and  4  inspectors 

to  be  employed  from  October  1st  to  April  15th,  making  the  total  number  of 

employees  of  the  Commission  53,  assuming  that  the  4  men  listed  for  winter 

]>ptrol  work  will  also  be  employed  a$  inspectors  during  the  summer  months. 

The  increase  in  the  force  over  lart  year  should  enable  the  Commiss-ion  to 

carry  on  the  work  for  the  ensuing  year  even  more  effectively  than  in  the  past. 

In  conclusion  I  would  state  that  it  apears  from  the  careful  examination 

of  the  estimates,  plans,  and  methods  suVmitted   that  the  apportionment  of 

the  various  funds  and  items  of  the  budget  for  1921  is  appropriate,  considering 

the  present  high  cost  of  lalx>r  and  materials  and  the  present  status  of  the 

extermination    work.     Whereas    it   is   impracticable   to  check   up   except   in 

a  general  way  the  cost  estimated  for  doing  the  work,  the  estimates  submitted 

apnear  to  be  reasonable  and  approximately  accurate  and  the  work  properly 

planned  so  far  as  it  is  possible  to  judire  without  a  detailed  inspection  of  the 

areas  in  whirh  the  work  is  to  be  carried  on. 

I  would  therefore  recommend  that  the  estimates,  plans,  and  methods  as 
puhmitted  covering  the  year  1921  be  approved  in  accordance  with  the  pro- 
vision of  section  412  of  chapter  408  of  the  Laws  of  1916,  and  that  they  be 
forwarded  to  the  Board  of  Superviiwrs  of  Nassau  county. 

Respectfully  submitted 

THEODORE  HORTON 

Chief  Engineer. 
Albany,  N".  Y.,  September  25,  1920 
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OTHER  SPECIAL  INVESTIGATIONS 

During  1920  a  number  of  special  lines  of  work  were  carried 
on,  including  inspections  of  sanitary  conditions  of  couaty  fair 
grounds ;  investigation  of  the  sanitary  conditions  of  the  camps  in 
the  Palisades  Interstate  Park,  and  the  investigation  of  the 
nuisance  created  in  New  York  city  by  the  operation  of  certain 
industrial  plants  at  Edgewater,  N.  J. 

An  investigation  was  made  at  the  direction  of  the  Public 
Health  Council  of  the  sanitary  condition  of  county  fair  grounds 
In  this  State.  The  services  of  a  sanitary  inspector  were  devoted 
from  July  1  to  September  30  to  the  investigation.  The  work 
was  confined  particularly  to  water  supply,  toilet  facilities,  and 
methods  of  sewage  disposal  and  garbage  disposal.  Of  the  82 
fair  grounds  at  which  fairs  were  held  during  1920  all  were 
inspected  with  one  exception.  While  fairs  were  being  held  at 
the  grounds  at  Altamont,  Hamburg,  Nassau,  and  Oneonta,  three 
engineers  and  one  inspector  of  the  Division  visited  each  of  these 
fairs  and  collected  data  on  attendance  and  the  use  of  toilets. 
A  detailed  report  upon  this  investigation  was  being  prepared 
at  the  end  of  the  year. 

An  investigation  was  also  made  at  the  request  of  the  Public 
Health  Council  of  the  sanitary  condition  of  the  Palisades  Inter- 
state Park  camps  during  the  past  summer.  The  park  consists 
of  some  36,000  acres,  and  lies  between  the  Palisades  and  the 
Ramapo  Mountains,  extending  into  New  Jersey,  and  is  con- 
trolled by  a  joint  conmiission.  It  is  supported  by  private  sub- 
scription as  well  as  by  funds  from  the  States  of  New  York 
and  New  Jersey.  The  surv^  was  begun  by  one  of  the  assistant 
engineers  of  the  Engineering  Division  on  August  10,  1920,  and 
was  completed  on  September  4,  1920.  The  survey  included  a 
study  of  the  water  and  sewerage  facilities  and  the  general  sani- 
tary condition  of  the  various  camps.  The  report  on  the  investi- 
gation was  being  prepared  at  the  end  of  the  year. 

The  investigation  of  the  nuisance  created  in  the  Riverside 
Drive  section  of  New  York  city  by  the  operation  of  industrial 
plants  at  Edgewater,  N.  J.,  was  continued  during  this  year. 
The  scrubbers  and  condensers  installed  last  year  at  the  plant  of 
the  Com  Products  Refining  Company  for  the  purpose  of  elimi- 
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nating  the  objectionable  odors  and  gases  discharged  from  the 
plant  of  this  company  were  not  efficacious,  and  at  the  end  of 
this  year  a  system  of  scrubbers,  blowers,  and  conduits  for  con- 
veying the  odors  and  gases  from  the  feed  diyer  stacks  to  the 
boiler  plant  of  the  power  house  for  combiistion  was  being 
installed.  A  scrubber  designed  to  eliminate  the  gases  and  vapors 
generated  in  the  process  of  "  boiling "  or  "  ageing "  linseed  oil 
at  the  plant  of  Spencer-Kellogg  &  Sons  was  installed  during 
the  year.  With  the  completion  of  these  installations  all  of  the 
industrial  plants  will  have  constructed  scrubbers  or  so  modified 
the  operation  of  the  plants  as  largely  to  abate  the  objectionable 
conditions  created  by  the  discharge  of  gases  and  odors. 

During  the  year  the  Engineering  Division  hajs  assisted  the 
State  Architect  and  State  Engineer  in  the  work  of  obtaining 
new  or  additional  water  supplies  for  the  Growanda  State  Hos^- 
pital  and  the  Matteawan  State  Hospital,  and  in  the  design  of 
a  new  sewage  disposal  plant  for  the  Central  Islip  State  Hospital. 
A  number  of  conferences  have  also  been  held  with  representa- 
tives of  these  two  departments  and  advice  given  in  connection 
with  the  preparation  of  plans  for  water  supply  and  sewage  dis- 
posal for  other  state  institutions. 

A  number  of  lectures  on  sanitary  engineering  subjects  have 
been  given  during  the  year  by  members  of  the  Engineering 
Division  before  puhlic  bodies  and  mass  meetings  in  munici- 
palities, and  in  connection  with  educational  courses  on  public 
health  and  sanitation. 
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